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PREFACE 


The Title List of Documents Made Publicly Available is a moiUliiy publication. It contains descriptions of 
the infonuation received and generated by the U. S. Nuclear Regulatoiy Commission (NRC) This infoima- 
tion includes (1) docketed material associated with civilian micleai power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatoiy 
agency. As used here, docketed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatoiy records This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index. 

The docketed information includes the information formerly issued through the Department of Energy’s 
Technical Information Center under the title Power Reactor Docket Information (PRDI) and, in addition, 
information received oi generated on other uses of radioactive materials. The last issue of PRDI, published 
in January 1979, was an annual cumulation of the information for 1978. The Title List series initiated by 
this document replaces PRDI, wliich will no longer be prepared. Plans for providmg microfiche of the 
docketed material will be announced in a futuie issue of the Title List and in other mailings and 
announcements. 

We are making the monthly issues produced in 1979 available free to all who subsciibed to PRDI in Calendar 
Year 1978. Weaie doing this to encouiage your comments, criticisms, and suggestions. In particulai , if 
tlterc aie title descriptions that aie not meaningful, please let us know so that we can correct the data base. 
In so far as possible, we would like this document to be a valuable part of yoiii reference material. Near the 
end of 1979, subscriptions will be solicited for Calendar Year 1980 at a fee yet to be established. 


DOCKETED ITEMS 

The pi in cipal elements of the docketed item entiies are: 



790101 000 1 DOCKET .‘50-247 INDIAN POINT STATION, UNIT 2 . 

LER 78-031/03X-1 on 781022: One instiument channel of containment 
pressure safeguaids logic became deeneigizcd when static inverter associated 
with channel failed. Caused by defective static invcitei . 

MAKEPEACE, J.M. Commonwealth Edison Co. 79/01/12. Ip. 

® ® @ ® ® 

1. NRC Accession Number. 

2. NRC Docket Number. 

3. Name of facility, licensee, oi tianspoitation package model numbei. 

4. Desciiption of information contained in the document. 

5. Personal author. An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency, or nonindividual source. 

7. Date of document described. 

8. Pages in document. 

9. If this space is blank, the document is available in the NRC Public Document Room, 1717 H St.,N.W., 
Washington, D, C. 20555. If this space is filled, the entry may be “Available at NRC” with or without a 
price; “Available at NTIS’’;or “Available at GPO” . 



V 



The Docketed Items list is arranged sequentially, first by Docket Number and then by Accession 
Number, Indented items are enclosures to nonindented items and generally are out of Accession 
Number sequence. 

If the docketed document has a contract (FIN) number or a formal report number, it will appear in 
the last line of the item following entry 6. 


NON DOCKETED ITEMS 

The principal elements of the nondocketed items are: 






7901060007 NUREG/CR-0161 

' “Dynamic Analysis to Establish Normal Shock & Vibration Environs 
— ^ Experienced by Radioactive National Shipping Package Quarterly 
Progress Report 780101-780331. Identifies parameters wluch affect 
nomial shock & vibration environs. 

FIELDS, S.R.,MECH, S.J. Hanford Engineering Development Laboratory. 


FIN A-2093 


78/11/30. 26pp. Available at NTIS. 


® @ @ ® 


® 


\ 

® 


1. NRC Accession Number. 

2. NRC Report Number. 

3. Title and description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or other nomndividual source. 

6. Contract or fmancial (FIN) number (if any). If the document has a secondary report number it will 
appear following tills entry. 

7. Date of document described. 

8. Pages in document, 

9. If this space is blank, tlie document is available in the NRC Public Document Room, 1717 H St., N, W., 
Washington, D.C. 20555. If this space is filled, the entry may be “Available at NRC” with or without a 
price; “Available at NTIS”; or “Available atGPO". 


The Nondocketed Items list is arranged sequentially by Accession Number. Indented items are 
enclosures to nonindented items. 

NOTES: 

1. The address for NTIS is: 

National Teclmical Information Service 
Springfield, Virginia 22161 

2. The address for GPO is: 

Superintendent of Documents 
Government Printing Office 
Washington, D. C. 20402 


vl 
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27-039 

Sheffiekl, IL., Nuclear Engineering 

1 

40-8477 

Boeing Co. 

4 


Co., Inc, 


40-8502 

Wyoming Mining Corp., Irigary 

4 

27-047 

Barnwell, SC., CKeni-Nuclear 

Systems, Inc. 

1 


Mine 




40-8580 

Air force, Dept, of, Kelly AFB 

5 

27-048 

Richland, \VA , Nuclear Engineering 

1 





Co,, Inc. 


40-8583 

Air force, Dept, of, USAf Academy 

5 




40-8584 

Union 76 Exploration Co. 

5 

40-0201 

Ventrori Corp, 

2 

40-8600 

Day & Zimmerman Co. 

5 

40-0299 

Union Carbide Corp. 

2 

40-8602 

United Nuclear Corp. 

5 

40-0341 

General Services Administration 

2 

40-8636 

Wold Nuclear Co. 

5 

40-0791 

United Technologies 

2 

40-8663 

Nuclear Dynamics 

5 

40-1162 

Western Nuclear 

2 

40-8670 

Weber 

5 

40-1341 

I'ord, Bacon & Davis, Inc. 

2 

40-8675 

Energy fuels Nuclear 

6 

40-2061 

Kcrr-McGee Corp., West Chicago 

2 


Energy fuels Nuclear 



I'acility 


40-8676 

6 

40-2253 

Army, Dept, of. Army Mechanical 
Research Center, WA 

3 

40-8681 

Energy i ucis Nuclear 

6 

6 



40-8684 

J & P Corp. 

40-2259 

Pathfinder Mines Corp. 

3 

40-8692 

Cotter Corp. 

6 

40-2286 

Westinghouse Electric Co, 

3 

40-8697 

Rocky Mountain Energy Co. 

7 

40-3392 

Allied Chemical Corp. 

3 

40-8698 

Plateau Resources 

7 

40-3453 

Atlas Minerals 

3 

40-8712 

Gulf Oil Corp,, Gulf Research & 

7 

40-4492 

federal Amciican Partners 

3 


Development Co. 


40-6659 

Pctrotoniics Co. 

3 

40-8720 

Standard Oil Co. of Indiana 

7 

40-7122 

New Jersey Institute of Technology 

3 

40-8721 

Rocky Mountain Energy Co. 

7 

40-7245 

Shaw, R. MS 

4 

40-8722 

Brush-Wellman ^ 

7 

40-7783 

Boeing Co. 

4 

50-2 

Univ, of Michigan Research Reactor 

7 

40-8027 

Kerr-McGec Corp. 

4 

50-3 

Indian Point Station, Unit 1 

7 

40-8035 

Cotter Corp, 

4 

50-5 

Pennsylvania Slate Univ, Research 
Reactor 

8 

40-8064 

Exxon Minerals Co,, USA 

4 

50-10 

Dresden Nuclear Power Station, Unit 1 

8 

40-8304 

Wyoming Mineral Corp. 

4 

50-13 

Babcock & Wilcox Co, Critical 

10 

40-8452 

Bear Creek Mining Co, 

4 


facility 
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50-16 

Enrico I'ermi Atomic Power Plant, 

10 

50-155 

Big Rock Point Nuclear Power Plant 

16 


Unit I 


50-156 

Univ ol Wisconsin Research Reactor 

17 

50-20 

Massachusetts Institute of Technology 

10 


Cornell Univ, Research Reactor 

18 

Research Reactor 


50-157 

50-25 

Dow Chemical Co. TRIG A Reactor 

10 

50-160 

Georgia institute of Technology 

18 



Research Reactor 


50-27 

Washington State Univ. Research 

10 


General Atomic Co 

18 


Reactor 


50-163 

50-29 

Yankee- Rowe Nuclear Power Station 

10 

50-166 

Univ. o( Maryland Rescarcli Reactor 

18 

50-30 

Plum Brook Research Reactor l acitity 

II 

50-170 

National Naval Medical Center 

18 

50-54 

Pawling Research Reactor 

11 

50-171 

Peach Bottom Atomic Power 

18 




Station, Unit 1 


50-59 

Te'sas A & M Univ. Research 

Reactor 

12 

50-184 

National Bureau ot Standards 

18 




Reactor 


50-62 

Univ, of Virginia Research Reactor 

12 

50-185 

Plum Brook Reactor - Mock-up 

18 

50-70 

General Electric Test Reactor 

12 

50-186 

Univ, of Missouri Research Reactor 

18 

50-72 

Univ. of Utah Research Reactor 

12 

50-1 87 

Space Radiation Research Reactor 

18 

50-73 

General Electric Nuclear Test Reactor 

12 

50-192 

Univ, of Texius Research Reactor 

19 

50-83 

Univ, of Florida Training Reactor 

12 

50-193 

Rhode Island Nuclear Center Reactor 

19 

50-87 

Westinghouse Critical Experiment 

13 

50-20! 

West Valley Reprocessing Plant 

19 

50-89 

General Atomic Co. 

13 

50-206 

San Onofre Nuclear Station, Unit 1 

19 

50-97 

Cornell Univ, Zero Power Reactor 

13 

50-213 

Haddam Neck Plant 

20 

50-98 

Univ, of Delaware Research Reactor 

13 

50-219 

Oyster Creek Nuclear Power Plant 

22 

50-99 

Babcock & Wilcox Test Reactor 

13 

50-220 

Nine Mile Point Nuclear Station, Unit 1 

23 

50-111 

North Carolina State Univ. Research 

13 




Reactor 


50-223 

Univ, of Lowell Research Reactor 

26 

50-112 

Univ, of Oklahoma Research Reactor 

13 

50-225 

RPI Critical Experiment 

26 

50-113 

Univ. of Arizona Research Reactor 

13 

50-228 

Aerolc.st Radiography & Research 

26 





Reactor 


50-116 

Iowa State Univ. Research Reactor 

13 

50-237 

Dresden Nuclear Power Station, Unit 2 

26 

50-123 

Univ, of Missouri Research Reactor 

13 

50-244 

Robert Emmet Ginna Nuclear Plant,, 

29 

50-124 

Virginia Polytech Inst, Training Reactor 

14 


Unit 1 


50-133 

Humboldt Bay Power Plant, Unit 3 

14 

50-245 

Millstone Nuclear Power Station, 

30 




Unit 1 


50-134 

Worcester Polytcch Inst, Research 

15 





Reactor 


50-246 

Advanced Critical Reactor 

32 





Experiment 


50-135 

Walter Reed Research Reactor 

IS 

50-247 

Indian Ppint Station, Unit 2 

32 

50-139 

Univ. of Washington Research Reactor 

15 

50-249 

Dresden Nuclear Power Station, Unit 3 

34 

50-142 

UCLA Training Reactor 

15 

50-250 

Turkey Point Plant, Unit 3 

36 

50-146 

Saxton Nuclear Experimental 

15 





I'acility 


50-251 

Turkey Point Plant, Unit 4 

37 

50-150 

Ohio Slate Univ. Research Reactor 

15 

50-252 

Univ, of New Mexico Research 

39 





Reuctoi 


50-151 

Univ. of Illinois Research Reactor 

15 
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Page 

50254 

Quad-Cilies Station, Unit 1 

39 

50-294 

Michigan State Univ Kescarch Reactor 

79 

50-255 

Palisades Nuclear Plant 

42 

50-295 

Zion Nuclear Power Station, Unit 1 

79 

50-256 

Univ. of Montevideo Research 

Reactor 

43 

50-296 

Browns berry Nuclear Power Station, 
Unit 3 

81 

50-259 

Browns Ferry Nuclear Power Station, 
Unit 1 

43 

50-297 

North Carolina State Univ. PULSIAR 
Reactor 

83 

50-260 

Browns Ferry Nuclear Power Station, 
Unit 2 

45 

50-298 

50-301 

Cooper Nuclear Station 

Point Beach Nuclear Plant, Unit 2 

83 

84 

50261 

H.B. Robinson Plant, Unit 2 

47 

50-302 

Crystal River Nuclear Plant, Unit 3 

85 

50-262 

Brigham Young Univ. Research 

Reactor 

48 

50-304 

Zion Nuclear Power Station, Unit 2 

87 

50-263 

Monticello Nuclear Generating Plant 

48 

50-305 

Kewaunee Nuclear Power Plant 

89 

50-264 

Dow Chemical Co. 

50 

50-306 

Prairie Island Nuclear Station, 

Unit 2 

90 

50-265 

Quad-Cities Station, Unit 2 

50 

50-309 

Maine Yankee Atomic Power Plant 

91 

50-266 

Point Beach Nuclear Plant, Unit 1 

52 

50-311 

Salem' Nuclear Generating Station, 

93 

50-267 

Fort St. Vrain Nuclear Generating 
Station 

52 

50-312 

Unit 2 

Ranch Seco Nuclear Generating 

96 

50-269 

Oconee Nuclear Station, Unit 1 

53 


Station 


50-270 

Oconee Nuclear Station, Unit 2 

55 

50-313 

Arkansas Nuclear One, Unit 1 

97 

50271 

Vermont Yankee Nuclear Power 

Station 

57 

50-315 

Donald C. Cook Nuclear Power Plant, 
Unit 1 

98 

50-272 

Salem Nuclear Generating Station, 

Unit 1 

58 

50-316 

Donald C. Cook Nuclear Power Plant, 
Unit 2 

lOO 

50-274 

U.S. Geological Survey Research 

Reactor 

61 

50-317 

Calvert Cliffs Nuclear Power Plant, 

Unit 1 

101 

50-275 

Diablo Canyon Nuclear Power Plant, 
Unit 1 

61 

50-318 

Calvert Cliffs Nuclear Power Plant, 

Unit 2 

103 

50-277 

Peach Bottom Atomic Power Station, 
Unit 2 

63 

50-320 

Three Mile Island Nuclear Station, 

Unit 2 

104 

50-278 

Peach Bottom Atomic Power Station, 
Unit 3 

65 

50-321 

50-322 

Edwin 1. Hatch Nuclear Plant, Unit 1 

Shoreham Nuclear Power Station 

106 

108 

50-279 

Santa Maria de Garona Nuclear 

Power Plant 

67 

50-323 

Diablo Canyon Nuclear Power Plant, 
Unit 2 

111 

50-280 

Surry Power Station, Unit 1 

67 

50-324 

Brunswick Steam Electric Plant, 

111 

50-281 

Surry Power Station, Unit 2 

68 


Unit 2 


50-282 

Prairie Island Nuclear Station, Unit 1 

70 

50-325 

Brunswick Steam Electric Plant, 

Unit 1 

113 

50-285 

borf Calhoun Station, Unit 1 

72 

50-326 

UC-lrvIne Research Reactor 

115 

50-286 

Indian Point Station, Unit 3 

73 

50-327 

Sequoyah Nuclear Plant, Unit 1 

115 

50-287 

Oconee Nuclear Station, Unit 3 

74 

50-328 

Sequoyah Nuclear Plant, Unit 2 

116 

50289 

Three Mile Island Nuclear Station, 

Unit 1 

75 

50-329 

Midland Plant, Unit 1 

118 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

77 

50-330 

Midland Plant, Unit 2 

119 
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Page 

50-331 

Duane Arnold Energy Center 

121 

50-382 

Waterford Generating Station, Unit 3 

163 

50-332 

BarnwcU llcprocessiing Plant 

124 

50-387 

Susquehanna Steam Electric Station, 

165 





Unit 1 


50-333 

Jantcb A 1 il^pa trick Nuclear Power 

125 





Plant 


50-388 

Susquehanna Steam Electric Station, 

166 





Unit 2 


50-334 

Heaver Valley Power Station, Unit 1 

126 

50-389 

St. Lucie Plant, Unit 2 

168 

50-335 

St. Lucie Plant, Unit 1 

127 

50-390 

Watts Bar Nuclear Plant, Unit 1 

168 

50-336 

Millstone Nticlcar Power Station, 

129 



Unit 2 


50-391 

Watts Bar Nuclear Plant, Unit 2 

169 

50-338 

North Anna Power Station, Unit I 

130 

50-394 

Gilifornia St4ate Polytcch College 

170 





Res. Reactor 

50-339 

50-34! 

North Anna Power Station, Unit 2 

133 

50-395 

Virgil C. Summer Nuclear Station, 

170 

Enrico r'erini Atomic Power Plant, 

136 


Unit 1 


Unit 2 




50-344 

Trojan Nuclear Plant, Unit 1 


50-396 

Univ. of Virginia Cavalier Renctor 

172 

137 

50-397 

50-346 

Davis-Besse Nuclear Power Station, 

WPPSS Nuclear Project, Unit 2 

172 

139 


50-348 

Unit 1 


50-400 

Shcaron Harris Nuclear Power Plant, 
Unit 1 

173 

Joseph M, Parley Nuclear Plant, 

141 




Unit 1 


50-401 

Shearon Harris Nuclear Power Plant, 

174 

50-352 

Limerick Generating Station, Unit 1 

144 


Unit 2 


50-353 

Limerick Generating Station, Unit 2 


50-402 

Shearon Harris Nuclear Power Plant, 

175 

144 


Unit 3 

50-354 

Hope Creek Nuclear Station, Unit 1 

144 

50-403 

Shcaron Harris Nuclear Powci Plant, 

177 

50-355 

Hope Creek Nuclear Station, Unit 2 

145 


Unit 4 


50-358 

William H. Zimmer Nuclear Station, 

145 

50-404 

North Anna Power Station, Unit 3 

178 


Unit 1 


50-405 

North Anna Power Station, Unit 4 

178 

50-361 

San Onofre Nuclear Station, Unit 2 

147 

50-406 

Tuskegee Inst. Research Reactor 
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50-362 

San Onofre Nuclear Station, Unit 3 

149 

50-407 

Univ. of Utah Research Reactor 

178 

50-363 

Forked River Nuclear Station, Unit 1 

151 

50-409 

La Crosse Boiling Water Reactor 

179 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

151 

50-410 

Nine Mile Point Nuclear Station, 
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50-366 

Edwin I. Hatch Nuclear Plant, Unit 2 
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Unit 2 


50-367 

Bailly Generating Station 
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Beaver Valley Power Station, Unit 2 

180 

50-368 

Arkansas Nuclear One, Unit 2 
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Catawba Nuclear Station, Unit 1 
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William B, MacGuire Nuclear Station. 

Unit 2 

159 

50417 

Grand Gulf Nuclear Station, Unit 2 
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LaSalle County Station, Unit 2 
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Alvin W. Vogtic Nuclear Plant, Unit 2 
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Nuclear Examination Reactor 
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UC-Santa Barbara Research 
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North Coast Nuclear Plant (Puerto 

162 


Reactor 
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I'loating Nuclear Plant 
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233 

50-553 

Phipps Bend Nuclear Plant, Unit 1 

227 

STN-50-593 

Palo Verde Nuclear Station, Unit 5 

233 

50-554 

Phipps Bend Nuclear Plant, Unit 2 

227 

STN-50-595 

GAISSAR 

234 

STN-50-556 

Black Fox Station, Unit 1 

227 

50-596 

New Haven, Unit 1 

234 

STN-50-557 

Black Fox Station, Unit 2 

228 

50-597 

New Haven, Unit 2 

235 

50-560 

BOPPSAR 

229 






ALPHABETIC ARRANGEMENT BY LICENSEE OR FACILITY NAME 


Name 

Docket 

Page 

Name 

Docket 

Page 

Barnwell, SC., Chein-Nuclear 



Kerr-McGee Corp., West Chicago 



Systems, Inc, 

27-047 

1 

Facility 

40-2061 

2 

Richland, WA., Nuclear tngineenng 



Kcrr-McGee Corp. 

40-8027 

4 

Co , Inc, 

27-048 

1 

New Jersey Institute of Technology 

40-71 22 

3 

Sheffield, IL., Nuclear Engineering 






Co., Inc. 

27-039 

1 

Nuclear Dynamics 

40-8663 

5 




Pathfinder Mines Corp. 

40-2259 

1 

Air I'orce, Dept, of, Kelly AFB 

40-8580 

5 

Petrotomics Co. 

40-6659 

3 

Air Force, Dept, of, USAF Academy 

40-8583 

5 

Plateau Resources 

40-8698 

7 

Allied Chemical Corp. 

40-3392 

3 

Rocky Mountain Energy Co. 

40-8697 

7 

Army, Dept, of, Army Mechanical 






Research Center, WA 

40-2253 

3 

Rocky Mountain Energy Co. 

40-8721 

7 

Atlas Minerals 

40-3453 

3 

Shaw, R. MS 

40-7245 

4 

Bear Creek Mining Co. 

40-8452 

4 

Standard Oil Co. of Indiana 

40-8726 

7 

Boeing Co. 

40-7783 

4 

Union Carbide Corp. 

40-0299 

2 

Boeing Co. 

40-8477 

4 

Union 76 Exploration Co. 

40-8584 

5 

Brush»Wcllman 

40-8722 

7 

United Nuclear Corp. 

40-8602 

5 

Cotter Corp, 

40-8035 

4 

United Technologies 

40-0791 

2 

Cotter Corp. 

40-8692 

6 

Ventron Corp. 

40-0201 

2 

Day & Zimmerman Co, 

40-8600 

5 

Weber 

40-8670 

5 

Energy Fuels Nuclear 

40-8675 

6 

Western Nuclear 



Energy I’ucls Nuclear 

40-8676 

6 

Westlnghousc Electric Co. 



Energy Fuels Nuclear 

40-8681 

6 

Wold Nuclear Co. 



Fxxon Minerals Co., USA 

40-8064 

4 

Wyoming Mineral Corp. 



Federal American Partners 

40-4492 

3 

Wyoming Mining Corp,, I rigary Mine 



1 ord. Bacon & Davis, Inc, 

40-1341 

2 

Advanced Critical Reactor 



General Services Administration 

40-0341 

2 

Experiment 



Gulf Oil Corp., Gulf Research & 



Aerotest Radiography & Research 



Development Co. 

40-8712 

7 

Reactor 



J P Corp. 

40-8684 

6 

Allens Creek Nuclear Station, Unit 1 




xiii 


Name 

Docket 

Page 

Allens Cteek Nuclear Station, Unit 2 

50467 

200 

Alvin W. Vogtle Nuclear Plant, Unit ! 

50424 

184 

Alvin W. Vogtle Nuclear Plant, Unit 2 

50425 

184 

Arkansas Nuclear One, Unit 1 

50-313 

97 

Arkansas Nuclear One, Unit 2 

50-368 

155 

Atlantic Generating Station, Unit 1 

STN-S0477 

202 

Atlantic Generating Station, Unit 2 

STN-50478 

202 

Atlantic Richfield Co. 

50-372 

159 

Babcock & Wilcox Co, Critical 

Facility 

50-13 

10 

Babcock & Wilcox Test Reactor 

50-99 

13 

Bailly Generating Station 

50-367 

155 

Barnwell Reprocessing Plant 

50-332 

124 

Beaver Valley Power Station, Unit 1 

50-334 

126 

Beaver Valley Power Station, Unit 2 

50412 

180 

Bcilefonte Nuclear Plant, Unit 1 

50-438 

185 

Bellefonte Nuclear Plant, Unit 2 

50439 

186 

Dig Rock Point Nuclear Power Plant 

50-155 

16 

Black Fox Station, Unit 1 

STN-50-556 

227 

Black Fox Station, Unit 2 

STN-50-557 

228 

Blue Hills Station, Unit 1 

50-510 

215 

Blue Hills Station. Unit 2 

50-511 

215 

BOP SAR, C.F. Braun 

STN-50-532 

224 

BOPPSAR, Babcock & Wilcox Co. 

50-560 

229 

Braidwood Station, Unit 1 

50-456 

196 

Braid wood Station, Unit 2 

50-457 

197 

Brigham Young Univ. Research 

Reactor 

50-262 

48 

Browns Ferry Nuclear Power Station, 
Unit 1 

50-259 

43 

'eriy Nuclear Power Station, 

50-260 

45 

■ "■ 'car Power Station, 

50-296 

81 

' Plant, Unit 2 

50-324 

111 

. Unit 1 

50-325 

113 

ujriwai Ji.aU01l, Unil 1 

50-454 

195 

Byron Station, Unit 2 

50455 

195 


Name 

Docket 

Page 

California State Poly tech College 

Res Reactor 

50-394 

170 

Calloway Plant, Unit 1 

SrN-50483 

203 

Calloway Plant, Unit 2 

STN-50-486 

204 

Calvert Cliffs Nuclear Power Plant, 

Unit 1 

50-317 

101 

Calvert Cliffs Nuclear Power Plant, 

Unit 2 

50-318 

103 

Catawba Nuclear Station, Unit 1 

50-413 

180 

Catawba Nuclear Station, Unit 2 

50-414 

181 

CESSAR System 80 

STN-5 0-470 

201 

Cherokee Nuclear Station, Unit 1 

STN-50491 

206 

Cherokee Nuclear Station, Unit 2 

STN-5 04 9 2 

206 

Cherokee Nuclear Station, Unit 3 

STN-50-493 

207 

Qincli River Breeder Reactor 

50-537 

224 

Ointon Power Station, Unit 1 

50-461 

199 

Qinton Power Station, Unit 2 

50462 

199 

Comanche Peak Steam Electric Station, 
Unit 1 

50-445 

189 

Comanche Peak Steam Electric Station, 
Unit 2 

50446 

191 

Cooper Nuclear Station 

50-298 

S3 

Cornell Univ. Research Reactor 

50-157 

18 

Cornell Univ Zero Power Reactor 

50-97 

13 

Crystal River Nuclear Plant, Unit 3 

50-302 

85 

Davis-Besse Nuclear Power Station, Unit 1 

50-346 

139 

Davis-Besse Nuclear Power Station, Unit 2 

50-500 

213 

Davis-Bcsse Nuclear Power Station, Unit 3 

50-501 

213 

Diablo Canyon Nuclear Power Plant, 

Unit 1 

50-275 

61 

Diablo Canyon Nuclear Power Plant, 

Unit 2 

50-323 

11 1 

Donald C. Cook Nuclear Power Plant, 

Unit 1 

50-315 

98 

Donald C. Cook Nuclear Power Plant, 

Unit 2 

50-316 

lOO 

Dow Chemical Co. 

50-264 

50 

Dow Chemical Co. TRIG A Reactor 

50-25 

lO 

Dresden Nuclear Power Station, Unit 1 

50-10 

8 

Dresden Nuclear Power Station, Unit 2 

50-237 

26 



Name 

Docket 

Page 

Name 

Docket 

Page 

Dresden Nuclear Power Station, Unit 3 

50*249 

34 

Hartsville Nuclear Plant, Unit 3 

STN-5 0-5 20 

219 

Duane Arnold Energy Center 

50-331 

121 

Hartsville Nuclear Plant, Unit 4 

STN-50-521 

220 

Edwin I. Hatch Nuclear Plant, Unit 1 

50-321 

106 

Haven Nuclear Plant, Unit 1 

STN-5 0-5 02 

213 

Edwin I. Hatch Nuclear Plant, Unit 2 

50-366 

152 

Haven Nuclear Plant, Unit 2 

STN-50-503 

214 

Enrico Permi Atomic Power Plant, Unit 1 

50-16 

10 

Hope Creek Nuclear Station, Unit 1 

50-354 

144 

Enrico Eermi Atomic Power Plant, Unit 2 

50-341 

136 

Hope Creek Nuclear Station, Unit 2 

50-355 

145 

Erie Nuclear Plant, Unit 1 

STN-50-580 

232 

Humboldt Bay Power Plant, Unit 3 

50-133 

14 

Erie Nuclear Plant, Unit 2 

STN-50-581 

232 

Indian Point Station, Unit 1 

50-3 

7 

ESSAR 

STN-5 0-591 

233 

Indian Point Station, Unit 2 

50-247 

32 

rioating Nuclear Plant 

STN-50-437 

184 

Indian Point Station, Unit 3 

50-286 

73 

Porked River Nuclear Station, Unit 1 

50-363 

151 

Iowa State Univ. Researcii Reactor 

50-116 

13 

Port Calhoun Station, Unit 1 

50-285 

72 

James A. Fitzpatrick Nuclear Power Plant 

50-333 

125 

Fort St. Vraln Nuclear Generating 



Jamesport Nuclear Station, Unit I 

STN-50-516 

216 

Station 

50-267 

52 







Janicsport Nuclear Station, Unit 2 

STN-50-517 

217 

Fulton Generating Station, Unit 1 

50-463 

199 







Joseph M. Farley Nuclear Plant, Unit 1 

50-348 

141 

Pulton Generating Station, Unit 2 

50-464 

200 







Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

151 

GAISSAR 

STN-5 0-595 

234 







Kewaunee Nuclear Power Plant 

50-305 

89 

GASSAR-6 

STN-50-535 

224 







La Crosse Boiling Water Reactor 

50-409 

.179 

General Atomic Co. 

50-89 

13 







Laguna Verde Station, Unit 1 

50-468 

201 

General Atomic Co. 

50-163 

18 







Laguna Verde Station, Unit 2 

50-512 

215 

General Electric Test Reactor 

50-70 

12 







LaSalle County Station, Unit 1 

50-373 

159 

General Electric Nuclear Test Reactor 

50-73 

12 







LaSalle County Station, Unit 2 

50-374 

161 

Georgia Institute of Technology Rc.scarch 






Reactor 

50-160 

18 

Limerick Generating Station, Unit 1 

50-352 

144 

GESSAR-238 

STN-50-447 

194 

Limerick Generating Station, Unit 2 

50-353 

144 

GESSAR*238-BOP Interface 

STN-50-550 

226 

Maine Yankee Atomic Power Plant 

50-309 

91 

GESSAR-251 

50-531 

224 

Marble Mill Nuclear Station, Unit 1 

STN-50-546 

224 

GIBBSAR 

STN-5 0-584 

232 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

225 

Grand Gulf Nuclear Station, Unit 1 

50-416 

181 

Massachusetts Institute of Technology 






Research Reactor 

50-20 

10 

Grand Gulf Nuclear Station, Unit 2 

50-417 

182 







Memphis State Univ. Research Reactor 

50-538 

224 

Greene County Nuclear Power Plant 

50-549 

225 







Michigan Stale Univ Research Reactor 

50-294 

79 

Greenwood Energy Center, Unit 2 

50-452 

194 



• 




Midland Plant, Unit 1 

50-329 

118 

Greenwood Energy Center, Unit 3 

50-453 

194 







Midland Plant, Unit 2 

50-330 

119 

H.B. Robinson Plant, Unit 2 

50-261 

47 







Millstone Nuclear Power Station, Unit 1 

50-245 

30 

Iladdam Neck Plant 

50-213 

20 







Millstone Nuclear Power Station, Unit 2 

50-336 

129 

Hartsville Nuclear Plant, Unit 1 

STN-5 0-5 IS 

217 







Millstone Nuclear Power Station, Unit 3 

50-423 

183 

Hartsvllle Nuclear Plant, Unit 2 

STN-5 0-5 19 

218 





XV 



Name 

Docket 

Page 

Montague Nuclear Power Station, Unit 1 

50-496 

207 

Montague Nuclear Power Station, Unit 2 

50-497 

207 

Montalto di Castro (ENEL-6), Unit 1 
(Italy) 

50-552 

226 

Monticello Nuclear Generating Plant 

50-263 

48 

National Bureau of Standards Reactor 

50-184 

18 

National Naval Medical Center 

50-170 

18 

NEP Nviclear, Unit 1 

STN-50-568 

230 

NEP Nuclear, Umt 2 

STN-50-569 

231 

New Haven, Unit 1 

50-596 

234 

New Haven, Unit 2 

50-597 

235 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

23 

Nine Mile Point Nuclear Station, Unit 2 

50-410 

180 

North Anna Power Station, Unit 1 

50-338 

130 

North Anna Power Station, Unit 2 

50-339 

133 

North Anna Power Station, Unit 3 

50-404 

178 

North Anna Power Station, Unit 4 

50405 

178 

North Carolina State Univ. PULSTAR 
Reactor 

50-297 

83 

North Carolina State Univ. Research 
Reactor 

50-1 U 

13 

North Coast Nuclear Plant (Puerto Rico) 

50-376 

162 

Nuclear Examination Reactor 

50-375 

162 

Oconee Nuclear Station, Unit 1 

50-269 

53 

Oconee Nuclear Station, Unit 2 

50-270 

55 

Oconee Nuclear Station, Unit 3 

50-287 

74 

Ohio State Univ. Research Reactor 

50-150 

15 

Oyster Creek Nuclear Power Plant 

50-219 

22 

Palisades Nuclear Plant 

50-255 

42 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

222 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

223 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

223 

Palo Verde Nuclear Station, Umt 4 

STN-50-592 

233 

Palo Verde Nuclear Station, Unit 5 

STN-50-593 

233 

Pawling Research Reactor 

50-54 

11 

Peach Bottom Atomic Power Station, 
Unit 1 

50-171 

18 


Name 

Docket 

Page 

Peach Bottom Atomic Power Station, 

Unit 2 

50-277 

63 

Peach Bottom Atomic Power Station, 

Unit 3 

50-278 

65 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

216 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

216 

Pennsylvania State Univ, Research 

Reactor 

50-5 

8 

Perkins Nuclear Station, Unit 1 

STN-50488 

204 

Perkins Nuclear Station, Unit 2 

STN-S0489 

205 

Perkins Nuclear Station, Unit 3 

STN-50490 

205 

Perry Nuclear Power Plant, Unit 1 

50-440 

186 

Perry Nuclear Power Plant, Unit 2 

50441 

187 

Phipps Bend Nuclear Plant, Unit 1 

50-553 

227 

Phipps Bend Nuclear Plant, Unit 2 

50-554 

227 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

77 

Pilgrim Nuclear Power Station, Umt 2 

50-471 

201 

Pilgrim Nuclear Power Station, Unit 3 

50-472 

201 

Plum Brook Reactor ~ Mock-up 

50-185 

18 

Plum Brook Research Reactor 
l-aclUty 

50-30 

11 

Point Beach Nuclear Plant, Unit 1 

50-266 

52 

Point Beach Nuclear Plant, Unit 2 

50-301 

84 

Prairie Island Nuclear Station, Unit 1 

50-282 

70 

Prairie Island Nuclear Station, Unit 2 

50-306 

90 

Quad-Cities Station, Unit 1 

50-254 

39 

Quad-Cities Station, Unit 2 

50-265 

50 

Rancho Scco Nuclear Generating Station 

50-312 

96 

RESAR-3S 

STN-50-545 

224 

RESAR-41 

STN-50480 

202 

RESAR414 

STN-50-572 

232 

Rhode Island Nuclear Center Reactor 

50-193 

19 

River Bend Station, Unit 1 

50458 

197 

River Bend Station, Unit 2 

50459 

198 

Robert Emmet Ginna Nuclear Plant, 

Unit 1 

50-244 

29 

RPl Critical Experiment 

50-225 

26 


xvl 



Name 

Eiocket 

Page 

Salem Nuclear Generating Station, 

Unit 1 

50-272 

58 

Salem Nuclear Generating Station, 

Unit 2 

50-311 

93 

San Onofre Nuclear Station, Unit 1 

50-206 

19 

San Onofre Nuclear Station, Unit 2 

50-361 

147 

San Onofre Nuclear Station, Unit 3 

50-362 

149 

Santa Maria de Garona Nuclear 

Power Plant 

50-279 

67 

Saxton Nuclear Experimental 

Facility 

50-146 

15 

Sea brook Nuclear Station, Unit 1 

50-443 

187 

Seabrook Nuclear Station, Unit 2 

50-444 

188 

Sequoyah Nuclear Plant, Unit 1 

50-327 

115 

Sequoyah Nuclear Plant, Unit 2 

50-328 

116 

Shcaron Harris Nuclear Power Plant, 

Unit 1 

50-400 

173 

Shearon Harris Nuclear Power Plant, 

Unit 2 

50-401 

174 

Shearon Harris Nuclear Power Plant, 

Unit 3 

50-402 

175 

Shcaron Harris Nuclear Power Plant, 

Unit 4 

50-403 

177 

Shoreham Nuclear Power Station 

50-322 

108 

Skagit Nuclear Power Project, Unit 1 

STN-50-522 

221 

Skagit Nuclear Power Project, Unit 2 

STN-50-523 

221 

South Texas Project, Unit 1 

STN-50-498 

207 

South Texas Project, Unit 2 

STN-50-499 

210 

Space Radiation Research Reactor 

50-187 

18 

Sterling Power Project, Nuclear, Unit 1 

STN-50-485 

204 

St. Lucie Plant, Unit 1 

50-335 

127 

St. Lucie Plant, Unit 2 

50-389 

168 

Sundesert, Unit 1 

50-582 

232 

Sundcsert, Unit 2 

50-583 

232 

Surry Power Station, Unit 1 

50-280 

67 

Surry Power Station, Unit 2 

50-281 

68 

Susquehanna Steam Electric Station, 

Unit 1 

50-387 

165 


Name 

Docket 

Page 

Susquehanna Steam Electric Station, 

Unit 2 

50-388 

166 

Texas A & M Univ. Research Reactor 

50-59 

12 

Three Mile Island Nuclear Station, 

Unit 1 

50-289 

75 

Three Mile Island Nuclear Station, 

Unit 2 

50-320 

104 

Trojan Nuclear Plant, Unit 1 

50-344 

137 

Turkey Point Plant, Unit 3 

50-250 

36 

Turkey Point Plant, Unit 4 

50-251 

37 

Tuskegec Inst. Research Reactor 

50-406 

178 

Tyrone Energy Park, Unit 1 

STN-50-484 

203 

UC-Irvme Research Reactor 

50-326 

115 

UCLA Training Reactor 

50-142 

15 

UC'Santa Barbara Research Reactor 

50-433 

184 

Univ. of Arizona Research Reactor 

50-113 

13 

Univ. of Delaware Research Reactor 

50-98 

13 

Univ. of Florida Training Reactor 

50-83 

12 

Univ. of Illinois Research Reactor 

50-151 

15 

Univ. of Lowell Research Reactor 

50-223 

26 

Univ. of Maryland Research Reactor 

50-166 

18 

Univ. of Michigan Research Reactor 

50-2 

7 

Univ. of Missouri Research Reactor 

50-123 

13 

Univ. of Missouri Researcli Reactor 

50-186 

18 

Univ. of Montevideo Research Reactor 

50-256 

43 

Univ. of New Mexico Researcli Reactoi 

50-252 

39 

Univ. of Oklahoma Research Reactor 

50-1 1 2 

13 

Univ, of Texas Research Reactor 

50-192 

19 

Univ. of Utah Research Reactor 

50-72 

12 

Univ. of Utah Research Reactor 

50-407 

178 

Univ. oi Virginia Cavalier Reactor 

50-396 

172 

Univ, of Virginia Research Reactor 

50-62 

12 

Univ. of Washington Research Reactor 

50-139 

15 

Univ. of Wisconsin Research Reactor 

50-156 

17 

U.S. Gcoiogicul Survey Research Reactor 

50-274 

61 


xvil 



Name 

VcnnoiU Yankee Nuclear Power Station 

Vuiiil C. Summer Nuelcar Station, 

Unit 1 

Virginia Polytccli Iii^t. Training Reactor 

^S'aUc^ Reed Research Reactor 

Waslunglon State Univ Research 
Reactor 

Waterford Generating Station, Unit 3 

Watts Bar Nuclear Plant, Unit 1 

Walls Bar Nuclear Plant, Unit 2 

Westingliouse Critical iixpenment 

West Valley Reprocessing Plant 

William B MacGuire Nuclear Station, 
Unit 1 

William B. MacGuire Nuclear Station, 
Unit 2 


Docket 

Page 

Name 

Docket 

Page 

50-271 

57 

William H Zimmer Nuclear Station, 





Unit 1 

50-358 

145 

50-395 

170 

Wolf Creek Generating Station 

STN-50-482 

202 

50-124 

14 

Worcester Polytech Inst. Research 





Reactor 

50'134 

15 

50-135 

15 

WPPSS Nuclear Project, Unit 1 

50-460 

198 

50-27 

10 

WPPSS Nuclear Project, Unit 2 

50-397 

172 

50-382 

163 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

214 

50-390 

168 

WPPSS Nuclear Project, Unit 4 

50-513 

215 

50-391 

169 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

214 

50-87 

13 

Yankee-Rowe Nuclear Power Station 

50-29 

10 

50-201 

19 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

229 



Yellosv Creek Nuclear Plant, Unit 2 

STN-50-567 

230 

50-369 

156 

Zion Nuclear Power Station, Unit 1 

50-295 

79 

50-370 

159 

Zion Nuclear Power Station, Unit 2 

50-304 

87 
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DOCKETED SERIES 


LOW LEVEL RADWASTE DISPOSAL SITES 

DOCKET 27-03? IL • Nucltar Enginacrlng Co 


7?03210380 Foriuard* IE Insp Rapt 27-0039/7?-01 on 790123 & 23 No 
noncompllanca notad 

DAVI9iA D Raglon 3i Chlcagoi FUal Faclliti^ b Natarlali Safatg 

Branch 79/02/03 2pp 


7903210307 IE Inap Rept 27-0039/79-01 on 790123 S< 23 No none ompl lance 
notad Major araai Impacted anargancy planning including 
coordination u/offslta aganciaai tait tc dr i 1 1 si amergancy 
aquipnant <i implamintlng proceduraa >< training 
ORANT.U D , ESSIO.T H Region 3> Chicago. Fuel Facility b 

Material* Safety Branch 79/02/01 3pp 


7903OS0003 Bchialar at al.roiponaa to cro*»-notlon« of NRC to dony 
application for ait* expansion Support NRC motions b urge 
denial of application for sit* expansion CertlFlcate of Sve 
and 

HCRAEiO J Affiliation Unknoun 79/02/OA 2pp 


7903090209 Raquast for permission to fll* reply brief r* Issoa of 
llcansaa's poaiesslon of b rasponslb 1 1 i ty for prevention of 
long-term harm from burled wastes. if Issue must be resolved 
In ruling on pending motions. Cartlflcat* of Sve end 
REISiE. vl Branchs 79/02/14. 4pp 


7903140193 Rasponds to 7B1327 Itr raquastlng dafarment of consideration 
of application for rellcentlng disposal sit* Requests 
info re anticipated operations at sits, nonitolng. manlt b 
survaillanca until burial is resumed or sit* decommissioned 
8ELL.M J Lou Level Waste Branch. 79/02/13 3pp. 


7903140433 Informs that 790214 plaadlng did not Include "attached 
brief.” which will be filed if A8LB grants permission 
BOKINKI.B M. Branch 3 79/02/16. IP 


7903140472 Raquast to reply to llcansaa's "Ansuar to Intervanors' 
Memo Opposing Motion to Suspend b Cross-Motion to Dismiss or 
Deny" b to "NRC Opposition to Motion to Suspend b 
Crois-Hotlon to Deny ” 

KANBELL.D Illinois. Stats of. 79/02/20 2pp. 


790314047? Reply tu licensee'* answer b NRC motion. Argues that licensca 
mada arronaous assertion* re IL's obligations for long-term 
car* of sit* Supporting documentation (• Certificate of Sve 
end. 

HANSELL.D . 0COTT. W J Illinois. State of 79/02/20 99pp 


7903130307 Orant* motions by NRC b Intdrvenor Stats of IL to fll* addl 
brief* for good causa shown. 

OOODHOPEiA C. Atomic Safety and Llcanslng Board Panal. 79/02/27 
2pp 


7903200143 Submits opposition to raquast by NRC b Atty Osnerel of IL to 
file reply briefs 

CONNER.!. B Conner. Moore & Corber 79/03/01 ip 


7903200143 Licensee's response In apposition to raquast by NRC b Atty 
Danaral of IL to file reply brltfs, Reply brief* should b* 
denied due to numeroue delay*. Cartlficat* of Sve end 
CONNER. T B , WETTERHAHN.M J Conner. Moor* b Corber 79/03/01 
7pp 


7903260136 Order* oral argument In Peoria. IL on 790327 re applicant's 
motion to suspend further proceedings on application for 
expansion 

OOODHOFE. A. C Atomic Safaty end Licensing Board Panel 79/03/07. 

2pp 


79032S0237 Ack receipt of 790300 itr notifying NRC of termination of 
Llcenst 13-10042-01, Explains that llcansas can only ba 
tarmlnatad by NRC. Inspactori ere invaitlgatlng situation 
DIRCMS.W J Off lea of Nudaar Metarlal Safety b Safeguards 

79/03/09 2pp. 


7903300249 Amends 790307 order scheduling oral argument for 790327 In 
• Peoria. IL, Oral argument will also cover applicant's 790308 
motion b answers thereto Answer* to 790300 motion shall be 
filed by 790320 

OOODHOPEiA. C Atomic Safety end Llceneihg Board Penal 79/03/13 

2pp 


7903300331 Raquast* cooperation during termination of operation Bite 
poses no threat to public safety Certificate of Sve end 
NEEL. J N Nuclear Engineering Co . Inc (subs of Teledyne. Inc > 
79/03/14 4pp 


7903300343 Responds to 79021S Itr b requests info to complete 
licensing renewal Certificate of Sve end 

BAER. T 8 Nuclear Engineering Co ■ Inc (subs of Teledync. Inc ) 
79/03/16 app 


7903300391 Forwards order to show cause requiring ietmediate resumption 
of responsibilities under License 13-10042-01 Certificate 
of Sve end 

DIHCK8. W J Office of Nuclear Material Safety b Safeguards. 

79/03/20 Ip 


7903300394 Order to show cause requiring immediate resumption of 
responsibilities under License 13-10042-01 at site 
DIRCK8. W J Office of Nuclear Material Safety b Safeguards 
79/03/20 7pp 


DOCKET 27-047 Barnwell. SC >Chcm-Nud ear Systems 


7903140647 Forwards "Radiation Exposure Records b Procedures" RP-AO-OOl 
for NRC review 

CORBETT. J S Chem-Nuclear Systems. Inc 79/01/13 4pp 


7903140021 Forwards "Emergency Notification Procedure" CN-EM-OOl. f or 
NRC review 

CORBETTiJ.S Chem-Nuclear Systems, me 79/01/16 6pp 


7903140371 Returns changes to Radiation Protection Manual sent on 
790113-16 Manual Is part of license. so an amend is needed to 
change manual 

BELL.M. J Low Level Hast* Branch 79/02/13 Ip 


7903140024 In response to application for amend to License 46-13336-10 
which would permit burial of local pouier range monitor*, 
advise* that addl info is required to initiate review 
BELL.H J Low Level Waste Branch 79/02/13 2pp 


7903210531 Request* amend to Llcenst 46-13336-01 for dlspusal of CaFB 
wastas containing U-23S In support, submi ts copy of 
"Criticality Analysis for Bulk Disposal of CaF2 Sludge 
Containing 0-233 “ 

REYNOLDS. L E. Chem-Nuclear Systems, Inc 79/02/20 6pp 


7903120112 Responds to request for amend to License 46-13336-01 to 
permit burial of large boxes of wastes w/U-233 Requests addl 
info ra typical dose rates from handling, metis b const of 
box. form of U-23S b any other matl b expected market 
BELL.H vl Low Laval Waste Branch 79/02/23 2pp. 


DOCKET 27-048 Richland, WA .Nuclear Engineering Co. 


7903190390 In response to 790221 tclcon re disposal faclll ty. requests 
estimate of land contour fluctuation w/data by 790301 
Forwards criticality analysis mails b Itr* 

ROLES, 0 Low Laval Waste Branch. 79/02/28 2pp 


7903190399 Presents KENO code input b output for safety analysis per 
criticality review of Chem-Nuclear burial of waste* 
containing spaclflad concantrations of U-23S. 

MAROTTAi C. R Transportation Branch. 77/11/01 6pp 


7903190406 Requests amend to License 46-13336-01 to provide one time 
receipt b disposal via land burial of radioactive waste 
w/U- 233 Max content in one package may ba increased to 
too g 

CORBETT. >1 8 Chem-Nuclear Systems. Inc. 77/09/12. 6pp 


7903190410 Requests antnd to License 46-13336-01 to provide for 
receipt, transport b burial of radioactive wastes u/U-233, 
CORBETT. J 8 Chem-Nuclear Systems, Inc 77/01/07 7pp. 


1 
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DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKETED SERIES 


DOCKET 40-02&1 Ventron Corp 


DOCKET 40-0791 Unitsd Teehnoloflles 


7903140657 SumraarliBS insp 30-10039/78-01 & 40-201/70-01 on 731521 of 
License BTQ- IBO t< 20-15916-01 No noncompl i ance note*! Major 
areas mspecteiS I'adlation safety ti c Cinpl lance u/MRC rules 6 
regulations 

MCCLlNTOCKiR 0 Region 1. Philadelphia. Office of the Director 

79/01/12 app 


7903310007 IE Insp Findings b Licensee Act dtd 790313 of License 
BMB-151 Insp findings rooms L areas not properlg posted, 
indicating presence of radioactive matt. I. Form NftC-3 not 
properly posted 

vJEMAN. P, C Region 1. PhiledelpMa. Office of the Director 
79/02/13 tp 


DOCKET 40-0299 Union Carbide Corp 


DOCKET 40-1163 Heitern Nuclear 


7903130343 Foruards DES (NUREG-0441) tc Federal Register notice 
Forwarding Itrillst of addressees b list of documents 
transmitted end 

aCARAND. H A Fuel Process b Fab Branch 79/01/12 IP 


7903130344 Notice of availability of OES lNOnEQ-0441) ra facility 
license renewal 

8CARAN0.R A Fuel Process b Fab Branch 79/01/09 6PP, 


7903130350 "DE5 Related to Operation of Oas Hills U Hill '' 
Supports License &UA-64B renewal 

« Office of Nuclear Material Safety b Safeguards NUREG-0441 
79/01/31 LOOpp 


7903060'6&5 Forwards comments on DES. u/ernp has 1 s on hydrological data, 
reclamation plans for eiistlng tailings pile b heap leach 
sites, b date for future tailings disposal alternatives 
ACKERMAN. UC Myommg. State of 79/01/30 Spp 


7903010477 Assures NRC. that technical rept addressing environ Impacts b 
reclamation plan for below— grade disposal of tailings will 
be mailed by 790302 Delay required far Oamea b Moore to 
recalculate seepage rate b chemical transport from pit 
REKEMEVER PC Union Carbide Corp 79/02/01 Ip 


7903120374 Responds to NRC 790112 Itr requesting revieu b comment on 
draft environ statement Informs of DDA permit requirement 
if it becomes necessary to dredge or fill matl into 
waterway 

VELEHRADSKV. J E Army. Dept of 79/02/09 Ip 


7903140654 RespO'nda to 790112 Itr requesting comments on DEIS re Oas 
Hills if mill Review concentrates on other agencies' EIS or 
special espertise areas Concludes no significant impacts in 
these areas 

HEInEHANN.-J M Federal Energy Regulatory- Commission 79/02/28 Ip 


7903820375 Forwards comments received from NT state agencies re DES 
concern fo-r final disposition of uast es. requests 
for addl info, b abjections to outdated alternatives for 
tailings disposal 

HARTMAN. D H Wyoming. State of 79/02/27 lOpp 


7903320376 No comments on DEB 

DICKSON. F S Agriculture. Dept of 79/03/01 Ip 


790323-0065 Provides enelysls of long-terin radiological effects on 
environ from Oas Hills U mill Concludes NRC evaluation of 
environ Impact is inadequate b suggests several ItcAi which 
should be improved before renewing license 
LOCHBTET.W A Affiliation Unknown. 79/03/05 lipp 


DOCKET 44-0341 General Services Administration 


7903190337 Forwards IE Insp ReptS 40-034I/7R-02 on 791227 b 
4D-034I /78-03 on 761213 No noncompl i ance noted 

HCCLIHTOCK.R 0 Region I, Philadelphia. Office of the Director. 
79/01/16 2pp 


7903190347 IE Insp Rept 40-0341/78-08 on 701227 No noncomp 1 ian c i noted 
Major areas insprctcd storage b transfer of mail b prasence 
of radioactive matl 

OLENNrJ. I MCCLlNTOCKiR Q Region 1. Philadelphia, Fuel Facility 

b Haterlals Safety Branch 79/01/lS 3pp 


7903190356 tE Imp Rept 40-D0341/7B-03 on 781213 No noncomp 1 lance 
ho-ted Mayor areas inspected Th nitrate storage facilities 
BLOBDDIEN. h 0 ■ CD8TELLD. F M ■ MCCLINT-OCK. R. O Region 1. 
Philadelphia. Office of the Director 78/01/15 7pp 


7903230215 Forwards "working earthquake list" used for seismic analysis 
of Split Rock tailings dam site 

TAYLOR. M J D'Appolonla Consulting Engineers. Inc 79/02/38 

te2pp 


7903070447 Forwards mlniJtes of NRC 790117 meeting u/Western Nuclear b 
Argonne re DEB for Split Rock Copy of UV Natl Pollution 
Discharge Elimination Sys permit issued 780801 is encl, 

BOSDENi 0. Western Nuclear. Inc isubs of Phelps Dodge Corp ) 
79/08/06 4pp 


7903070457 Minutes of 790H7 meeting held In Washington. DC u/Western 
Nuclear b Argonne re DEB for Split Rock 

• Western Nuclear. Inc isubs of Phelps Dodge Corp 1 79/01/17 

40pp 


7903200L75 Forwards "Stack Emissions Survey of Split Rock U Mill" dtd 
Sept 197B b comparison of sample results for Grsen Mountain 
Karsh IX 

BDGDEKi 0 Western Nuclear, Inc Isubs of Phelps Dodge Corp 1 
79/03/26 2pp 


7903800161 "Btaek Emissions Survey of Split Rack U Mill *' 

* Heitern Nuclear. Inc isubs of Phelps Dodge Corp ) 78/09/30 

50p p 


DOCKET 40-1341 Ford. Bacon b Davis 


7903190545 Forwards "Edgemont U Mill Decommissioning Plan" b supporting 
environ rept 

OtLLELANO. J E Tennessee Valley Authority 79/03/26 Ip 


7903190550 "Edgemont U Mill Decommissioning Plan " 
• Tennessee Valley Authority 79/02/26 24Bpp 


7903210103 Forwards "Semiannual Effluent Release Rept 7>3ul-Dac 1978 
OILLELAND.J E Tennessee Valley Authority 79/02/86 ip 


7903210106 "Scbiiannual Effluent Release Rept 7. for Jul-Dec 1978 “ 
• Tennessee Valley Authority 79/03/26 Dpp 


7903870018 Requests NRC coordinate w/EPA b 8D Dept of Environ 
Protection on a comprehensive assessment of radiation dosage 
of persons living in b around Edgemont b Cottonwood 
c ommuTtities 

JANKLOW.W J South Dakota. State of 79/02/26 Ip 


DOCKET 40-8061 Kerr-McOea Corp 


7903210061 Comments on Karr-McOte's dacommlstlonlng plan b Argonne Natl 
Lab's rept on thorium residuals at facility Emphasiies that 
Kerr— HcOee should provide cost estimates 
LICHTENSTEIN, D Illinois, Btat# of 79/02/27 4pp 

7903870310 Forwards Comments on Kerr-McOee Chemical Corp 
decomaiiftioning plan Provides positions re alternative 
disposal sites for contaminated b non-contamlnated wastes 
b min requirements for sanitary landfills 
MOORE, J 9 Illinois. State of 79/03/06 4pp 


7903290506 Discusses IE insp of License 8TA-503 on 790223 No 
noncompliance noted Major areas inspected radiation safety 
b compliance w/NRC rules b regulations 

PAPERIELLO.C J, Region 3. Chicago. Dffict of the Director 
79/03/13, 2pp 
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DOCKETED SERIES 

DOCKET 40-2S53 Army. Dept of. Army Mechanical Research Centen UA 790327011? OA program for desigm fabrication) astemblyr tpstlng. Insp. Use 

_____ — ______ tc maint of vessels used for storage i shipmant of U 

heiaf lour 1 de 

7903060010 Aek receipt of 781220 Itr informing NRC of steps taken to • Allied Chemical Corp 78/12/01 60pp 

correct violation noted in Insp Repts 40-2293/70-02 ti 
70-263/78-02 

KCCtlNTOCK. R Q Region 1. Ph i lade Iphlar Puel Facility b Materials 

Safety Branch 79/01/18 ip DOCKET 40-3453 Atlas Minerals 


7903060020 Responds to NRC 781124 Itr re violations noted in Insp Repts 
40-2253/76-02 b 70-263/70-02 Corrective actions radiation 
surveys of U machine shop effluents ulll be performed 
monthly 

URIOHT. E S Agriculture. Dept of 70/12/30 2pp 


7903060023 Forwards IE Insp Repts 40-2233/78-0S b 70-263/70-02 on 
701109 b notice of violation Insp repts withheld (ref 
10CFR2 790) 

HCCLIMTaCK.fi 0 Region 1. Philadelphia, Fuel Facility b 

Materials Oafety Branch 78/11/24 2pp 


7903060029 Notice of violation from Insp on 7BI109 failure to conduct 
surveys of concentrations of effluents in unrestricted 
areas 

• Region 1, Ph 1 lade Iphia, Fuel Facility b Materials Safety 
Branch 70/11/24 Ip 


DOCKET 40-2259 Pathfinder Mines Corp 


7903020309 Responds to NRC 701106 request for addl info for evaluation 
of tailings impoundment 2A Forwards computer code source 

data 

NOOEMT, E L Pathfinder Mines Corp 79/01/23 2Spp 


7902270137 In response to 701027 request, forwards answers to Questions 
352 10 b 362 12 thru 362 20 as compiled by Chan b 
Associates Response to 362 11 will be forwarded by 790209 
NOOENT. E L Pathfinder Mines Corp 79/02/02 Ip 


7902270140 Provides addl info in response to NRC 781027 Itr re 
geotechnical review of soil b foundation investigation for 
proposed Tailings Dam 4 ambanknient addition 

TEHME, K E , HOLLINOSWORTH, H Chen b Aieoc lates, Inc 79/01/31 
2Spp. 


7903050009 Responds to Question 362 11 of NRC 781027 Itr Describes 
tailings area groundwater monitoring program to evaluate 
seepage, d 1 lutlon dispersion, qual i ty b certain physical 
aquifer properties U/oversi<e drawing 
NUOENT, E L Pathfinder Hines Corp 79/02/08 6pp 


7903200076 Requests addl info re hydrologic review of proposed 
Tailings Dam 4 addition U/encl questionnaire 

SCARANO. R A Division of Fuel Cycle b Material Safety. 79/03/14. 
5pp 


7902270032 Responds to 790129 telcon ra use of Landsr National 
Ueathtr 8vc rather than Lucky HcMlne meterological data for 
developing stability class Infoi latter Is not aquipped to 
measure temp on tower 

NUOENT. E L Pathfinder Mines Corp 79/01/29 Ip 


DOCKET 40-2206 Uestlnghouse Electric Co 


7903140977 Discusses IE Insp Rept 40-2206/70-02 on 790110 No 
nencompl lance noted 

MCCLINTOCK, R 0 Region 1. Philadelphia, Office of the Director. 
79/01/10 ip 


DOCKET 40-3392 Allied Chemical Corp 


7903270010 Summary of meeting w/Alllad Chemical to discuss 
damonstration of compliance W/40CFR190 at Allied Metropolis 
UF6 production plant. 

NIXON. H, A. Fuel Process b Fab Branch 79/01/26 2pp 


7903190071 Forwards IE Insp Rept 40-3392/78-04 for License SUB-926 on 
781200 No noncompl lance noted 

OAVia.A B. Region 3, Chicago, Fuel Facility b Materials Safety 
Branch 79/01/31 2pp. 


79031 8007S IE Insp Rept 40-3392/73-04. for License 8UB-826 on 781800 
No noncomp 1 tence noted Major are'ac Inspected, confirmatory 
meaeurementt Including closeout of results of previous 
senipls collection 

ORANT. U. B . EBSlO, T. K Region 3, Chicago, Fuel Facility b 
Materials Safety Branch 79/01/24 9pp 


7903370117 Forwards QA program covering eylindars for transport of U 
hasa flour Ida for License 8UB-926 

THOMAS. U.H. Allied Chemical Corp 79/02/19 2pp. 


7903210067 Forwards "Rept of 3uppl Study, Oeotechnical Evaluation 
of Tailing* Pond. Embankment 3ys.Moab.UT " 

TOLAND. OC. . BODOY. UP Dames b Moore 79/02/16 Ip 


7903210074 "Rept of Suppl Study, Oeotschnlcal Evaluation of 
Tailings Pond. Embankment Sys.Hoah.Ut " 

• Dames b Moore 79/02/16 227pp 


7903070802 Concurs u/conc lost on* of FEB No known effects could be found 
on any potontial or listed Natl Register historical, 
archeological or cultural sites Should artifacts or cultural 
objects be found. stats historic preservation will be told 
KEENE, J P Utah, State of 79/01/30 tp 


DOCKET 40-4492 Federal American Partners 


7903200499 Forwards "Investigation b Evaluation of Tailings Pond 1 
Seepage" b "Oeotechnical Investigation b Design for 
Subsurface Dispose! of Milluaste. " 

UACKOON, F D . MRIOHT, K H Federal American Partners 79/03/04 Ip 


7903200502 "Investigation b Evaluation of Tailings Pond 1 Seepage *' 
N/overslie maps 

UACKSDNi F D . HRIOHT. K H Federal American Partners 79/03/00 

10pp 


7903200909 "Oeotechnical Investigation b Design for Subsurface Oitposal 
of Millwaste " W/overstie maps 

TAYLOR. D L Federal American Partnars 79/03/00 lOOpp 


7903220489 Forwards addl info re specific activity of tailings area 
sand b slimes as part of 790111 submittal Requests results 
of UOAD computer analysis of wind blown amissions 
JACKSON. F D. > WRIOHT. K H Federal American Partners 79/03/04 

2pp 


7903270020 Comments on 790202 tailings ascapo b subsoqusnt visit of 
0 Oeach b E Francis to scene of accident on 790301 Event 
handled sattifaetorilyj had 19 foot lift been Installed, 
no emergency would have occurred 
FRANCIS, E Uyomlng. State of 79/03/09 ip 


DOCKET 40-6699 Petrotoralci Co 


7903290291 "Technical Const Specs for Tailings Dam Embankment 
Addition " 

a Petrotomics. Inc 79/03/01 49pp 


7903290244 Forwards 93,900 check to cover cost of NRC evaluation of 
request for minor emend to License aUA-991 
UHITHAN.J H Petrotomics, Inc 79/03/06. tSpp. 


7903230061 Amsnds attached 700620 Itr re disposition of U 
tailings States that all capping over tailings will be 
clayey matl In place of pert clay b clay overburden as 
previously stated. 

WHITMAN, J H Petrotomics, Inc 79/03/07. Ipp 


7903230063 Responds to 760609 telcon re disposition b stab! Illation of 
U tallingsi 

WHITMAN, J H. Petrotomics, Ine 78/06/30 Ip. 


7903290239 Advises of no Intention for heap leach operation to be 
included in emend fee forwarded w/790309 Itr. U/ overt lied 
drawings. 

WHITMAN, JH Petrotomics, Inc. 79/03/13. Ip. 


DOCKET 40-7122 New Jersey Institute of Technology 


7903230274 Ack receipt of completed survey questionnaire on 790209. 
Will investigate actions during subsequent program insp, 
U/questlonnalro and. 

MCCLINTOCK, R. 0 Region 1, Phlladolphto, Office of the Director 
79/02/16 3pp 



^ DOCKETED SERIES 


WKKET 40-7S45 Sh*u> R MS 


770333*279 Ack ef «aifipl«ttd »urv#y qu»»ti&nn»lri on 790208 

Ulll lnv«fiigati ac9ionk during sultaquant prograin inap 
U/quaitl onnatra tnel 

MCCLINTIKK.R Q Raglon 1. Phlladtlph la. Offica ot thi Diractor 
79/08/16 app 


DOCKET 40-7703 Botinp Co 


7903190484 Forward* rantwal application #or uportlng »p*r* daplatad U 
eountarwaigh t* to Iran Raqut*! amarid tatandinp aipiratton 
data frca 790301 to 010301 
MOROAH.g E Bo*i**g-Co 79/01/03 Ip 


7903190443 Llcanta application for Bating Co to aiport not itor* than 
4< 000 It dipltted U e auntarwalghtf to Iran 
HOROANjH E EOtlng Co 79/01/03 Ip 


DOCKET 40-8027 Xtrr-MeOte Carp 


7903140559 Forurard* monitor uall uatar data for 1978 at pro«i»ad in 
770111 Itr Alto Includa* data on light othar uall* which had 
alavatad nitrata valua* 

SHELLET. U J Karr-McOae Carp 79/02/13 13pp 


7903230079 Forward* caaiplatinn rapt U amand application for 1970 
rafflnata ftrtlllier t*»t program for Licenit SU8-1O10 
BHELLEVt W J Kavr-MeOaa Chtmical Carp (igbi of Karr-McOat Corp I 
79/03/02. ip 


7903230000 "Rafflnata Program. 1978 Coaplation Rapt. 160 Acra Ta»t Arta 
a Karr -He Oat Chin teal Corp (lubt of Kirr-HcOtt Corp ) 

79/03/02 B4pp 


DOCKET 40-B039 Cottar Corp 


7903370021 Summartg ef 781108 mtttlng w/proptrtg owntr li hit atternig to 
dlaeuit •aquintlal proc«durt for d icantiainat Ing b rilaating 
avar 11 aert* of land an Uattg Avinut In KaitluoodiHO 
CROW.U T Fuel Preetti Fab Branch 78/11/20 4pp 


7903370289 Summirg of 76092S ntatlng w/Argonnt Hatl Labs rt 
aatabl iihaint at crltarla for dacontaminating h relaaiing 
aa-Cottar propartg of Lattg Avtnut in Hatilwood. KO M/ 
decontamination guidtlinai. 

CROW.H T. Fual Procai* t< Fab Branch 79/01/10 Bao 


79030704^1 porwarda Itr from eonatltuint ra propetal to transport 
radloactlvi waett* from lita to Lambart tnbl Airport Objaet* 
to taking of ang mfioactlva matia to airport 
yOUNO, R A Houaa of Rap 79/01/S3 4pp 


7903160191 Ratpond* to 790119 1 tr ra ramoval of eontamlnatad aarth at 
Lattg Awi tlta to St Louia Inti Airport Btliivtt that 
plannad ramoval it being handled properlg 4i w/o advaria 
Impact 

MITCHELL. H C 8t Leu It. HO 79/03/09 Spp 


7903880039 Riqueiti copy of Itr from Mitchill to CengTifiman Voung !> 
any other eorreipondenca that might ba pirtinint to cau«e. 

JARBtX. D Futura CoatiVigti Cne i Jarbo* Entarpritat Olv 79/02/16 

»P- 


7903830106 Forward* 790219 Itr from 8t Louii Polic# Acadamg to 
Congreiiman RA young Ltr di*cu**i* NRC plan* for removal It 
•borage of Low level contaminated earth at two alta* to bi 
used for police training. 

ORAVESiE Bt. Louis, MO 79/08/20. 7pp 


7903090318 Forward* requattad docomants covering minutai of NRC 7B110B 
meeting In St Lout*. MO. EV Oravat 7B1801 ltr to H Crow. 6 
JL LlvernarKDOEi 7B1213 ltr to OH Hendri*. 

CflOUf H T Division of Fual Cycle L Hatirlal Safaty 79/02/26 tp 


7903890823 Summary ef 7Bl 100 maatlng u/prop*rtg ownir 1. raprtftntlng 
atternay In St Louis. HQ re dtcontamlnaticn I, relaasa of 
former Cotter Bite In Hiialwood. HQ. 

CROUiH T. Division of Fual Cycle 6 Material Safitg 78/11/00 


7903290830 Summary of 7B098S aaatlng w/NRC In Sllvtr Spring. HD r» 
criteria establishment for dacontamlneting ei-Cottir 
property on Lattg Avenue. Haielwood, MO Ltr from Police Dept, 

8t Louis. MO varifying potaibla use of property end 

CKQU. W T. Diviiion of Fual Cycle 6 Material Safety 79/01/10 


DOCKET 40-B064 Eiion Minerals Co USA 


7903140391 Foruarda recant data from original RtiD si ta. inc lud ing if, 
carbonate, blearbonata. As. it selanlura analyse* for Individual 
well* during last half of 1978 Indicate* progress In 
aquiftr cleanup process 

FREEMAN. H D Eaton Hinerels Co .USA 79/08/13 lOpp 


7903140906 Repti on 4th quarter 1970 progress in const of facility I 8 
million gallons of formation water produced 6 rein jaeted. 6 
latching operation* inltiatsd 

FREEHAN.H 0 Eason Nuclear Co • Inc (lubi of Eaaon Corp ) 

79/02/14 90pp 


7903190314 Amind IS to License SUA-li39 authoMilng productlon-acala 
solution mining (in situ laachlngl of U Adds Condition 24 
to license 

BCARANQ.R A Fuel Process 6 Feb Branch 79/01/85 4pp 


7903O7OOSO Believe* NY comments submitted rt DES were dismissed as 
trivial in preparation of FES Reiterates concern that slte- 
tpecific data not being used in decision re granting const 
permit 

DEXTER, U D Wyoming, State of 79/01/26 2pp 


7903820377 Forwards addl comments rictlved from WY state agencies re 
FES 

• Uyoningi State of 79/03/01 3pp 


DOCKET 40-6304 Uyonlng Mineral Corp 


7908270059 Forward* “Irlgaray Test Program, Environ Control Summary. 
Quarterly Ript 6.Dct-Dec 1976 * 

8CHEK0EL.K R Wyoming Mineral Carp 79/01/30 tp 


7902270068 “Irlgaray Test Progrem, Environ Control SummaryiQuarterly 
Rep t 6. Oct-Dee 1970 " 

• Uyomlng Mineral Corp 70/11/17 40pp 


DOCKET 40-B452 Bear Creek Mining Co 


7903150417 Forwards details of staff review of mill eipanaton plan 
Concludes that tailings disposal plane are ineemp 1 et e t< 
cannot be approved as written 

HATHISENiR L Wyoming. State of 79/02/03 Spp 


7903260371 Forwards list of deficiencies from Sept 1970 submittal re 
hydrologic aspects of tailings retintion ays to ba addressed 
bafore full hydrologic ravltu it undertaken 

5CARAN0.R A Diviiion of Fuel Cycle t. Material Safety 79/0S/i6 
8pp 


7903220049 Foruards responses to questions contained in NRC 790816 ltr 
from R Semreno Espreiees undiritanding thatiupon NRC receipt 
of raiponsti. dam safety analysis will btgln in full force 
Three evertlied drawings end 

ANDREWS, R D Rocky Mountain Energy Co 79/03/09 37pp 


DOCKET 40-8477 The Boeing Co 


7903190424 Foruards reneual application for oiperting spare depleted U 
CDunterweights to Iran Request amend extending eipiration 
date from 790301 to 010301 
HCMOAN.W E Boeing Co 79/01/03 ip 


7903190443 License application for Boeing Co to export not more than 
4,000 lb depleted U counterueights to Iran 
HOROAN.W E Boeing Co 79/01/03 tp 


DOCKET 40-Q902 Wyoming Mining Corp 


79030B016B BER for source matl license SUA-1341 Recommends issuance of 
1 Icense 

C0aPER8TEIN.R Division of Fuel Cycle 6 Material Safety 70/11/17 
SOpp 


7903210286 Requests amend to License SUA-134t to approve conduct of 
alternate llilvlant evaluation program. tl ightly modifying 
procatt in 790109 application Supporting documentation 6 
ovtraiiid site map and 

SCHENDEL.K R Ueatlnghousa Elictrlc Corp , Wyoming Hinaral Corp 
79/03/16 23pp 
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DOCKETED SERtES 


DOCKET 40-8800 Air Force>D*pt ofiKellg AFB 


7903180439 IE Imp Finding* b Licensee Ac k dtd 790306 of License 
8UD-1291 Imp finding* no noncomp 1 lance noted 

HARRISONiH C Region 4( Dallasi Office of the Director 79/02/06 
Ip 


DOCKET 40-B583 Air Forcei Dept of , USAF Academy 


7903130134 IE Insp Findings b Licensee Ac k dtd 790116 of License 
8MB-1306 Insp findings operating procedure* tc NRC Form 3 not 
properly posted] records of surveys not properly maintained 
DAWSON. J M Region 4. Dallasi Office of the Director 79/01/16 
IP 


DOCKET 40-BSB4 Union 76 E« pi oration Co 


7902270019 Foruiards Section 2. Vol 3 "Reclamation Plan" from Sueetuater. 
WY Dept of Environ Quality permi t-to-mlne application, b 
Dept 781027 Itr setting 410.075.000 as performance bond 
SALianURY. R Y Union Oil Co of California 79/02/01 34pp 


7903200329 Foruard* revised cost astlmates for tailings decommissioning 
per 790202 reypest Estimates are divided into backfilling b 
stripp ing. topsol 1 b revegetation. b reflect reclamation 
cost* In any particular year 

MARSHALL. J A Union 76 Minerals Eiploratlon Co 79/02/02 4pp 


790327021B Forwards revised pages to source mat! license application 
SALISBURY. R Y Union Oil Co of California 79/02/05 ip 


7903270223 Revised pages to application for source matl license 
Revisions intended to clarify operations b design of 
Sweetwater mill 

* Union Oil Co of California 79/02/08 14pp 


7903160306 Forward* Section II "Reclamation Plan" from permlt-to-mlne 
appl Ication. Supercedes 790201 copy taken from outdated 
version of application 

SALISBURY. R Y Union Oil Co of California 79/02/18 38pp 


7903140484 Informs of review of "Pre-Operational Monitoring Rapt for 
Sweetwater U Project." <Dec 1978) Forwards request for addl 
monitoring b/or clarifying info Info must be submitted b 
reviewed three months before startup of mill. 

BCARANO. R A Division of Fuel Cycle b Material Safety 79/02/16 
3pp 


7903210209 Forwards Licanse BUA-13S0 re U ml I ling, Ind icat as NRC must be 
notified 90 day* before operation* begin b procedure* mutt 
be Implemented 30 days before starting 

8CARAN0.R A Division of Fuel Cycle b Hatarial Safety 79/02/16 
ip 


7903210213 License 6UA-1390. author 1 1 ing U milling by Minerals 
Exploration Co 

SCARANO.R A Division of Fuel Cycle b Material Safaty 79/02/16 
IGpp. 


7903200342 Request* amend to 8UA-1380 to revise sequence of tailings 
impoundment const from D. C. A. D to C.D. A. D to allow 
Impoundment of tailings In area farthest from dralnege area 
Processing fee and 

DYKERS.L, 0. Union 76 Minerals Exploration Co 79/02/20 2pp 


7903260340 Forward* request from Minerals Exploration Co to 
revise sequence of const of four cells of tailings 
impoundment for Sweetwater mill Requests review as soon as 
possible Separate accounting of review efforts required 
SCARANO.R A Fuel Process b Fab Branch 79/03/05 Ip. 


7903300182 Provides addl hydrologic data raqulrad for mod to license 
mean elevation of southslde safety berm is 6682 O.meen 
elevation of bottom of southslda diversion channel 1* 6628 b 
break point between fill b excavation is 6637 

DYKERS.L, 0 Minerals Exploration Co. <subt of Union Oil Co. of 
California) 79/03/06 2pp. 


7903300571 Forwards request for mod to License 8UA-1390 Check for 
«3. 900 fee end 

MARSHALL, vl. A. Minerals Exploration Co (sub* of Union Oil Co of 
California) 79/03/07 4pp 


7903300878 Application for amand to Source Matl License 6UA-1380 
changing condition* 43(f) b 44 (scrubbers b sewer sye) 
e Minerals Exploration Co (subs of Union Oil Co of California) 
79/03/07. 4pp. 


7903270020 Respond* to 790220 teleon request for clarification of 
request for mod to Source Matt License 8UA-13S0 There ha* 
been no redesign at south diversion channel sys since Its 
original design 

DYKERS.L 0 Union 76 Minerals Exploration Co 79/03/09 tp 


7903300827 Forwards comments re leak datectlon sys under tailings pond 
* Wyoming. State of 79/03/08 5pp 


DOCKET 40-8600 Day b 21mmerman Co 


7903200022 IE Insp Findings b Licensee Ack dtd 790206 of License 
8UB-1296 Insp findings no noncompl lance noted 

WILDORN. L Region 4, Dallas, Office of the Director 79/03/06 
ip 


DOCKET 40-6602 United Nuclear Corp 


7903060302 Responds to NRC 790201 Itr re graded riprap b embankment 
freeboard of proposed tailing* dam Will make requested 
design changes b correct rept b spec* 

WOLFF. C E United Nuclear Corp 79/02/09 Ip 


7903140860 Forwards updated maps titlad, "Mill Site b Pit Areas 
Postulated for Tailings Disposal Byi" b "Cross-Sec tions 
Related to Mill Site b Pit Area Postulated for Tailings 
Disposal Sys " W/overelied drawings 
WOLFF.C B United Nuclear Corp 79/02/19 Jp 


7903130298 Forwarde FES (NUREO-0832) b notice of availability W/liet of 
Agreement States to whom DEB b FES will be sent 
SCARANO.R A Fuel Process b Fab Branch. 79/03/03 Ip 


7903130300 Notice of availability Of FES (NURE&-0332) for Morton Ranch 
U mill 

SCARANO.R A Fuel Process b Fab Branch 79/02/26 6pp 


790313030B FES for Morton Ranch U Mill 

a Office of Nuclear Material Safety b Safeguards NUREO-0332 
79/02/28 19Spp Available at NTIB 


DOCKET 40-6636 Wold Nuclear Co 


7903210284 Informs that no activities were undertaken on Licenses 
SUA-1329 b SUA-1337 during 1970 
DELINS D C Wold Nuclear Co 79/02/08 Ip 


DOCKET 40-6663 Nuclear Dynamics 


7903190860 Forwards "Third Quarterly Rept," per NRC 780414 Itr 
authorltlng source matl license 
GTQICK. A F Nuclear Dynamics 79/02/28 Ip 


7903190869 "Third Quarterly Rept." covering Dec 1970-Jan 1979 only. 
Provides data on evaporation ponds. monitor well analyses, 
monitor well levels wsste generation volt b vola of tnjectid 
lixivlant b solution produced 
e Nucor Corp 79/02/88 39pp 


7903190075 Responds to 790216 teleon b forwards rept on condition of 
Evaporation Pond 1 for License 8UA-1331 Describes efforts to 
sitebllsh leak source. 

CANNADAY.F k. Nuclear Dynamics 79/02/21 IP 


79031900B2 Provides latest data on Evaporation Pond 1, Describes pumping 
b assaying activities in attempts to Identify leak Will 
centinut to monitor ays 

CRAY. D. P. Nuclear Dynamics 79/02/06. 2pp. 


7903290143 Requests amend to License 6UA-1331 to authortie use of 
ammonium carbonats/bi carbonate as elternata lixivlant In 
laaching process. 

CANNADAY.F X Nueltar Dynamic* 79/02/27 2pp 


DOCKET 40-0670 Weber 


7903280226 Ack receipt of completed survey quse ttonnalri on 790209, Will 
investigate aetiona during subsequisnt program Insp 
U/queitlonnairs end. 

MCCLINTOCK. R 0 Region 1. Philadelphia, Office of the Dlreetor. 
79/02/16 3pp. 



DOCKETED SERIES 


DOCKET 40-Bfc75 Enarigy Fueti Nuclear 


?*7D387019S Notification of contt of central cqulpoient repair facilltv 
to service two U bu<jlng stations 

VlMCELETTEi M D Enargg Fuels Nucleari Inc 7'9/03/D7 Sjip 


DOCKET 40-8676 Energg Fuels Nuclear 


70D3S70102 Hatlficstlon of const of central e<tutpment repair facilltg 
to service two U buglng stations 

WINCELETTE. M D Enargg Fuels Nuclear. Inc 79/03/07 Spp 


BCICKET 40-0601 Energg Foals Nuclear 


7903210420 ForuarCis responses so public comments on Uhite Mesa OES 
(NyftEO-0494) > pre pared ^olntlg by Energy Fuels Nuclear Inc Si 
CDnsultantsi Dames N Hoore 

SUIER.C E Enersg Fuels Nuclear. Inc 79/03/06 98pp 


793227003D Oifteussis selection of sites for Hhlte Hess mill 6 talllnys 
fevelopmant Portion of property being developed by Energy 
Fuels Nuclear uould not constitute perimeter for bistarlc 
dlstric t 

KEENE. J P Utah. Stabs of 79/01/23 Ip 


7903060961 Conments in support of proposed project Del loves It would 
benefit both BlandlngiUT 6 San Juan County. 

HITCHELU. J VI Affiliation Unknown 79/02/02 Ip 


7903060963 Diieueset adwantagee of proposad nlll Raquests approval of 
pro jfct 

REDS. T Affiliation Unknown 79/02/0S Ip 


7903060663 Deltaves proposed milling operation is good 6 safa since It 
will ba bull! per NRC regulations 
BLACK. E A Affiliation Untnown 79/02/02 Ip. 


7903090091 Favors proposed pro ject. Believes It would be good for town 
of aianding.UTi 6 San Uuan County 

niTCHELL. J U. Hasatch Financial Corp. 79/02/02 Ip 


7903090184 Bupports licensing of U mill Believes design is more then 
edequate Points out smployment advantages 
REDD.T Uasatch Financial Corp 79/02/02 Ip 


7903190013 Forwards comments on DBS <NURE0-O494) Bel laves overall 
product accurately reflects project Vl/encl tuppl rept on 
baseline water qualttg 

LARBON.F. A Energy Fuels Nuclear. Inc 79/02/02 3Spp. 


7903090394 Caninants on DEB iNtJHE8-0494 > favors mining operations 
btcause of onploymcnt opportunities Urge* prompt 6 fayorablo 
action. 

OIBBONS.D B landing. UT 79/02/03 8pp. 


7903090421 Endorses proposad project 

REDD.K B Monticello. UT 79/02/03 Ip 


7903140640 Coausants on environ draft for proposed project Urges 
favorable consideration of draft statement 
KCDDNALD.D t1 Eastern Utah. College of 79/02/09 Ip 


7903090023 Supports issuance of license for proposed f ac i 1 i ty> since it 
will be a source of jobs in the area 

HALLIDAV. F Church of Jesus Christ of Latter Day Saints 79/02/07 

Ip 


7903090322 Endorses proposed facility on basis of employment 
opportunities 

redd. K B . VOUNO. J . BAN. P Montlcello. UT 79/02/07 Ip 


7903140664 Supports const 6 operation of proposed mill Anticipates job 
benefits for Ute Tribe members. 

CANTSEE.H Affiliation Untnown 79/02/07 Ip 


7903140667 Bupports proposed U mill project Project will provide needed 
jobs 6 wilt have beneficial economic impact on entire tribe 
DAIlOY. d Affiliation Unknown. 79/02/07 ip 


79031S0194 Supports application of Energy Fuels Nuclear. Inc for a 
source matl license ri proposed U mill Proposed energy 
development util add to county tai base 6 create a Favorable 
employment cltirete 

LAUa.D Affiliation Unknown 79/02/07 ip 


7903090386 Espresses snthuiiasRi over economic potential of project 
JOHNSON. K R JTN Insurance 79/02/08 Ip 


7903140494 Forwards mgt framework plan Hand use plan) proposing 3/4 
mile buffer tone around proposed mill tailings area 
SNELL. d D Interior. Dept, of 79/02/08 7pp 


7903090041 Supports proposed project Requests approval bo espedlted 
* Affiliation Unknown 79/02/09 Ip 


7903140498 Responds to 78l2iS request for commsnts on DES (NUREO-0494) 
Finds DES Incomplete in treatment of cultral 6 recreational 
resources, impact on local communities 6 potential water 
resource c ontamlnati oh 

HEIEROTTO.L E Interior. Dept of 79/02/14 7pp 


7903160084 Reeponds to 701 21 S request for comments an DES (NURE0-O494> 
for Hhite Mesa U project Review concentrates on other 
agencies' Els or special espertiss arsas Finds no 
significant Impacts In its areas of concern. 

HEINEHANKiJH Federal Energy Regulatory Commission 79/02/22 Ip 


7903200109 In response to NRC request, forwards map showing location of 
archeological litee within parlmeter of proposed Uhlto Mesa 
project 

QRANDEV. 0 U Energy Fuels Nuclear. Inc 79/02/29 2pp 


79030609S3 Supports prupoeed projec t. stating it will result in 
eubetantiei economic improvement to area 6 help alleviate 
energy ehortege on n«tl level as welt 
BTEVENSiE. E. Affiliation Unknown 79/02/04. Ip 


7903020088 Espresies concern that south or eouthidtst winds will blow 
piles of yalloueake towards town. 

BERO.R H Afffllatibn Unknown. 79/08/09 Ip 


79030S0096 Nonticello Chamber of Coamerce unsli inanely support* proposed 
project. 

CAMBERDANOO. J . REDO. Q Affiliation Unknewn 79/02/09 Ip 


7903060946 Bupports prupased project after studying environ statement 6 
attending a public mseting held by Energy Fuels Nuclaar. Inc. 

REDD. K. B. Exson Nuclear Co . tnc (sub*, of Exxon Corp ) 79/02/09 

IP 


7903200303 Forusrdi minutes of 790301 public meeting in Blending. UT. rs 
plans for Uhiti Mesa U Hill 

OLA8IER.O. E Energy Fuels Nuclear. Inc 79/03/02 8pp. 


7703270192 Notification of const of central equipment repair facility 
to service two U buying stations 

VINCELETTE. H. D Energy Fuels Nuclear. Inc 79/03/07 3pp 


DOCKET 40-8604 J 6 F Corp 


7903210294 Informs that no activities were undertaken on Licenses 
SUA-1329 6 SUA-1337 during 1976 
BEL INS. D C Mold Nuclear Co 79/02/05. Ip 


DOCKET 40-0692 Cotter Corp. 


7903060598 Supports proposed project Express *e concern that ERA Is 
interfering w/cnergy development. 

PATON.J H. Affiliation Unknown 79/08/05. Ip 


7703060677 Forwarde anal yds of Uhite Heee project Concludes that 
comparison of health inpacte to background Is irrolaVent & 
contrary to Ketl Environ Policy Act of 1969 Eipressei hopo 
that issue of riel of deaths will be addreeeed. 

L0CH6TET. M A. Psnnsylvanie State Untv. 79/02/09 IQpp 


7903090089 Supports proposed project, since area has 98X underemployment 
rata, HI 11 rapreiante significant contribution to ovarall 
economy. 

LEE.L. . KINDRED. J Sen Juan Centar for Higher Education 79/02/09 
Ip. 


790314065S Submits plan for column leaching test of tailings to ba 
produetd by TL Leach pilot plant at proposed site 
SMITH. T Cotter Uranium Mill. 79/02/07 7pp 


7903210100 Informs that plan for column leaching test of tailings 
appears adequate 6 will ba forwarded to NRC 
HERLIHY. D Wyoming. State of 79/02/13 Ip 


7903210065 Effective 790226. Cotter Corp 's general officii will be 
located at 9309 Nest Alameda Farkuay. Lakewood. CD All matttrs 
re Canon City mill expansion project 6 TL loach project 
should ref this addroes 

KC0RATK.E J. HcOrath. E J 79/02/26 2pp 
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DOCKETED SERIES 


DOCKET 40-8697 Rocky Mountain Energy Co 


7903140401 Foruarde initial baeeline data (uatar iiuality) tor Reno 
Ranch te»t alte Tatting lelll begin ueek of 790212 & second 
quarterly rept uill be submitted in June 1979 
LUCK. A D Rocky Mountain Energy Co 79/02/14 6pp 


7903200029 Submits quarterly rapt suntmar 1 z ing status of tost program 
U/encl initial baseline data 

LUCK. A 0 Rocky Mountain Energy Co 79/02/14 6pp 


DOCKET 40-869B Plateau Resources 


7903020153 Forwards DES <MUREG-05O4) «< Federal Register notice 
SCARANO. B A Fool Process fc Fab Branch 79/02/09 Ip 


7903020194 Notice of availability of DES (NUREO-0904) 

SCARANO. R A Fuel Process It Fab Branch 79/02/02 2pp 


7903020197 Forwards DES (NURE0-09O4> U/d i s tr Ibut i On list 

SCARANO. R A Fuel Process «< Fab Branch 79/02/09 llpp 


7903020161 DES re Shootering Canyon U project 

s Office of Nuclear Material Safety 1. Safeguards NURE0-'0304 
79/02/09 te9pp Available at NTIS 


7903130032 Forwards assumptions 1< calculations used to derive addl 
transpor tatlon costs which would accrue if ores to be 
processed at mill were shipped to other mills In region 
MARTIN. 8 Science Applications. Inc 79/02/12 6pp 


7903200113 Proposed Shootering Canyon U project will have no known 
effect on any recognized or potential Natl Register 
historical. archaeological or cultural sites 
KEENE. J P Utah. State of 79/02/14 Ip 


7903160302 In response to 790209 request for comments on draft CIS for 
Shootering Canyon U Pro ject. advises that review will 
concentrate on other agencies' EI8 Finds no significant 
Impacts in areas of concern 

HEINEMANN.J M Federal Energy Regulatory Commission 79/02/22. ip 


7903220496 Review of draft EIB revealed no direct Impacts on Dizle Natl 
Forest Spinoff Impacts such as Increased exploration 
activities have been experienced U can be expected to 
Increase 

REES. P M Agriculture. Dept of 79/03/06 2pp 


DOCKET 40-8712 Oulf Oil Corp 


7902270134 Confirms 790129 telcon that Oulf mgt has suspended work on 
Badger projecti requests application be held In abeyance 
until further notice 

LlNDLEy.P A Oulf Research & Development Co 79/01/31 Ip 


DOCKET 40-8720 Standard Oil Co of Indiana 


7903020304 Confirms meeting w/R Coopersteln on 790207 re proposed U In 
situ leaching project Topics for discussion Include Amoco'* 
proposed pilot facility. NRC requirements for obtelnlng 
license << time frames for permits 

KRATBA8. R C Amoco Oil Co (subs of Standard Oil Co. of Indiana). 
79/01/16 Ip 


7903280204 Summary of 790207 mooting u/8td Oil Co re U solution 
extraction activity at Aliada site in MT. 

COOPERBTEIN) R Fuel Process << Fab Branch. 79/01/26. 2pp 


DOCKET 40-8721 Rocky Mountain Energy Co 


7903140447 Forwards environ rept w/appendix eupporting source matl 
license application for In situ leach U mine «< recovery 
plent. 

LUCK. A D Rocky Mountain Energy Co 79/02/18. ip. 


7903140484 Environ rept w/appendlx ’in eopport of eoorce roetl llcenee 
application for In-sltu leach U mine 1< recovery plant 
* Rocky Mountain Energy Co 79/01/31 700pp 


7903150328 Summary of 790183 informational meeting re commercial ecale 
in eitu U solution mining activity 

C00PER8TEIN, R Fuel Proceie. & Fab. Branch 79/02/08 3pp 


7903270174 Forwards application for source mail license to extract U 
from mineral deposits by in situ leaching 
LUCK. A D Rocky Mountain Energy Cd 79/02/12 ip 


7903270181 Application for source Riatl license u/supplemental Infd 
describing proposed U solution mining activities 
LUCK. A D Rocky Mountain Energy Co 79/01/31 SSpp 


DOCKET 40-8722 Brush-Wel Iman 


7903010218 Forwards application for source matl license Requests 
notification of NRC license processing costs prior to 
license Issuance U/encl suppl Info tc environ rept 
POUERS.M D Drush-Uo liman. Inc 79/01/30 7Spp 


7903010218 Application for source matl license to produce U concentrate 
from U bearing bertrandlte ores as byproduct of Be recovery 
operations U/supportlng documentation 
POUERS.M B Brush-Hellman. Inc 79/01/30 172pp 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION PACiimES 

DOCKET 80-2 Univ of Michigan Research Reactor 


7903080282 Adds North University Dldg as nuclear wasta storage bldg to 
Indemnity Agreement E-24 Expects bldg will qualify for 
excess federal indemnity limit above Insured 429p. 000, 

HORNINO.R. D Michigan. Univ of 79/02/23 Ip 


DOCKET 90-3 Indian Point Station. Unit 1 


7903120144 Forwards revised versions of Entry-Control Sye Handbook. 
8AND77-1033I Intrus Ion Detection Sys Handbook. 8AND76-0894I t< 
Barrier Penetration Database. NUREO/CR-0181 

MILLER. J R. Assistant Director for Reactor Safeguards. 79/01/09 

2pp 


7903230033 Forwards Federal Register notice amending 10CFR73. 88. 
''Requirements for Physical Protictlon of Licensed Activities 
In Nuclear Pa|ii«r Reactors Against Industrial Sabotage." to 
defer employte pat-down searches until 790B01 

DENTON. H R. Office of Nuclear Reactor Regulation 79/02/23 tp. 


7903290099 Forwards safeguards contingency plan. Plan withheld (ref 
10(:FR2 790) 

CAHILL. U J Consolidated Edison Co. of New York 79/03/22 IP. 


7903220343 Forwards fourteenth quarterly rept for seismic monitoring 
program Alto forwards 790227 transmittal Itr from HJ Cahill. 
Consolidatod Edison of NY. to A Bchwoncer. NRC. t rrvlslons to 
thirteenth quarterly rept. 

DA</I8. J. P Consolidated Edleon Co of New York 79/03/01 40pp. 


790316023B Forwards Endorsemsnt SB to MAELU Policy MF-29. amending total 
aggregate liability 

CAHILL. U J Consolidated Edleon Co of New York. 79/03/08 2pp 


7903280387 In response to 780929 Itr. summarizes Info re presiurlzer 
heatup rate Tech Spec Inconsistency Reector coolant sys temp 
rate limited to 60 F per hourtdue to design of Msstlnghouse 
PUR Appropriate utils have bean, notified. 

ANDERSON. T M Uestlnghouse Electric Carp 78/10/27 3pp. 


79030B0173 Forwards mod to "Review ti Acceptance of Spent Fuel Storage 
ti Handling Application" provided on 780414. Involves pages 
IV-9 U tV-6 w/modtfiad rationale (< corrections. 

ORIMEBiB K Assistant Director for Engineers l< Projact*. 

79/01/18 4pp, 


7903140879 Forwards Amend 88 to License DPR-3t Amend 47 to License 
DPR-26.Tseh Spec changes li Federal Register notice. 

BCHWENCER. A. Operating Reactors Branch I 79/08/19. Spp. 


79031408S4 Amend 88 to DPR-8 (< Amend 47 to DPR-26 revising Tech Specs 
to delete method for calculating rate of heat rejection to 
river 

BCHWENCER. A. Operating Reactore Branch 1. 79/08/18. 7pp. 


7903140886 Notice of lisuanci of Amend 88 to DPR-9 (* Amend 47 to 
DPR-26. 

BCHWENCER. A Operating Reactor* Branch 1. 79/02/18 8pp, 


7903I9010A Notice of issuance of Amend 22.47 fc 22 to Lioense* 0PR“9. 
DPR-26 ti DPR-64 

8CHUENCER.A. Operating Reactor* Branch 1, 79/02/19, 2pp, 



UUCKETED SERIES 

7903O&O382 “Qu«rtETlg Rep I on Beltnlc Haul tor Ing Netuiork In Vicinity 
of Indion Point. NY. Btpt-Nov 1<»7B 

• Conioltdatod Edlion Co of Ntui York 78/11/30 3app 


8 

IXiCKET 50-3 Indian Point Station. Unit 1 


790319‘0S[&t Foruards Antnd 33 to DPR.-3 ti Anond 48 to DPft-36. r ovi ting 
admint strati VB controls U/Tech Spsc cliangcs U notlc* of 

lituancs. 

BCKVlENCERi A Qparating Rtacior* Branch 1 79/03/17 3pp 


7'9031S03fc4 Amend 33 to OPR-S t< Amand 48 to DPfl-3& reviling 
■ dnlTii strative controls U/ctIcI Tech Spec changes 
SCHUSNCER. A Qpsretlng Reectort Sranch 1. 79/03/17 31pp 


7903150265 Notice of lituance of Amends 33 4 48 to Lietntst DPR-3 t. 86. 
rasp ect 1 vely > r e administrat i ve control! 

SCHWENCERi A Operating Reactors Branch 1 79/02/17 Spp 


7903010333 Reepondi to 790302 refuel t Forward! cheek foi $900 under 
protest 

ZARAKAB. P. Consol idatad Edison Co of New York 79/02/33 3pp 


7903070313 Forwards summary rapt of personnel motiltorlng info & annual 
radiation eiposure rept 

CAHtl-UiU J Commonwealth Edison Co 79/08/38 3pp 

7903070BS0 Forwards semiannual effluent relaaee rept for Jul-Dac 197Q 
CAHILL. VI J Consolidated Edison Co of New York 79/03/01 Ip 


7903070223 "Effluent Release Rept." semiannual rept for third t< 
fourth iiuarters of 197B Covers liiiuld 8. airborne discharges 
• Consolidated Edison Co of New York 79/03/01 44pp 


7903150319 Forwards data specified in Section 401 Certification for Feb 
1979 

HONTl.U A Consolidated Edison Co of New York 79/03/09 16pp 


7903050331 Forwards application for amend to operating license w/utll 
safety evaluation 1< affidavit of svc 

CAHILL. W O Consol t dated Ediso^ Co of Nau York 79/03/36 3pp 


7903050334 Application for amend to Llcenst DPR-5 to provide technical 
c larif 1 catt one. adminls trative .(< editorial changes Safety 
ovaluatlon end 

CAHILL. U J Consolidated EdiRon Co of New York 79/02/31 iOpp 


7903280068 Foruards Amends 24 fc 50 to Licenses DPfl~8 t DPR-36. 
respectively. 6 notice of issuance t. availability Safety 
evaluation withheld Cref lOCFRS 790) 

SCHMENCER. A Operating Reactors Branch 1 79/02/27 3pp 


7903330086 Aaends 84 6 SO to Llcenst DPR-5 6 l>PR-S6. rtspec t ively. add i 
Sections 7 t 3 J re physical eecurity plant 
SCHNEHCER.A Operating Reactors Branch 1 79/02/37 4pp 


7903880096 Notice of ietuince t availability of Amend s 24 t. SO to 
Licenses OPR-5 b DPR- 2&1 respectively 

8CHVIENCER. A Operating Reactors Branch I 79/02/27 Spp 


7903140861 Submits follouup rapt re milk samples no longer obtainable 
from Ouard Hill Farm, since animals have bean removed from 
location Investigation being performed to find lul table 
replacement for sampling 

CAHILL. U J Consol idatad Edison Co. of New York 79/03/06 Spp 


790329<713b Semiannual progress rept Dlscueses various chtmi cal. environ 
b monitoring projects 

CAHILL. Vf Consolidated Edison Co of Neu York 79/03/27 Bpp 


7903130079 Forwards IE Inep Repts 50*003/79-01 b SO-847/79-Oa on 
790110 No noncompliance noted 

SMITH. 0 H Region 1. Phtlad rlph la. Fuel Facility b Material s 

Safety Branch 79/03/01. Spp 


79031300BS IE Insp Repts 50-003/79-01 b 50-347/79-03 on 790110 No 
none omptlance noted Major areas inspected results of 
effluent saaple split between licensee !< NRC 

KOTTAN. J. J . STOHR, J P Region 1. Philadelphia. Fuel Facility h 

Materials Safety Branch 79/01/3) 4pg 


7903050503 Forwards IE Info Notice 79-03. "Linltorqu* Valve Scared 
Limit Switch Lubricant " 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/02/09 1 p 


79030S0444 Forwards IE Info Notice 79-04. “Degradation of Engineered 
Safety Features.” 

CRIER. B.H Region 1. Philadelphia. Office of the Director 
79/03/16 Ip 


7903080505 Informe reciplente of IE Bulletin 79-01. "Environ 
Sual 1 f icatton of Claes IE Equipment. did 790208. that valve 
limit ewltch identified es NAMCO KodSil S3CML should read 
SLSCML 

ORIER.B. H Region I. Philadalph ii, Office of the Director 
79/03/37 Ip , 


790316013B IE Bulletin 79-03. "Longitudinal Ueld Defects in A8KE SA-31S 
Type 304 Btatnless Steel Pipe Spools Hanufectured by 
Youngstown Welding b Engineering Co." 
a Office of Intpectlon h Enfo'rcsfflent , 79/03/tS Spp 


79030603741 Forwards fourteenth "Quarterly Rept on Seismic Monitoring in 
Vicinity of Indian Point. NY.” Sept-Nov 1978 Revised pages 
for Introduetlon to thirteenth quarterly rept end. 

CAHILL. W.«f Consolidated Edison Co. of Neu York 79/02/27 4pp 


7903210IBO Forwards tabulation of daily record of fish collections for 
Feb 1979. including daily species breakdown b total wt for 
Units 2 b 3 Circulators at Unit 1 were shut down for entire 
month Oives high fish impingement totals b corrective action 
CAHILL. U J Consolidated Edison Co of Neu York 79/03/14 Spp 


79032IO10S Forwards monthly operating rapt for Feb 1979 

CAHILL. U J Consolidated Edison Co of Neu York 79/03/15 Ip 


7903310107 Monthly operating rapt for Feb 1979 

RAWULA. L Consolidated Edison Co of Neu York 79/03/07 Bpp 


7903200372 Forwards LER 79-012/04T-0 

CAHILL.U J Consolidated Edison Co of Neu York 79/03/14 ip 


7903300375 LER 79-D12/04T-0 on 790213 contracting laboratory provided 
rept on 790213 that activity af precipitation sample taken 
on 790102 ciceeded ID timee control station level Caused by 
tritium releases from outside source 

MASCIULLI.S Consolidated Edison Co of New York 79/03/14 Spp 


DOCKET SO-S Pennsylvania State Univ Research Reactor 


7903300533 Ack receipt of 790131 Itr requesting eiemption from 10CFR73 
for fuel In fuel element not readily separated from other 
radioactive mail Matter forwarded to Ofc of Stds 
Development for processing as petition for rulemaking 
6TELLD.V Division of Operating Reactors 79/03/12 ip 


79030104B1 Forwards IE Insp Rapt SO-09/78-03 on 761212-14 No 
none ompl line 0 noted 

8RUNNER.E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/01/03 2pp 


7903010482 IE Insp Rept 50-05/78-03 on 701312-14 No noneorapl iance 
noted Major areat inspected or gani lati on. logs b records, 
review b audits, requal 1 flcation program. procedures, 
survcl 1 lance, eiperlmente b IE c Ircular/bul latln followup 
MCCA8E.E C , BRICD3.L E Region 1. Philadelphia. Reactor 

Operations Nuclear Bupport Branch 7B/12/29 6pp 

DOCKET 50-5 Pennsylvania State Univ Research Reactor 


7703300278 Forwards IE Insp Rept 50-05/79-01 on 790U5-17 
No noneompl lance noted 

KARTIN.U 0 Region 1. Philadelphia. Safeguards Branch 79/02/13 

2pp 


790330D2&0 IE Insp Rept 30-05/79-01 on 790115-17 No noncompliance 
noted Major areas inspected implementation of accepted 
security plan 

LADUN.R.H > SMITH. R H . DEVLIN. U U Region 1, Philadelphia. 
Office of the Director 79/02/09 ip 


DOCKET SO-10 Dresden Nuclear Power Station. Unit 1 


7903120144 Forwardf revised versions of Entry-Control Sys Handbook. 
8AN077-1033I Intrusion Detection Sys Handbook. 8AN076-0S54i b 
Barrier Penitretlon Database. NUREO/CR-OlSl 

HILLER. U R Assistant Director for Reactor Safeguards 79/01/09 
Spp 


790301 01 18 Notifies of security plan deficiencies which ere significant 
enough to warrant Imposition of license conditions Forwards 
comments for incorporation into plan Appeal is possible 
End A withheld (ref lOCFRS 790) 

IPPOLITO. T A Operating Reactors Branch 3 79/01/30 Spp 



DOCKET 90-10 Dreidin Nuclear Pbidst StatlotK Unit 1 


DOCKETED SERIES 


ft 

79D3S602S6 Notice o-P iasuanca b avalUbilltg of itnandi S9. 4S b SB to 
LiCBncet tPn-aiDPR-l9 U DPR~SSi raspactively 

ZIEMANN. D. L Operafclno Reactor* Branch 2 79/03/09 2pp 


7903230039 Poruardc Federal Reg liter notice amending tOCFR73 95< 
''nequlrementf for Physical Protection of Licensed Activities 
in Nuclear Pouer Reactors Against Industrial Sabotage^ ” to 
defer employee pat-doun searches until 790001 

DENTONi H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903260200 Foriuards "Fire Protection Safe Shutdown Analysis " 
JANECEK>R F Cofflmonuiealth Edison Co 79/03/20 Ip 


7903260203 "Fire Protection Safe Shutdown Analysis 
# Comnonujeal t h Edison Co 79/03/20 36p p 


7903270499 Forwards safeguards contingency plan Withheld iref 
10CFR2 790) 

REEDi C Commonwealth Edison Co 79/03/23 Ip 


7903210167 Forwards “Annual Rept 1978/ " statement of cash flow 
projected for 1979/ actual cash flow for 1978 6 narrative 
eiplanatory statement 

NEXON/ H H Commonwealth Edison Co 79/03/15 6pp 


7903210167 Forwards "Annual Rept 1778/" statement of cash flow 
projected for 1979/ actual cash flow for 197B h narrative 
explanatory statement 

NEXON/ N H Commonwealth Edison Co 79/03/15 6pp 


7903050263 Forwards Endorsement 116 to NEUIA NF”43i Endorsement 90 to 
MAEUU Mr-22. Endorsement 57 to NEUIA NF-lB7i End orsoment 48 to 
MAEUU MF-54/ Endorsement 46 to NELIA NF-201/ Endorsement 40 to 
MAEUU MF-64 b Endorsement 9 to NELIA NF-253 for 1979 
DETER/ J Commonwealth Edison Co 79/02/26 8pp 


7903000100 Forwards mods b corrections to NRC guidance. "Review b 
Acceptance of Spent Fuel Storage b Handling Application*/" 
sent 700414 

ORIME0/B K Assistant Director for Engineers b Projects 
79/01/10 4np 


7903120S35 Forwards staff recommendations re general contents of 
□ff«ite Doee Calculation Manual to be submitted w/propo«cd 
radiological effluent Tech Specs 

ORIMESiB K Assistant Director for Engineers b Projects 
79/01/10 4pp 


7903120533 Forwards staff recommendatton* re general content* of 
Offsite Dose Calculation Manuel to be submitted w/proposed 
radiological effluent Tech Bpece 

ORIMES/D K Assistant Director for Engineers b Projoets 
79/01/18 4pp 


7903010342 Requests addl info to continue review of core spray 
distribution evaluation M/encl list of questions 
ZIEMANNiD L Operating Reactor* Branch 2 79/02/01 Bpp 


79O30B00B7 Notification of meeting on 790222 to discuss open Items that 
require resolutlen prior to returning unit to eve. 

O'CONNOR/ P W. Operating Reactors Branch 2 79/02/02 2pp 


7903200308 Cancel* 790222 meeting u/utll 

D'CONNDRiP W Operating Reactors Branch 2 79/02/02 3pp 


7903020218 Notification of 790214-15 meeting in BethesdaiMD. 
w/representatl ve of Mark I owners group to discuss 
implementation b resolution of Mark I tong-tern program b 
pool swell pressure load definition techniques 

ORIMESiC Assistant Director for Enginiers b Projects 79/02/06 
ip 


7903200054 Informs of meeting on 790306 w/Commonweal th Edison Co to 
discuss item* in need of resolutlor) prior to *vc. chemical 
cleaning) IEEE-279-E sphere equipment upgrade project) fire 
protection) HPCI sysjApp K analysis b insp 

□'CONNOR. P M Operating Reactors Branch 2 79/02/28 2pp 


7903290066 Forwards draft evaluation of systematic evaluation program. 
Topic VI-10 B re shared engineered safety feature*. onsi te 
emergency power b sve sys for multiple unit stations 
ZIEMANN, D L. Operating Reactors Branch 2 79/03/06 16pp 


7903260212 Forward* Amends 29.42 b‘ 30 to License* DPR-2. DPR-19 b 
DPR-25. respectively, b notice of Issuance b availability 
Security plan evaluation rept withheld iref 10CFR2, 790). 
ZIEMANN. D.L Operating Reactor* Branch 8 79/03/09 3pp 


7903260224 Amends 29.42 b 30 to License DPR-2. DPR-19 b DPR-2B. 
respectively. incorporating physical security plan 
e Operating Reactors Branch 2 79/03/09 6pp, 


7903300579 Notification of 790316 meeting u/util lit Bethesda.MD to 
discuss per formance of core spray sys 

O'CONNOR. P U Operating Reactors Branch 2 79/03/12 7pp 


7903190202 Forwards battery test procedures used by station personnel, 
as addl info for review of draft evaluations for systemetlc 
evB luet ion program 

REED/ C Commonwealth Edison Co 79/03/13 34pp 


7903210026 In response to NRC 781808 request for addl info on 
electrical penetrationa. forwards info on HPCI penetrations 
which are identical to RP8 penetrations Unit 2 has no DC 
pouer penetrations 

JANECEK.R F Commonwealth Edison Co 79/03/14 2Spp 


7903220174 Concurs that evaluation of site-specific response criteria 
may be more realistic In determining systematic evaluation 
program seismic input Preliminary investigations Indicatt 
major structural components arc adequate 
REED/ C Commonwealth Edison Co 79/03/ i 5 ip 


7903290131 Forwards licensing open item* statu* list 
REED.C Commonwealth EdKon Co 79/03/1? 9pp. 


7903080174 Forwards IE Insp ReptS 50-0i 0/70-34, 50-237/70-32 b 
50-249/70-33 on 781220-81 b 26-20 No noncomp 1 1 one a noted 
FtORELLI.O Region 3. Chicago. Reactor Operations Nuclear Support 

Branch 79/01/19 2p p 


7903080178 IE Jn*p Rapts 50-010/78-34,30-237/70-32 b 50-249/70-33 on 
791220-21 b 26-20 No non c omp 1 1 anc e noted Major areas 
Inspected procurement, record s . review of safety limits, 
procedures b chemical cleaning 

DETTENMEIEfl. R N, STREETER, J F Region 3, Chicago, Reactor 

Operations Nuclear Support Branch 79/01/17 Spp 


7903060104 Respond* to IE Bulletin 70-14. "Deterioration of Duna-N 
Components in A8C0 Solenoids " Forwards current plan for 
raplacemsnt b priventlvo nvalnt 

REED.C Commonwealth Edison Co 77/02/02, 3pp 


7903190009 Forwards IE Insp Rapts 30-010/70-35,50-237/70-34 b 
50-249/70-35 on 781201-89 b notice of violation 

FIDRELLl.O' Region 3. Chicago. Reactor Operations Nuclear Support 

Branch, 79/02/07 2pp 


7903190010 Notice of deviation from Insp on 781201-29 

a Region 3. Chicago, affica of the Director 79/02/07 Ip 

7903190015 IE Insp Hepts 50-010/70-35,30-237/70-34 b 00-249/78-35 on 
701201-89 Noncompliancs noted Inadequate storage of Class B 
area matl 

DARKER. J L. . 8MITH, J. D Region 3, Chicago, Office of the 
Director. KNDF.R C Region 3. Chicago, Reactor Oparatlons 

Nuclear Support Branrch. 79/08/07, 12pp 


7903220445 Forward* IE Insp Rept* 50-010/79-01,30-237/79-01 b 
50-249/79-01 on 790102-31- No noncomp 1 lane* noted, 

HEISHMAN.R-F Ragion 3, Chicago, Reactor Operation* Nuelaar 

Support Branch 79/02/14 2pp 


7903220453 IE Insp Rept* 50-010/79-01,30-237/79-01 b 50-249/79-01. No 
noncdmpl lance noted Major aroae Inspected, malnt. plant 
operation*. physical protection. rivl su b followup on LER's 
b callbr of sa faty-ra 1 atad components 

BARKER. J.L . BPE80ARD. R. L. Region 3. Chicago. Reactor 

Operations Nuclear Support Branch 79/02/13, 6pp 


7903080490 Foripards eorraetod second page b App A for correspondence 
transmitted 790207. 

FOIRELLI.O. Region 3. Chicago, Raactpr Operations Nuelaar Support 

Branch. 79/02/15 3pp. 


7903080419 Forwards IE Info Motlca 79-04, "Degradation of Engineered 
Safety Features " 

KEPPLERiU O. Region 3. Chicago, Office of the Dlrsctor. 79/02/16. 

ip 


7903080343 Inform* rfclplents of IE Bulletin 79-01, "Environ 
Qualification of Glass IE Equipment," dtd 790208. that valve 
limit switch identified a* NAMCO Modal 83CML should read 
8L3CML 

KEPPLER.J 0 Region 3. Chicago. Office of the Director. 79/03/01 

ip 



DOCKETED SERIES 

DOCKET 50-87 Washington State Univ Research Reactor 


10 

POCKET 50-10 Dresden Muclear Poutr Station' Unit 1 


770313P302 Sutiinlts revieed pages to “tniervlce Insp Program" for insp 
Of uelds 

JANECEK. R T Commonu ca 1 th Edison Co 79/03/07 7pp 


7903150013 Forwards IE Sulletln 79-02i “Pipe Support Base Plate Designs 
Using Concrete Eipanslon Anchor Bolts " 

KEPPLERi-J 0 Region 3. Chicago' Office of the Director 79/03/OS 
Ip 


7903190339 Forwards IE Bulletin 79-03. "Longitudinal Weld Defects In 
ASHE 5A-312 Tgpt 304 Stainless Steel Pipe Spools 
Hinufactured tg Youngstown Melding b Engineering Co " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/03/12 

Ip 


7903020333 Forwards Part 2 of operating rPpt for Uune-Dec 1970. re 
radioactive effluents & occupational radiation eipoiures 
STEPHENSONi B B C omnionue a 1 th Edison Co 79/02/15 Ip 


7903020337 Part 2 of operating rept for June-Die 1970. re radioactive 
affluents occupational radiation eiposures 
a Conmonuealth Edison Co 7B/12/31 19pp 


7903050388 Foriuardi "Annual Operating Rept for 1970 " 
aTEPHEHSON. B B Conwonuea 1 th Edison Co 79/02/25 tp 


7903050391 “Annual Operating Repl for 1978 “ 
a CoMBOnuialth Edison Co 79/02/86 OSpp 


7903210035 Forwards Monthly operating rept for Feb 1979 
STEPHEffSON. B B CDounonwea 1 th Edison Co 79/03/13 Ip 


790321003S Monthly operating rept for Fab 1979 

PHELEH. 0 F Consolidated Edison Co of Neu York. 79/03/05 19pp 


DOCKET 50-13 Bibcocl Ic Mllcoi Co Critical Facility 


7903070033 Imp 1 taienta 1 1 on of physical security plan uill be aade a 
license condition License should reflect total amount of 
SUM. percent enrlchaen tr aatount aieapt L not asempt 
REIDrR.W Operating Reactors Branch 4 79/02/02 2pp 


7903060503 Forwards IE Circular 79-03. “Inadequate Guard Training/ 
Qualif ication b Falsified Training Records “ ' 

D'REILLY'M P Region 2. Attenta. Office of the Director 

79/02/23. Ip 


DOCKET 50-16 Enrico Pcrnl Atonic Power Plant. Unit 1 


7903130366 Forwards IE Insp Rapt 50-016/78-01 on 7BI214 Mo 
noncomp 1 ianct noted 

DAVIS. A. B Region 3. Chicago. Fuel Facility t> Materials Safety 

Branch 79/01/29 2pp 


DOCKET 50-20 Massachusetts Inst of Tech Res Reactor 


7903120029 Forwards IE Insp Rept SO-02O/7B-DB on 791216-20 No 
nsneonp 1 lance noted 

HAHTIH.H 0 Region !■ Phi ledelphta. Bafeguards Branch 79/01/17 

8pp 


7903120031 IE Inep Rept 50-OSO/7B-OB on 781216-20 No noncomp 1 lance 
noted. Major araas Inspactid security plan, protection of 
security organita 1 1 on* access control, alarsi sy i. lurvel 1 lance. 
t( security progren review 

LADUN.R H I ROSAMO.R P ' DEVLIM, JW Region 1. Philadelphia. 

Bifaguards Branch 79/01/11 Ip 


7903000569 Requests addl info ra 700015 amend to Ltcanse R-76 Wants max 
amounts of SNM. percent enrichment, amount eseropt b nonexempt 
REID.R W Operating Reactors Branch 4 79/01/29 2pp 


790315009B Forwards lE Insp Rept 50-027/79-01 on 790212 b 13 Mo 
noncompliance noted Insp rept withheld <ref 10CFR2 7901 
NOR DENHAM 8. L R Region S. 8an Francisco. Safeguards Branch 

79/02/26 2pp 


DOCKET 50-29 Yankee-Roue Nuclear Power Station 


7903230035 Forwards Federal Register notice amending 10CFH73 SS' 
"Requirements for Physical Protection of Licensed Activities 
In Muclsar Power Reactors Against Industrial Sabotage." to 
defer employee pat-down searches until 79DB01 

tjpuTn.i PI p Office of Nuclear Reactor Regulation 79/02/23 tp 

7903290137 Takes exception to SER re proposed fire protection 
plan Believes electrical valve supervision should be 
provided on all valves controlling fire water lys b 
lectionall I Ing valves w/proposed mod to increase protection 
HALLtR E Brookhaven National Laboratory 79/03/12 3pp 


7903300375 Forwards CY70 financial statements for License DPR-3 b 
suoMeary of financial protection In effect as of 701231 
SOUCYi A R Yankee Atomic Electric Co 79/03/22 Spp 


79032B0357 In response to 7B0925 Hr.suwmarlus info re pressurlier 
heatup rate Tech Spec Inconsistency Reactor coolant sys tamp 
rate Halted to 60 F per hour, due to design of Wpstlnghouai 
PWR Appropriate utils have been notified 

ANDERSON. T H Westinghousa Electric Carp 70/10/27. 3pp 


79030S0100 Forwards mods b corrections to NRC g ul danc e* “Revl ew b 
Acceptance of Spent Fuel Storage b Handling Applications", 
lent 780414 

G^RinCS.B K Assistant Director for Engineers b Projects 
79/01/18 4pp 


7903180535 Forwards staff recommendations re general contents of 
Offsite Dose Calculation Manual to be submitted u/proposed 
radiological effluent Tech Specs 

GRIMES. B K Assistant Director for Engineers b Projacts 
79/01/10 4pp 


7903060609 Provides status revieu of systematic evaluation program 
Reviews 781103 site visit which focused on site geology, 
faulting Investigations, dam Integr ity. structures settlement, 
b slope stab 1 1 1 ty 

CARDDNE. A T Geosciences Branch 79/01/29 Spp 


7903070437 Forwards systematic evaluation plan review of Topics V-10 Q, 
V-ll B.VII-3 X Requests confirmation or correction of facte 
uithln 30 days 

ZIEMANN.D L Operating Reactors Branch 2 79/02/14 9Bpp / 


79D308031B In response to NRC 790115 Itr. forwards revised rept 
“Geology b Seismology. Vankce-Roue Power Plant " 

CROCE.R H Yankee Atomic Electric Co 79/08/23 Ip 


7903060319 "Geology b Se 1 smol ogy. Yank ee-Rowe Nuclear Power Plant “ 
* Yankee Atomic Electric Co 79/01/29 llSpp 


7903190050 Forwards Amend 55 to License OPR-3 b notice of issuance 
Security plan evaluation rept withheld (ref 10CFR2 790) 

ZIEMANN.D L Operating Raactors Branch 2 79/02/23 3pp 


7903190061 Amend 55 to License DPR-3 incorporating modified amended 
security plan 

ZIEMANN.D L Operating Reactors Branch 3 79/02/23, 8pp 


7903190069 Notice of issuance of Amend 55 to License DPR-3 

ZIEMANN.D L Operating Reactors Branch 8 79/02/23. 2pp 


7903090137 Submits corrections to systematic evaluation program Topic 
II-2 0 Discusses ambient temp. primary recording sys b 
measured neteorological parameters 

GRDCEi R H Yankee Atomic Electric Co 79/02/28 Ip 


7903130373 IE Insp Rept 50-016/78-01 on 781214 No noncompliance noted 
Major areas InspaC tad' qual Ificatton of admlni itratlve 
p trsonnel. aud 1 1 procedures, eiposurs controlr posting, label ing 
b controls, survey s. records b reports 

RtDEN.H D . HEUTER'l- <J • FISHER. H L Region 3. Chicago. Fuel 

Facility b Materials Safety Branch 79/01/29 4pp 


POCKET S0-S5 Dou Cheisical Co TRIGA Reactor 

7903290047 Confirms 790306 meeting to discuss dosimetry records 

malntainsd under license DPfi-3. OPR-SB. DPR-35 b DPR-3A, 

7903260179 Forwards Endorsement 37 to NELIA Policy NF-160 SMITH. 0 H Region 1, Phi ladelphia. Office of the Director 

COALHELL, T N Dow Chemical Co 79/03/81 2pp 79/03/01 IP 



DOCKETED SERIES 


DOCKET SO-S? Van k e r~Roii>s Nuclear Power Station 


7703S10037 In response to 790236 request for addl Info re redistion 
shie!dln$i forwards data re estimated total man-rem ekposurei 
measures for reducing radiation levels it estimated effect of 
concrete shield plugs 

MOODVi D E Yankee Atomic Electric Co 79/03/03 3pp 


7903S20D9Q Notification of 790314 meeting in Dethesda>MD to discuss 
proposed App I radiological effluent Tech Specs w/util 
BUROERi A Operating Reactors Branch 2 79/03/05 Ip 


7903120256 Comments on evaluation of systematic evaluation program 
Topic IV~1 A Date of telcon should ho corrected to 790117 
ORDCE. R H Yankee Atomic Electric Co 79/03/07 Ip 


7903290133 Requests geotechnical info in situ velocity measurement 
datal measurement of soil densl tl esj determination of soils 
moduli St determination of soil shear wave velocities 
ZIEMANNiD C Operating Reactors Branch 2 79/03/08 2pp 


7903160242 Requests estension until 790416 to respond to NRC 790214 
evaluation of systematic evaluation program review re safe 
shutdown sys 

OROCE. R H Yankee Atomic Electric Co 77/03/12 Ip 


7903230004 Notification of 790321 meeting w/util in Beth es da. MOt to 
discuss topics relating to systematic evaluation program 
seismic evaluation 

8UH0BR, A Operating Reactors Branch 2 79/03/13 Ip 


7903220221 Forwards info in response to 781208 request for addl info 
re systematic evaluation program Topic VIII-4 re electrical 
penetrations of reactor containment a, W/overs 1 led drawings 
OROCE. R H Yankee Atomic Electric Co 79/03/14 22pp 


7903220232 Notification that Offsite Dose Calculation Nanual will be 
delivered by 790409 Delay caused by Info received at 790314 
meeting 

OROCE. R H Yankee Atomic Electric Co 79/03/16 ip 


7903270487 Forwards "Cora XIV Startup Test fiept “ 

ORDCE. R H Yankee Atomic Electric Co 79/03/20 Ip 


7903270488 "Core XIV Startup Pronram " 

HENDERSON, T K Yankee Atomic Electric Co 79/03/20 30pp 


7903050526 Forwards IE Info Notice 79-03, "Llml torquo Valve Geared 
Limit Switch Lubricant," 

DRIER, B H Region 1. Philadelphia. Office of the Director 
79/02/09 Ip 


7903140065 Ac k receipt of 790129 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-029/78-20 
MARTIN. M.O Region 1, Philadelphia, Safeguards Branch 79/02/12 

IP 


7903140335 Responds to NRC 79010? Itr re violations noted In IE Insp 
Rept 50-029/78-20 Corrective actions withheld <ref 
10CFR2 7901 

MOODY, D E Yankee Atomic Electric Go 79/01/29 ipp 


7903140339 Forwards IE Insp Rept 50-029/78-20 on 781114-16 fa notice of 
violation Notice of violation fa insp rept withheld 
(ref 10CFR2 790> 

HARTIN.W 0. Region 1. Philadelphia, Safeguards Branch 
79/01/09. 2pp 


7903140343 IE Insp Rept 50-029/78-20 on 781 i 14-16 Noncompliance noted 
infraction of access controls fa deficient records 
Details withheld <ref 10CFR2, 790) 

ROOERB.M E. . DEVLIN. J Region 1, Philadelphia, Bafoguards 

Branch 79/01/09 tp 


7903000452 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features, " 

DRIER, B H. Rtgion t, Philadelphia, Office of the Director. 
79/02/16 Ip 


7903080470 Informs recipients of IE Bulletin 79-01, "Environ 
Guallficetlon of Glass IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCD Model 93CML should read 
8L3CML 

ORIERiB H Region 1, Philadelphia, Office of the Director. 
79/02/27 Ip. 


7903280017 Forwerdi IE Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

ORIER,B H Region >, Philadelphia, Office of the Director 
79/03/08 ip 


7903270402 Forwards "Inservice Insp Examination Rept," 781021-1216 
OROCE.R H Yankee Atomic Electric Co 79/03/15 22p p 


79D315036S Forwards "Effluent fa Maste Disposal Semiannual Rapt.JuI-Dec 
197B " 

JOHNSON, WP Yankee Atomic Electric Co 79/02/28 ip 


7903150369 "Effluent fa Haste Disposal Semiannual Rept.Juk-Dec 1970 " 
* Yankee Atomic Electric Co. 78/12/31 17pp 


7903140252 "Annual Rept 1970" describing changes, tests fa experiment* 
conducted w/o prior NRC epproval Rept submitted per 
10CFR50 59(b) 

ORDCE, R H Yankee Atomic Electric Co 79/03/01 ISpp 


7903150235 Forwards monthly operating rept for Feb 1979 
MOODY, D E Yankee Atomic Electric Co 79/03/12 ip 


7903150237 Monthly operating rept for Feb 1979 

SJOGREN, R M. Yankee Atomic Electric Co 79/03/12 5pp 


7903290014 Forwards meteorogical data May 1977-Apr 1978. Explains mail 
format fa units of measure In end matl 
OROCE.R H Yankee Atomic Electric Co 79/03/19 4pp. 


7903080305 Forwards LER 79-006/99T-0 

AUTIO, H A Yankee Atomic Electric Co 79/03/08 ip 


7903080312 LER 79-0O6/99T-O on 790219' fire pump running alarm reedived 
in control room fa leak discovered Caused by uneven external 
force applied on pip* by trench fill Crack sealed using 
compression patch, pressure tested fa backfilled 
MAY.E L Yankee Atomic Electric Co 79/03/05 2pp. 


7903130347 Forwards LER 79-004/03L-0. 

AUTIO, H A Yankee Atomic Electric Co 79/03/08 Ip 


7903130349 LER 79-0D4/03L-O on 790206, Rod 6 position indicating lights 
at B4,B7 fa 90 inches were not lit Caused by loose fa dirty 
terminal contact surfaces Contact surfaces cleaned fa 
tightened 

MAY.E L Yankee Atomic Electric Co 79/03/00 Ip 


7903200356 Forward* LER 79-005/03L-0 

AUTIO, H A Yankee Atomic Electric Co 79/03/16 Ip 


7903200350 LER 79-008/03L-0 on 790214, while performing Type C test of 
TV-408, SVC water leakage from Isolation valve exceeded Tech 
Spec Caused by foreign matl under Masonailan 4 Inch valve 
seat Valve seat cleaned fa retested satisfactorily 
BOUTHELL, R L Yankee Atomic Electric Co 79/03/16 Ip 


DOCKET 50-30 Plum Brook Research Reactor Facility 


7903140187 Forwards IE Insp Rept 30-030/78-01 fa 50-185/70-01 on 781213. 
No noncomp 1 lanes noted 

DAVIS, A D. Region 3, Cbicagu, Fuel Facility fa Materials Bafsty 
Branch 79/01/29 2pp 


7903140195 IE Insp Rapt 50-030/70-01 fa 50-185/78-01 on 701213. No 
noncompl lance noted Major area* inspected. radiolog 1 cal 
protection including quel i flea tlon of psrsannel audits, 
prociduresi expdsure contro 1, post ing, fa labeling. 

HUETER,L J Region 3, Chicago, Fuel Facility fa Materials Safaty 

Branch RIDENiMD, , FIBHER.H, L Regions, Chicago, Office of 
the Director 79/01/K3 4pp 


DOCKET 50-54 Pauling Research Reactor 


7903150435 Confirms teliphone author 1 xatlon for change In Tech Spec* 
re pool-type research reactor Amends Final Haiards Summary 
Rapt Page 51, Paragraph E. 3 a(lHO)<l), 

EIBENHUT,0 0 Assistant Director for Systems fa Projacts. 
79/02/22 ip 


7903090439 Forwards IE Inep Rapt 30-054/78-04 on 700008-10. No 
noncompl lance noted 

BRUNNERiE J. Region 1, Philadelphia, Reactor Dparatlons Nuclear 
Support Branch 78/10/26, 3pp. 


7903090440 IE Insp Rept 50-054/78-04 on 700808-10, No noneomp llance 
noted, Major areas inspaefcedi procadurat, surveil lance fa 
experiments Facility tour conducted 

ARCHITZEL, R. , MCCABE, E.C. Region 1, Philadelphia. Reactor 

Operations Nuclear Support Branch, 70/00/31. 9pp 



DOCKETED SERIES 


t2 

DOCKET 30-S4 PkuUng Risaarch Raaetor 


7903070427 Aa riquitttd in 7B0921 1 tr< portipna oP rept identified «» 
proprtatarv uill he withheld (ref 10CFR2 790) Enel cnpg of 
rept epproprlatc li| identified ta reflect proprleterv notice 
fiRIJW4EFtiC J Region 1« Ph i ledelph i a< Reactor Operetions Nuclear 

Support Branch 78/10/2fi Ip 


7903090433 Requeete porttoni of insp rept be withheld from public 
d iecloture 

BOLLlMOERrR E Union Carbide Corp 7B/09/21 Spp 


COCKEf 30-59 Teiaa AtH Unlv Research Reactor 


79031300A2 Requiett addl Info for emergency plan review clarification 
of emtrgcncy doors) submittal of TX AtN Unlv radiological 
energeneg plani Itr of agrernent u/govt agencias for 
emergtncles Ic dascriptlon of fire detection tgs 
REIDrR.U Operating Rtactors Branch 4 79/02/15 2pp 


7903040499 Forwards IE Insp Rept SO-059/79-01 on 790109-10 Ho 
nonconp 1 lane I notad 

HAOSEN^ 0 L Region 4i Dallasi Reactor □perations Nuclear Support 

Branch 79/01/22 2pp 


7903060300 IE Insp Rept 50-059/77-01 on 790109-10 No nonconp 1 lence 
noted Hajor araas Inspected pravlouslg reported Item, 
orgenlzationt operations t> cnalnt logsiiuiilts 4 revieusi 
raqual If Icatlon trainlng> tt environ surveillance 
hURRAYf B. a HAOSENa 0 1. Region 4a Dallast Reactor Operations 

Nuclear Support Branch, 79/01/22 4pf 


DOCKET 50-62 Unlv of Virginia Research Reactor 


7903130046 Forwards addl guidance rs physical security plan Licensa 
should Include total amount of SNHi percent enrichnent 6 
amounts eianpt fc noneidmpt 

REID.R N Operating Reactors Branch A 79/02/02 2pp 


79i>3l50337 Responds to request for info re amounts ta types of SNM to be 
included in license Requests epproval of end spec changes 
to security plan End withheld (ref 10CFR2 790) 

SHRIVERaBL Virginia. Unlv. of 79/03/09 2PP, 


DOCKET 50-70 Oenaral Elactrlc Test Reactor 


790307002* Prohibits intarvenors from any further discovery after 
willful refusal to comply w/ASCB 7B1024 order directing 
Tcsponscs to licensca'* 780626 interrogatories 

LUTONiE Atonic Safety and Licensing Board Panel 79/01/15 ip. 


7903090026 Requests lutpanslon of activities under License 6NH-960 In 
light of recent geological findings by NRC Possible haiards 
«i ist 

HINKEL.L Tri-City Ecology Center 79/02/01 Ip 


7903300330 Requests NRC issue final SEA at earliest possible date to 
resolve uncertainty ra tectonic feultlng la to assure safety 
of all those in area 

STARK.F H House of Rap 79/03/08 Ip 


7903080240 Forwards amend of Condition 4 p E ndorsement 18. to MAELU Policy 
riF-95i effective 790101 

CDHREAjC Mersh «a HcLannan. Inc 79/02/21 2pp 


7903080193 Forwards Endorsemant lOB to AMI Policy HF-1 for calender 
year 1979 

CORREA) C, Harsh la HcLannani IiJC 79/02/27 2pp 


7903060548 Requests that addl info be obtained to conplete review of 
790116 application for Tech Bpec changes deleting certain 
surveillance testing requirensnts during eitendsd shutdown 
per tod 

LAIKASiO. Plant By • terns Branch 79/01/26 3pp 


7903040340 "Ssologlc Invastlgatlun Phase tl>Ocneral Electric Test 
Reactor SltaiVallecltosrCA “ 
a Oenaral Electric Co 79/02/28 425pp 


7903090144 Responds to 770104 request for documents re recent geologic 
Investigation at facility Forwards list of documents 
available In PDA at Malnut Creel CA. related correspondence 
I) NRC draft BEft input 

STELLOtV Division of Operating Reactors 79/02/08 6Ipp 


7903090149 Requests documents pertaining to recent geological 
Investigation in order to determine facility compliance w/ 
county ordinance code b use permits 
CQUDiJ A Alameda County. CA 79/01/04 Ip 


7903140557 Requests add! info for review of 700116 proposed change to 
CETR Tech Specs re surveillance during cold shutdown 
REID.R H Operating Reactors Branch 4 79/02/14 4pp 


7903060327 Forwards final submittals describing geologic 
investigations, structural analyses b reactor plant mods 
completed in response to issues raised in 771024 order to 
show cause „ j ni« 

DARHITZEL.R U General Electric Co .Nuclear Energy Products Div 
79/02/38 6pp 

7903060332 "Evaluation of Seismic Haiard at GE Test Reactor Bite.CA 
* General Electric Co 79/02/2B 22pp 


7903190210 Forwards errata sheats for "Geologic Investigation. Phase II 
r vp t 

DARHITtEL. R U General Electric Co .Nuclear Energy Products Dlv 
79/03/13 4pp 

7903230002 Notification of 790320 meeting u/CE in Betbesda.MO to 
discuss licensee presentation re recent geologic 
investigations for test reactor site 

NELSON. C Oparating Reactors Branch 4 79/03/14 2pp 


DOCKET 50-72 Unlv of Utah Research Reactor 


7903060620 Forwards Amend 9 to License R-25 b Amend 3 to License R-124 
Finds security plan acceptable Forwerds formatted guidelines 
to rewrite plan for renewal of License R-2S 
REID.R U Operating Reactors Branch 4 79/01/36 6pp 


7903060623 Amend 9 to License R-35. changing security plan 
REID.R W Operating Reactors Branch 4 79/01/26 2pp 


7903060624 Amend 3 to License R-)26. changing security plan 
REID.R U Operating Reactors Branch 4 79/01/26 2pp 


7903060646 Forwards addl guidance re physical security plan License 
should reflect total amount of U-233/Pu b U-233 b percent 
enrichment. amount eiempt b amount not eiempt 
REID.R U Operating Reactors Branch 4 79/02/02 2pp 


7903260182 In response to NRC 790202 Itr re use of “Special Nucloar 
Hatl of Low Strategic Significance." forwards addl info re 
TRIOA fueliACN fuel.PuBe Source KRC 225. PuBe Source 3SB0 b 
U-235 

JENSEN. C H Utah. Unlv of 79/03/19 ip 


7903230019 Forwards IE Imp Rapt 50-072/79-01 on 790123-S6 b notice of 
Violation 

HADSEN.G L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch, 79/02/08 2pp 


7903230021 Notice of violation from insp on 790123-26 

• Region 4. Dallas. Reactor Oparations Nuclear Support Branch 
79/02/08 Ip 


7903230028 IE InSp Rept 30-072/79-01 on 790123-26 None omp 1 lance notad 
failure to follow procedures b failure to malnt proper 
Tccords 

DICKERSON. N H > VEROUZCO. 0 H . HAD8EN.0 L Region 4. Dallas. 

Reactor Operations Nuclear Support Branch 79/02/08 Spp 


DOCKET 50-73 Central Electric Nuclear Test Reactor 


7903090143 Provides further info on reportable occurrence telacopied 
to NRC on 790221 re high readings on two recorders of 
primary coolant flow indication tys Uill vent flow 
transmitter until modified to eliminate air accumulation 
DARNITZELiR U Oenerai Electric Co .Nuclear Energy Products Div 
79/02/28 2pp 


DOCKET 50-63 Unlv of Florida Training Rtactor 


7903290067 Requests consolidation of physical security plan into single 
document for inclusion into renewed 1 icensc. Requests review 
of program for reducing enrichment of fuels in nonpower 
reactors b inclusion of proposals in application 
REID.R W Operating Reactors Branch 4 79/02/02 Spp 
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DOCKET 90-07 We s t i ng h ou»e Critical Expepimefit DOCKET SO-1 1 1 North Carolina State Unlv fietearch Reactor 


7903310080 Forwards IE Insp Rept 5O-0B7/79-01 on 790130-31 No 
noneofflpllance noted 

FIOREl.i.IiO Region 3< Chieagoj Reactor Operations Nuclear Support 

Branch 79/03/07 3pp 


7903310099 IE Insp Rept 80-087/79-01 on 7901030-31 No none otnpl lance 
noted Major areas inspected logsp recordsi reactor 
survel 1 lancej requal i f i cat ion tralningi revi eu b auditi status 
of previous unresolved problems 

RIDEN. M D . HARPSTER.T L > LITTLE. W S Region 3. Chicago. 

Reactor Operations Nuclear Support Branch 79/03/03 Spp 


DOCKET 80-89 Oeneral Atomic Co 


7903330344 Submits “Becurltg Guard Training b Qualification Plans." 

It check to cover fee for NRC review Enel withheld 
(ref 10CFR3 790) 

MOWRY.W R General Atomic Co (subs of Gulf Oil Carp ) 79/03/30 

3pp 


79030303B7 Annual rept covering 1976 operations Discusses changes in 
facilitg design, performance, characteristic* It operating 
procedures re reactor taf etg. resul te of surveillance tests, 
energy generated, malnt operations It personnol exposures 
MOWRY.W R General Atomic Co (subs of Gulf Oil Corp > 79/03/23 

6pp 


DOCKET 80-97 Cornell llniv Zero Power Reactor 


7903180399 Forwards addl guidance re physical security plan License 
should reflect total amount of U-S38i Pu It U~233. percent 
enrichment, amount exempt It emount not exempt 
REID.R W Operating Reactors Branch 4 79/02/02 Spp 


DOCKET 80-98 Univ of Delaware Research Reactor 


7903140493 Amend 9 to indemnity agreement E-t7 (Acceptance portion 
unsigned ). 

SALTZMANi J Antitrust 8< Indemnity Group 79/03/36 ip 


7903300337 Forwards order terminating License R-43i sef ety ovaluat 1 on. It 
Amend 9 to indemnity agreement E-17 W/o indemnity agreement 
REIOiR W Operating Reactor* Branch 4 79/08/36 Spp 


7903300330 Order terminating License R-43 NRC finds facility has been 
properly dtcommis sioned 

GRIMES. B K Assistant Director for Engineers t< Projects 
79/03/36 3pp 


7903800334 Safety evaluation supporting order terminating License R-43 
FIndi A0N-S01 reactor hat bean properly dismantled t< 
disposed of per lOCFRt 

• Office of Nuclear Reactor Regulation 79/03/86 ip 


DOCKET 80-99 Babcock & Wilcox Test Reactor 


7903070033 Implementation of physical security plan will be marie a 
license condition License ehould reflect total amount of 
6NH. percent enrichment, amount exempt tc not exempt, 

REID.R W Operating Reactors Branch 4 79/03/08 Spp 


7903130418 Responds to 790301 telcon request Forward* 1977 Form lOK. 
Annual Rept to SEC supporting renewel of License R-47 
Form is la*t one transmitted to SEC re Bi.W merger into 
JR McDermott Co 

OLSEN. A F. Babcock li Wilcox Co. 79/03/07 ip 


7903130418 Annual Rapt Form lOK submitted to SEC detailing financial 
activities for 1977 

* Babcock li Wilcox Co 79/03/07 SOpp. 


7903130134 "App A to Facility License R-47 Tech Specs for Lynchburg 
Pool Reactor " 

* Babcock l< Wilcox Co 78/18/31. 70pp 


7903080803 Forward* IE Circular 79-03, "Inadequate Guard Training/ 
Qualification t< Falsifiad Training Racords, " 

O'REILLY.J P Region 2. Atlanta, Office of the Director 
79/08/83 ip 


7903300449 Forwards "Environ Radiation Surveillance Rept" for 
771001-7B0331 W/info on results of environ k fecillty 
radiation survey t. s tatus of facility tt evaluation of 
p tr for mane e of security k surva i I lance measure* 

BOHANNON, J R North Carolina State Univ 79/03/13 3pp. 


7903300483 "Environ Radiation Surveillance Rept" for 771001-780331 
Environ radioactivity decreased during time period until end 
of Mar, when fallout from atmospheric detonation in China 
reached vicinity 

BALL. A C . BEBNAM, J North Carolina State Unlv 79/03/13 34pp 


DOCKET 80-113 Univ of Oklahoma Research Reactor 


7903300383 Forwards notice of proposed issuance of amend to license re 
power increase for AON-311 nuclear reactor 
REID.R W Operating Reactors Branch 4 79/01/31 Spp 


7903300396 Notice of proposed issuance of amend to license. 
REID.R W Operating Reactors Branch 4 79/01/31 App 


DOCKET 80-113 Univ of Arliona Research Reactor 


7903130333 Forwards IE Insp Rept 30-113/79-01 on 790109-11 k notice 
of violation 

CREWS. J L Region 8. San Francisco, Reactor Operations Nuclsar 

Support Branch 79/01/39 2pp 


7903130340 Notice of violation from insp on 790109-11 

• Region 9, Ban Francisco. Reactor Operation* Nuclear Support 
Branch 79/01/34 Ip 


7903130346 IE Insp Rept 30-113/79-01 on 790109-11 None omp 1 lance noted 
failure to have records verifying adequate cvaluetion 
performance 

jaHNSTON.O W , JOHNSON. A D. i FAULKENQERRY, R. Region 9, San 
Francisco, Reactor Operation* Nuclear Support Branch 79/01/34 
Spp 


7903180066 Forward* IE Insp Rept 90-113/79-08 on 790809-06 No 
noncompl iance noted 

NORDERKAUO. L R Region S, San Francisco, Safeguards Branch 

79/02/80 Ip 


DOCKET 80-116 Iowa State Univ Research Reactor 


7903180001 Forward* IE Insp Rept SO-116/7B-04 on 701818-13, No 
noneomplianee noted 

DAVIB.A. B Region 3. Chicago. Fuel Facility k Matertil* Safety 

Branch. 79/01/10 Spp 


7903130038 IE Insp Rept 80-116/78-04 on 781812-13 No noneomplianee 
noted Major areas Intptc ted- rad 1 atlon protection & waeti 
mgt 

DUBRY.N E , FISHER, W L Region 3, Chicago, Fuel Facility k 

Mattrlals Safety Branch 79/01/18. 6pp. 


7903380443 Forwards IE Insp Rept 90-116/79-01 on 79028-23 Notice of 
violation withheld (ref lOCFRa 790). 

HIND, J A Region 3, Chicago, Safeguards Branch 79/03/13. Spp 


7903880447 IE Insp Rept 80-116/79-01 on 790283-33 Noncompl lance noted: 
survelllencR Details withheld (ref 10CPR3 790) 

CHRISTOFFER.O , HIND, J. A. Region 3, Chicago, Safeguards Branch. 

79/03/08 Ip 


DOCKET 80-183 Unlv. of Missouri Rseeareh Reactor 


7903180098 Forward* IE Insp Rept 80-183/79-01 on 790188 k notice of 
violation 

HIND, J. A. Rsgton 3, Chicago, Safeguards Branch, 79/08/12. 2pp 


7903180374 IE Insp Rapt 90-123/79-01 on 790129 Noneomplianee noted: 
aecetf controls Detaili withheld (ref 10CFR2 7901, 

HIND, J.A < BELANGER, J. L. , CH«t6T0FFER,O M Regions, Chicago, 
Safeguard* Branch. 79/08/09 Ip 
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DOCKET 50-151 Urnv of Illinois Hosearch Heactor 


79032*50114 Discusses 780321 abnormal occurrence Reactor operated for 
si* minute* at 50 kH ti over a-h between B ti 250 UBtts< 
violating Tech Speci Caused bg broken connection re control 
rod* Measurements taken of rods 

BECKiQ P illinoisi Unlv ofi Urbana-Champa ign MEHRINS.Q U 
Aff i 1 iation Onknouin 79/03722 2pp 


DDCKET 50-155 Dig Rock Point Nuclear Plant 


7*503230035 Foreiards Federal Register notice amending I0CFR73 S5i 
“Requirements for Physical Protection of Licensed Activities 
In Nuclear Pouer Reactors Against Industrial Sabotagei" to 
defer emplogce pat-douin searches until 790BD1 

DENTON/ H R Office of Nuclear Heactor Regulation 79/02/’23 Ip 


7703060373 Foruards requested info re fire protection guidelines on 
admlnistrat 1 ve c ontro 1 Si f unc t ional responsibilities ti QA 
HOFFMAN. D P Consumers Power Co 77/03/01 12pp 


7703280306 “Safeguards Contlngencg Plan “ Plan withheld 
fref 10CFR2 7701 

PRICE.R C Consumers Pouer Co 77/03/01 Ip 


7703270170 Finds 6ER of fire protection adequate Offers differing 
engineering viewpoint that NRC should evaluate 
unsuppresied lube oil fire valve sup ervi slon. smoke removal 
breathing apparatus Onsite life safety not considered 
HALL/R E DrooVhaven National Laboratory 77/03/14 3pp 


7703200360 Corrects editorial error In 79030J response to Item 12. Enel 
2 of follouup info re fire protection administrative 
guidelines 

HOFFMAN. D P Consumers Power Co 79/03/15 Spp 


7903270122 Foruards proposed change to Tech Specs. incorporating 
administrative changes necessary to implement NRC 7B1120 
fire protections Check for amend fee end 
BIXEL. D A Consumers Power Co 79/03/26 7pp 


7703270375 In response to 770120 Itr. Forward* Info on spent fuel 
storage at si* eiisting nuclear potuer plants near Late 
Michigan as of 7B1231 

DENTON. H R Office of Nuclear Reactor Regulation 77/03/09 6pp 


7903270377 Requests info re spent nuclear fuel storage at sii eiistmg 
nuclear plants near Lake Michigan 
SCHAEFER. J Affiliation Unknown 77/01/20 2pp 


7703090227 Foruiards "1770 Annual Rept *' 

PERRY. P Consumers Power Co 77/03/05 Ip 


7703070231 "1779 Annual Rept " 

* Consumers Power Co 78/12/31 40pp 


7903140372 Forwardls Endorsement 78 to NELIA Policy NF-117 Endorsement 
reflects distribution of liability percentage for calendar 
year 1777 

FOSTER. S C Consumags Power Co 77/03/09 2pp 


7703DB0100 Foruards mods t< corrections to NRC gul dance. "Revl ew 6 
Acceptance of Spent Fuel Storage b Handling App 1 1 cat ions. “ 
sent 780414 

OftIMES. 0 H Assistant Director for Engineers ti Projects 
77/01/ia 4pp 


7703120539 Forward* staff recommenda 1 1 one re general contents of 
□ffslte Dose Calculation Manual to be submitted w/proposed 
radiological effluent Tech Specs 

ORIMESi 0 K Assistant Director for Engineers Si Projects 
79/01/18 4pp 


7703090430 Forwards Amend 22 tO' License DPH-6 

ZIEHANNiD.L Operating Reactors Branch 3 77/01/30 4pp 


77030S0436 Amend 22 to License DPR-6. changing provision* In Section 6 
of Tech Specs to reflect revised plant organ! lational 
structure which conforms to ANSI Nls 7-1976 

IIEMANM. D U Operating Reactors Branch 3 79/01/30 5pp 


7903140164 Request* addl info by 770228 re previous responses to NRC 
fire protection guidelines on administrative controls, 
functional responsibl 1 i t 1 e* i 6 OA Staff positions on 
specific concerns end 

ZIEMANN.DL Operating Reactors Branch 2 79/02/15 lOpP 


7703130115 Confirm* plan* for 790223 meeting in Olen Ellyn. IL to 
discuss circumstance* re settlement of diesel generator bldg 
6 plant area fill 

REPPLER.J 0 Region 3. Chicago. Office of the Director 79/02/20 
Ip 


7903090074 Notification of 770306-07 meeting in Bethesda.MD w/util to 
discuss systematic evaluation program electrical 
instrumentation 6 control sys topics 

SILVER. R D . NOMICKI.B J Operating Reactors Branch 2 79/02/21 

Ip 


7903210555 In response to 770217 request, forwards Amend 23 to License 
DPR-6 6 notice of Issuance 

ZIEMANNiD L Operating Reactors Branch 2 77/02/27 4pp 


7703210557 Amend 23 to License DPR-6 changing Tech Specs to correct 
description of new fuel storage 6 spent fuel storage 
ZIEMANN.DL Operating Reactors Branch 2 79/02/27 4pp 


7703210562 Notice of Issuance of Amend 23 to DPfi-6 

ZIEKANN.D L Operating Reactors Branch 2 77/02/27 2pp 


7903200044 Statu* of systematic evaluation program review Oeology 6 
Seismology Branch finds no obvious major settlement of 
structure* 

CARDONE. A T Geosciences Branch 77/03/06 6pp 


7703270014 Forwards. for review.NRC's draft evaluation of systematic 
evaluation program Topic V-10 A Requests responses, 
comments or corrections by 770406 

ZIEMANNi D L Operating Reactors Branch 2 77/03/06 App 


7703130360 Reviews background re ECCS analysis Provides break spectrum 
result* w/encl, "Big Rock Point Eiampl* LQCA Analysis Using 
Ellon Nuclear Co Non-Jet Pump. BUR Evaluation Model “ 

BlXELiD A Consumer* Power Co 77/03/07 Ip 


7903130362 ''Big Rock Point UOCA Analysis Using Eiion Nuclear Co Non— vlet 
Pump. BWR ECCS Evaluation Model 

* Elion Nuclear Co . Inc (sub* of Eiion Corp 1 XN-NF-7B-53 

78/12/31 30pp 


77D3260213 Forwards Info re atypical low voltage 6 medium voltage 
containment penetration circuit 6 direct current pouer 
penetration circuit Concludes simultaneous occurrence of 
UOCA 6 ma* fault condition need not be considered 
HOFFMAN. D P. Consumers Power Co 79/03/17 7pp 


7703300398 Requests change to Tech Specs of License DPR-6 adding limit 
to thermal power for each fuel bundle to ensure that 
available emergency core cooling is sufficient Forwards "Big 
Rock Core Spray Sparger It Steam Baffle Design. App V " 

BIXEL. D A Consumers Power Co 79/03/29 5pp 


7703300403 “Big Rock Point Core Spray Sparger ti Steam Baffle Design. 
App V ” 

HUMI3TON.O F NUS Corp NUB 32340 79/03/26 SSpp 


7703070114 Forwards IE Insp Repts 50-155/78-12 on 701010-13 6 1211-14 
No noncompl iance noted 

P1DRELLI.6 Region 3. Chicago. Reactor Operations Nuclear Support 

Branch 79/01/17 2pp 


7903070110 IE ln»p Rept 50-155/78-12 on 78lQiO-13 i 1211-14 No 
noncompl lance noted Major areas inspected plant operations. 
BA program, or gani tat ion 6 admini stration. reviews 6 audits, 
reportable occurrences 6 IE bulletins 

RIDOHAY.K R . UARNICK.R F Region 3, Chicago, Reactor 

Operation* Nuclear Support Branch 77/01/11 7pp 


7903080451 Forwards IE Insp Rept 50-155/78-11 on 70 1 130- 1 201 , No 
none ompl lance noted 

KEPPLER.J G Region 3. Chicago, Office of the Director 79/01/18 

2pp 


2pp 


77030S0437 Notice of Issuance of Amend 22 to License DPR-6 
ZIEMANNiD L Operating Reactaps Branch 3 79/01/30 
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DOCKET 50-135 Dig Rock Point Nuclear Plant 


7903000457 IE Intp Rept 50-155/70-11 on 791130-1201 No noncompl iance 
noted Major areas inspected routine confirmatory 
measurements inspi inc lud ing revieu of results from previous 
sample comparisons M/tables ii criteria list 
OREER.R J . ES8I0. T H Region 3, Chicago, Office of the 
Director 79/01/03 7pp 


7903070297 Foruiards IE Insp Rept 50-155/70-14 on 701211-14 No 
noncomp 1 iance noted 

DAVIS, A B Region 3, Chicago, Fuel Facility t, Materials Safety 

Branch 79/01/19 2pp 


7903070301 IE Insp Rept 50-133/78-14 on 791211-14 No none omp 1 lone o 
noted Major areas Inspected radioactive uiaste sy s , Inc luding 
effluent releases, ef f luont control, instumentation, & release 
control proceduroB 

FISHER, U L , SCHUMACHER, H C Region 3, Chicago, Fuel Facility it 

Materials Safety Branch 79/01/16 6pp 


7903200390 In response to IE Bulletin 70-14, "Deterioration of Buna-N 
Components in ASCQ Solenoids," discusses time since receipt 
tt installation t< replacement schedule BE 790130 Itr re IE 
Bulletin 78-14 one! 

BIXEL, D A Consumers Power Co 79/02/02 5pp 


7903080430 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

KEPPLER, J 0 Region 3, Chicago, Office of the Dlroctor 79/02/16 
Ip 


7903080063 Ack receipt of 790206 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-133/78-13 
HIND, J A Region 3, Chicago, Safeguards Branch 79/02/20 Ip. 


7903080069 Responds to NRC 790113 Itr re violations noted In IE Insp 
Rept 50-133/78-13 Response yithheld <reF 10CFR2 790). 

HOFFMAN, D P Consumers Power Co 79/02/06 Ip 


7903130001 Ack receipt of 790209 Itr informing NRC of steps taken to 
correct violation noted In, IE Insp Rept 30-133/70-11 
DAVIS, A D Region 3, Chicago, Safeguards Branch 79/02/27 tp 


7903130087 Responds to NRC 790118 Itr re violation noted in IE Insp 
Rept 50-135/70-11 Corrective ac t ions- s tac k gas t, particulate 
filters replaced after seven days tt liquid release of Nol 
retained 

BIXEL, D A Consumers Pouer Co 79/02/09 2pp 


7903080357 Informs roelpients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAHCO Model 83CML should road 
8L3CML 

KEPPLER, vl 0 Region 3, Chicago, Office of the Director 79/03/01 

Ip 


7903150031 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/08 

Ip 


7903190552 Forwards IC Dulletin 79-03, "Longitudinal Held Defects in 
ASHE BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Ueldlng ti Engineering Go " 

KEPPLER, 0 0 Region 3, Chicago. Office of the Director 79/03/12 

>P 


7903050353 Forwards "Annual Operating Rept 1970. 
BIXEL, D A Consumer* Powe^r Co 79/02/27 Ip 


7903050355 "Annual Operating Rept 1970 " 

» Consumers Power Co 79/02/27 ISpp 


7903060425 Forwards annual occupational exposure rept for 1978 
BIXEL, 0 A Consumers Pouer Co 79/03/01 20pp 


7903060443 Forwards "Semiannual Radioactive Effluent 6 Environ 
Monitoring Rept" for July-Dee 1978 
BIXEL, D Consumers Power Co 79/03/01 Ip. 


7903060445 "Semiannual Radioactive Effluent Release ti Environ 
Monitoring Rept," July-Dee 1978 
* Consumers Power Co 79/03/Ot ’ 13pp 


7903010259 Forwards LER 79-001 /03L-0 

BIXEL, D A. Consumers Power Co, 79/02/26, Ip 
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7903010263 LER 79-001 /03L on 790201 during testing of two containment 
ventilation supply isolation valvos, noted containment 
integrity might be jeopardized Caused by molad justmont of 
valve C'//4097 disc seal 
* Consumers Pouer Co 79/02/26 ip 


7903060469 Forwards LESs 79-002/03L-0 8, 79-003/03L-0 
BIXEL. D A Consumers Pouior Co 79/03/02 Ip 


7903060409 LER 79-002/03L-0 on 790203 condenser hotwell fill valve 
CV/4009 failed to open during normal non-safety usage after 
plant shutdown Caused by failed diaphragm In valve operator 
Diaphragm replaced tested satisfactorily 
* Consumers Power Co 79/03/02 ip 


7903060494 LER 79-003/03L-0 on 790204 during routine testing Of two 
containment isolation check valves, excessive leakage was 
noted Caused by minor dirt deposits in check valve seats One 
valve cleaned t other replaced 
* Consumers Power Co 79/03/02 Ip 


7903090320 Forwards LERs 79-004/01T-0, 79-005/01T-0. 79-006/01T-0 «i 
79-007/0 lT-0 

BIXEL, D A Consumers Pouer Co 79/03/05 Ip 


7903090335 LER 79-004/01T~0 on 790219 insp revealed unacceptable weld 
in 6 inch inlet line to emergency condenser Caused by 
external undercut & insufficient weld filler on weld 
external cap Hill repair Folloulng refueling outage 
* Consumers Power Go 79/03/05, 2pp, 


7903090344 LER 79-OOS/OlT-O on 790219 during testing of control rod 
drive scram accumulator level switches, seven switches failed 
to operate Caused by broken or marginal reed switches 
Switches replaced or repaired, 
e Consumers Power Co 79/03/05 8pp 


7903090348 LER 79-006/01T-0 on 790221 during weld insps of steel pipe 
junctions In reactor cleanup sy s, crac k-1 ike indications 
found on outside diameter Caused by unknown factors Repairs 
will be performed 

» Consumers Powor Co 79/03/09 2pp 


7903090354 LER 79-007/01T-0 on 790222 unaccepteble weld found in 6" 
inlet line to emergency condenser Identified as 6-EC8-102-2 
Hill repair prior to startup 
* Consumors Power Co 79/03/05, 2pp 


7903120334 Forwards LER 7a-044/01X“l 

BIXEL, D A Consumers Power Co 79/03/07 Ip. 


7903120340 LER 78-044/01 X-1 on 781019’ during startup, minor leak 
discovered at 3/4 inch vent pipe weld attachment on 3 inch 
return line from clean-up sys to reactor recirculating loop 
2 Caused by crack in stainless steel Code repairs made. 

* Coneumers Power Co. 79/03/07 3pp 


7903260240 Forwards LER 79-00a/03L-O, 79~009/03L-0 (t 79-010/03L-0. 
HOFFMAN, D P. Consumere Power Co 79/03/21 Ip 


7903260232 LER 79-008/03L-0 on 790227! starting time of emergency dieei 
generator test exceeded criteria Caused by use of fuel 
priming pump possibly introducing air into fuel lines 
» Consumer* Power Co. 79/03/21 Ip. 


7903260259 LER 79-009/03L-0 on 790223 feedwater check valve leakage 
exceeded test cr 1 1 er la. Inc Iden t repetitive Caused by scale 
particles on valve seat preventing tight teal Beale removed 
it seat pal 1 shed 

« Censumer* Power Co. 79/03/21. Ip 


790S2602S9 LER 79-0iO/03L-0 on 790221 during test of backup supply ho' 
for post-incident heat exchanger, hose would not reach 
ex changer. Caused by snow obstruction Longer hose will be 
provided 

e Consumers Power Co. 79/03/21, Ip 


DOCKET 50-156 Univ. of Hlsconaln Research Reactor 


7903070133 Raquests addl info re SNM requirement!, percent enrichment, 
amounts exempt L nonexempt before request for amend to 
License R-74 can be completed 

REID.R H Qpereting Reactors Branch 4 79/01/29. 2pp. 
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DOCKET 90-197 Carnall UniV Rettareh Reactor 


DOCKETED SERIES 


7903130299 Psru*rd» adiSl guidanc* rt phi}«ical aacucity plan Licinta 
thould rePlaCt total amount af U-233aPu b U-233i pare ant 
anrlchoantt amount aacmpt b amount not atempt 
REtDiR U Qparating Reactor* Branch 4 79/OS/OS Spp 


79O319029& IE Insp Rapt 90-184/79-01 on 790117-19 No noncomplianta 
noted Hajor areas inspacted anvlron protection & emergency 
planning programs. 1 liquid affluents, solid uiasta. environ 
monitoring, b training 

DONALDSaN. D . STOHR. 0 P Region 1. Philadelphia. Puel Pad lity 

b Materials Safety Branch 79/02/06 6pp 


DOCKET 90-160 Georgia Inst of Tech Reoiarch Reactor 


DOCKET 50-1B9 Plum Orooi Reactor - floct-up 


7903220219 Responds to 790312 Itr requesting Info re reactivity uiorths 
for the shim safetys in the reactor Describes discrepancies 
between differential worth curves due to measuring reactor 
under different circumstances 

OAVia.rt V Oeorgle Instituta of Technology 79/03/14 Ip. 


7903310033 Forwards IE Insp Rept 30-160/79-01 on 79O10B No 
noncompliance noted 

aUTKERLAND.O T Region 2. Atlanta. Fuel Facility t. Materials 

Safety Branch 79/02/13 2 pp 


7903210036 IE Insp Rept 30-160/79—01 un 790108 No noncompliance noted 
Major areas inspected monthly source callbr for cooling 
uatsr gamma monitor > dal ly b weekly surveillance teitsi liquid 
effluent raleases b calibr 

ZAVAOOBKt.R U , OIDSON.A F Region S. Atlanta. Fual Facility b 

Materials Safety Branch 79/03/13 3pp 


DOCKET SO-l&S General Atomic Company 


7903230244 Submits ’’Security Guard Training b Qualification Plansi 
b check to cover f»« for HRC revleu End withheld 
(ref 10CFR2 790) 

MOHRY. H R Qeneral Atomic Co (subs of Gulf Oil Corp > 79/02/20 

3pp 


7903020331 Forwards annual rapt for reactor Discusses operating 
eip erlance. changes In facility design. performance 
characteristics b results of surveillance tests b Insps 
MDHRYrH H General Atomic Co (subs of Oulf Oil Corp ). 79/02/23 

Bpp, 


DOCKET 90-166 Unlv of Maryland Rtsaarch Reactor 


7903130136 Forwards IE Insp Rspt S0-166/7B-03 on 781211 No 
noncompllancs noted 

MARTIN. H 0 Rsgloh 1. Ph 1 ladslphia. Gafeguardi Branch 79/01/10 

2pp 


7903130139 IE Insp Rspt 90—166/76—02 on 7B1311 No noncompliance noted 
flijor areas tnspectsd nudssr natl control b accounting 
COHEN. 1 , DELLA RATTA. A , JOYNER. J H Region 1. Philadelphia. 

Safaguards Branch 79/01/09 7 pp. 


7903140167 Forwards IE Insp Rept 50-030/70-01 b 30-105/78-01 on 781213 
No noncompliance noted 

DAVIS. A B Region 3. Chicago. Fuel Facility b Materials Safety 

Branch 79/01/29 2pp 


7903140195 IE Insp Rept 30-030/78-01 b 50-185/78-01 on 701213 No 
noncompliance noted Major areas inspected radiological 
protection including qualification of personnel audits, 
procedures, eiposure control. posting, b labeling 

HUETER.L J Region 3. Chicago. Fuel Facility b Materials Safety 

Branch RIDEN.M D ■ FISHER. U L Region 3. Chicago. Office of 
the Director 79/01/23 4pp 


DOCKET 90-166 Unlv of Missouri Research Reactor 


7903070126 Foruardi Amend 1 1 to License R-103 re revision of physical 
security plan Plan withheld (ref 10CFR2 790) 

REID. R U Operating Reactors Branch 4 79/01/26 2pp 


7903070129 Amend 11 to License fl-l03 re implementation of physical 
security plan Plan ui thhel d' (ref 10CFR8 790) 

REID.R H Operating Reactors Branch 4 79/01/26 3pp 


7903290013 Provides supporting info on License R-103 re site 
monitoring, annual dose calculation for nearby residents, 
average annual ground level concentration of Ar~41 b environ 
sampling data 

MCKIBBENiJ C . BRUOOER. R M Missouri, Unlv of 79/03/16 7pp 


7903130141 Forwards IE Insp Rept 50-106/78-06 on 781203-06 Mo 
noncompliance noted 

DAVIS. A 0 Region 3, Chicago, Fuel Facility b Materials Bafetu 

Branch 79/01/lS Ipp 


7903130149 16 Insp Rept 30-106/78-06 on 781803-06 Mo noncomp 1 Unco 
noted Mejor areas inspected emergency p lannlng, environ 
protection program, b collection of samples for future 
comparative analyses 

ORANT.M a , ES3I0. T H Region 3. Chicago, Fuel Facility b 

Hater iala Safety Branch 79/01/10 4pp 

7903120083 Forwards IE Insp Rept 80-186/79-01 on 790132-34 No 
noncompliance noted 

HIND.J A Region 3. Chicago. Safeguards Drench 79/02/13 2pp 


DOCKET 50—170 National Naval Hodlcal Canter 


7903190500 Forwards IE Insp Rapt 50-170/79-01 on 790110-12 b notlca of 
viulation 

BMITH.O H Raglan 1. Phi ladalphia. Fual Facility b Materials 

aafety Branch 79/03/06 3pp. 


7903190538 Kotica of violation from insp an 790110-12 

* Region i. Philadalphla, Futi Facility b Materials Safatu 
Branch 79/03/05 Ip. ‘ 


7903190551 IE Insp Rept 50-170/79-01 on 790110-13 NoncompUanco noted 
failure to maintain liquid seal in raactar bldg vantilation 
•thauot stack drain line b failure to maintain nlnlmum face 
flow velocity In hot lab radiation hood, 

PLUMLEE.K e . CROCKER, H W Region 1, Philadelphia. Fuel 

Facility b Materials Safety Branch 79/02/05 iSpp 


DOCKET 50-171 Peach Bottom Atomic Power Station. Unit I 


7903120306 IE Insp Rapt 50-186/79-01 on 790123-34 No noncompliance 
noted Major areas Inspected' approved security plan b its 
implementation relative to protection of 8NM 

HIND. J A . BELANGER. J L (. CHRiaTOFFER, 0 M Region 3. Chicago. 
Safeguards Branch 79/03/12 Ip 


7903270134 Forwards IE Inop Repts 50-186/79-03 b 70-370/79-01 on 
790221—33 No noncompliance noted 

HIND.J A Region 3. Chicago. Safeguards Branch 79/03/06 3 pp 




noncompliance noted fiajor areas inspacted nuclear matl 
control b accountability requirements of Modulo 85103 
Details ulth)»*ld (ref 10CFR3 790). 

FINLEY, A G , PATTERBON, J P. , HIND.J A Region 3. Chicago, 
Befeguards Branch 79/03/05 Ip 


■ ' -• w. „vv.»a. .>i>..i'un<ansac)on ci 

DC amplifier module bench tested b found to havo bad 
integrated circuit chlp.whlch wes replaced 
)(CKlBBENiJC I ALOERi D. M Misiourii Unlv, of 79/02/21 


2pp 


7903190282 Forwards annual rapts for co-owners of facility as avldtnca 
of guarantee of payment of deferred pramluais U/cath flow 
atatenents froei each Enel avallablt in Centra) Files 
BRADLEViE, J Philadelphia Electric Co 79/03/15 7 pp, 


DOCKET 50-104 National Buraaw of Standards Reactor 


7903190290 Forwards IE Insp Rept 50—184/79—0 
noncompliance noted. 

EHITH.O.H. Region 1. PhlladelpMei Fu# 
Safety Branch 79/02/07. 2 pp. 


on 790117-19 Mo 
Facility b Materials 


DOCKET S0-1B7 Space Radiation Research Riactor 


7903070036 Forwards Amend 9 to License R’'?© re revision 
security plan Plan withheld (ref 10CFR3. 790) 

RCfDiR U Operating Reactors Drench 4 79/01/36 


of physical 

app 


7903070038 Amend 9 to License R-90 
security plan Plan withheld (re# 
REID.R Id Operating Reactors 


re ImplemcntatlDn of physical 
10CPR2 790). 

Drench 4 79/01/26 3pp 



DOCKETED SERIES 


DOCKET BO-192 Univ of Texas Research Reactor 


7903060047 Grants 790111 request to uithdrau) 740114 application for 
amend to License R-93 Forwards Federal Register notice 
REIDjR M Operating Reactors Qranch 4 79/01/31 2pp 


7903060049 Notice of uithdrauat of application for amend to License 
R-92 

REID.R H Operating Reactors Branch 4 79/01/31 Ip 


DOCKET SO-193 Rhode Island Nuclear Center Reactor 


7903300219 Forwards IE Insp Rept 50-193/79-01 on 790115-18 
No noncomp 1 lance noted 

MARTINiNO Region li Phi ladelph la^ Safeguards Branch 79/OS/lS 

2pp 


7903300229 IE Insp Rept 50-193/79-01 on 790115-10 No noncompliance 
noted Major areas Inspected physical securitg insp 
including security plani protec tl on of SNMi security 
organl lationi access controls (< alarm sys 

JONES.E U Region 1. Philadelphia! Office of the Director 
DEVLIN. JM Region 1. Philadelphia. Safeguards Branch 

79/02/12 Ip 


DOCKET SO-201 Uast Valley Reprocessing Plant 


7903270010 Forwards "Environ Rept 25. Jul-Dec 1978 " 

OLDHAM. U A Nuclear Fuel Services. Inc (subs of Oatty Oil Co ) 
79/02/28 1 p 


7903270019 "Environ Rept 25, July-Dee 1978 " 

WILCOX. 0 P I SMOLOWKIiR T Nuclear Fuel Services. Inc (subs of 
Getty Oil Co ). 79/02/28 25pp 


7903290138 Forwards West Valley security personnel training *. 
qualification plan Plan withheld (ref 10CFR2 790> 

CLARK, J R Nuclear Fuel Services. Inc (subs of Getty Oil Co 1 
79/02/21 2pp 


7903260194 Ac k receipt of 790221 Itr transmitting security training >i 
qualification plan Will aasest fee following plan review 
completion 

WEISS. D License Fee Management Branch 79/03/08 Ip 


7903010472 Aek receipt of 781220 Ur expressing interest in defective 
8D-2 waste tank pan Forwards trip rept S. ul 1 1 make IE Inep 
rept available later Addl documented info re pan is 
requested 

HAUOHNEY. C J Fuel Reproeese b Recycle Branch. 79/02/02 3pp. 


7903300576 Ack receipt of 790202 Ur. Informs that trip rept referred to 
in Ur has not been received 
RE8N1K0FF. M Sierra Club 79/02/07 Ip 


7903060630 Rept of 781212-13 trip to investigate Nuclear Fuel 8vc rept 
of defect in BD-2 high level waste pan. Identifies defect but 
cause unknown W/encl list of participants 

HAUOHNEY, C J Fuel Reprocess, b Recycle Branch 79/01/23 7pp. 


7903060633 In response to NRC 780602 Itr. requests review b evaluation 
of time required for waste transfer if leak develops in 0D-2 
waste tank. eapab i 1 i ty of special transfer pump b motor, b 
adequacy of radiological controls. 

BTAR08TECKI. R W Fuel Reprocess b Recycle Branch 78/06/27 

2pp 


7903230305 Forwards general b specific commente re review of Western NY 
Nucleer Sve Center etudy by DOE Includes comments on West 
Valley tank decontamination b decommlseioning task group 
etudy Summarlics conclusione 

CUNNINGHAM.R E Division of Fuel Cycle b Material Safety 
79/02/16. 23pp. 


7903280250 Ack receipt of 790117 Ur Forwards listed documents which 
rept on studies of environ impacts of Nuclear Fuel 5vc 
plant 

ROUSE. L C. Fuel Reproeese b Recycle Branch. 79/03/0t 2pp 


7903210391 Appllcetion for amend to Provitlonal Licenie C8F-1 to modify 
facility h authorlsa operation for, 40 years 

DEUSTER. R W Nuclear Fuel Servieee. Ine (eube. of Getty Oil Co, >. 
73/10/03. 12pp 


7903120043 Forwards IE Insp Rept 80-201/7S-12 on 781212-13 No 
noncompliance 

SMITH,© H. Region 1. Philadelphia. Fuel Facility b Materials 
Safety Branch 79/01/19. 2pp. 


790312004a IE Insp Rept SO-201/78-12 on 701212-13 No noncompllance 
noted Major areas inspected circumstances b actions re 
discovery of defective BD-2 waste storage tank 

KINNEY, W W , CROCKER. H W Region i> Philadelphia. Fuel Facility 

b Materials Safety Branch 79/01/17 6pp 


7903130506 Ack receipt of 790129 Ur Informing NRC of steps taken to 
correct violation noted In IE Insp Rept 50-201/70-11 
MARTIN. W 0 Region 1. Philadelphia. Safeguards Branch 79/02/14 

Ip 


7903130309 Responds to 790104 Ur re IE Insp Rept 50-201/78-11 on 
781204-06 End info considered proprietary 

OLDHAM. W A Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 
79/01/29 Ip 


7903130519 Forwards IE Insp Rept 50-201/78-11 on 781204-06 Notice of 
violation withheld (rof 10CFR2 790) 

MARTIN. W 0 Region 1. Philadelphia. Safeguards Branch 

79/01/04 2pp 


7903130320 IE Insp Rept SO-201/78-11 on 7S1204-06 Noncompliance noted 
failure to maintain proper key b lock control b failure to 
establish written security procedures 

LADUN. R H I MCKEDWN.L M . DEVLIN. J W Region 1. Phi ladcl phia. 

Safeguards Branch 79/01/04 Ip 


DOCKET 50-206 Sqn Onofre Nuclear Station. Unit ! 


7903230033 Foruardf Federal Register notice amending 10CFR73 55. 
"Requlraments far Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage.” to 
defer employee pat-down searchas until 7f0BOl 

DENTON.H R Office of Nuclear Reactor Regulation. 79/02/23 tp 


7903070211 Requeslis extension to 790330 in which to submit evaluation, 
originally due 790215. re effects of fire in K-seal unit on 
structured steel of turbine bldg 

HAYNE8.J.0 Southern California Edison Co 79/03/01 tp 


7903270331 Submits revisad pagis to physical security plan Enel 
withheld (rof 10CFR2. 790) 

HEAD. JT. Southern California Edison Co 79/03/23 Ip 


7903220222 Urges that Diablo Canyon not be opened b that const 
ba stopped at San Onofre. 

DYER9.A Affiliation Unknown 79/02/22 Ip 


7903220259 Raquests NRC stop opening of Diablo Canyon b stop constr 
at San Onofre on basis of unrtsolved safety questions 
OLSEN. P. Affiliation Unknown 79/02/23 Ip. 


7903140231 Forwards opinion re plsnt licensing Alleges NUREa-0490 does 
not justify operation of facility. Blames failure to rely on 
seismology b unrel tab 1 1 ity of WA8H-1400 ' 

LEWIS.M I. Affiliation Unknown 79/03/06. Ip. 


7903200357 In response to 7B0925 Ur. summarlies info re pressurtter 
heatup rate Tech Spec 1 neonsts tency. Reactor coolant sys temp 
rate limited to 60 F per hour, due to design of Westlnghouse 
PWR Appropriate utile have been notified 
ANDERSON. T.M Westlnghouse Electric Corp 78/10/27 3pp 


7903000100 For(fards mode fa corrections to NRC guidance. "Review b 
Acceptance of Spent Fuel Storage b Handling Applications." 
sent 700414. 

GRIMES. Gt.K. Assistant Director for Englntirs b Projects. 
79/01/10 4pp. 


7903120535 Forwards staff recommendations re general contents of 
Offsite Dose Calculation Manual to be lubmitted w/proposed 
radiological effluent Tech Spece. 

GRIMES. B K. Assistant Director for Engineers b projects. 
79/Ol/ia. 4pp. 


7903060628 Forwards draft evaluation of systematic evaluatlnn program 
Topic 11-2 0 "Availability of Heteorologlcal Data in the 
Control Room ” Requests response within 20 deys 
ZIEMANN. D L Operating Reaetore Branch 2. 79/02/06 4pp. 


7903210566 Based on util 781120 response re review of potential 
boron dilution incidents b dettrmlnation that F8AR analysis 
reprssents most limiting cass.no furthsr action is needed. 
ZIEMANN. D L. Operating Reactors Branch 2. 79/02/21. 8pp. 


7903090272 Responds to NRC 781221 Ur requesting verification of th» 
correctness of data in end NRC table evaluating isolation 
of low prassure systems from reactor coolant sys Addi'^info 
addtd whsra niedad. 

BASKIN.K.P. Southern California Edison Co. 79/03/02. 4pp. 
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DOCKET 30-&06 3an Qnofre Njclear Station. Unit 1 


DOCKETED SERIES 


7903H0aS9 Ack receipt o# NHC 790109 Itr r« eijstematic evaluation 
program topic assoitmont Foruard* comment* on factual bases 
for KRC evaluation* 

HAYNES. J 0 Soutbern California Edison Co 79/03/05 3pp 


7903260077 Confirms 79030V tel ton re interpretation of Tech Spec* 
Section 6 9 3 5s shall not impose requirement* for reporting 
vlolatiorvs of Tech Specs beijoniJ Section 6 9 reporting 
requirements 

ZIEMANN, D L Operating Beaetops Branch 2 79/03/05 Spp 


7903140373 Notification that sustamatlc evaluation progran review of 
safe shutdown sijs ulll be forwarded bg 790415. after 30-dag 
deadline set bg NRC 

HAYNES, J 0 Southern California Edison Co 79/03/00 ip 


7903I3033B Forwards "Progress Kept re NEC Concerns lu/Earthquake Ground 
Motion Sieiulation* for San Onofre Unit I •' Util li consultant 
can meet w/NRC during weefc of 790409- 13. after which result* 
of addl studies ulll be submitted fermallg 
HAYNES, J 0 Southern California Edison Co 79/03/09 Spp 


7903130342 ‘‘Progress Rept re NRC Concerns u/Earthquake Ground Motion 
Simulations for San Dnofre Unit 1 ” 

# Southern California Edison Co DELTA-PR-79-02S 79/02/23 
33pp 


7903270490 Responds to NRC 761026 request for addl info re sgstematlc 
evaluation program Topic* Vl-7 B.VlI-l.A & 1/11-2 Forwards 
93 oversize schematics Info an topics will follow 
HAYNES, J G Southern California Edison Co 79/03/14 Spp 


7903020262 Forward* IE Insp Rept 50-206/70-15 on 781226-29 No 
nonconpl lance noted 

CREHSi-J L Region S, San Francisco. Reactor Operations Nuclear 

Support Branch 79/01/18 2pp- 


7903020265 IE Insp Rept 90-206/7S-1S an 781226-29 No none amp 1 lance 
noted. Majer areas inspected GA surveillance review of plant 
operations, startup testing fallowing outage, weld Ing. LER 
follouup ti nonconpl lance followup 

CANTER. H L . HILLER. L F , FAULKENBERRV. B Region 5, San 

PranciscDi Reactor Operations Nuclear Support Branch. 79/01/18 
llpp 


7903190917 Forwards tE Info Notice 79-04, "Degradation of Engineered 
Safety Features “ 

ENOELKEN. R H Region 9, San Francieco. Office of tha Director 
79/02/16 Ip. 


7903260101 Foruartf* IE Insp Rept 90-206/79-03 on 790122-27 No 
nonconp llanee noted 

BQOK.H E Region 9. San Francisco. Fuel Facilltg U Materials 

Safety Branch 79/02/21 2pp 


7903260106 IE Insp Rept 90-206/79-03 on 790122-27 No noncompl lance 
noted Major areas inspected emergency response equipment 
& procedures. coord Inatlen w/offsite support. emergency 
plan, changes 6 environ manltorlng LERs 

CURTIS, J R. . BOOK.K E Region S. San Francisco, Fuel Facilltg ti 

Materials Safety Branch 79/02/21 6pp 


7903260320 Forwards IE Circular 79-05, "Moisture Leakage in Stranded 
Mire Conductors " 

ENGEL KEN, R H Region 5, San Francisco, Office of the Director 
79/03/20 ip 


7903060448 Forwards "Semiannual Operating Rept 23, “ Julg-Doc 1970 
OTTQSON.H L Southern California Edison Co 79/02/20 ip 


79030604 50 "Semiannual Operating Rept 23" Julg-Doc 1978 
• Southern California Edison Co 79/02/28 6pp 


7903140310 Forwards monthlg operating rapt for Feb 1979 U corrected 
Page 1 for Jan 1979 rept 

CURRAN, J H Southern California Edison Co 79/03/09 ip 


7903140311 Monthlg operating rept for Feb 1979, w/correc ted Page 1 for 
Jan 1979 rept 

RODRIGUEZ, J P Southern California Edison Co 79/03/05 6pp 


DDCKET 50-213 Haddam Neck Plant 


7903230039 Forwards Federal Register notice amending 10CFR73 55, 
"Requirements for Phgslcal Protection of Licensed AetivltlBs 
In Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 790801 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 ip 


7903260199 Informs of changing preferred date Prom Apr 1 to Jul 1 
of each gear for transmittals re annual certified financial 
statements 6 cash flow projections 

G'CONNOR.L A Connecticut Vankae Atomic Power Co 79/03/20 Ip 


7903130274 Forwards Endorsement 54 to MAELU Pol i eg MF-39, amend ing 
liabilitg to *36 million 

8EGER. R M Connecticut Yankee Atomic Pouier Co 79/03/06 2pp 


7903160096 Forwards Endorsement 59 to ANI Pol leg NF-151 

SEGERj R M Connecticut Yankee Atomic Power Co 79/03/09 2pp 


79032S0357 In response to 760925 1 tr, summar l les info re pressunior 
heatup rate Tech Spec Incons isteneg Reactor coolant sgs temp 
rate limited to 60 F per hour, due to design of Mestlnghouse 
PUR Appropriate utils have been notified 

ANDERSON, T H Uestinghouse Electric Corp 70/10/27 Spp 


7903000100 Forwards mods h corrections to NRC guidance, "Review 1. 
Acceptance of Spent Fuel Storage i. Handling Appl Ications, " 
sent 780414 

ORtMES, a K Assistant Director for Engineers t. Projects 
79/01/lB 4pp 


7903120539 Forwards staff recommendations re general contents of 
Offsite Bose Calculation Manual to be submitted u/proposed 
radiolagical effluent Tech Specs 

GRIMES, D K Assistant Director for Engineer* t< Projects 
79/01/10 4pp 


7903200313 Inform* that application to withhold CBD-N-78-299, 
"Carborundum Co Test Program for Boron Carbide Matl" has 
been granted (ref 10CFR2 790) 

ZIEMANN, DL Operating Reactors Branch 2 79/02/23 Spp 


7903140377 Informi recipients of IE Bulletin 79-01, "Environ 
auallflcatlnn of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model S3CHL should read 
SL3CHL 

ENOELKEN. R.H Region 9, San Francisco, Office of the Director. 
79/02/27 Ip 


7903060423 Requests amend to License DPR-61 to Incorporate attached 
proposed Tech Spec changes revising limiting conditions for 
operation fc lorveillanee requirement* pertaining to 
hgdraullc snubbers U/encl *4. OOD Claes III amend fee 
C0UN8IL, WQ. Connecticut Yankee Atomic Power Co 79/02/27 t2pp 


7903140983 States that IE Bulletin 79-01, "Environ Dual 1 f ication of 
else* IE Equipment (correction)" was issued to listed 
licensees in Region 9 

• Region 9, San Francisco. Office of the Director 79/02/27 ip. 


7903190066 Foruiards IE Bulletin 79-02. "Pipe Support Bass Plate Design 
Using Concrete Eipanalon Anchor Bolts " 

ENOELKEN, R. H Region 9, San Francisco, Office of the Director 
79/03/08 Ip 


7903190494 Forward* IE Bulletin 79-03. "Longitudinal Weld Defects in 
A8ME 8A~312 Type 304 Steinless Steel Pipe Spools 
Manufactured by Youngstown Welding 6 Engineering Co " 

ENOELKEN, R H Region 5, Ban Francisco, Office of the Director 
79/03/12. Ip 


7903210412 Forwards IE Circular 79-04. "Looee Locking Nut on Ltmitorqoe 
Valve Operator* " 

ENCELKEN. R H Region 9. San Francisco, Office of the Director 
79/03/16. Ip 


7903090276 Forward* amend to License DPR-61 Tech Specs re radlologica) 
effluents 

COUNSIUrW G, Connecticut Yankee Atomic Power Co. 79/02/2B 2 pp 


790309027B Amend to License DPfi-6l Tech Specs re radiological 
effluent*. Discusses revision to Offsite Dose Calculation 
Hanui I 

* Connecticut Yankee Atomic Power Co 79/02/20 lOpp 


7903200104 Forwards, for review, draft evaluation of systematic 
evaluation program Topic V-10A< "RHR Sy* Heat Eichangor Tube 
Failures " 

ZIEMANN, DL. Operating Reactor* Branch 2 79/02/20 0pp 


7903820123 Forwards Amend 30 to License DPR-61 V notice of issuance 
Security plan evaluation rept withheld (ref lOCPRS 790) 
ZIEMANNrDL Operating Reactors Branch 2 79/02/20 3pp 
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DOCKETED SERIES 

DOCKET SO-213 Haddam Neck Plant 7903150130 Forwards IE Insp fiept 50-213/79-01 on 790109-11 No 

noncomp 1 lanes noted 

DRUNNERi E J Region li Pit i ladslph ia< Reactor Operation* Nuclear 

7903220135 Amand 30 to License DPR~61 Incorporating "Haddam Neck Support Branch 79/01/29 2pp 

Physical Security Plan " 

ZIENANNi D L Operating Reactors Branch 2 79/02/20 2pp 

7903130141 IE Insp Rapt 30-213/79-01 on 790109-11 No noncomp I lance 
noted Major areas Inspected plant operationsi fol louup on 

7903230127 Notice of issuance of Amend 30 to License DPR-61 previous Insp f 1 ndlng si reviow of monthly operating repts & 

ZIEMANNiD L Operating Reactors Branch 2 79/03/20 2pp LER received in district office 

LAZARUS. W J , MCNATT.T <5 , KEIMIO, R R Region 1. Philadelphia. 


7903130307 Forwards addl info comparing two types of feedwater lino 
snubbers Stress analysis of four feedwater linos Inside 
containment indicates that allowable limits are not ciceeded 
w/o presence of snubbers 

CDUNSIL.M 0 Connecticut Yankee Atomic Power Co 79/03/08 3pp 


7903190139 Responds to 790123 Itr requesting Info on environ 
forecasting 8. monitoring Environ impacts were accurately 
predicted In all cases t< monitoring continues 
MOORE. V A Assistant Director for Environmental Projects 

79/03/02 3pp 


790321)0033 Forwards Amend 31 to License DPR~61 (. notice of issuance ti 
aval labll Ity 

ZIEHANN.D L Operating Reactors Branch 2 79/03/02 3pp 


7903260036 Amend to License DPR-61 revises Tech Specs to delete 
limiting conditions for operation tc surveillance 
requirements for eight hydraulic snubbers on feedwater sys 
* Operating Reactors Branch 2 79/03/02 lOpp 


7903260042 Notice of issuance t. availability of Amend 31 to License 
DPR-6t 

ZIEHANN.D L Operating Reactors Branch 2 79/03/02 2pp 


7903190317 Responds to NRC 790103 requests for addl info re fuel 
handling accident Inside containment Assumption that fuel 
will not bo moved within 72-h of shutdown Is conservative 
CDUNSIL. M 0 Connecticut Yankee Atomic Power Co 79/03/03 0pp 


eaccor uperations Nuclear Support Branch 79/01/26 9pp 


7903180133 Forwards IE Insp Rept 30-213/78-30 on 781211-14 No 
noncomp 1 lance noted 

MARTIN. W 0. Region 1. Ph i ladolph la, Safeguards Branch 79/01/30 

2pp 


7903130136 IE Insp Rept 30-813/78-30 on 701211-14 No noncompllance 
noted Major areas inspected Implementation of accepted 
security plan «< applicable sections of 10CFR73 53 relative 
to security organisation 

MADDEN, W , DEVLIN, JH Region 1. Philadelphia, Safeguards 

Branch 79/01/30 Ip 


7903090062 Ac k receipt of 790122 1 trs re personnel exposure described 
In Insp Rept 30-213/77-23. Ltrs will bo furnished to IE 
Director per t0CFR20 403 S. 10CFR20 408 

DRIER, D H Region 1. Philadelphia. Office op the Director 
79/02/06 Ip 


7903090003 Responds to NRC 701226 Itr re violation noted In Imp Rept 
50-213/77-23 Corrective actions extensive QA audit was 
performed {< recommendations for corrective action wore made 
to vendor Now vendor was contracted & sys audited 
COUNSIL, W 0 Connecticut Yankee Atomic Power Co 79/01/28 2pp 


7903050804 Forieards IE Info Notice 79-03, "Llmitorque Valve Geared 
Limit Switch Lubricant " 

GRIER, D H Region 1, Phi ladel phia, Office of the Director 
79/02/09 Ip 


7903130302 Forwards "Annual Occupational Exposure Rept 1970 " 

GRAVES, R H Connecticut Yankee Atomic Power Co 79/03/06 3pp 


7903190230 Forwards "Rept on Pressure Testing of Reactor Containment" 
in response to request for addl info re seismic design 
COUNSIL, y 0 Connecticut Yankee Atomic Power Co 79/03/09 Ip 


7903190265 "Rept on Pressure Testing of Reactor Containment " 
* Connecticut Yankee Atomic Power Co 79/0S/22 43pp 


7903300399 Summary of 790221 site visit of staff t, senior seismic 
review team Attendance list end 

NAMBACH, T V Operating Reactors Branch 2 79/03/09 13pp 


7903230307 Forwards Amend 32 to License DPR-61< safety evaluation b 
notice of Issuance & availability 

ZIEMANN, D L OpOratlng Reactors Branch 2 79/03/15 4pp 


7903230313 Amend 32 to Liconso DPR-61 modifying allowable rate of 
change of discharge temp, chang 1 ng pH limit to allow for 
fluctuations U changing dissolved oxygen limit 
• Operating Reactors Branch 3 79/03/13 60pp 


7903230314 Safety evaluation supporting Amend 32 to License DPR-61 
« Office of Nuclear Reactor Regulation 79/03/13 Bpp 


7903230316 Notice of issuance t< availability of Amend 32 to License 
OPR-61 It negative declaration 

ZIEMANN, 0 L Operating Reactors Branch 2 79/03/15 3pp 


7903120507 Forwards IE Insp Rept 50-213/78-29 on 701211-15 ti notice of 
Violation 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/01/17 2pp 


7903120589 Notice of violation from insp on 781211-15 

* Region 1, Philadelphia, Office of the Director, 79/01/15 
Spp 


7903120394 IE Insp Rept 50-213/78-29. on 781211-15 Noncompl lance noted 
warehouse storage conditions did not comply w/ANSl N45 2 2 
requirements 

NAPUDA, 0 . KEHQE, D , KISTER, H Region 1, Philadelphia, Reactor 

Operations Nuclear Support Branch 79/01/13 t6pp 


7903080403 Forwards 1C Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

GRIER, B H Region 1, Ph 1 ladelph la. Office of the Director 
79/02/16 Ip 


7903300503 Forwards IE Insp Rept 30-213/79-02 on 790130-0201 No 
noncompl lance noted 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/02/22 2pp 


7903300807 IE Insp Rept 50-213/79-02 on 790130-0201 No noncompl lance 
noted Mejor areas inspec ted, preparation for refueling, 
surveillance tes t Ing, main t activities, & followup on 
previous insp findings, 

HIGGINS, J C , KALMAN, 0 , CAPHTON, D L Region 1. Philadelphia, 

Reactor Operations Nuclear Support Branch 79/02/21 10pp. 


7903080472 Informs recipients of IE Bulletin 79-01, “Environ 
Qua! if 1 ceti on of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCQ Model 83CML should read 
8L3CML 

GRIER, B H Region I, Philadelphia, Office of the Director 
79/02/27 Ip 


7903090132 "Semiannual Rarfleaetlva Effluent t( Neste Dlsposel Rept" for 
July-Dee 1970 

e Connecticut Yankee Atomic Power Co 70/12/31 36pp. 


7903200387 Forwards monthly operating rept for Feb 1979 

GRAVES, R H Connecticut Yankee Atomic Power Co 79/03/13 ip. 


7903200390 Monthly operating rbpt for Feb 1979 

EPPlNOERiR L. Connecticut Yankee Atomic Power Co 79/03/13, 
lOpp 


7903020329 Forwards LER 79-002/03L-0 

GRAVES, R H Connecticut Yankee Atomic Power Co. 79/02/26 tp 


7903020330 LER 79-002/oaL on 790120 alarm unit failed to Indicate that 
trip light on reactor coolant loes-of-flow trip was not lit. 

Caused by broken lead from setpoint potentiometer Soldered 
joint repaired 1, unit calibrated 

LEVINE, J H Connecticut Yankee Atomic Power Co, 79/02/26. 2pp 


7903050396 Forwards LER 79-OOl/OlT-O. 

GRAVES, R H Connecticut Yankee Atomic Power Co 79/02/20 ip 
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DOCKET 50-213 Haddam Nack Plant 


7903060401 LER 79-OOl/OlT-O 
, aiaamblia* Indicated four 
peripheral rode Cauted bg 
cladding 

DEROYiJ P < EPPINQERiR L 
79/02/20 12p|i 


on 790214 ejamlnotinni of nine Dateh 0 
aftembllea u/craeka In cladding of 
probable brittle fracture of 

Connecticut Yankee Atomic Pouar Co 


fuel 


7903300417 Forward* LER 79-003/03L-0 

ORAVESiR H Connecticut Yankee Atomic Power Co 


79/03/13 


ip 


/9O3O2O210 Notification of 790214-13 meeting In Betnesda.MD. 
ui/ropreaenlative of Mark I owner* group to ditcuae 
imp I omenta t Ion b resolution of Mark I long-term program & 
poo 1 swell pressure load definition technliiues 

QRIMCSiC Assistant Director for Engineer* & Project* 79/02/06 
Ip 


7903060477 Forward* revised draft of sgstemettc evaluation program 
Topic IV-l A “Operation W/Less Than All Loops in Bvc “ 

Request* response within 30 dags 

ZIEHANNiD L Operating Reactor* Branch 2 79/02/00 4pp 


7903200423 LEfi 79-O0a/03L-O on 79021 5, diesel fire pump failed to start 
Caused hg overloed of starter motor colliwhlch burned open, 

Pump reessembled U starter motor rewound 

LEVINEpJ M Connecticut Yankee Atomic Power Co 79/03/14 2pp 


7903010061 Forwards safstg evaluation of Interim assessment of 
mu 1 1 Iplo-eonsecutl ve safetg relief valve actuations. !< 
sample Itr 

ElSENKUTiD 0 Assistant Director for Bgstoms & Projects 
79/02/15 2pp 


7903290166 Reports occurrence on 790219 radiochemical analgsli of 
refueling water storage tank showed eitesslve rod loactlvltg 
Caused bg actlvltg In colloidal form Vendor purified tank 

ORAVEB.R H Connecticut Yankee Atomic Power Co 79/03/19 2pp 


7903010061 Forwards safetg evaluation of interim assessment of 
mul tlple-coniecutl ve sofetg relief valve actuations. 6 
sample Itr 

EI&ENHUT.D 0 Assistant Director for Sgstams «. Project* 
79/02/13 2pp 


DOCKET 30-219 Dgster Creek Nuclear Power Plant 


7903230035 Forwards Federal Register notice amending 10CFn73 53. 
"Requiriment* for Physical Protection of Licensed Actlvllle* 

1t> Nuclear Power Reactor* Against Industrial Babotage. " to 
defer employee pat-down searches until 790Q01 

DENTONiH ft Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903200332 Forward* change to fire protection plan re commitment to 
Install thermally actuated, sal f-clo*lng valve* In fuel oil 
lines to emergency diesel generator* Schedule changed for 
completion of iprtnkler 6 hose station tgt Installation 
BARTNOFFiS Jersey Central Power 1. Light Co 79/03/14 2pp. 


7903200330 Forwards safeguard* contingency plan 6 cheek for *4.000 
Class III amend fee Enel withheld (ref iOCFft2 790) 

FINFRDCR. I. R Jersey Central Power t< Light Co. 79/03/23, Ip. 


7901220281 Forwards 8AND77-1927, "Transport of Radionuclide* In Urban 
Environ*' Working Draft Atieiiment " DUcune* sabotage of 
spent fuel easts & consequences of severe accidents Also 
forward* aECV-70-311 t< aECY-70-31 lA. H/o end 

MOODHEAO, C.P Office of the Eieeutlve Legal Director. 79/01/13 
2pp 


7903210249 Notes that BAND77-1927 contain* potentially relevant Info re 
issue of spent nuclear fuel sabotage Foruerds copy of 790122 
unclassified transmittal memo Mill forward staff asiessment 
of info when available 

WQODHEAD. C.P Cranth 3 79/02/06. 2pp 


7903000113 Forwards NRC policy statement re reeetor safety study, 
review by the Lewis Committee INUnE0/CR-0400> t. survey 
of NRC ueet of WAGK-1400 All documents have been furnished 
bo ASLD h ASLAB panel members M/o end 
WOODHEAD, C P Drench 3 79/02/16 tp. 


790J14O362 Forward* Endorsement 49 to MAELU Policy MF-44 
MOREAU, U N OPU Service Carp 79/03/0B 2pp. 


7903010070 "Oafety Evaluation fiept of Interim A*tet*mente of Multiple 
Consecutive Safety Relief Valve Actuatlone in Mark I 
Containment Plant* •' All plant* are In conformance w/ 
acceptance criteria 

» Assistant Director for Oystems 1< Project* /9/02/13 lOpp 


/903160213 Forward* proprietary rept NEDC-2384B-P, “Mark I Containment 
Program. Suppress ion Pool Bwoll To*t Program.lDR Load Test- 
Generic Sensitivity " W/affldavit for proprietary statu* 

Rept withheld (ref lOCrRD 790) 

flOnON.L J Oeiieral Floctrlc Ca .Nuclear t nergy Ptoducti Div 
79/02/26 3pp 


7903210134 Summary of 790123-26 meeting re result* of environ studies 
bg state t. federal agencies M/encl meeting agenda It list of 

attendees 

MABMIR.M Environmental OpeclaUsti Drench 79/02/26 Bpp 


7903230001 Forward* “BER of Interim Aiieesmitits of MSIV Actuation* In 
Mark 1 Containment Plants." Approves continued operation of 
fac llltles. subj to corrective actions noted In OER. pending 
final resolution, 

ontMCS.a K Assistant Director for Engineer* t< Project*. 

VOLLMCR.R II A»*l*t*nt Director for Oystemi It Project* 79/02/27 
IP 


7903230011 ''BLR of Interim Assessments of MtllV Actuations In Mark I 
Containment Plants " 

• Assistant Director for engineer* 1. Project* /V/02/8/ 12pp 


7903070236 Forwardi Jan 1979 Mark I containment program activity 
review Listi meetings held b provide* brief task-by-taik 
summary 

SnDON.L J Oeneral Electric Co .Nuclear Energy Products Div 
79/02/20 llpp, 


/9032002Q3 Forward* proposed staff position for Mark 1 long*t*rm 
program Uplementa t Ion echedulei. 

CIBENKUT, D, 0 Asitstant Director for flystem* l< Projects 
79/03/Oi 4pp 


7903200304 Directs recipients to tend end lample Itr* to HMR Hark I 
fecllltle* requesting tchedults b commitment* re siptetid 
nod completion datetivie of safety relief valve ditcharg* 
devices b licensing fees for long-term program 
0RIMC6. tt Aielitant Director for Engineer* b Projecii 
VOLLMCR.R. Asslitasit Director for Byilemi b Project* 79/03/01 
Bpp 


79030B0100 Forwards mods b corrections to NRC guidance. "Review b 
Acceptance of Spent Fuel Storage b Handling Applications. ” 

■ ant 7B0414. 

QRIHG6. D.K A«*lit*nt Director for Gnglnteri b Projects. 
79/Ol/iB. 4pp 


7903120333 Forward* staff recommendations re general contents of 
Bffelte Dost Calculation Manual to be lubmltted w/proposed 
radlolaglcal effluent Tech Specs 

OflIMES. B.K Assistant Director for Englrteiri b Projects 


7903200012 Aek receipt of payment of notice of propoied Impneition of 
civil peniltle* dtd 790112. Underitandt review of radiation 
nonltorlng instrument maintenance b eallbr program will be 
completed by 790405 

OAVtB. JO Office of Inspection b Enforcement 79/03/02 Ip. 


7903120317 Forwards Nov 197S technical summary rept "Reactor 
Containment Bldg Integrated Leak Rite Teet " 

ROBB. D A Jersey Central Power b Light Co. 79/03/05 Ip 


7903180333 "Reactor Containment Dldg Integrated Leak Rate Test " 
RONE, A II . DUOJACiH F . ATHINO.M J Jersey Central Power b Utght 
Co 70/11/30 SOpp 


7903200433 Informs of delay in submitting addl info re electrical 
penetretloni of reactor containment ee requeetid in NRC 
7eii;O0 Itr Info will be provided by 790423 

FINFROCKil.R Jersey Central Power b Light Co 79/03/14. Ip, 
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DOCKET 80~319 Oldster Creek Nuclear Pouer Plant 


7903300403 Reeponds to NRC 790203 request for review of revised draft 
evaluation of svstematlc evaluation propram Topic 4-1 A No 
comments 

PINPROCKi I R Jersey Central Power It Light Co 79/03/15 Ip 


790307010S Forwards IE Insp Rept 80-319/78-34 on 781130-23 t, 20-39 No 
none ompl lance noted 

BRUNNER. E J Region li Philadelphia. Reactor Operations Nuclear 

Support Branch 79/01/13 2pp 


7903070110 IE Imp Rept 30-319/78-34 on 781130-83 4i 33-29 No 
noncompliance noted Major areas inspected containment 
Integrated leak rate test 

STREETER. J F . REVES. L A Region 1. Philadelphia. Reactor 

Operations Nuclear Support Branch 78/12/15 6pp 


7903130003 Forwards IE Insp Rept 50-219/78-36 on 701319-88 No 
noncompliance noted 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/01/10 2pp 


7903130011 IE Insp Rept 50-319/70-36 on 701219-32 No noncompl lance 
noted Major areas Inspected organliation tt administration. 

LER ti IE circular followup 

DRIOOSjL E > MCCABE. E C Region 1. Philadelphia. Reactor 

Operations Nuclear Support Branch 79/01/17 6pp 


7903160135 Responds to IE Bulletin 79-14. "Deterioration of Duna-N 
Components in ASCO Solenoids '* Schedule being developed to 
inspect << replace Buna-N matl in valves during nest three 
years 

R03B, D A Jersey Central Power 4< Light Co 79/03/08 Spp 


7903800451 Forwards IE Insp Rept 80-219/79-01 on 790109-11 No 
noneomp 1 lance noted 

MARTIN. W 0 Region 1. Philadelphia. Safeguards Branch 79/08/06 

Spp 


7903800486 IE Insp Rept 50-819/79-01 on 790109-11 No noncomp 1 lance 
noted, Major areas inspected nuclear matl control b 
accounting, ac tlon on previous f Ind ings. organ! lat ion. 

Inventory b records 

HOLODYj D J I JOYNER. J H Region 1. Philadelphia. Safeguarde 

Branch 79/08/08 lipp 


7903080833 Forwards IE Info Notice 79-03. "Limitorque Valve Beared 
Limit Switch Lubricant " 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/02/09. ip 


7903890879 Forwards IE Insp Rept 80-219/79-03 on 790183-86 No 
noneomp 1 lance noted 

DRUNNERtE J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/08/18 Spp 


7903S902B9 IE Imp Rapt 80-819/79-03 on 790183-86 No noncompl lance 
noted. Major areas Inspected followup on previous insp 
findings. organ! tatlon b admlnlstratlonj review of plant 
operat ions. IE bulletin, followup b review of repts 
BRIOOS.L E Region li Philadelphia. Office of the Director 
MCCABE.E.C Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/02/09 Spp, 


79031S04BS Ack receipt of 790130 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 80-219/78-30 
MARTIN. WO Region 1. Philadelphia. Safeguards Branch 79/08/14 

Spp 


7903180529 Forwards IE Imp Rept 80-819/70-30 on 781 106-09, Not ice of 
violation withheld from public disclosure, 

ORIERiB H. Region 1. Philadelphia, Office of the Director, 
79/01/08. Spp 


7903180533 IE Insp Rept 50-819/78-30 on 781 106-09. Noneomp 1 lance noted 
licensee watchman failed to pass raquirad physical 
examination. failure to control access to vital arta or to 
lock two exterior bldg doors 

SHEPARD.R.E > NCKEDUN. L M , DEVLIN.JW. Region 1, Philadelphia. 
Safssusrdi Branch 79/01/03. Spp. 


7903300328 Forwards IE Insp Rept ^0-219/79-08 on 790130-0801 
No noncompl lance noted 

BRUNNERtE. J. Region 1. Philadelphia. Safeguards Branch 

79/02/15. Spp 
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7903300387 IE Insp Rept 80-819/79-02 on 790130-0201. No nonconpliance 
noted Major areas inspected employee training, uni 1 censed 
personnel tra Inlng, opera tor requal 1 f ieatlon training b 
licensee action on previous insp findings 

BECKMAN. D A Region 1. Philadelphia, Safeguards Branch 

DETTENHOUSEN. L Region 1. Philadelphia. Office of the Director 
KEIMIO.R R Region 1. Philadelphia. Raactor Operations Nuclaar 

Support Branch 79/08/14 9pp 


7903000397 Forwards IE Info Notice 79-04. "Degradation of Englnaared 
Safety Features " 

ORIER.B H Region i. Phi ladelphla. Office of the Director. 
79/08/16 ip 


7903080464 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 790800. that valve 
limit switch identified as NAMCO Model SOCML should read 
SL3CHL 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/02/87, 1 p 


7903060386 "Analysis of Boring b Fouling Organisms in Vicinity of 
Oyster Creek Nuclear Oinerating Station." seventh quarterly 
rept Mar-May 1978 

HOAOLAND.K E , CROCKET. L . ROCHESTER. M Lehigh Univ. 

AT< 49-84) -0347 NUREO/CR-0300 79/01/31 33pp Available at NT18 


7903070337 Forwards occupational aiposure data for personnel working 
at facility in 1978 

ROSS. D A Jersey Central Power b Light Co 79/03/01 4pp 


7903070377 Forwards annual rept of mods complitsd at facility In 1970 
ROSS. D A Jersey Central Power b Light Co 79/03/01 9pp 


7903090246 Forwards "Effluent Release Rept 70-02." Jul-Dec 1970 
ROSS. D A Jersty Central Power b Light Co. 79/03/01 ip 


7903090349 "Effluent Releaie Rept 78-03," Jul-Dsc 1970 
* Jersey Central Power b Light Co 79/03/01 86pp. 


7903210099 Forwards monthly operating rept for Feb 1979 

ROBS, D A Oereey Central Power b Light Co 79/03/15 Ip. 


7903210102 Monthly operating rept for Peb 1979 

MCCLAIN, C M Jersey Central Power b Light Co 79/03/13, Spp 


7903360816 Forwarde monthly operating rept for Feb 1979 
ROSS. D A. Jersey Central Pdwer b Light Co 79/03/18 Ip 


7903070337 Forward! LER 79-002/03L-0. 

ROSS, D A Jersey Central Power b Light Co 79/02/27 Ip 


7903070333 LER 79-002/03L-0 on 790206. while performing if elation 
condenser automatic actuation test b ealibr.RE-18B trip 
point was less conservative than Tech Spec ltd Caused by 
RE-18B switch not set at 1068 psig valve RE-18B reset 
* Jspsey Central Power b Light Co 79/02/37 SPP. 


DOCKET 50-380 Nine Mile Point Nuclear Station. Unit t 


7903130144 Forwards revised versions of Entry-Control Sys Handbook. 
8AN077-1033I Intrusion Detection Sys Handbook. 8AND76- 0884) b 
Barrier Penetration Database. NVREO/CR-OIBI. 

MILLER. J.R Assistant Director for Reactor Safeguards. 79/01/09. 
Spp, 


7903160190 Dlicussss NRC understanding of corrective action to ha taken 
by util re undetected entry of NRC inspector into protected 
area at plant, Requests 790830 mseting to discuss eetions b 
circumstances 

ORIER.B H Region 1. Philadelphia. Office of the Director. 

79/02/18. Spp, 


7903330035 Forwards Fsderal Register notice amending tOCPR73 85. 
"Requirements for Pliyslcel Protection of Licensed Activitiii 
in Nuclear Power Reactors Against Industrial Sabotage." to 
defer employee pat-down starches until 790601 

DENTON. H R. Office of Nuclear Reactor Regulation. 79/03/83 Ip. 


7903300863 Forwards modlfitd physical saeurity plan Plan withhold 
Iraf 10CFR8 790) 

RHODE, 0 K Niagara Mohawk Power Corp. 79/03/27 Ip 
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DOCKET &0-S20 Mine Mile Point Nuclear Station. Unit I 


7903060&73 Raapondt to 790122 Itr to Chairman Hondrlt re Niagara liohauk 
Pousr Corp application to conotruet U oporate lou leval 
luacta roduction (gs Have not rrachad dtcicion uhether 
hearing la warranted 

ENOELHARDT. T P Doputg Executive Legal Director 79/03/05 ip 


7903D60&7d> Aeki that raduiaat* incinirator project be halted due to 
lack of tectlng u/rad 1 oact i ve matl 
HiERHANS.fl Affiliation Unknaun 79/01 /S2 Ip 


7903050090 Respond* to 790115 telogran Faruardt Niagara nohauk 791313 
request to install low level radioactive uaetr incinerator 
Hill notify if ASt.8 is convened U/enel 790115 telegram 
STELLO. V Division Of Operating Reactors 79/08/14 13pp 


7903050260 Forwards Endorsenent 63 to NELIA Policy NF-16i for calendar 
year 1979 

HUSHHOREj>f W Niagara Hohauk Power Corp 79/03/86 Spp 


7903310190 Forwards certified copy of Endoreejxent S3 to MAELU Policy 
KF-46i which amends Condition 4 of policy to *36>000. OCO 
RUEHMORE.J M Niagara Kohauk Power Carp 79/03/15 Spp 


7903093173 Forwards mod to "Review U Acceptance of Spent Fuel Storage 
Si Handling Application" provided on 780414 Involves pages 
JV-5 ti lV-6 w/modified rationale b corrections 
GRIMESiD K Assietant Director for Engineers b Projects 
79/OI/lB 4pp. 


7903304340 Requests all past U present info relative to raduaste 
raduction lys Raqueet covers all internal NRC documents 
DISEj D P Niagara Mohawk Power Corp 79/01/19 Ip 


7903200343 In rsspoitse to 794119 Itr requesting documents re raduaste 
reduction tysi forwards documents specified Complete 
collection of documents is being placed in LPDR Parts of 
four documents being withheld (ref 10CFR9 9) 

FELTON) 0 U Division of Rules and Records 79/03/03 Spp 


79038004M Eipresses concern that radwaste vol reduction sys will be 
approved u/o adequate environ safeguards 

OLARDINA. F A Environmental Protection Agency 70/10/24 2pp 


7903300469 Acquests receipt of future memos re Newport News topical 
rap t 

COLLINS. %l T Effluent Treatment Systems Branch 70/11/34 ip 


7903200473 (ft it has not notified NRC re proposed plene to install 
Incinerator Util should be notified of appropriate 
regulations (10CFR80 A 10CFR90 59) fc should submit detailed 
rept describing mod 

C0LL1N9.0 T Effluent Treatment Systems Branch 70/06/21 Ip 


7903200476 Corunents re Newport News Industrial Corp topical rept ulll 
be submitted by 700331 

COLLINS. O T Effluent Treatment Systems Branch 78/03/01 Ip 


7903340400 Forwards draft Itr to be sent to uttl re latter's proposed 
operation of Incliierator Incinerator operation requires 
license or amend to eslsting license 

KNIOMTON.O W 'Environmental Evaluation Branch 78/07/06 2pp 


7903200406 Requests info re proposed installation of radwaste 
Incinerator Also requests permission to file limited 
appearance statement 

LEWIS. M I Affiliation Unknaun 79/01/15 ip 


7903200409 In rasp once to 781005 Itr to HR Denton. e i presses concern 
w/uttl's riqucst for NRC approval of proposed radwaste 
reduction lys installation 
BOADENICK. D H Branch 4 78/10/26 Ip 


7903200490 Summary Of discussion w/A Dravo of Energy b Environ 
Suhcommlttee re status of util proposal & raduaste 
Incinerator process 

POLK. P J Operating Reactors Branch 3 70/11/16 Ip 


7903200494 State is informing Util that latter will be required to 
obtain bNVCRR Part 212 permit fop radwaste incinerator 
projiact. 6NYCRR Part 212 refers to process source air 
pollution discharger permit 

01NI90LD. N H New York. State of 79/41/25 2pp 


7943010295 Forwards NED0~2laBSj "Hark I Containnent Progra an Downcomer 
Reduced Subtnarganc e. Functions t Asseesment Rapt " 

SOBONI. L, U Oeneral Electric Ca .Nuclear Energy Products Olv 
79/02/01, ip 


7903010310 “Mark I Containment Frogram. Downcomer Reduced Bubmergoncei 
Functional Assessment Rept " 

UONOi K U General Electric Co .Nuclear Energy Products Dlv 
YAO. H a General Electric Co NEDQ-EiBaS 70/06/30 45pp 


7903020318 Notification of 790S14-1S meeting in Oethesda.MD. 
w/re presentative of Hark I owners group to discuss 
implementation b resolution of Mark 1 long-term program b 
pool swell pressure load definition techniques 

ORIMESiC Assistant Director for Engineers b Projects 79/02/06 
IP 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations, b 
sample Itr 

E15ENHI/T, D 0 Assistant Director for Systems b Projects 
79/02/15 2pp 

7903010070 "Safety Evaluation Rept of Interim Assessments of Hultipla- 
Consecutive Safety Relief Valve Actuations in Hark I 
Containment Plants ” All plants are in conformance w/ 
acceptance criteria 

• Assistant Director for Systems b Projects 79/02/lS lOpp 


7903060183 Forwards Itr from NY State Division of Criminal Justice Sves 
responding to request for access to criminal history files 
for purpose of screening util employees Enel withheld 
(ref iOCFflS 790) 

BARTLETT, J Niagara Mohawk Power Corp 79/02/16 ip 


7903080426 Confirms mgt meeting at Region 1 In King of Prussia. PA on 
790320 to discuss cdussi rssul ts. b corrective actions re 
undetected entry Into restricted area by NRC inspector on 
790206 

MARTIN. M 0 Region 1. Philadelphia. Safeguards Branch 79/03/16 

ip 


7903160213 Forwards proprietary rept NEDE-23545-P. “Mark I Containment 
Program, Suppress ion Pool Swell Test Program. LOR Load Test- 
Generic Sensttlvity ” U/affidavit for proprietary status 
Rept withheld (ref 10CFR2 794) 

SOQON. L J General Electric Co .Nuclear Energy Products Olv 
79/08/26 Spp 


7903230001 Forwards "SER of Interim Assessments of MSIV Actuations in 
Hark I Containment Plants " Approves continued operation of 
fac i 1 1 ties, sub J to corrective actions noted in SER, pending 
final resolution 

GRIMES. Q K Assistant Director for Engineers b Projects 
VOLLMER. R H Assistant Director for Systems b Projects 79/02/27 
ip 


7903330011 "SER of Interim Assessments of liSlV Actuations in Mark I 
Containment Plants " 

» Assistant Director for Engineers b Projects 79/02/27 12pp 


7903330083 Forwards safety evaluation rept on interim assessments of 
multiple-consecutive safety relief valve actuations 
Concludes that continued operation of Hark I BUR facilities 
is acceptable subj to corrective actions 

CRIMES. D K Division of Operating Reactors VOLLMER. R H 
Assistant Director for Systems b Projects 79/02/87 Ip 


79030702S6 Forwards Jan 1979 Mark I containment program activity 
review Lists meetings held b provides brief task-by-task 
summary 

SOBON.L J General Electric Co .Nuclear Energy Products OiV 
79/02/28 llpp 


7903120459 Summary of 790313 meeting in Bstbesda.MD w/representetives 
of Mark I owner's group program committee to discuss generic 
Hcrk I program re safety relief valve loads W/ene) attendees 
list b meeting handouts 

SU. T M Containnient Systems Branch 79/03/01 16pp 


79D320O263 Forwards proposed staff position for Mark I long-term 
program implementation schedules 

EISENHUTi D 0 Assistant Director for Systems b Projects 
79/03/01 4pp 


7903200304 Directs recipients to send end sample Itrs to BUR Hark I 
facilities requesting schedules b commitments re expected 
mad completion dates. use of safety relief valve discharge 
devices b licensing fees for long-term program 
ORIHES.B Assistant Director for Engineers b Projects 
VOLLMER. R Assistant Director for Systems b Projects 79/03/01 

Bpp 


7903200443 Ekempts operating BUS facilities u/Mark 1 containment design 
from General Design Criterion SO.uihlle long-term program is 
conducted Forwards sample Itrs to be sent to Mark I 
licensees setting forth requirements for schedules 
ORIHES.B ■ VOI^LHER. R Division of Operating Reactors 79/03/01 
22pp 



DOCKETED SERIES 

DOCKET 30-SS0 Nine Hlle Point Nuclear Statlam Unit 1 7903070118 ^ 


% 


lotice of violation front imp on 701811-14 
w nnyion li Philadelphia) Reactor Operation* Nuclear Support 
Dranch 79/0 1 /la Ip 


7903S00468 Exempt* operating DUR facilities u/Mark I containment design 
from Oeneral Design Criterion 90>iijhile long-term prosram is 
conducted Poruards sample ttrs to be sent to Mark I 
licensees setting forth requirements for schedules 
ORtHESiQ Division of Operating Reactors 79/03/01 SSpp 


79030S0399 Foruiards application to amend 1 icen*e> ui/suppl info 
THOMAS) E D LeDoeuf) Lamb) Leibg << MacRae 79/03/08 Spp 


79030S036I Application to amend operating license Suppl info 
supporting application end 

SCHNEIDER) R R Niagara Mohauk Pouer Corp 79/08/26 57pp 


7903Oii088S Poruards responses to questions in NRC 790130 Itr re 
radwaste solidification t< handling sys Includes spill 
prevention control U countermeasure plan & NY application 
for unit const permit) indirect source 

RHODE) 0 K Niagara Mohauk Pouer Corp 79/03/02 79pp 


7903090184 In response to 790109 Itr) f oruards copies of any ti all 
inquiries re RUR-1 raduaste volume reduction sys)as uell as 
NRC respones List of previous requests end 

FELTON) J M Division of Rules and Records 79/03/08 Bpp 


79031803S9 Describes planned mods to torus uhich are designed to 
mitigate loads defined by Mark I containment program 
DISE) D P Niagara Mohauk Pouer Corp 79/03/02 13pp 


7903280430 Foruards Amend 87 to License DPR-&3) sa fetg evaluation li 
notice of issuance 

rPPCLITOi T A Operating Reactors Branch 3 79/03/02 Spp 


7903380435 Amend 27 to License DPR-63) incorporating revision to Tech 
Specs to allou spiral unloading t< reloading of core uhich 
reduces number of control blade guides 
s Operating Reactors Dranch 3 79/03/08 8pp 


7903880440 Safety evaluation supporting Amend 87 to License SPR-AS 
» Office of Nuclear Reactor Regulation 79/03/08 4pp 


7903880444 Notice of issuance of Amend 27 to License OPR-AS 

IPPOLITOiT A Operating Reactors Branch 3 79/03/08 Spp 


7903070378 Forwards responses to NRC 790116 Itr requesting add 1 info 
re raduaste reduction sys (RMR-1> 

FARQNiR 6 LeDoeuf) Lamb) Leiby (< MacRae 79/03/06, t4pp 


7903140310 Foruards environ qualification criteria for electrical 
penetration connector test Description tc results provided 
by util in 760614 Itr 

OISE) D P Niagara Mohawk Power Corp 79/03/07 4pp 


79033008B9 Forwards Amend 88 to License DPR-63 ti notice of Issuance t( 
availability Security plan evaluation rept withheld 
(ref 10CFR3 7901 

IPPOLITO#T A Operating Reactors Dranch 3 79/03/16 Spp 


7903300392 Amend 86 to License DPR-63 incorporating physical security 
plan a* part of license 

1PPQLIT0)T A Operating Reactors Dranch 3 79/03/16 Spp 


7903300894 Notice of issuance tc availability of Amend S3 to License 
DPR-63 

IPPDLITO)T A Operating Reactor* Branch 3 79/03/16 Spp 


7903270494 Revises const schedule for new raduaste bldg due to 
unexpected delays in finalizing design Const presently 
scheduled to begin after March 1980 

DIBEtD P Niagara Mohauk Pouer Corp 79/03/33 tp 


7903070103 Aek receipt of 790139 Ur Informing NRC oF step* taken to 
correct violations noted In IE Insp Rept S0-S80/78— 21. 

BRUNNER) E vl Region 1> Philadelphia! Reactor Construction h 

Engineering Support Dranch 79/08/06 Ip 


7903070107 Respond* to NRC 790118 Ur re violations noted in IE Insp 
Rept 90-880/78-31 Corrective actions' formal revision to 
operating procedure for fire protection sys i ssued) reviewed 
t( approved 

SCHNEIDER. R R Niagara Mohawk Power Corp. 79/Ot/S9 2pp 


7903070109 Forwards IE Insp Rept 80-880/78-81 on 781211-14 «• notice of 
violation 

BRUNNER) E.J Region 1) Philadelphia) Reactor Operation* Nuclear 

Support Branch 79/01/15 Spp 


7903070113 IE ItiBp Rept 30-280/78-81 on 701811-14 Noncompl lance noted 
failure to review b approve procedural change 

ARCHITZBL)n ) STETKAi T ) MCCABE. E C Region 1. Philadelphia. 

Reactor Operations Nuclear Support Dranch 79/01/18 lOpp 


79O30SQO0B Ack receipt of 790189 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 90-S30/7S-20 
SMITH) 0 H Region 1. Philadelphia. Fuel Facility fa Materials 

Safety Branch 79/02/06 Ip 


7903080010 Responds to NRC 790107 Itr re violation noted in IE Insp 
Rept 30-880/78-80 Corrective actions copies of revised 
radiation protection procedures uere distributed & personnel 
were trained Procedure now being leonltorod intermittently 
BCHNEIDER.R R Niagara Mohawk Pouer Corp 79/01/89 3pp 


7903080011 Foruards IE Insp Rept 90-880/78-80 on 7B1 127-29 fa notice of 
violation 

SKITH.O H Region 1. Ph i lad alph la. Fuel Facility fa Materials 

Safety Branch 79/01/09 2pp 


7903080013 Notice of violation from insp on 781187-89 

*■ Region 1> Philadelphia. Fuel Facility fa Materials Safety 
Branch 78/18/28 Ip 


7903080019 IE Insp Rept 50-220-78/20 on 7B1 187-89 Noncomp laine* noted 
radiation erposures other than actual remaining authorized 
expoauras were entered on radiation work permit for two 
individuals 

TH0NU8. U H . PLUMLEE. K E . CRACKER. H M Region 1. Philadelphia. 

Fuel Facility fa Materials Safety Branch 7Q/13/3B 6pp 


7903060638 Forwards IE Info Notice 79-03. "Llml torque Valve Geared 
Limit Switch Lubricant ” 

BRIER. D H Region 1. Philadelphia. Office of the Director 
79/02/09 Ip 


7903030564 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

DRIER) B H Region 1. Philadelphia) Office of the Director 
79/02/16 ip 


7903300508 Forwards IE Insp Rept 90-820/79-03 on 790189-31 No 
noncompliance noted , 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/02/22 Spp 


7903300509 IE Insp Rept 30-230/79-03 on 790129-31 No noncompliance 
noted Major areas inspected containment integrated leak 
rate test procedure 

SMITH) T H . FOLEY. T Region 1. Philadelphia. Office at the 
Director CAPHTON.D L Region 1. Philadelphia. Reactor 

Operations Nuclear Support Branch 79/08/81 7pp 


79030BO49B Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 790208. that valve 
limit twitch identified as NAMCD Model SSCML should read 
BLSCML 

DRIER. D H Region 1. Philadelphia. Office of the Director 
79/02/87 tp 


7903320321 Ack recatpt of 790207 Itr Informing NRC of steps taken to 
correction violations noted in IE Insp Rept 30-880/76-15. 

SMITH. 0 H Region 1. Philadelphia. Fuel Facility fa Materials 

Safety Branch 79/03/03 ip. 


7903220383 Retponide to NRC 790117 Itr re violations noted in IE Imp 
Rept 50-330/78-15 Corrective actions info supplied to 
future events ulll be met w/proper action 
BCHNEIDER.R R Niagara Mohauk Pouar Carp 79/08/07 Ip 


7903220387 Aek receipt of 781201 Itr informing NRC of ttepe taken to 
correct violations noted in IE Inep Rept 90-8S0/7B-1S 
SKITH.O H Region 1. Ph 1 lade Ipbia. Fuel Facility fa Materials 

Safety Branch 79/01/17 Spp 


7903220330 Responds to NRC 781109 Itr re violations noted in IE Insp 
Rept SO-380/78-1S Corrective actions operating procedure 
changed for flow reversal fa callbr of onviron radiation 
monitors 

LEMPOES. T. E Niagara Mohawk Power Corp. 78/18/01 4pp 


7903280337 Notice of violation from in«p on 700923-89'' 

« Region 1. Philadelphia, Office of the Director 78/11/06. 
3pp 



DOCKETED SERIES 


DOCKET 90-230 Nlns Mila Point Nuclaar Station. Unit 1 


DOCKET 50-303 RPI Critical E«perim»nt 


7?03S2034i IE Insp Rapt 90-220/70-16 on 780'?a9-29 None an\pl lanes noted 
inad*<iuats radiological analyse* of lake uatar aampleti 
exceeding thcrnal dlicharga limit tc failure to follou 
operating procedures during flow reversal 

BMANBAKYi M H Region ii PP Hade 1 phta. Office of the Director 
7B/11/0B I3pp 


7903290196 Act receipt of 790301 itr informing NRC of steps taken to 
correct vlBlations noted in IE Insp Rept 50-320/79-02 
BRUNNERi E J Region li Philadelphia, Reactor Operations Nuclear 

Biipport Branch 79/03/20 Ip 


7903290197 Responds to NRC 790307 Itr re violations noted in IE Insp 
Rept 50-220/79-02 Corrective actions personnel conducting 
puirp oparabllltg turve i 1 lane e rains true ted on pump curve 
Interpra tation 

BCHHEIDERiR R Niagara tiohauk Power CO'rp 79/03/Qi 2pp 


7903290200 Forwards IE Insp Rept 90-320/79-02 on 790133-36 b notice of 
Violation 

BRUNNER. E J Region 1. Ph 1 ladelphia* Reactor Operations Nuclear 

Support Branch 79/03/07 2pp 


7903290201 Notice of vialation from insp on 790133-26 

e Region 1. Philadelphia, Reactor Clperatlans Nuclear Support 
Branch 79/02/06 Ip 


7903210040 Submits rept of tests b eipertments conducted from 7B0301 to 
790301 Ko changes to Tech Specs b no unrevieuied safety 
questions 

NELSON. P R Rensselaer Polytechnic Inst 79/03/0i 3pp 


7903300489 Forwards IE Insp Rept 50-835/79-01 on 790201-03 No 
noncomplianc e noted 

BRUNNER) E 0 Region 1. Philadelphia, Reactor Operations Nuclear 

Support Branch 79/02/16 3pp 


79033Q0494 IE Insp Rept 50-829/79-01 on 790201-02 No nontompllaneo 
noted. Kajor areas Inspected facility reactivation fallowing 
long-term shutdown 

GTETKA.T F , HCCABE, E C Region 1, Philadelphia, Reactor 

Oparatlons Nuclear Support Branch 79/02/15 7pp 


DOCKET 60-338 Aeroteit Radiography b Research Reactor 


790’3060597 At k receipt of 790H5 Itr informing NRC of corrective 
actions in response to 790105 notice of violation End 
withheld Iref iOCFR3 790) 

HORDERHAUO.L R Region 9. San Francisco, Safeguards Branch 

79/02/Oa Ip 


7903390202 IE Insp Rapt 50-220/79-03 on 790123-36 Noncompliance noted 
approval of unacceptable surveillance test results 
ZIHHERHAN, R P , KISTER, H B Region 1, Philadelphia, Reactor 

Operations Nuclear Support Branch 79/03/06 7pp 


7903CB0176 Forwards "Aquatic Ecology Studlei, 1978 Data Rept " 
eCHNEIDER, R R Niagara Hohauk Power Corp 79/02/38 Ip 


790300017? "Aquatic Ecology Btud i at. 1970 Data Rapt 
a Niagara Mohawk Power Carp 79/03/20 600pp 


79031304D9 Forwards "Annual Environ Operating Rept 1976 " Mill submit 
"Hon-Ridiologlcal Aquatic Ecology Studies Data Rept for 
197B" saparately 

SCHNEIDER, R R Niagara Nohawk Power Carp 79/02/26 ip 


7903130406 "Annual Environ Operating Rept 197B '• 
• Niagara Mohawk Power Corp 79/Q2/20 55pp 


DOCKET 50—237 Dresden Nuclear Power Station, Unit 8 


7903120144 Forwards revised varsloni of Entry-Control Bys Handbook, 
6AND77-1033< Intrusion Detection Sys Handbook, 9AND76-0S54i b 
Barrier Penetretlon Database, NUREO/CR-OIBI 

MILLER, J R Assistant Director for Reactor Safeguards 79/01/09 
3pp 


7903010112 Notifies of security plan deficiencies which are significant 
enough to warrant Imposition of license conditions Forwards 
comments For incorporation into plan Appeal is possible 
End A Withhels (ref 10CFR2 790) 

IPPOLITO.T A Operating Reactors Branch 3 79/01/30 3pp 


7903S2O923 Due to delays in equipment del Iveri es, scheduled completion 
date for Installation of fire suppression lys could not be 
net Dallvarles are anticipated for early Feb 1979 Mill 
inform when deliveries are complete 
REED. C Commonwealth Edison Co 79/03/05 ip 


7903190217 Forwards "Radioactive Effluent Release Semiannual Rept" for 
July-Dee 197B 


BCHNSIDER, R R Niagara Mohawk Power Corp 

79/02/28 

ip 

7903190321 "Radioactive Effluent Release Bemiannual Rapt" 
1976 

* Niagara Mohawk Power Corp 79/03/28 47pp 

7903190339 Forwards monthly operating rept 1 
BCHNElDERiR R Niagara Mohawk Power Corp 

'or Feb 1979 
79/03/09 

ip 

7903190240 Monthly ogeratlng rapt for Fab 
PERKTNSiT J Niagara Mohawk Power Corp 

1979s 

79/03/00 

9pp 

7903190273 Forwards LER 79-001 /03L-0 

BCNNEIDER.R R. Niagara Mohawk Power Corp 

79/03/13 

tp 


7903190260 UER 79-00 1/03L-0 on 790210: during performance of 
surval 1 lance, test flow comparator 11 did not produce rod 
block within required tolerance Caused by defective rod 
comparator Component replaced b setpoint left at 14K 
JiiTRASiR Niagara Mohawk Power Corp 79/03/13 ip 


7903260267 Forwards LER 79-002/01T-0 

BCHNEIDER, R. R Niagara Mohawk Power Corp 79/03/20 ip 


7903230035 Forwards Federal Register notice amending 10CFR73 55, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclaar Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 790601 

DENTON, H R Office of Nuclear Reactor Regulation 79/08/23 tp 


7903140405 At result of discussions w/NRC, forwards design change re 
fire protection Change involves pre-action to a wet-pipe 

sys 

JANECEK,R f Cummonuealth Edison Co 79/03/07 I2pp 


7903270499 Forwards safeguards contingency plan Uithheld (ref 
lOCFftB 790) 

REED, C Commonwealth Edison Co 79/03/23 ip 


7902060263 Forwards 8AND77-1927 "Transport of Radionuclides In Urban 
Environs Working Draft Assessment," aECY-76-311 b 
8ECY-70-311A No immediate regulatory action is necessary to 
protect spent fuet shipment. M/o encl 

OODSARDiR J Office of the Eiecuttve Legal Director 79/01/18 

2pp. 


7903070037 Forwards NUREO/CR-0400, "Risk Assessment Review Oroup Rapt 
to the US NRC" (Lewis Rep t) > providing recommendations For 
use of risk estestnent methodology b aseestment of 
MASH -1400 

OODDARD.R J Branch 2 79/01/23 Ip 


7903260372 LER 79-002/01T-0 on 790306 during Inservica insp of 
amargeney condanser steam supply tlneisix reportable 
indications found Caused by Intergranular stress corrosion 
cracking Elbow b safe-end will be replaced 
a Niagara Mohawk Power Corp 79/03/20 2pp 


DOCKET 90-323 Untv of Lowell Reeaareh Reactor 


7903300306 Requeite amend to License R-125 to change Tech Spec 
Inereata interval betwaen containment bldg Integrated laak 
rate teats from 12 to 25 months. 

DUFF, J 8 Lowell, Univ. of, Louell, Maes 79/03/16 Ip 


7903130525 Forwards NUREO/CR-0400, "Risk Assessment Review Oroup Rept 
to the US NRC " Commission presently developing policy 
stetement re rept 

OODDARDiR j Office of the Eiecutlve Legal Director 79/01/23 ip 


7903060287 HRDC'i response to applicant's b NRC's objections to 
contentions Urges that NRC did not validly challenge its 
contentions b that its contentions should be admitted 
Certificate of Sve end 

ROIBMANiA Z Natural Resources Defense Council 79/01/26 l 


79/03/16 


27 


DOCKETED SERIES 


DOCKET 50-237 Dresden Nuclear Pouer Statlon< Unit 2 


79030203?a Porwards curriculum vitae for Tamplin ti Cochran Cites two 
precedents bearing on issue of standing Hunt vs MA Apple 
Advertising Commission) 432US333 U UA Electric Power Cor 
ALAB-52ai (1<?79) 

ROtSMANrA Z Natural Resources Defense Council 79/02/09 Spp 


7903070004 Forwards ASLO 790202 order from Oc one e-McOui r e proceeding) 
denying objections of NRDC to suppl prehearing conference 
order denying NHDC's petition for intervention 
OODDARDiR U Branch 2 79/OS/Oa ip 


7903090568 Forwards ASLD opinion re denial of intervention to Natl 
Lawyers Guild who refused to Identify members Position 
parallels that of NRDC 

OODDARD, R J Branch 2 79/02/16 Ip 


7903210427 Forwards NRC policy statement re reactor safety study) 
review by Lewis Committee <NURE{)/CR-0400) & survey of 
NRC uses of NA6K-1400 All documents have been furnished to 
A&LB U A 8 LAB members N/o end 
OODDARD) R J Branch 2 79 / 02/21 Ip 


7903210370 Informs of document containing info potentially relevant to 
issue of sabotage of spent nuclear fuel NRC assessment 
of info to be made available 
OODDARD) R U Branch 2 79/02/26 4pp 


7903220070 Informs of document containing Info potentially relevant to 
issue of sabotage of spent nuclear fuel NRC assessment 
of info to be made available 
OODDARD, R J Branch 2 79/02/26 4pp 


7903210167 Forwards "Annual Rept 1978," statement of cash flow 
projected for 1979, actual cash flow fop 1970 fc narrative 
Bsplanatory statement 

NEXON.H H Commonwealth Edison Co 79/03/19 6 pp 


7903070411 "Federal Interagency Radiological Assistance Plan 
* Energy, Dept of ERDA-60 75/07/31 9pp 


7903000100 Forwards mods t< corrections to NRC guidance, "Review {« 
Acceptance of Bpent Fuel Storage t< Handling Applications,” 
sent 700414 

ORIMEB, B K Assistant Director for Engineers k Projects 

79/01/10, 4pp 


7903120939 Forwards staff recommendations re general contents of 
Offsite Dose Calculation Manual to be submitted w/proposed 
radiological effluent Tech Specs 

0RIKE8)D K Assistant Dlrsctor for Enginaers & Projects 
79/01/18 4pp 


7702S20033 Responds to NRC 790103 rei^ueBt & forwards info ra projected 
number of spent fuel assemblies to be shipped from Dresden 
Quad-Ci ties, pass lb 1 B truck routes k population along routes. 

Info on rail routing will be sent 

JANECEK.R.F Commonwealth Edison Co 79/02/13 4pp 


7902290001 Responds to 790103 request for addl info k forwards info re 
projected number of spent fuel assemblies to be shipped from 
Droiden to Quad-Ci t los, passible truck routes population 
along routes, Info on rail routing will be sent 
JANECEKiR F Commonwealth Edison Co 79/02/13. 4pp 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consocutive safety relief valve actuations, 
sample Itr 

EISENHUTiD 0. Assistant Director for Systems tc Projects 
79/02/19 2pp 


7903010070 "Bafety Evaluation Rept of Interim Assessments of Multiple- 
Consecutive Bafety Relief Valve Actuations in Mark 1 
Containment Plants " All plants are in conformance w/ 
acceptance criteria 

a Assistant Director for Systems k Projects 79/02/19 lOpp 


7903160213 Forwards proprietary rapt NE0E-23S49-Pi "Mark I Contatnmant 
Program, Suppression Pool Swell Test Program, LDR Load Tast- 
Oenerlc Bensltivlty " U/affidavit for proprietary statu* 

Rapt withheld (ref 10CFR2 7901 

aOBONi L J, Oentrel Electric Co>, Nuclear Enargy Product* Olv 
79/03/26, 9pp 


7903210320 Forwards notice of Issuance fer Amend to DPR-t9 

ZIEMANN, D L Operating Reactprs Branch 2 79/02/26. 2pp 


790321O39B Notice of proposed Issuance of amend to provisional 
operating license, revising Tech Specs to allow use of 
0 s 8 R type fuel assemblies for Reload 4iCycle 7 
ZIEMANN, D L Operating Reactors Branch 2 79/02/26 9pp 


7903210569 Forward* Amend 40 to DPR-19. safety evaluation Ic notice of 
issuance 

ZIEMANN, D L Operating Reactor* Branch 2 79/02/27 2pp 


7903210973 Amend 40 to DPR-19 changing author 1 lat ion to operate reactor 
after negative pressure 

ZIEMANN, DU Operating Reactors Branch 2 79/03/27 4pp 


7903210979 Safety evaluation supporting Amend 40 to DPR-19 

ZIEMANN, DL Operating Reactors Branch 2 79/02/27 3pp 


79032109B2 Notice of issuance of Amend 40 to DPR-19 

ZIEMANN, DL Operating Reactors Branch 2 79/02/27 3pp 

7903230001 Forwards " 8 ER of Interim Assessments of M81V Actuations in 
Mark t Containment Plants " Approves continued operation of 
fae i 1 1 ties, sub j to corrective actions noted in SER, pending 
final resolution 

ORIMES, B K Assistant Director for Englnesrs (i Projects 
VOLLMERi R H Assistant Director for Systems (< Projects 79/02/27 
Ip 


7903230011 "SER of Interim Assessments of MSIV Actuations in Merk I 
Containment Plants " 

a Assistant Director for Engineers It Projects 79/02/27 12pp 


7903230063 Forwards safety evaluation on interim assessment* of 
mulbiple-constcutive safety relief valve actuations 
Concludes that continued operation of Mark 1 BWR facllltle* 
is acceptable subj to corrective actions 

CRIMES, B K Division of Operating Reactors 79/02/37 Ip. 


7903060283 Proposed amend to License DPR-19< requesting Tech Spec change 
to extend surveillance interval for hydraulic snubbers by 
one week Proposed change ha* received onsite It offsite 
review ti approval Class III amend fee encl 
REEO,C Commonwealth Edison Co 79/02/28 3pp. 


7903070296 Forwards Jan 1979 Hark I containment program activity 
review Lists meetings held l< provides brief tesk^by-tas k 
summary. 

03BON, L J General Electric Co ,Nuclsar Energy Products Dlv. 
79 / 02/20 llpp 


7903120499 Summary of 790213 maeting in BathesdaiMD u/repr esentative* 
of Mark I owner's group program committee to discuss generic 
Mark 1 program re safety relief valve loads U/ancl attendees 
list It meeting handouts 

SU, T M Containment Byitems Branch 79/03/01 16pp 


7903200283 Forwards proposed staff position for Hark I long-term 
program Implementation schedules 

EI 8 ENHUT,D 0 Assistant Dlrsctor for Bystems l< Projects. 
79/03/01 4pp 


7903200304 Directs recipient* to isnd encl lemple Itrs to BMR Merk I 
fecllltits requesting schedules t( eammltments re eipected 
mod completion dates, use of sefety relief velve discharge 
devices ti licensing fees for long-tern program 
ORIHE 81 B Assistant Director for Englneeri k Project* 

VOLLMERi R, Aisistent Director for Systems k Projects 79/03/01 

app 


7903200443 Eiempti opsreting BHR facilities u/Mark 1 containment design 
from Oenerel Design Criterion 90, while long-term program Is 
conducted Forwards sample Itrs to be sent to Mark 1 
licensees setting forth requirements for schedules 
CRIMES, B , VOLLHER.R Division of Operating Reactors. 79/03/01. 

aapp 


7903200462 Forwards branch input to 8 ER for proposed mod to spent fuel 
storage pooli. Approves application for license emend, 
provided that U-239 loading tn fuel aesemblles for poole it 
limited to amount estebliihad in rept, 

LAINAS, O Division of Opsreting Reactor* 79/03/01. aPP. 


7903200467 Bafety svaluatlon re application for license emend to 
increase euthoriied eapscity of spent fuel pool. 

LAINABiO. Division of Operating Reactor* 79/03/01 9p|i. 


7903130309 Foruards corrigenda ti addenda sheet ti revised pages 1 (i 6 
for NEDO-24160, an evaluation of applicability of Reload 4 
analysis, 

REEDiC. Commonwealth Edison Go 79/03/02 9pp 
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7903190010 Notice of deviation from insp on 781201-39 

* Region 3, Chicagoi Office of the Director 79/02/07 Ip 


7903190139 Reaponds to 790123 Itr requesting Info on environ 
forecasting & monitoring Environ impacts uere accurateig 
predicted in all cases it monitoring continues 
MOOR El V A Assistant Director for Environmental Projects 

79/03/02 3pp 


7903260008 Foriiiards Amend 41 to License DPR-19i saf e tg evaluation ti 
notice of Issuance 

Z!EnAN>D L Operating Reactors Branch 2 79/03/02 2pp 

7903260011 Amend 41 to License OPR— 19 revises Tech Opecs bg ertending 
surveillance interval for inaccessible safctg-related 
snubbers hg 7 dags 

* Operating Reactors Dranch 2 79/03/02 4pp 


7903260017 Bafetg evaluation supporting Amend 41 to License DP8-19 
* Operating Reactors Branch 2 79/03/02 2pp 

7903260022 Notice of Issuance & avallabtlitg of Amend 41 to License 
DPR-19 

ZIEhANNiD L Operating Reactors Branch 2 79/03/02 2pp 

7903290066 Poruards draft evaluation of systematic evaluation prograis> 
Topic VI-IO B re shared engineered safctg f eaturesi onsi tc 
emergencg poieer 6 svc sgs for multiple unit stations 
ZIEHANNi 0 L Operating Reactors Branch 2 79/03/06 16pp 


7903190223 Corracts route numbers in 790213 response to request for 
addl info re intei — station transfer of spent fuel 
JAMACEKiR F Commonwealth Edison Co 79/03/09 Ip 


7903260212 Forwards Amends 29.42 ». 38 to Licenses DPR-2. DPR-19 t, 
DPR-2Sj respBCtlvelgi& notice of Issuance b avallabllltg 
Becurltg plan evaluation rept withheld {ref 10CFR2 790) 
ZIEMANNjD L Operating Reactors Dranch 2 79/03/09 3pp 


7903190015 IE Insp Repts 50-010/76-35.50-237/78-34 6 50-249/70-35 on 
781201-29 Noncomp 1 lance noted inadequate storage of Class D 
area matl 

BARKER, d L , SMITH. J 0 Region 3. Chicago. Office of the 
Director KNOP. R C Region 3. Chicago. Reactor Operations 

Nuclear Support Branch 79/02/07 12pp 


7903130044 Forwards IE Insp Repts 50-237/78-33 6 50-249/78-34 on 
7S1121 6 1227-28 No noncompliance noted 

HEISHMAN.R F Region 3. Chicago. Reactor Construction 6 

Engineering Support Branch 79/02/0B 2pp 


7903130047 IE Insp Rept 50-237/78-33 b 50-249/79-34 on 781121 b 
1227-28 No noncompl lance noted Majoi areas inspected spent 
fuel storage rack records, repair program, tc nondestructive 
eiamlnatlon activities 

LEE. E U Region 3. Chicago. Reactor Construction b Engineering 

Support Branch DANIELSON.D K Region 3. Chicago. Office of the 
Director 79/01/25 3pp 


7903220445 Forwards IE Insp Repts 50-010/79-01,50-237/79-01 b 
50—249/79—01 on 790102-31 No noncompliance noted 
KEISHHAN.R F Region 3. Chicago, Reactor Operations Nuclear 

Support Branch 79/02/14 2pp 


7903220453 IE Insp Repts 50-010/79-01,50-237/79-01 b 50-249/79-01 No 
noncomp I lance noted Major areas inspected maint, plant 
operations. physical protection, review b followup on LER's 
b califar of safety-related components 

BARKER. J L . SPESSARD, H L Region 3. Chicago. Reactor 

Operations Nuclear Support Branch 79/02/13 6pp 


7903080490 Forwards corrected second page b App A for correspondence 
transmitted 770207 

FOIRELLI.O Region 3. Chicago. Reactor Operations Nuclear 8uppoe-t 

Branch 79/02/15 3pp 


7903260224 Amends 29.42 b 39 to License DPB-3.DPR-i9 b DPR-25. 
rasp ec tl vo 1 y. Incorpora t 1 ng physical security plan 
• Operating Reactors Dranch 2 29/03/09 6pp 


7903160172 Forwards OE rept NEDE-2309a-P. "Analytical Nodel for 
Computing Uater Rise in Safety Relief V/alve Discharge Line 
Folloulng Ualve Closure ” Rept provided as Task 7 1 2 2 of 
H«rl I program Rept withheld Iref 10CFR2 790) 

JANECCK. R F Commonwealth Edison Co 79/03/12 ip 


7903160172 Forwards GE rept NE0E-23a9B-P, "Ana 1 ytlcsl Model for 
Coisputitlg Uater Rise in Safety Relief Valve Discharge Line 
Folloutng Valve Closure " 

JANECEK.R F Commonuealth Edison Co 79/03/12 Ip 


7903190202 Forwards battery test procedures used by station personnel, 
as addl Into for review of draft evaluations for systenatic 
evaluation program 

REED. C Commonwealth. Edison Co 79/03/13 34pp 


7903210026 In response to NRC 701208 request for addl info on 
electrical p enetrat 1 ons. forwards Info on HPCt penetrations 
which are Identica) to RP5 panetratlons Unit 2 has no DC 
power penetrations 

JANBCEK, R. F. Conmonueal th Edison Co 79/03/14 25pp 


7903290131 Forwards licensing open Items status list 
REED. C Commonwealth Edison Co 79/03/19 9pp 


7903080174 Forwards IE Insp Repts 50-010/78-34.50-237/78-32 b 
90-S49/7B-33 on 781220-21 b 26-28 No noncomp liancs noted 
FIORELLIrO Region 3. Chicago. Reactor Operations KTuclear Support 

Branch 79/01/19 2pp 


7903080419 Forwards IE Info Notice 79—04. "Degradation of Enflineered 
Safety Features " 

KEPPLER. J C Region 3, Chicago. Office of the Director 79/02/ 1 A 

IP 


7903080343 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment." dCd 790208, that valve 
limit switch identified as NAMCO Model S3CML should read 
3L3CML 

KEPPUER.J 0 Region 3, Chicago. Office of the Director 79/03/01. 

Ip 


7903150015 Forwards IE Bulletin 79-02. "Pipe Support Base Plate Oesignm 
Using Concrete Expansion Anchor Bolts " 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/03/OD. 

If 


790319D539 Forwards IE Bulletin 79-03. "Longitudinal Weld Defects in 
A3ME SA-3t2 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding b Engineering Co " 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/03/lS! 

Ip 


7903020333 Forwards Part 2 of operating rept for June-Dee 197B, re 
radioactive effluents b occupational radiation eiposures 
STEPHENSON. B B Commonuoalth Edison Co 79/02/15 ip 


7903020337 Part 2 of operating rept for Juno-Dee 1970. re radioactive 
effluents b occupational radiation exposures 
* Commonwealth Edison Co 78/12/31 ISpp 


7903050388 Forwards "Annual Operating Rept for 1978 " 
STEPHENSON. B B Commonwealth Edison Co 79/02/26 Ip 


7903080178 IE Insp Repts 50-010/78-34,50-237/78-32 b 50-249/78-33 on 
791220-21 b 26-26 No nonconpl lane e noted Major areas 
inspected procurement, records, review of safety limits, 
procedures b chemical cleaning 

DETTENMEIER.R H> STREETER, J F Region 3. Chicago. Reactor 

Oparatlons Nuclear Support Branch 79/01/17. 3pp 


7903050391 "Annual Operating Rept for 1978 " 

« Commonwealth Edison Co 79/02/26 35pp 


7903210035 Forwards monthly operating rept for Feb 1979 
STEPHENSON, B B Commonwealth Edison Co 79/03/13 Ip 


7903060104 Responds to IE Bulletin 78-14. "Deterioration of Buna-N 
Components in ASCO Solenoids " Forwards current plan for 
replacement b preventive malnt 

REEDrC. Commonwealth Edison Co 79/02/02 3pp 


7903190009 Forwards IE Insp Repts 50-010/78-35,50-237/78-34 b 
50-249/78-35 on 781201-29 b notice of violation 

FIQAELLI. S Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/02/07 2pp 


7903210038 Monthly operating rept for Feb 1979 
PHELEN, J F Consolidated Edison Co of New Vorlc 


79/03/03 19pp 


7903270448 Forwards LER 79-013/03L-0 
STEPHENSON. D S Commonwealth Edison Co 
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DDCKET 30-237 Dresden Mud ear Power Statlon< Unit 2 


7903270453 LER 79-013/03L-0 on 790223 after diesel generator was 
manually started prior to taking transformer out of svci 
water pump breaker thermally tripped ti redundant power 
supply also tripped Cause unknown 
CHANi U Commonwealth Edison Co 79/03/23 Ip 


DOCKET SO-244 Robert Emmet Oinna Nuclear Planti Unit I 


7903060619 Forwards reiiuest tor addl Info to complete QA reviau of 
Revision AiSuppl IV of full-term license application 
submitted 731221 

Z1EMANN(D L Oporatlng Reactors Branch 2 79/02/08 Spp 


7903050503 Summer lies meeting on 790130 re high energy lino break in 
turbine bldg i cr iter ia for design of pressure shielding steel 
diaphragm & structural design of pressure shielding 
d lap hragm in turbine bldg 

SHEAi J J Operating Reactors Drench 2 79/02/09 Spp 


7903200002 Forwards Amend 25 to License DPR— IS 

ZIEMANNi D L Operating Reactors Branch 2 79/02/22 3pp 


7903140192 Forwards Amend 24 to Provisional License DPR-lSi Federal 
Register noticeiTcch Spec changes. SER tc consultant's rept 
ZIEMANN, D L Operating Reactors Branch 2 79/02/14 Spp 


7903200005 Amend 25 to License DPR-18. incorporating security plan into 
license 

ZIEMANN. D L Operating Reactors Branch 2 79/02/22 2pp 


7903200224 Notice of issuance of Amend 25 to License DPR-IQ 
ZIEMANNi D L Operating Reactors Branch 2. 79/02/22 2 pp 


7903230035 Forwards Federal Register notice amending 10CFR73 55t 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotagei " to 
defer employee pat-down searches until 790801 

DENTON.H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903190248 Forwards comments on Tech Specs t< fire protection safety 
eval ua tloni 1 ssuod 790214 

WHITE, L D Rochester Oas !< Electric Corp 79/03/13 7pp 


7903270462 Furnishes schedule for submitting addl info in response to 
NRC 790214 Itr transmitting modified Tech Specs t< fire 
protection SER 

WHITE.L D Rochester Oas t< Electric Corp 79/03/19 2pp 


7903270402 Forwards revised Chapter 8 of modified amended security 
plan Revision contains background info, generic planning 
basei licensee planning basei responsib i 1 i ty matrices h 
Implementation procedures End withheld (ref 10CFR2 790) 

WHITE.L D Rochester Oas (< Electric Corp 79/03/23 2pp. 


7903190173 Forwards financial info to support guarantee of 
retrospective premium payments which might be required under 
secondary financial protection sys 8ummarii«e actupl cash 
flow for 1978 $. projected cash flow for 1979 
KOWBA. S Rochester Gas l< Electric Corp 79/03/15 3pp 


7903280357 In response to 7B092S I tr. summar i lea info re pressuriier 
heatup rate Tech Spec inconsistency Reactor coolant sys temp 
rate limited to 60 P per hour. due to design of Westinghouse 
FWR Appropriate utils have been notified 

ANDERSON. T M Westinghouse Electric Corp 70/10/27 3pp 


79030B0100 Forwards mods It corrections to NRC gu Idance. "Review 
Acceptance of Spent Fuel Storage U Handling Applications." 
sent 780414 

GRIMES. D K Assistant Director for Engineer* ti Projects 
79/01/18 4pp 


7903120535 Forwards staff recommendations re general contents of 
Offsite Dose Calculation Manuel to be submitted w/proposed 
radiological effluent Tech Specs 

GRIMES. B.K Assistant Director for Engineers l< Projects 
79/01/18 4pp 


7903050458 Forwards evaluation of systematic evaluation program Topic 
V-iO A. "RHR 9ys Heat Exchanger Tube Failures •' Requests 
response within 30 days 

ZIEMANN. D.L Operating Reactors Branch S, 79/02/02 Spp, 


7903060481 Forward* revised draft systematic evaluation program Topic 
IV-1 A "Operation W/Les* Than All Loop* In Sve " Request* 
response within 30 days 

ZIEMANN. D L Operating Reactors Branch S 79/02/06 Spp. 


7903050495 Summariies 790110 meeting re radiological effluent Tech 
Specs Util will submit draft Tech Specs within two weeks l< 
final version by 790215 

STOUR. 0 P, Region 1. Philadelphia. Office of the Director 
SHEA, d J Operating Reactors Branch S 79/02/07, lOpp 

7903060493 Ravlaw of proposed changes to charcoal filter tests 
incomplete Iodine concentration in Tech Spec section 
3,11 ls(3) is in trror Forwards corrected Page 3 11-2 as 
replacement 

ZIEMANN. D.L Operating Reactor* Branch S. 79/02/08, 4pp 


7903140199 Amend 24 to Provisional License OPfi-18 re fire protection I 
administrative controls Tech Spec changes end 
ZIEMANNi D L Operating Reactors Branch 2 79/02/14 iOpp 


7903140202 Fire protection SER w/summary of mods. evalua tlon of plant 
features t< specific plant areas 

* Office of Nuclear Reactor Regulation 79/02/14 70pp 


7903140205 Notice of issuance of Amend 24 to License DPR-IS 
ZIEMANN. D L Operating Reactors Branch 2 79/02/14. 2pp 


7903140436 Responds to 780822 Itr li 781101 suppl Itr requesting relief 
from requirement for dye penetrant eiamination of reactor 
coolant pump casing welds as part of Inservlce testing 
program Forwards notice granting relief 

ZIEMANN. D L Operating Reactors Branch 2 79/03/16 Spp 


7903140439 Notice of granting a revision to relief from ASME Section ) 
"Inservice Insp < testing) Requirements " 

ZIEMANNi D I- Operating Reactors Branch 2 79/02/16 3pp 


7903020345 In revlawlng revised draft evaluation for systematic 
evaluation program Topic rv-1 A. typographical error 
Identified Should reed "Amend 10 to Provisional Operating 
License" not "Amend 10 to Tech Specs " 

WHITE.L D Rochester Oas Si Electric Corp 79/02/21 ip 


7903130365 Requests Tech Spec change for License R-lOt • covering fuel 
element ti fuel follower 

PIOPQRD.T H California. Unlv, of. Berkeley 79/03/26 tOpp 


7903200028 Notification of 790313-14 meeting w/Rocheitar Oas Ic Electric 
Carp to review info related to* postulated high energy pipe 
breaks inside containment 

SHEAiOd Operating Reactors Drench 3 79/02/27 Spp 


7903140460 Responds to 790208 request (< forwards addl Info re Revision 
4 to Suppl IV of full-term license epplicatlon 
WHITE.L D Rochester Oas & Electric Corp 79/03/09 Bpp 


7903230227 Advises that seismic review team plans site visit on 
790410-11 to obtain seismic design Info ti observe specific 
features re seismic design Forwards agenda. required info & 
draft summary review of available seismic design info 
ZIEMANNi D L Dperatlng Reactors Branch 2 79/03/12 7Bpp 


7903050521 Forwards IE Info Notice 79-03. “Llmi torque Valve Geared 
Limit Switch Lubricant " 

ORIERiD H Region Ir Philadelphia. Office of the Director 
79/02/09 I p 


7903000401 Forward* IF Info Notice 79-04. "Degradation of Engintared 
Safety Feature* " 

GRIER. D H Region Ir Philadelphia. Office of the Director 
79/02/16 ip 


79030804B4 Informs recipients of IE Bulletin 79-01. "Environ 
Qual 1 ficatlon of Class IE Equipment." dtd 790208. that valve 
limit switch identified as NAMCD Model B3CML should read 
8L3CML 

ORIER.B.H Region 1. Philadelphia. Office of the Director. 
79/02/27 ip 


7903280047 Forwards IE Bulletin 79-02. "Pipe Support Base Plate Oetigni 
Using Concrete Expansion Anchor Bolts " 

ORIERiB H Region 1. Philadelphia. Office of the Director. 
79/03/08 ip 


7903060179 Forwards suppl annual effluent release info man'-rem rept. 
leak test results 1< environ monitoring results 
WHITE.L D Rochester Oas li Electric Corp 79/02/2B * 7pp. 
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DCJCKET 30-544 Hobi^fc Emdut Olnna Nue l«*T Plahti Ontt I 79t)3l?0050 Ajomd 59 tq Lltense DPR-a» U Atn«rnJ 48 to Uieens* DPR-A3, 

lneoppor«tlt\5 ph(|«ical tsturitv plan 

ZtEHANNi D L Oparattno Raactort Branch 2 79/02/S3 4pp 


7903120273 For«ar<» LER 79-O0S703U-O 

WHITE) L.D Rocbattar Oat b Elactrtc Corp 79703/06 Ip 


7903120394 LER 79-00S/03U-0 on 790206 containnant racirculatlon tuinp 
pallfd to raopan aftar h^ilro taatinp Causad bg flaiibllltg 
oP lonp aitanaion rod batiaaan UlmitorRua SHB-OO operator 
b valva Valve strotad monthlg b tlned quartarlg 
EPECTORt S Rocbaitar Oaa b Electric Corp 79/03/06 Ip. 


7903120300 PoTBards EER 79-004/03L-0 

HHITEiL 0 Rocheater Oat b Electric Corp 79/03/06 ip 


7903120304 LER 79-004/03L.-0 on 790206 Pual prttaurc loit b ganarator 
trippad during dlaaal ganarabor beating Cauaed bg operator 
error Oporabor rainatructed b precaut ionarg note added bo 
procedure bo enphaslie tnpartanee ot proper aequenca 
PECK) C H Rocheater Qaa b Electric Corp 79/03/06 Ip 


DOCKET 50-245 Hlllatone Nuclear Poutr Btationi Unit I 


7903230033 Forwarda Federal Rag later noblca anandlng tOCFR73 33, 
"Requlramanti for Phyaical Protection, of Licanaad Activitlaa 
in Nuclear Pouer Reactora Agalnab Induatrial Sabotage," to 
defer amploget pat-doun aearchaa until 790801 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903020394 Raqueota info on evacuation plana for Suffolk Countg 
reoldenta in caao of accident at ang of 3 nearbg nuclear 
planta Eapreaiea concern re aafctg of inhabltanta ulthin 
preicrlbcd "enargeneg planning zone “ 

ARM, 0 Affiliation Unknoun 79/01/03 3pp 


7903260293 Advlata that A Partridge baa bean replaced bg L Bettencourt 
on current Hat for d letr 1 but ion of correapondence 
concerning licenee amendi 

COUNStL, H 0. Northeait Utilitiei 79/03/20 ip 


7903130376 Foruarde Endoraatnent 33 to Pol leg HP— 52 amending llabilltg 
limit In Item 4 to •36, 000, 000 

8E0ER,R.H. Northeast Utllltiee 79/03/06 2pp 


7903160139 Forwards Endoraenant SB to Pol teg NF-173 
8EQER.R K Northeast Utilities 79/03/09 2pp 


79030B0100 Forward! node b corrections to NRC guidance, “Review b 
Acceptance of Spent Fuel Storage b Handling Applications," 
sent 780414 

ORIMES, B K Assistant Director for Engineers b Projects 
79/Ol/lB 4pp 


7903120333 Forwards staff recomnendatloni re general contents of 
Offsite Dose Calculation Manual to be submitted w/propoaed 
radiological affluent Tech Specs 

ORIHESaB. K Assistant Director for Englnesrt b Projects 
79/01/lfi 4pp 


7903010295 Forwards HEDCl-21BaB, "Mark I Containinant Program, Douncomer 
Reduced Submirgance, Func t lonal Aasesament Rept " 

SOBONaL J Oensral Electric Co , Nuclear Enarsv Products Dlv 
79/02/01 Ip 


7903010310 "Hark I Containment Progran, OouinconeT Reduced Submergence, 
Functional Aaseiament Rept " 

MONO, K W. Oenrral Electric Co pNuclaer Energg Products Dlv 
NEDQ-21BBS. 7S/06/30 4Spp 


7903060310 Requests payment of Class t b III feat re application for 
amende to Licenses DPR-21 b DPR-63 

DIOOS, R H License Fee Hanagemant Branch 79/02/09 Ip 


7903010061 Forwards safety evaluetlon of interim aaaetseient of 
aiultlple-consecutive eafctg relief valve actuations, b 
samp It Itr. 

EISENHUTpD 0 Assistant Director for Systems b Projects 
79/02/13 2pp 


7903010070 "Safety Eveluatlon Rapt of Interim Assessments of Multiple- 
Consecutive Safety Relief Valve Actuations In Mart 1 
Contalneient Plants." All plants are in conformanct w/ 
acceptance criteria. 

e Assistant Dirac lor for Systems b Project! 79/02/15 lOpp 


7903190044 Forward* Amend 39 to License DPR-2t b Amend 48 to LUeneo 
DPR-67 it notice of issuance Security plan evaluation rept 
withheld iref 10CFR2.790>. 

Z lEHANNi 0. L. Operating Rtactor* Branch 2. 79/02/23 3pp 


7903190052 Notice of issuance of Amend 59 to License DPR-31 b Amend 48 
to License DPR-63 

I1EMANN,D L Operating Reactors Branch 2 79/02/23 2pp 


7903200313 Informs that application to withhold CQO-N-78-299, 
"Carborundum Co Test Program for Boron Carbide Hetl" has 
been granted (ref 10CFR2 790) 

ZlEHANNiD L Operating Reactors Branch 2 79/02/23 3pp 


7903160213 Forwards proprietary rept NEDE-23545-P, “Mark I Containment 
Program, Suppression Pool Swell Test Program, LDR Lead Test- 
Oeneric Sensitivity " U/affldavit for proprietary status 
Rept withheld (ref 10CFR2 7901 

8QB0N, L J Oeneral Electric Co , Nuclear Energg Products Div 
79/02/26 app 


7903230011 “BER of Interim Assessments of M51V Actuations in Mark 1 
Contalnmsnt Plants “ 

* Assistant OlTector for Engineers b Project! 79/02/27 12pp 


7903060249 Forwards proposed changes to Tech Specs re recent 
organ! tational changes within util 
COUNSIL.H O Northeast Utilities 79/02/2B 6pp 


7903070255 Forwards Jan 1979 Mark I Containment program activity 
raviiui Lists meetings held b provides task-bg-task summary 
6Q90N, L J General Electric Co , Nuclear Energy Product* Div 
79/02/2B llpp 


7903120459 Summary of 790213 mteting In Bfth>*da,MO td/repp***ntatlve* 
of Mark I owner's group program commlttes to discus* generic 
Hart I program re safety relief valve loads H/*ncl attendees 
list b meeting handouts 

SO, T M Containment Systems Branch 79/03/01 I6pp 


7903200583 Forwards proposed staff position for Mark 1 long-term 
program Implementation schedules 

EISENHUT, 0 0 Assistant Director for Systems b Projects 
79/03/01 4pp 


7903200304 Directs recipients to send end sample Itrs to BWR Mark I 
facilltlet requesting schedules b commitments re eipected 
mod completion dates, use of safety relief valve discharge 
devices b licensing fees for long-term program 
GRIMES, B Assistant Director for Engineers b Projects 
79/03/01 flpp 


7903200443 E tempts operating BUR Facilities w/Mark I containment design 
from Oeneral Design Criterion 50, while long-term program is 
conducted Forwards sample Itro to be sent to Hark 1 
licensees setting forth requirements for schedules , 

GRIMES, 6 I VO{.LHERi fl Division of Operating Reactors 79/03/01 
22pp 


7903090291 Forwards Tech Spec changes for Reload 6 to amend License 
DPR-2i b rept NEDO-24266 Discusses operation in coastdown 
node beyond and of full-power life 
COUNSIL,U C Northeast Utilities 79/03/05 2Bpp 


7903090295 "Buppl Reload Licensing Submittal for Millstone Unit 1, 
Reload 6 " 

HENRIK80N,P H , BRUGGE, R □ Oeneral Electric Co .Nuclear Energy 
Products Dlv NEDO-24168 78/15/31 17pp 


7903090301 “Suppt Reload Licensing Submittal for Millstone Unit 1, 
Reload 6," Buppl 1 

KENRIKEQN.P H < BRUGGE. R 0 Oeneral Electric Co .Nuclear Energy 
Products Div NEDO-24168-l 79/02/28 lOpp 


7903120208 Draft evaluation of shutdown cooling sys heat exchangeri 
forwarded in NRC 790131 Itr Is substantially correct in its 
discussion of design b surveillance features 
COUNBIL.U 0 Northeast Utilities 79/03/05 Ip 


7903140225 Forwards changes made to electrical equipment environ 
qualification list complied by NRC 
COUNSIL.W 0 Northeast Utilities 79/03/05 3pp, 


7903140463 Forwards “Submarine Thermal Reactor Bundle Bubmittal, 
Millstone 1 Segmented Test Rod Bundle, “ Quppl 4, Jan 1979 
Rept withheld (raf 10CFR2 790) 

COUNBIL.U 0 Northeast Utilities 79/03/05 2pp 


7903200421 Forwards Revision 3 to “OA Program Topical Rept," NU-QA-l 
b responses to questions In NRC 781221 Ur Revision 3 
replaces former QA topical rapt, submitted 7B0201 
COUNSIL, U 0 Northeast Utilities 79/03/09 Spp 
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docket 50-245 Millstone Nuclear Pauer Station. Unit 1 


7903200439 "QA Program Topical Rept. '' NU-QA-t. Revl si on 3 
SWITZER. 0 C . DIEDRICK. D 0 Northeast Utilities NU-OA-i 
79/03/05 lOOpp 


7903280219 Documents revieu) nf NRC handling of 770404 request re 
surveillance requirement Tor incore detector callbr !• 

771031 request for changes to reporting requirements 
Concludes amend request is ulthdrasin bg 7B090B Itr 

QRIHESi D K Assistant Director for Engineering 79/03/12 lOpp 


7903220226 Requests amend to Licenses DPR-21 ti DPR-63 incorporating 
end revisions to radiological effluent Tech Specs Revisions 
to site environ Tech Specs end No unrevleuied safetg 
questions are involved 

COUNSILiW C Northeast Utilities 79/03/13 I33pp 


7903270362 Forsiards sgstematic ovalution program Topic 9III— 4. 
"Electrical Penetrations." in response to NRC 78120B request 
for addl info 

COUNSIL.W G Northeast Utilities 79/03/14 lOpp 


7903290274 Porieards draft evaluation of sgstematic evaluation program 
Topic VI-10 B Requests revieu & response uithin 30 dags 
ZIEMANN. D L Operating Reactors Branch 2 79/03/19 7pp 


7903090332 Forwards IE Insp Repbs 50-343/78-38 & 50-336/78-35 on 
781211-14 No noncomp 1 lance noted 

MARTIN.W 0 Region 1. Philadelphia. Safoguards Branch 79/01/23 

app 


7903090340 IE Insp Ropts 50-243/70-30 S< 50-336/70-35 on 701211-14 No 
noncompl lance noted Major areas inspected sscuritg program 
UDNES E W . ROOER8.H . DEULIN. U U Region 1. Philadelphia. 

Safeguards Branch 79/01/16 ip 


7903140356 Forwards IE Insp Rapt 50-245/78-40 on 701220-21 Mo 
nancompliance noted 

CARUSQN. R T Region 1. Philadelphia. Reactor Construction & 

Engineering Support Branch 79/01/36 2pp 


7903140364 IE Insp Rept 30-248/78-40 on 781220-21 No noncompliance 
noted Major areas Inspected Inservlce insp examination 
documentation associated u/Ctass I t< sgs pressure boundarg 
piping wel ds/components 

JERNIDAN. E P > EONETER. 8 D Region t. Philadelphia. Reactor 

Construction U Engineering Support Branch 79/01/24 3pp 


7903160141 Responds to IE Bulletin 78-14 Replacement program for Buna~M 
parti implemented In Oct 1976 Diaphragms of valves In 
control rod scram sgs to be replaced during 1979 refueling 
outage Solenoid core asseinblg section to be rebuilt 
CCIUNBIL.W 0 Northeast Nuclear Energg Co. iNortheast Utilities) 
79/02/02 2pp 


7903130031 Ack receipt of 781227 Itr providing plans to resolve local 
leak rata testing of personnel air lock Item uiill be carried 
as unresolved Requests test results within 30 dags ef 
completion 

BRUNNER. E J Region t> Philadelphia. Reactor Operations Nuclear 

Support Branch 79/02/05 ip 


7903130034 Recommends that local leak rate testing of persc>nnel air 
lock remain an open item pending further testing, Several 
tests have been attempted w/unsetl sfac torg results Teat will 
be repeated during 1979 refueling outage 

COUNSILtU. 8 Northeast Nuclear Energg Co (Northeast Utilities) 
79/12/27 ip 


7903060640 Forwards IE Info Notice 79-03. "Llnltorque Valve Ouarod 
Limit Switch Lubricant ” 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/02/09 Ip. 


7903300333 Forwards IE Insp Rept 50-243/79-01 on 790109 No 
noncompliance noted 

CARLSON. R T Region 1. Phlladelphiai Reactor Construction b 

Engineering Support Branch 79/02/14 2pp 


7903300343 IE Insp Rept 50-245/79-01 on 790109 No noncomp I lance 
noted Major areas inspected corrective action re repair of 
reactor water clean-up line as reported bg licensee 
JERINlOANiE P. Region 1. Philadelphia. Of flea of the Director. 
TRIPP. L E Region 1. Phlledelphle. Reactor Construction b 

Engineering Support Branch 79/02/13 3pp, 


7903000438 Forwards IE Info Notice 79-01. "Degradation of Engineered 
Safetg Features " 

<}RIER.B H Region 1. Phi ledelph ia> Office of the Director 
79/02/16 2pp 


7903000492 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 790208. that valve 
limit switch identified as NAMCO Model 83CML should read 
aL3CML 

ontER. B H Region 1. Philadelphia. Office of the Director 
79/02/27 Ip 


7903130300 Forwards "Inservlce Insp b Testing Program for Pumps. Valves 
b Pressure Tests for 20 Month Period. 790328-801220. “ 

COUNSIL.W 0 Northeast Utllitios. 79/02/20 ip 


7903130303 "Inservlce Insp b Test Program for Pumps. Valves b Pressure 
Tests for 20 Month Period 790528-601228 " Eleven oversiie 
drawings enc 1 

* Northeast Utilities 79/02/28 5Spp 


7903280040 Forwards IE Dullettn 79-02. "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

CRIER. S H Region 1. Philadelphia. Office of the Director 
79/03/08 ip 


7903060417 Forwards "Semiannual Radioactive Effluents Release Rept" for 
Julg-Dec I97B 

COUNSIL.W 0. Northeast Utilities 79/03/01 Ip 


7903060420 "Semiannual Radioactive Effluents Release Rept" for Julg— Dec 
1970. 

a Northeast Utilities 79/03/01 SOpp 


7903070234 Forwards "Annual Operating Rept for 197S *' 
OPEHA. J.F Northeast Utilities 79/03/01 ip 


7903070233 "Annual Operating Rept for 1970 
• Northeast Utilities 78/12/31 SOpp 


7903200392 Forwards monthlg operating rept for Feb 1979 
OPEKA.U.F Northeast Utilities 79/03/14 ip 


7903200397 Monthlg operating rept for Fob 1979 
YOUNO.R Northeast Utllltlss 79/03/14 6pp 


7903010261 Forwards LER 77-0O4/O3L-O 

DPEItA.U. F Nbrthsast Utilities 79/02/23 Ip 


7903010264 LER 79-004/03L-0 on 790125- during routine stuck control rod 
surveillance, control Rod 22-07 stuck Cause unknown) co 1 let 
cracking ruled out as cause Mill Investigate during upcoming 
refueling outage. 

YQUNC.RH Northeast Utilities 79/02/23 3pp 


7903220137 Notification of RO-79-05/1P on 790226 target rock safetg 
relief valve (1-M8-3F) failed to open during power 
ascension Caused bg valve lifting prematurelg Investigation 
results will be included In followup 14-dag rept 
OPEKA, U F. Northeast Utilities 79/02/26 Ip 


7903080226 Forwards LER 79-0O6/O3L-O 

apEKA. U F. Northeast Utilities 79/03/02 Ip 


7903080229 LER 79-006/03L~0 on 790201 unit operated in degraded mode 
due to deficient control rods. Caused bg personnel overilgitt. 

Rods were made operable 8. Tech Spec change submitted 
YDUNOiR.H Northeast Utilities 79/03/02 3pp 


7903200393 Forwards LER 79-007/03L~0. 

OPEKA. J-F Northeast Utilities. 79/03/09 Ip 


7903200396 LER 79-007/03L-0 on 790214 gas turbine failed to complete 
starting sequence while conducting fast start. Caused bg 
potential malfunction in epaed switch Switches will be 
replaced during next refueling outage. 

OPEKA. JF. Northeast Utilities 79/03/09 2pp 


7903200381 Forwards LER 79-OOS/OIT-O 

OPEKAi U. F Northsast Nuclear Entrgy Co. (Northeast Utllltlss). 
79/03/12. 3pp 


7903200382 LER 79-003/O1T-O on 790226: target rock safety relief valve 
tl-M8-3F) lifted promaturelv *• failed to reseat at reset 
pressure Caused bg steam cut of pilot disc which caused 
second b main valve to open Actuation stages modified 
YOUNO.R H Northeast Nuclear Energg Co (Northeast Utilities) 
79/03/12. 2pp < 


7903200360 Forwards LER 79-0Oa/O3L-O, 

□PEKA. J F Northeast Utilities. 79/03/15. Ip. 



» DOCKETED SERIES 

DOCKET BO-245 Mill&tftne Nuclear Pquat Station, Unit 1 7903140384 Amend 22 to DPR-5 >< Amend 47 to DPR-St revisinj Tech Bpecs 

— — " — — — — ta delete method for calculating rate of heat rejection to 

r i vBT 

7903200371 LER 79-OO0/O3L— 0 on 790314 isolation conden&er inboard steam BtHWENCEfl, A Operating Reactors Branch I 79/02/15 7pp 

siipgilV valve lost position indicator, mat tng condenser 
inoperable Caused by fractured gear casing on valve 

operator Operator retnoved, robul 1 1, reinstalled (< tested 7903140'586 Notice of issuance of Amend 22 to l)PR-5 & Amend 47 to 

OPEKA, J F Northeast Utilities 79/03/14 3pp DPR-26 

5CHHENCER, A Operating Reactors Branch 1 79/02/15 2pp 


7903280334 Forwards LER 79-0C9/O3L-O 

OPEKA. d F Northeast Utilities 79/03/22 Ip 


DOCKET 80-245 Ml 11 Stone Nuclear Power Station, Unit I 


79032B0337 t-ER 79-009/Q3L-0 on 790222 operability of safety relief 
bellou monitor valve 11-MS-3A) could not be verified Caused 
bg crack in fitting cannecting bellows air tubing to valve 
bonnet cap Fitting replaced 

VOUNOiR H Hartheast Utilities 79/03/22 3pp 


POCKET 50-246 Advanced Critical Reactor Eiperiment 


7903060104 Responds to IE Bulletin 78-14. “Deterioration of Duna-N 
Components in ASCd Bolenoids ’* Forwards current plan for 
replacement ti preventive malnt 
HEED.C Commonwealth Edison Co 79 / 02/03 3pp 


POCKET 50-247 Indian Point Station, Unit 2 


7903120144 Forwards revised versions of Entry— Control Sys Handbook, 
SAND77-1033I Intrusion Detection Sgs Handbook, 8AND76-0554i t. 
Barrier Penetration Database, NUREO/CR-OIBI 

HILLER, J R Assistant Director for Reactor Safeguards 79/01/09 

2 pp 


7903230035 Forwards Federal Register notice amending 10CFR73 55, 
"Requirements for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage, " to 
defer amplogee pat-down searches until 790BOt, 

DENTQN.H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903190106 Notice of issuance of Amend 22,47 & 22 to Licenses DPH-3, 
DPR-26 4, DPR-64 

BCHWENCER, A Operating Reactors Branch 1 79/02/15 2pp 


7903150261 Forwards Amend 23 to DPR-5 !< Amend 40 to DPR- 26 , revis ing 
adinlnistTative controls N/Tech Spec changes ti notice of 
i ssuanc e 

8CHUENCER, A Operating Reactors Branch 1 79/02/17 3pp 


7903150264 Amend 23 to DPR-5 4 Amend 40 to DPR-26 revising 
administrative controls N/sncl Tech Spec changes 
SCHWENCER.A Operating Reactors Branch I 79/02/17 31pp 


7903150'265 Notice of issuance of Amends 23 6 40 to Licenses DPR— S 4 26, 
respectively, re administrative controls 

SCHWENCER,A Operating Reactors Branch 1 79/02/17 2pp 


7903270203 Ack receipt of 780223 1 tr re potential boron dilution 
incidents No further action necessary re this generic issue 
SCHUENCERi A Operating Reactors Branch 1 79/02/21 2pp 


7903010233 Responds to 790202 request Forwards check for S 0 OO under 
prates t 

lARAKAS.P Consolidated Edison Co of New York 79/02/22 2p P 


7903050331 Forwards application for amend to operating license ui/util 
safety evaluation b affidavit of sve 

CAHILL, H J Consol Idatod Edison Co of New York 79/02/26 3pp 


7903050334 Application for amend to License DPR-5 to provide technical 
c 1 anf icat 1 ons, admini s trat 1 ve h editorial changes Safety 
evaluation end 

CAHILL, W J Consolidated Edison Co of New York 79/02/21 lOpp 


7903290099 Forwards safeguards contingency plan Plan withheld {ref 
10CFR2 790) 

CAHILLiU J Consolidated Edison Co of New York 79/03/22 IP 


7903220345 Foruards fourteenth quarterly rept for seismic monitoring 
program Also forwards 790227 transmittal Itr from UJ Cahill, 
Consolidated Edison of NY, to A Bchwencer, HRC, 4 revisions to 
thirteenth quarterly ropt 

DAVIS.J P Consol idated Edison Co of New York 79/03/01 40pp 


7903280357 In rospunse to 780925 I tr, sommari i es info re prassuriier 
heatup rats Tech Spec inc onsi a tency. Reactor coolant syi temp 
rate limited to 60 F per hour, due to design of tlestlnghouse 
PUR Appropriate utils have been notified. 

ANDERBOW, T M Wes ting house Electric Corp 78/10/27 3pp 


7903Q80173 Forwards mod, to "Review t Acceptance of Spent Fuel Storage 
4 Handling Application" provided on 780414 Involves pages 
IV-S 4 IV-6 w/modlflert rationale 4 corrections. 

ORIHEB, B K Assistant Director for Engineers 4 Projects 

79/01/18 4pp 


7903140354 Ack receipt of 770920 util Itr re high 4 low pressure 
safety injection sys throttle valves Concludes Section 4.5 
of Tech Specs need not be changed to satisfy NRC No 
further action required 

BCHWENCER, A Operating Reactors Branch 1. 79/02/05 2pp 


7903020218 Notification of 790214-15 meeting In Bethesda.MD. 
w/Trpresentative of Hark 1 owners group to discuss 
Implementation 4 resolution of Mark I long-term program 4 
pool swell pressure load definition techniques 

GRIHEBiC Assistant Director for Engineers 4 Projects 79/02/06 
If 


7903070027 Responds to 790129 note re mod to prevent water hammer Hods 
were In accordance lu/OA programs In effect at time 6ER will 
focus on generic problein of prevention 
LAINA8, 0 Plant Systems Branch 79/02/09 2pp 


7903070031 Requests findings that structural nods to prevent water 
hammer were per NRC acceptance criteria 

BCHWENCER, A Operating Reactors Branch I 79/01/29 Ip 


7903140579 Forwards Amend 22 to License OPR-S, Amend 47 to License 
DPR-26, Tech Spec changes 4 Federal Register notice 
BCHWENCER, A Operating Reactors Branch 1. 79/02/lS Opp 


7903200405 Decides to pursue reracking of spent fuel storage pool 
Instead of nod described in 70O5D4 submittal Forwards 
proposed design criteria foi reracking w/high density spent 
fool racks b tequests NRC tomments by 790416 

CAHILLjW J Consolidated Edison Co of Now York 79/02/27 iOpp 


79032B006B Forwards Amends 24 4 50 to Licenses DPR-5 4 DPR-26, 
respectively, 4 notice of issuance 4 availability Safety 
evaluation withheld (ref 10CFR2 790) 

3CHWENCER,A Operating Reactors Branch 1 79/02/27 3pp 


79O38BOO06 Amends 24 4 50 to License OPR-5 4 DPn-26, r o spec t Ive I y , ad d ing 
Sections 7 4 2 J re physical security plane 

BCHWENCER, A Operating Reactors Branch 1 79/02/27 4pp 


7903280096 Notice of issuance 4 availability of Amends 24 4 50 to 
Licenses DPR-S 4 DPB-26, respectively 

BCHWENCER, A Operating Reactors Branch 1 79/02/27 3pp 


7903220243 Forwards Amend 49 to License DPR-26i safety evaluation I< 
notice of issuance 

SCHWENCER, U J Operating Reactors Branch 1 79/03/01 2pp 


7903220246 Amend 49 to License DPR-26, inc orp orat i ng changes to T-ech 
Spec s, revis ing coolant sys pressure 4 temp heatup 4 cooldouzi 
curves Changes to Tech Specs end 

SCHUENCER.A Operating Reactors Branch I 79/03/01 15pp 


7903220247 Safety evaluation supporting Amend 49 to License DPR~26 
« Office of Nuclear Reactor Regulation 79/03/01 3pp 


7903220249 Notice of issuance of Amend 49 to License DPR-26 
SCHHENCER, A Operating Reactors Branch 1 79/03/01 2pp 


7903200204 Responds tu 790129 request to review pressure vessel ftuence 
calculations finds that despite some uncertainties, 
calculated values are in good agreement w/omp Irlcal fluonce 
CAREW, J F Drookhavon National Laboratory 79/02/23 3pp 


7903200174 Evaluates unresolved issues re methods to obtain 1/4T 
fluencB used In proposed pressure-temp limits Recommends 
specific issues be resolved before operation w/praposed 
limits beyond four effective full power gears 
CHECK, P 8 Reactor Safety Branch 79/03/03 4pp 
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DOCKETED SERIES 

DOCKET 50-247 Indian Point Station. Unit 2 7‘^03070^47 "InBorvicB Testing it In»j) Program. “ Suppl 3 

„ Consolidated Edison Co of Neu Vork 79/02/2B 52pp 


7903140261 Submits Follouup rept re milk samples no longer obtainable 
from Guard Hill Farm. since animals have been removed from 
location Investigation being performed to find suitable 
replacement for sampling 

CAHILL. W J Consolidated Edison Co of New Vofle 79/03/06 2pp 


7903290136 Semiannual progress rept Discusses various c h emi c a 1 1 envl r on 
t< monitoring projects 

CAHILL. W Consolidated Edison Co of Neui York 79/03/27 Bpp 


7903140438 Foruards IE Insp Rept SO-247/78-35 on 701112-1209 No 
noncompliance noted 

BRUNNER. E J Region 1. Ph 1 1 ad e 1 p h 1 a. Reactor Operations Nuclear 

Support Branch 79/01/26 2pp 


7903140445 IE Insp Rept 50-247/78-35 on 781112-1209 No none emp 1 1 anc e 
noted Major areas inspected facility tour, ma int of outage 
ac tlvi 1 1 es. Ca I ibr/survel 1 lance of instrumentation h 
radiological training 

KEIMIG.R R Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/01/26 9pp 


7903130079 Forwards IE Insp ReptS 50-003/79-01 S. 50-247/79-02 nn 
790110 No noncompliance noted 

SMITH.G H Region 1. Philadelphia. Fuel Facility & Materials 

Bafety Branch 79/02/01 2pp 


7903130005 IE Insp Repts 50-003/79-01 t< 50-247/79-02 on 790110 No 
noncompl 1 ance noted Major areas inspected results of 
effluent sample split between licensee !< NRC 

KDTTAN.J J . BTOHR.J P Region 1. Philadelphia. Fuel Facility & 

Materials Safety Branch 79/01/31 4pp 


7903030502 Forwards IE Info Notice 79-03. "Lim i tar quo Valve Goarod 
Limit Switch Lubricant " 

CRIER. B H lieglen 1/ Ph 1 lade 1 p h i a. Office of the Director 
79/02/09 ip 


7903290304 Forwards IE Insp Rept 30-S47/7B-37 on 7B 1 210-790106 No 
noncompl lance noted 

BRUNNER. E U Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/02/13 2pp 


7903290314 IE Insp Rept 50-247/78-37 on 701210-790106 No none omp 1 i anc e 
noted Major areas Inspected plant operat 1 ons. inc.luding 
facility tours, physical protection of various areas. LERs & 
review of special repts 

REBCLDHEKl.T Region 1. Philadelphia, Office of the Director 
KEIMI6.R R Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 77/02/12 9pp 


79030B0444 Forwards IE Info Notice 79-04. "Degrada 1 1 on of Engineered 
Safety Features " 

DRIER. 0 H Region 1. Philadelphia. Office of the Director 
79/02/16 Ip 


7903140101 Ack receipt of 790201 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-247/70-36 
MARTIN.U C Region 1. Philadelphia. Safeguards Branch 79/02/21. 

Ip 


7903140105 Responds to NRC 790105 1 tr re violations noted in IE Insp 
Rept 50-247/78-36 Enel withheld (ref lOCFRB 790) 

CAHILL, W J Consolidated Edison Co of New York 79/02/01 Ip, 


7903140106 Forwards IE insp Rept S0-247/7B-36 on 701127-1201 t< notice 
of violation Notice withheld (ref 10CFR2 790) 

MARTlN.W 0 Region I, Philadelphia, Bafeguards Branch 

79/01/08, 2pp 


7903140110 IE Insp Rept 50-247/70-36 on 781127-1201, Nonenmp I lance 
noted security plan relative to access control s, physical 
barriers. sBcur 1 ty organltatlon & records Details withheld 
(ref 10CFR8 7901 

BAILEV.R J Region i, Philadelphia. Safeguards Branch 

79/01/04 Ip 


7903000505 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment. " dtd 790200. that valve 
limit switch Identified as NAHCO Model S3CML should read 
BLSCML 

GRIER, B.H Region 1, Ph 1 ladelgh la, Office of the Director 
79/02/27. Ip 


7903070244 Forwards Suppl 3 to "Insarvleo Insp b Testing Program " 
W/encl summary of suppl b list of requirements believed 
Impractical 

CAHILL, W J Consolidated Edison Co of New York 79/02/23 9pp 


7903060376 Forwards fourteenth "Quarterly Rept on aelsmie Monitoring In 
Vicinity of Indian Point, NY. " Sep t-Nov 1970 Revised pages 
for introduction to thirteenth quarterly rept end 
CAHILL. W 0 Consolidated Edison Co. of Now York 79/02/27 4pp 


7903060302 "Quarterly Rept on Seismic Monitoring Network In Vicinity 
of Indian Point, NY, " Sept-Nov 1970 

« Consolidated Edison Co of New York 70/11/30 30pp 


7903070212 Forwards summary rept of personnel monitoring Info b annual 
radiation exposure rept 

CAHILL, N J Commonwealth Edison Co 79/D2/S8 3pp 


7903070220 Forwards semiannual affluent releose rept for Jul-Dec 1970 
CAHILL. H J Consolidated Edison Co of New York 79/03/01 Ip 


7903070223 "Effluent Release Rept." semiannual rept for third b 
fourth quarters of 1970 Cavers liquid b airborne discharges 
* Consolidated Edison Co of New York 79/03/01 44pp 


7903150319 Forwards data specified in Section 401 Certification for Feb 
1979 

MONTI. N A Consolidated Edison Co of New York 79/03/09 t6pp 


7903210100 Forwards tabulation of daily record of fish collections for 
Fob 1979. Inc lud ing dally species breakdown b total ut for 
Unite 2 b 3 Circulators at Unit 1 were shut down for entire 
month Gives high fish impingement totals b corrective action 
CAHILL, W J Consolidated Edison Co of New York 79/03/14 5pp 


7903210105 Forwards monthly operating rept for Feb 1979 

CAHILL. W J Consolidated Edison Co of New York 79/03/15 tp 


7903210107 tlonthly operating i ept fur Feb 1979 

KAWULA, L Consolidated Edison Co of New York 79/03/07 Bpp 


7903060207 Forwards LCH 79-005/04L-0 

CAHILL. H J Consolidated Edison Co of Now York. 79/02/26 ip 


7903060217 LER 79-0a5/O4L-0 en 790127 calculations using equation 
prescribed indicated heat rejection to river in oicess of 
mas permitted Caused by calculation procedure Alternate 
calculations showed less heat 

MAKEPEACE, J M Consolidated Edison Co of Now York 79/02/26 

ip 


7903090197 Forwards LERs 79-006/03L-0, 79-007/03U-0. 79-008/03L-0 b 
7?-009/03L~0 

ZARAKAS. P Consolidated Edison Co of New York, 79/03/0S Ip 


7903090200 LER 79-006/03L~0 on 790206 boric acid transfer Pump 22 
Ooulds Model 3196-STDjwas Inoperable Caused by failure of 
its control transformer . Nos ting house Type MTN Transformer 
replaced 

MAKEPEACE, J M Consolidated Edison, Co of Now York 79/03/05 
Ip 


7903090202 LER 79-007 /03L-0 on 79020B, o* y g en supply sys to hydrogen 
recomblner 22 was inoperable Caused by malfunction of flow 
control valve FCV-1 A. Foxbor o Model V4A Valve positioner 
cleaned b valve retested 

MAKEPEACE. J M Consolidated Edison Co of New York 79/03/05 

Ip 


7903090205 LER 79-OOB/OOL-O on 79020B,high vibration on fan cooler Unit 
22 noted Caused by dafective inboard fan bearing Bearing b 
bearing adaptor replaced 

MAKEPEACE, J M Consolidated Edison Co of New York 79/03/08 
Ip 


7903090210 LER 79-009/03L-0 an 790210 leaking diaphragm on, outlet valve 
of boric acid Filter 21 noted Caused by ruptured diaphragm 
on ITT Orincie 1 1. 2-inch manually operated stop va Ive. assembly 
drawing WREF-4-S8 Diaphragm was replaced 

MAKEPEACE, J M Consolidated Edison Co of Nsw York, 79/03/05. 

Ip 


7903200372 Forwards LER 79-012/04T-O 

CAHILL. W J Consolidatod Edison Co of New York 79/03/14 Ip 


7903200375 LER 79-012/O4T-O on 790213 contracting laboratory provided 
rept on 790213 that activity of precipitation sample taken 
on 790102 exceeded 10 t imec control station level Caused by 
tritium releases from outside source 

MASCIULLl.S Consolidated Edison Co of New York' 79/03/14. 3pp 



DOCKETED SERIES 


DOCi'C't S0-a47 ln<»*n Polnl Station, Unit 3 


7903JJ0207 Foryjrsi LER« 79-0t0/03L-0 t< 79-01 1/03L-0 

CAHILL, W J Conioll^ittJj Edlton Co of Nti York 79/03/16 Ip 


7903220200 LBH 79'010/OjL* 0 en 790216 during »t*r top . uh i It erltUal at 
Si poutr follouing trip amount of wattr in condtniat* 
atorag* tank uat riducid to Otlou Tach Spec nin Cauttd tg 
aictitlvt itartup tint Tank l»/ll ralurntd to normal 
HAfEPEACE, J M Conjolldatad Ediion Co of Ntu York 79/03/16 
2pp 


79032202M LER 79'0 1 1 /OCL-O on 790222 during normal optrat i on, rout 1 ne 
ln»p of «vt uatar atralnar 21 mditattd rupturtd gaikat at 
fiangt balwiin atraintr 6 aiiociattd bloudcun valva Oaiket 

MAPEPEACE.J H Coniolldatad Ediion Co of Nia York 79/03/16 
ip 


DOCAET 50-24? Driidin fjjtltar Poutr Station, Unit 3 


7903120144 Forward! rtvltid vtriioni of En trg-Cantrol Sgi Handbook, 
947*077-1033, Intrullon Dttictlon Sgl Hand b ook . SA.*JD76-0554i ti 
Barrltr Panalratlon Eat abaii, kiURES/CR-OlBl 

PilLLER.J R Aiiiitanl Oirictor for Haactor Saftguardi 79/01/09 
2PP 


7903010112 Notkfiti of itturity plan dt f i c 1 tnc i i i which art iignlficant 
tnough to warrant impoiltlon of lictnii conditioni Forwardi 
commtntl for incorporatl on into plan Appaal ii poillbit 
End A withhold (rtf 10CFR2 7901 

IPPOLITO T A Optraling Rtactori Branch 3 79/01/30 3pp 


7903220323 Dot to dtlagi in tguipmtnt d 1 1 ivtr i a i , ic h tdu 1 id complttlon 
datt for inilallation of flra lupprtillon tgi could not bt 
aat Otlivtrlai ara antlcipatid for larly Fab 197? Will 
inform whtn dtli^ariti art complati 
PEEO,C Conmonuial th Ediion Co 79/02/03 Ip 


7903230033 Farutrdi Ftdtral Rtglittr notici aminding I0CFR73 SS, 
'Rtgulrtntnti for Phgiltal Ppottction of Licinitd Activltlti 
In Nucltar Powir Rtactori Againit Induitrlal Sabotaga. '' to 
daftr tmploytt pat-down itarchtt until 790B01 

DENTON, H R Offlct of Nucltar Reactor Rtgulation 79/02/23 Ip 


790305036S Forward! ABLD opinion re denial of intervention to Natl 
Laugers Guild who refused to Identify members Position 
parallels that of NRDC 

GODDARD, R J Branch 2 79/02/16 Ip 


7903210427 Forwards NRC policy statement re reactor safety study, 
review by Lewis Committee (NURE0/CR-0400> N survey of 
NRC uses of HASH-1400 All documents have been furnished to 
ASLB Sc ASLAB members H/o end 
OODDARD, R J Branch 2 79/02/21 Ip 


7903210370 Informs of document containing info potentially relevant to 
issue of sabotage of spent nuclear fuel NRC assessment 
of info to be made available 
GODDARD, R J Branch 2 79/02/26 4pp 


7903220070 Informs of document containing Info potentially relevant to 
issue of sabotage of spent nuclear fuel NRC assessment 
of info to be made available 
GODDARD, R J Branch 2 79/02/26 4pp 


7903210167 Forwards "Annual Hepl 1978," statement of cash flow 
projected for 1979, actual cash flow for 197B N narrative 
tiplanatory statement 

NEYONiH K Commonwealth Edison Co 79/03/15 6pp 


7903070411 "Federal Interagency Radiological Assistance Plan 
• Energy, Dept of ERDA-60 75/07/31 9pp 


79030B0173 Forwards mod to "Review tc Acceptance of Spent Fuel Storage 
ti Handling Application" provided on 7B0414 Involves pages 
IV-S 8c IV-6 u/nqdified rationale 8< corrections 
GRIMES, B K Assistant Director for Engineers ti Projects 
79/01/10 4pp 


7903010295 Forwards NEOO-21 085, "Nark I Containment Progranii Downcomer 
Reduced Submergence, Functional Assessment Rept " 

SQBON, L j General Electric Co , Nuclear Energy Products Div 
79/02/01 Ip 


7903010310 "Mark I Containment Program, Downc omer Reduced Submargancvi 
Functional Assessment Rept " 

HQNOi K H General Electric Co , Nuclear Energy Products Olv, 
NEOO-21BB5 70/06/30 45pp 


7903140403 As result of discussions w/NRC, forwards design changs re 
fire protection Change involves pre-action to a wet-pipe 

eys 

sMNECEA.R F Cbamonue J I th Edison Co 79/03/07 t2pp 


7903270499 Forwards lifeguards contingency plen Uithhetd (ref 
I0CFR2 790) 

RECD,C CorBonwial th Edison Co 79/03/23 Ip 


7902030263 Forwards SAND77-1927 "Transport of Rad ionuc 1 id i > in Urban 
Environs Working Draft Assesinent. " SECY-7a~3I 1 b 
SECY-7B-3i lA No iBAidiate regulatory action is necessary to 
protect spent full shlpaent M/o end 

C>ODDARD,H J Office of the Etecutivi Legal Director 79/01/10 
2fr 


7903070037 Forwards NUfiEO/CR-0400, "ftlik Assessment Review Group Rept 
to the US NRC" (Lewl s , Rip t) , prove d 1 ng ricomaindationi for 
use of rlit asiiiiaent mithodology b issesiaent of 
WASH-1400 

GODDARD. R J Branch 2 79/01/23 Ip 


lUHEG/CR-0400. "Risk Aiiessment Review Group Rept 
mlfiion presently developing policy 

"he Eiecutlve Legil Director 79/01/23 Ip 


to applicant's b NRC's objections to 
(C did not validly challenge its 
intentions should be admitted 

lourees Defense Council 79/01/26 epp 


iluia vitae for Tamplin b Cochran Cites two 
luo of standing Hunt v» HA Apple 
I2US333 b VA Electric Power Co, 

ourcis Defense Council 79/02/05 Spp 


'0202 order from Cconee-HcGulre proceeding, 
O to lupp] prehearing conferente 
tlon for intervention 
79/02/08 tp 


7903020218 Notification of 790214-15 meeting in Detheida.ND, 
w/repreientative of Nark I owners group to discuss 
implementation b resolution of Marli I long-term program b 
pool swell pressure load definition technique! 

GRlHESj C Asiiitant Director for Engineers !* Projects 79/02/06 

Ip 


7902220033 Responds to NRC 790103 request b forwards Info re projected 
number of spent fuel assemblies to be shipped from Dresden 
Guad-Cities, possible truck routes b population along routes 
Info on rail routing will be sent 

JANECEK, H F Commonwealth Edison Co 79/02/13 4pp 


7902350001 Responds to 790103 request for addl Info b forwards Info s'o 
projected number of spent fuel assemblies to be shipped from 
Dresden to Quad-Ci t i es, possib le truck routes b population 
along routes Info on rail routing will be sent 
JANECEK, R F Commonwealth Edison Co 79/02/13 4pp 


7903010061 Forwards safety evaluation of interim aiiassment of 
multiple-coniacutivo safety relief valve actuations, b 
sample Itr 

EISENHUT.D 0 Assistant Director for ffvstemi b Proiecfce 
70/nn/in 


i I, — *,i*or*™ HBivssmencs □( 

Consecutive Safety Relief Valve Actuations in Mark I 
Containment Plants " All plants ara in conformance w/ 
acceptance criteria 

» Assistant Director for Systems b Projocts 79/02/lS 


10pp. 


7903160213 Forwards proprietary rept NEDE-23543-P, "Mark I Containmant 
Program, 0uppress 1 on Pool Swell Test Program, LOR Load Test*- 
Otneric Sensitivity *' H/affidavit for proprietary status 
Rept withheld (ref 10CFR2 790) 

79/02/26'’ 5 pJ""'** 'Nuclear Energy Products Div 


”c™^me:fp^:nt!"^"‘"’ Iri Mark I 

* Assistant Director for Engineers b Projects 79/02/27 i2pp 
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79030B0173 IE Insp Rept* 30-010/78-34. 50-S37/7B -32 (i 50-24? /7B-3a on 
791220-21 *. 36-20 No noticomp 1 lane e noted Hojor areas 
inspected procurement, racords. revl eu of safety liffiits. 
procedures t. chemical cleaning 

OETTENMEIER. R U. STREETER. J F, Region 3. Chicago. ReActor 

Operations Nuclear Support Branch 79/01/17 Spp 


79032300B3 Foruards safety evaluation on interim assesBrnentB of 
multlple-consBcuttve safety relief valve actuations 
Concludes that continued operation of Mark 1 DWR facilities 
is acceptable subj to corrective actions 

crimes. B K Division of Operating Reactors 79/03/27 Ip 


7903070296 Foriuards Jan 1979 Mark I containment program activity 
reviaiu Lists meetings held 1* provides task— by-task summary 
SDBON.L J General Electric Co .Nuclear Energy Products Dlv 
79/02/2B llpp 


7903130499 Provides summary of 790213 meeting in Oethesda. HD. U/ 
representatives of Mark I ouiner's group program committee to 
discuss generic Mark I program re safety relief valve loads 
M/encl attendees list & meeting handouts 

BU. TM Containment Systems Branch 79/03/01 16pp 


7903200303 Foruards proposed staff position for (lark I long-term 
program Implementation schedules 

EISENHUT. D 0 Assistant Director for Systems 1. Projects 
79/03/01 4pp 


7903200304 Directs recipients to send end sample lira to DWR Mark I 
facilities requesting schedules tt commitments re espected 
mod completion dates. use of safety relief valve discharge 
devices t. licensing fees for long-term program 
DRlMEBiB Assistant Director for Engineers t< Projects 

79/03/01 0pp 


7903200443 Exempts operating BUR facilities ui/Mark I containment design 
from General Design Criterion SOrWhlle long-term program is 
conducted Foruards sample Itrs to be sent to Mark t 
licensees setting forth requirements for schedules 
ORIMEDiO Division of Operating Reactors 7?/03/0i 23pp 


7903200462 Exempts operating DWR facilities ui/Mart I contaknmant design 
from General Design Criterion 90. uhile long-term program Is 
conducted Forwards sample Itrs to be sent to Mark I 
licanseiB setting forth requirements for schedules 
ORJHES. D Division of Operating Reactors 79/03/01 22pp 


7903200462 Forwards branch input to 8ER for proposed mod to spent fual 
storage pools Approves application for license amend, 
provided that U-235 loading in fuel assemblies for pools is 
limited to amount established in rept 

LAINASiO Dlvlslori of Operating Reactors 79/03/01 2PP 


7903200467 Bafety evaluation re application for lleenie amend to 
increase aubhorited capacity of spent fual pool 
LAINA8.0 Division of Operating Reactors 79/03/01 9pp 


7903190139 Responds to 790123 Ur requesting info on environ 
forecasting S. monitoring Environ impacts wore accurately 
predicted in all cases (< monitoring continues 
MOORE. V A Assistant Director for Environmental Projects 

79/03/02, Spp 


7903190223 Corrects route numbers in 790213 response to request for 
add] Info re Inter-station transfer of spent fuel 
JANACEK.R.F Commonwealth Edison Co. 79/03/09 Ip 


7903260212 Forwards Amends 29.42 U 30 to Licenses DPH-2, DPR-19 fc 
DPR-29. respectively. t< notice of Issuance t< availability 
Security plan evaluation rapt withheld (ref 10CFR2 7901 
ZIEMANN. D L. Operating Reactors Branch 2 79/03/09 3pp 


7903260224 Amandi 29,42 t< 30 to License DPR-2. DPR-19 (< DPR-29. 
raspecttvely. Incorporating physical security plan 
» Operating Reactors Branch 2 79/03/09 6pp 


7903260226 Notica of issuance t< availability of Amends 29.42 ti 3B to 
Licenses DPfi-2. DPB-19 l< DPR-29, respectively, 

ZIEMANN, D L Operating Reactors Branch 2 79/03/09 2pp 


7903160172 Forwards OE rept NEDE-2309B-P, "Analytical Modal for 
Computing Water Rise In Bafety Relief Valve Discharge Line 
Following Valve Closure." 

JANECEK. R F Commonwealth Edison Co 79/03/12. Ip, 


7903290131 Forwards licensing optn Items status list 
REED, C Commonwealth Edison Co 79/03/19. 9pp 


7903000174 Forwards IE Insp Rapts 90-010/70-34,30-237/76-32 »< 
90-249/76-33 on 7B12S0-21 1. 26-28. No noncomp 1 lanca noted 
FIORELLl.O. Region 3. Chicago, Reactor Qparabtons Nuclaar Support 

Branch. 79/01/19, 2pp 


7903190009 Forwards IE Insp Repts 90-010/78-35,50-237/78-34 i 
90-249/70-39 on 781201-29 *< notice of violation 

FIORELLI.O Region 3. Chicago, Reactor Operations Nuclear 8uppor< 

Branch 79/02/07 2pp 


7903190010 Notice of deviatlor, from Insp on 781201-29 

4 Region 3, Chicago, Qfflce of the Director 79/02/07 Ip 


7903190015 IE Insp Repts 50-010/70-33.90-237/70-34 & 50-249/78-39 on 
781201-29 Noncomp 1 ianc a noted inadequate storage of Class 0 
area matl 

BARKER, J L , SMITH, J D Region 3. Chicago. Office of the 

Director KNQP. B C Region 3, Chicago, Reactor Operationi 

Nuclear Support Branch 79/02/07 12pp 


7903130044 Forwards IE Insp Repts 90-237/70-33 6 50-249/70-34 on 
701121 <( 1227-20 No non c omp 1 Ian c e noted 

HEISHMAN. R. F Region 3. Chicago. Reactor Construction 4. 

Engineering Support Branch 79/02/08 app 


7903130047 IE Insp Rept 90-237/70-33 90-249/79-34 on 701121 (i 

1227-28 No noncompl lance noted Major areas Inspected spent 
fuel storage rack r ecords. repair program, b nondestructive 
examination activities 

LEE, E M Region 3. Chicago. Reactor Construction t< Engineering 

Support Branch DANIELSON, D H Region 3, Chicago. Office of the 
Director 79/01/29 3pp. 


7903220449 Forwards IE Insp Repts 30-010/79-01,30-237/79-01 ti 
30-249/79-01 on 790102-31 No noncompl lance noted. 

HEISHMAN.R F Region 3. Chicago. Reactor Oparations Nuclaar 

Support Branch 79/02/14 2pp. 


7903220493 IE Imp Repts 90-010/79-01.50-237/79-01 ti 50-249/79-01 No 
none omp 1 lane a noted Major areas inipoctid. malnt, plant 
operations, physical pro tec 1 1 on. revl ew S. followup on LER'a 
li callbr of safety-related components 

BARKER, J L . SPESSARO. R L Region 3, Chicago, Reactor 

Oparations Nuclear Support Branch 79/02/13 6pp 


7903080490 Forwards corrected second page (< App A for c om spondence 
transmitted 790207 

FQIRELLI. 0 Region 3. Chicago. Reactor □perationi Nuclaar Support 

Branch. 79/02/19 3pp 


7903000419 Forwards IE Info Nutlca 79-04. "Degradation of Enginasrad 

KEPFLER.J, 0 Region 3, Chicago. Office of the Director. 79/02/16 

ip 


7903070430 Ac k receipt of 790203 ifcr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-249/70-32 
MIND. J A Region 3. Chicago. Bafeguards Branch 79/02/20 Ip 


7903070492 Responds to NRC 790123 Ur re violations noted In IE Insp 
Rept 90-249/78-32 Correct I va actions: Form NRC-741 
dispatched on date the corporats office was Informsd of 
shipment 

REED. C. Commonwealth Edison Co 79/02/03 2pp 


7903080343 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment." dtd 790208. that valve 
limit ewitch identified as NAMCO Model 63CML should read 
BL3CML, 

KEFPLERiJ 0 Region 3. Chicago. Off ice of the Director 79/03/01. 
IP 


7903190015 Forwards IE Dullatir 79-02. "Pipe Support Base Plate Dstignt 
Uelng Concrete Expansion Anchor Salts " 

KEPPLER.J, 0 Region 3. Chicago. Office of the Director, 79/03/08 
Ip, 


7903190539 Forward! IE Bulletin 79-03, "Longitudinal Ueld Defecte In 
ASHE 8A-312 Type 304 Stainless Steel Pip# Bpoots 
Manufactured by Youngstown Melding t. Engineering Co," 

KEPPLER.J. 0 Region 3. Chicago. Office of the Director, 79/03/12, 

Ip 


7903020333 Forwards Part 2 of operating rept for June-Dee 1978. rs 
radioactive effluents t. occupational radiation exposures, 
STEPHENSON. B B Commonwealth Edison Co 79/02/ IB. Ip. 
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7903020337 Part 2 of operatinj rept ^or Jun«-0ec 197S. re radioactive 
effluents b occupational radiation aipoeures 
• Coirnonuealth Edison Co 78/12/31 15pp 


7903090338 Foruards "Annual aperatlnj Rept for 1978 " 
STEPKENSDN^O 0 Coffluonuealth Edison Co 79/03/26 Ip 


790309039 1 "Annual Optratinp Rept for 1970 " 
a Comn-orueal t h Edlio-n Co 79/02/26 35pp 


79D321003S Foruardi monthly operating rept for Fet i979 
STEPHEfJBO/l . B B Como nuea I th Edison Co 79/03/13 Ip 


7903210039 Monthly operating rept for Feb 1979 

PHELEfl. J F Consolidated Edison Co of Meu York 79/03/05 19pp 


DOCKET 30-250 Turkey Point Plantp Unit 3 


7903260172 In response to revieu of fire prot ec t ion> re Aues t s addl info 
re ausillary tldg corridor 6 cable spreading area Requests 
util either reconfirm conmitnents to open positions or 
commit to equivalent improvements 

SCHWENCER.A Operating Reactors Branch 1 79/03/02 6pp 


7903120144 Foruiards revised versions of Entry-Control Sys Handbooki 
SAND77-1093« Intrusion Detection Sys Handbook, £AN076-0554i b 
Barrier Penetration Database, MyREC<CR-O101 

HILLER, J R Assistant Director for Reactor Safeguards 79/01/09 
2pp 


7903230035 Foruards Federal Register notice amending 1CCFR73 55, 
"Requlrenents for Physical Protection of Licensed Activities 
in Nuclear Pouer Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 790B01 

DEfITON.H R Office oF Nuclear Reactor Regulation 79/02/23 Ip 


7903270291 Poruiards safeguards contingency plan Plan uithheld (ref 
10CFR2 790> 

UHRtOtR E Florida Pouer b Light Co 79/03/23 Ip 


7903090114 Requests that end 790209 1 tr to NRC be considered petition 
to intervene Petition is untimely due to unavailability of 
info at FL Inti Unlv Library 

ONCAVA0E,MP Affi I tat ton Unknown 79/02/22 Ip 


7903140574 Establishes ASLB to rule on intervention petition and/or 
requests for hearing b preside if hearing is ordared 
Chairman is CS Qoutrsi members are DQ Hall b OH Paris 
LATOj R N Atomic Safety and Licensing Board Panel 79/02/27 2pp 


79032103BS Urges denial of MP Qncavage 790209 intervention petition 
as it UBi eiceedtngly untimely U u/o proof of good cause 
CUNNINOHAH. 0 H , COLDBERG, S C Branch 2 79/03/01 4pp 


7903300542 Provides notice that HP Reis will appear on behalf of util 
in proceedings re proposed amends to operating licanse to 
permit steam generator repairs Certificate of svc end 
REIS,h F Louen>tiinrN*uman,Rels,Atelrad b Toll 79/03/09 3pp 


7903150122 Responds to 790130 1 tr which transmitted comments by 
CL Berg Berg concerned re facility use of water from 
Blscayne Bay to cool reactors Facility has a closed canal 
syi & has not used Biscayne Bay since 1973 

eoSSICH.L U Office of the Eiecutivc Director for Operations 
79/02/27 1 p 


79031602B7 Requests investigation of allegations re use by facility of 
water from Biscayne Bay 

FA3CELL. D B House of Rep 79/01/30 2pp 


7903280329 Forwards constituent 790303 1 tr re denting in steam 
generators Requests response to radiation concerns 
STONE, R Senate 79/03/01 Ip 


7903280335 Requests full hearing b E18 On itsam generator repairs 
Request Is unit tme 1 y, due to licensee's failure to provide 
info at time specified in Federal Register Believes 
Iscinsee'i oversight constitutes "good cause " 

ONCAVAfiE.M P Affiliation Unlnoun 79/02/09 2pp 


7903300569 Responds to 790301 Itr re request of H Qncavage for 
consideration of Ms petition to intervene in hearing on 
repair of iteam generators States Oncavage could amend his 
petition to justify late filing 

OOSBlCKrL V Office of the Eiicutive Director for Operations 
79/03/21 8pp 


7903300570 Forwards 790219 Itr from H Oncavuge re "denting in steam 
generators Requests NRC findings & views on this matter 
STONE, R Senate 79/03/Oi 3pp 


7903290019 Forwards "Annual Rept 1970 “ 

UHRIO.R E Florida Power << Light Co 79/03/20 Ip 


7903290023 "Annual Rept 1970 " 

MCDONALD, M Florida Power b Light Co 79/03/20 3Bpp 


7903280357 In response to 700925 1 tr, summar 1 1 es info re pressurtjor 
heatup rate Tech Spec inconsistency Reactor coolant sys temp 
rate limited to 60 F per hour, due to design of Wcstlnghouse 
PHH Appropriate utils have been notified 

ANDERSON, T H Westinghouso Electric Corp 78/10/27 3pp 

7903060173 Forwards mod to "Review b Acceptance of Spent Fuel Storage 
b Handling Application" provided on 780414 Involves pages 
lV-5 b lV-6 w/modified rationale b corrections 
ORIHES, D K Assistant Director for Engineera << Project* 

79/01/10 4pp 


7903060569 Notification of 790214 meeting w/FL Power b Light Co In 
Pethesda,MD to discuss diesel generator surveillance 
submittal 

GROTENHUIS.M Operating Reactors Branch I 79/02/18 ip 


7903060685 Act receipt of 790129 Itr re proposed steam generator ropalr 
license amend Notice of hearing on proposed amend published 
in Federal Register on 771213 All info re facility is 
available at local PDR 

ENGELHARDT, T F Deputy Eiecutlve Legal Director 79/02/13 2pp 


7903060609 Eipresses concern over util plans to repair steam 
generators Requests to be informed when decision is reached 
re edvisability b legality of repair plans 
HOSKINS, H Affiliation Unknown 79/01/29 Ip 


7903160289 Forward* Amend 43 to DPR-31, Amend 35 to DPR-41.SER b notice 
of 1 ssuanc e enc 1 

5CHUENCER, A Operating Reactors Branch 1 79/02/15 2pp 


7903160292 Amend 43 to DPR-31 b Amend 35 to OPR-4 1 > r evi s ing Tech Bpnc « 
per util's 761021,770705,770711,770726 b 771101 
applications 

8CHWENCER, A Operating Reactors Branch 1 79/02/15 20pp 


7903160296 Supports Amend 43 to DPR-31 b Amend 35 to DPR-41 Amends ilo 
not involve significant safety haiards 
* Operating Reactors Branch 1 79/02/15 3pp 


7903160299 Notice of issuance of Amend 43 to DPR-3t b Amend 35 to 
DPR -41 

ECHWENCER, A Operating Reactors Branch 1 79/02/15 3pp 


7903210364 Responds to 771200 review of potential horon dilution 
Incidents as requested by NRC NRC has determined that F9AR 
analysis of this event still represents most limiting case 
b no further action is necessary 

SCHVIENCERiA Operating Reactors Branch 1 79/02/21 8pp 


7903150158 Summary of 790214 meeting w/util re diesel generator 
surveillance b 78D90B submittal re proposed Tech Spec 
changes U/encl background info b attendees list 
OROTENHUIS, H Operating Reactors Branch 1 79/08/26 4pp 


7903220302 Use of revised reactor coolant pressure-temp limits should 
continue until final resolution re use of atypical weld 
wire Is completed 

SCHlJENCEH,A Operating Reactors Branch 1 79/02/26 2pp 


7903270D02 Forwards Amend 44 to DPR-31 b Amend 36 to DPR-4 1, no 1 1 c o of 
issuance b security plan evaluation rept Security plan 
evaluation withheld (ref 10CFR2 790) 

SCHWENCERiA Operating Reactors Branch 1 79/08/87 3pp 


7903270004 Amends 44 b 36 to Licenses DPR-31 b DPR-41, respec tivelyi 
incorporating physical security plan into license 
* Operating Reactors Branch 1 79/02/87 4pp 


7903270006 Notice of Issuance of Amends 44 b 36 to Licenses DPR-31 b 
DPR-41, respectively 

BC>iUENCEfi,A Operating Reactors Branch 1 79/02/27 3pp 

7903060442 Responds to 790109 request for addl info re Oech tel-d«#igned 
containments b Bechtel recommendation for sealing covers 
UHRlCiR E Florida Power b Light Co 79/03/Oi 3pp 
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DOCKET 5O-2S0 Tut key Point Plant) Unit 3 


7903220295 fiopt NAI-76-67 DVNODE-P Version 2)"NuclBar Steam Supply 
Transient Simulator for PWRi User Manual" sent 790119 u/fee 
is accepted for revietu as topical rept Fee luill be 
determined Present fee luill be returned 

SCHHENCER) A Operating Reactors Branch 1 79/03/01 2p p 


7903090267 Requests amend of App A of Licenses DPR-31 Ic DPR— K1 
providing for change in inservice Insp t> test programs 
Revised program for Unit 3 uill be submitted by Aug 1979 
Proposed changes end 

UHRIO. R E Florida Power *> Light Co 79/03/06 13PP 


7903160239 Updates !< clarifies commitment to implement operational <3A 
program Questions status of reg guide industry standards 
re QA program 

UHRIO) R E Florida Power t< Light Co 79/03/09 2pp 


79032600B1 Notification of refund of Class IV L two Class I licensing 
fees sent w/appl 1 cation on 790119 

MILLER) W 0 License Foe Management Branch 79/03/12 Ip 

7903300252 Forwards cheek for »4) 000 for 790306 request for license 
amend 

UHRIO) R E Florida Power fc Light Co 79/03/22 2pp 

7903060391 Forwards IE Insp Repts 50-250/70-32 U 50-251/70-32 an 
701219-21 No noncomp I iance noted 

LONG) F vi Region 2) Atlanta) Reactor QperatianB Nuclear Support 

Branch 79/01/10 2pp 


7903060396 IE Insp Repts 50-250/70-32 l« 50-251/78-32 on 701219-21 No 
noncomp I iance noted Major areas inspected licensee 
performance of site evacuation dr i 1 1) comp 1 i ance w/Tech Specs 
safety limits & limiting safety sys settings 

VERDERYi E H > LEWIS) R C Region 2i Atlanta) Reactor Operatians 

Nuclear Support Branch 79/01/08 4pp 


7903070060 Ac k receipt of 790124 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/70-31 tc 
50-25 1/7B-31 

KENNAiM B Region 3> Atlanta) Safeguards Branch 79/02/13 Ip 


7903070063 Responds to NRC 701220 Itr re violations noted in IE Insp 
Repts 50-250/70-31 U 30-351/70-31 Corrective actions 
withheld (ref 10CFR2 790) 

UHRIO)R E Florida Power tc Light Co 79/01/24 Ip. 


7903070066 Forwards IE Insp Repts 50-230/70-31 ti 50-251/70-31 on 
701205-07 t< notice of violation Notice of violation 
withheld tref 10CFR2 790) 

HENNA) H B Region 2> Atlanta) Safeguards Branch 79/12/20 

app 


7903070069 IE Insp Repts 50-250/70-31 U 50-251/70-31 on 781205-07 
Noncompliance noted failure to develop procedures) failure 
to search hand-carried packages tc inadequate vehicle list 
GILLESPIE) F P ) OESECKERpK H ) FUCKKO, J M Region 2) Atlanta. 

Safeguards Branch 79/13/28 Ip 


79030B0537 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

O'REILLV.J P Region 2> Atlanta. Office of the Director 
79/02/16 2pp 


7903000275 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment)" d td 790200. that valve 
limit switch Identified as NAMCO Model 83CML should read 
8L3CHL 

0'REII.LY. J P Region 2. Atlanta. Office of the Director 
79/02/20. 8pp 


7903080247 Forwards results of steam generator Insp conducted during 
current outage: no new or unexpected phenomena found General 
pattern of denting found to be within predictable limits 
Requests permission to return unit to power operation 
UHRIO.R E Florida Power Si Light Co 79/03/06 30pp 


7903140840 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plato 
Oesigni Using Concrete Expansion Anchor Dolts " 

O'REILLY) J P Region 2. Atlanta. Office of the Director, 
79/03/00 Spp 


7903210138 Forwards ]£ Bulletin 79-03) "Longitudinal Meld Defects In 
ASME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Melding <i Engineering Co." 

O'REILLY) J P Region 2) Atlanta) Office of the Director 
79/03/12 Ip 


7903260123 Forwards IE Insp Repte 50-250/79-02 «< 50-251/79-02 on 
790204-07 Notice of violation withheld (ref 10CFn2 790) 

KENNAi H D Region 2. Atlanta. Safeguards Branch 79/03/15 Spp 


7903260127 IE Insp Repts 30-250/79-02 «< 30-251/79-02 on 790204-07 
Noncomp 1 iance noted lack of control of containment access 
during malnt Details withheld (ref 10CFR2 7901 

HENNESSEY) R J . 01LLE8P IE) F P Region 2. Atlanta. Safeguards 

Branch 79/03/15 Ip 


7903210589 Forwards IE Circular 79-04. "Loose Locking Nut on Uimitorqui 
Valve Operators " 

O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/03/16 2pp 


7903230159 Forwards LER 79-001/031-0 

SCHMIDT, A 0 Florida Peuier t) Light Co 79/03/13 Ip 


7903230160 LER 79-001/031-0 on 790213 "A" fire pump found to be 
inoperable Caused by improper operation of power supply 
breaker Procedural methods implemented to ensure that fire 
pump power is verified after each shift 

SCHDPPMAN) M A Florida Power & Light Co 79/03/13 Ip 


DOCKET 50-251 Turkey Point Plant, Unit 4 


7903260172 In responsB to revleu of fire protec t Ion. requests addl llifo 
re auxiliary bldg corridor L cable spreading area Requests 
util either reconfirm commitments to open positions or 
commi t to equiva lent improvements 

SCHHENCER. A Operating Reactors Branch 1 79/03/02 6pp 

7903120144 Forwards revised versions of Entry-Control Sys Handboo):. 
8AND77-1033I Intrusion Detection Sys Handboo Ic, BAND76-0534I «c 
Barrier Penetration Datab ase, NUREG/CR-OISI 

MILLER. J R Assistant Director for Reactor Safeguards. 79/01/09 

2pp 


7903230035 Forwards Federal Register notice amending I0CFft73 65, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 790801 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903270291 Forwards safeguards contingency plan Plan withheld (ref 
10CFR8 790) 

UHRIO.R E Florida Power ti Light Co 79/03/23 ip 


7903090114 Requests that end 790209 Itr to NRC be considered petition 
to intervene Petition is untimely due to unavailability of 
info at FL Inti Unlv Library 

ONCAVAGE, M P Af fl 1 lat ion Unknown 79/02/22 Ip. 


7903140574 Establishes ASLD to rule on Intervention petition and/or 
requests for hearing (< preside If hearing is ordered 
Chairman is EB DoweTsi member s are DB Hall L OH Paris 
LAZO. R H Atomic Safety and Licensing Board Panel. 79/02/27 2pp. 


7903210305 Urges denial of MP Oneavage 790209 Intervention petition 
as it was exceedingly untimely fc w/o proof of good cause 
CUNNINGHAM, 0. H , OOLDBERO, 0 0 Branch 2 79/03/01 4pp. 


7903300542 Provides notice that HF Reis uill appaar on behalf of util 
in proceedings re proposed amende to operating license to 
permit steam generator repairs Certificate of sve end. 

REIS.M F. Lowens tain, Newman. Reie.Axelrad b Toll. 79/03/09 Spp 


7903150122 Responds to 790130 Itr which transmlttsd comments by 
CL Derg Derg conearned re facility use of water from 
Btscayne Bay to cool reac tor t, Fee 1 1 1 ty has a clotad canal 
sys 4( has not used Blseayne Day since 1973 

OOSSICK.L, V, Office of the Executive Diractor for Operations 
79/02/27 Ip 


7903160207 Requests Investlga tion of allegations re use by fedllty of 
water from Discayne Bey 

FASCELL.D D. House of Rep 79/01/30. Spp 


7903280335 Requests full hearing (t EI8 on steam generator rtpairi. 
Request Is untimely, due to llceneee'e failure to provide 
info at time specified In Federal Regl star, Bel ievei 
licensee's oversight constitutes "good cause " 

ONCAVAGE, MP Aff 1 1 iat ion Unknown, 79/02/09 2pp 


7903300569 Reeponds to 790301 Itr re request of H Dneavege for 
consideration of his petition to intervene in hearing on 
repair of steam generators States Qncavage could amend his 
petition to justify late filing, 

ODSSICK.L V Office of the Executive Director for Oparattone, 
79/03/21 Spp 
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7903300570 Forwards 790219 Itr from H Oncavage rc “denting" in steam 
gensratori Requests NRC findings tt vliws on this natter, 

STONE. n Senate 79/03/01 3pp 


7903290019 Forwards "Annua 1 Rept 1978 “ 

UHRlti.R E, Florida Power Light Co. 79/03/20 Ip 


79030*0442 Responds to 790109 request for addl info re Bechtel-doe 1 gned 
containments h Bechtel reconnendatlon for sealing covers 
UHRlO.n E Florida Power b Light Co 79/03/01 3pp 


7903220295 Rept NAI-76-67 DYNODE-P Version 2. "Nuclear Steam Supply 
Transient Simulator for PWR.User Nanoal" sent 790119 u/fee 
is accepted for review as topical rept Fee will be 
determined Present feo will be returned 

SCHHENCER.A Operating Reactors Branch 1 79/03/0i 2pp 


7903270033 "Annuel Rept 1978 ” 

MCDONALD. M Florida Power b Light CP 79/03/20 3Bpp 


7903280337 In response to 780925 1 tr> summar i too info re pressurlzer 
heatup rate Tech Spec inconsistency Reactor coolant sgs temp 
rate llntlted to 60 F per hour, due to design of Nest Inghous e 
PUR Appropriate utils have been notified 

ANDERSON. T M Hestinghouse Electric Corp 78/10/27 3pp 


79030S0173 Forwards mod to "Review b Acceptance of Spent Fuel Storage 
b Handling Applicatian" provided on 7B0414 Involves pages 
IV-5 b lV-6 u/modlfled rationale b corrections 
ORIHES.B. H Assistant Director for Engineers b Projects 

79/01/18, 4pp 


7903090267 Requests amend of App A of Licenses DPR-31 b DPR-41 
providing for change In Inservlce insp b test programs 
Revised program for Unit 3 will be submitted bg Aug 1979 
Proposed changes end 

UHftlO. R E Florida Power b Light Co 79/03/06 13PP 


7903160239 Updates b clarifies cammitment to Implement operational OA 
program Ouestions status of reg guide b indostrg standards 
re QA program 

UHRIO.R E Florida Power b Light Co 79/03/09 2pp 

79032600B1 Notification of refund of Class IV b two Class I licensing 
fees sent u/appi Icatlon on 790119 

HILLER.U □ License Fee Management Branch 79/03/12 Ip 


7903060569 Notification of 790214 mooting w/FL Power b Light Co in 
Sethesda.MD to discuss diesel generator surveillance 
submittal 

OROTENMUIS.M Operating Reactors Branch 1 77/02/12 Ip 


7903060683 Aci receipt of 790129 Itr re proposed steam generator repair 
license amend Niotlca of hearing on proposed amend published 
in Federal Register on 771213 All Info re facility is 
available at local PDR 

ENOELHARDT.T F Deputy Eiecutivc Legal Director 77/02/13 2pp 


7903060689 Eipresses concern over utlt plans to repair steam 
generators Requests to be informed when declelon Is reached 
re advisability b legality of repair plans 
HOSKINS. U Affiliatcon Unknown 77/01/29 ip 


79031602S9 Forwards Amend 43 to DPR-31. Amend 35 to DPR-4i. SER b notice 
of issuance end 

SCHUENCER.A Operating Roactors Branch 1 79/02/13 2pp 


7903160392 Amand 43 to DPR-31 b Amend 35 to DPR— 41. revie Ing Tech Specs 
per util's 761021.770705.770711,770726 b 771101 
applications 

SCHHENCER.A Operating Reactors Branch 1 79/02/lS 20pp 


7903160376 Supports Amend 43 to DPR-31 b Amend 35 to DPR-41 Amends do 
not involve significant safety hazards 
• Operating Reactors Branch i. 79/02/15 Spp 


79032602BS Informs that neit refueling of Unit 4 is scheduled from 
early April 77 to 790526 b does not Involve safety question 
or changes in Tech Specs Inquires if approval of Tech 
Spec for rod Insertion will be delayed beyond 770526 
UMRIO.R E Florida Power b Light Co 77/03/16 Ip 


7903060371 Forwards IE Insp Repts 90-2SO/7S-32 b 30-251/70-32 on 
781219-21 No noncompliance noted 

LONO.F J Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/01/10 Spp 


7903060396 IE Insp Repts 50-250/78-32 b 50-231/70-32 on 781219-21- No 
noncompl iance noted Major areas inspected licensee 
performance of site evacuation dri 1 1. comp 1 lance w/Tech Specs 
safety limits b limiting safety sys settings 

VERDERY, E H . LEUIS. R C Region 2. Atlanta. Reactor Operations 

Nuclear Support Branch 79/Ol/OB 4pp 


7903070060 Ac k receipt of 790124 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/76—31 b 
50-251/78-31 

KENHA.H B Region 2. Atlanta. Safeguards Branch 79/02/13 Ip 


7903070063 Responds to NRC 701220 Itr re violations noted In IE Insp 
Rspts 50-250/79-31 b 50-251/78-31 Corrective action* 
withheld (ref 10CFR2 790) 

UHRIO.R E Florida Power b Light Co 79/01/24 Ip 


7903160299 Notice of Issuance of Amend 43 to DPR-31 b Amend 35 to 
DPR-41, 

SCHHENCER.A Operating Reactors Branch 1 79/02/15 Spp 


790'3210364 Respo.nda to 77120S Tcvlaw of potential boron dilution 
incidents as rcquosteif by NRC NRC ha* determined that FSAR 
analysis of this avent still represents most liAitlng case 
b no further action Is necessary 

BCHUENCEH. A Operating Reactors Branch 1 79/02/21 Spp 


7903150138 Summary of 790214 aiseting w/utll re diesel generator 
surveillance b 780908 submittal rc proposed Tech Spec 
changes U/ancl background info V attendees list, 

OROTElOfflia. M Operating Reactors Branch 1 79/02/26 4pp 


7903220302 Use of revised reactor coolant pressure-toap limits should 
continue until final resolution re use of atypical weld 
wire is completed 

SCHHENCER.A Operating Reactors Branch i 77/02/26 2pp 


7903270002 Forwards Amend 44 to DPR-31 b Amend 36 to DPR-41. notice of 
issuance b security plan avaluatlon rdpt Security plan 
evaluation siithheld (ref iOCFR2 790), 

SCHHENCER.A Operating Reactors Branch 1 79/02/27 3pp 


7903270004 Aaands 44 b 36 to License* DPR-31 b DPR-41. respectively. 
Incorporating physical security plan into license 
e Operating Reactors Branch i 79/02/27 4pp 


7903270CX>6 Notlca of Issuance of Amends 44 b 36 to Licenses DPR-31 & 
DPR-41* respectively 

SCHHENCER.A Operating Reactors Branch I 79/02/27, Spp 


7903070066 Forwards IE Insp Rspts 30-250/78-31 b 30-231/78-31 on 
781205-07 b notice of violation Notice of violation 
withheld Iref lOCFRS 7901 

KENNA.H B Region 2. Atlanta. Safeguards Branch 77/12/28 

2pp 


7703070067 IE Insp Rtpts 50-250/78-31 b 50-851 /7S-31 on 701203-07 
Noncompliance noted failure to develop procedures, fal lure 
to search hand-carried packages b inadequate vehicle list 
OlLLEBflE.F P . DESECKER. K H . FUCHKO, J M Region 2, Atlanta. 

Safeguards Branch 79/12/28 Ip 


7703080537 Forwards IE Info Notice 79-04. “Oegradation of Engineered 
Safety Features “ 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
77/02/16 2pp 


7903000275 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment. " dtd 790208. that valve 
limit switch identified as NAHCO Model 83CML should read 
8L3CML 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/02/28 2pp 


7903140548 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Dolts " 

O'REILLY..! P Region 2. Atlanta. Office of the Director 
79/O3/0fi 2pp 


7703160207 Forward* steam generator insp program for Insp planned for 
Apr 1779 

O'REILLY.J P Florida Power b Light Co 79/03/09 4 pp 
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DOCKET 50-251 Turkeg Point Plant, Unit 4 


770321013B Porwariis IE Bulletin 79-03, ‘'Longitudinal Meld Defects in 
ASHE SA-31S Tgpe 304 Stainless Steel Pipe Spools 
Manufactured bg Youngstouin Welding & Engineering Co " 

O'REILLV, J P Region 2, Atlanta, Office of the Director 
79/03/12 ip 


790321,0123 Foriuards IE Insp Repts 50-2SO/79-03 «< 50-231/77-03 on 
770204-07 Notice of violation withhold iref I0CFR2 770) 

HENNA, U D Region 3, Atlanta, Safeguards Branch 79/0-3/15 2pp 


7903260127 IE Insp Repts 50-250/79-02 t< 50-251/79-02 on 790204-07 
Noncomp 1 lance noted’ lack of control of containment access 
during malnt Details withheld (ref lOCFfia 7901 

HENNESSEY, R J , GILLESPIE, F P Region 2, Atlanta, Safeguards 

Branch 79/03/15 Ip 


79032105B9 Forwards IE Circular 79-04, "Looso Locking Nut on Ulmitorque 
Valva Operators “ 

O'REILLY, vl P Region 2, Atlanta, Office of the Director 
79/03/16 2pp 


79O313O20B Forwards LER 79-001 /O3L-0 

SCHMIDT, A D Florida Power (t Light Co 79/02/33 Ip 


79031302B9 LER 79-001 /03L-0 on 790123 4A boric acid transfer pump 
tripper on thermal overload inoperable Caused bg Incomplete 
retnsta 1 lation of recirculation line insulation New 
recirculation line Installed 

SCHOPPHAN, H A Florida Power b Light Co 79/02/23 2pp 


DOCKET 30-252 Univ of New Meslco Research Reactor 


7903210031 Informs that A0N-2O1M reactor has been shut doun, pending 
replacement of instrumentation in Safetg Channel 2 Proposes 
that written operation re qualification examlnationi be 
deferred until resumption of reactor operations 
UHAN.O A New Mexico, Unlv of 77/03/14 Ip 


DOCKET 50-234 Quad-Cities Station, Unit 1 


7903120144 Forwards rayised versions of Entrg-Control Sgs Handbook, 
8AND77-1033J Intrusion Detection sgs Handbook, SAND76-0334) b 
Barrier Penetretlon Database, NUREO/CR-OISI 

HILLER, J.R Assistant Director for Reactor Safeguards 79/01/07 
3pp 


7903010112 Notifies of securltg plan deficiencies which are significant 
enough to uerrant imposition of llcenss conditions Forwards 
comments for incorporation Into plan Appeal Is possible. 

End A withhold (ref J0CFR2 790> 

IPPOLITOrT A Ooeratlng Roaetori Branch 3 79/01/30 3pp 


7903230033 Forwards Federal Ragtster notice amending iOCFR73. 53, 
"Requirements for Phgelcal Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer emplogee pat-down searches until 790BOt 

DENTON, H B Office of Nuclear Reactor Regulation 79/02/23 ip 


7903270304 Forwards safeguards contingencg plan Withheld (ref 
10CFR2. 790 > 

REED, C Commonwealth Edison Co 79/03/23 ip 


7903130323 Forwards NUREO/CR-0400, "Risk Assessment Review Oroup Rept 
to the US NRC " Commission pressntlg developing poHcg 
statement re rept, 

GODDARD, R J. Office of the Executive Legal Director 79/01/23 Ip 


7903060287 NRDC's response to applicant's b NRC's objections to 
contentions Urges that NRC did not valldlg challenge its 
contentions b that its contentions should be admitted 
Certificate of Bvc end. 

ROISHAN, A. 7 Netural Resources Defense Council 79/01/26 Bpp 


790302039B Forwards curriculum vitae for Tempi In b Cochran. Cl tes two 
preesdents baarlng on issue of standing Hunt v* UA Apple 
Advertising Commission, 432U8333 b ,UA Electric Power Co, 

ALAB-S22, (1979) 

ROIBMAN, A Z, Natural Resources Defense Council 79/02/05. Spp. 


7903070004 Foruerdi ASLB 790202 order from Oeonee-MeOulre proceeding, 
denglng objeetlone of NRDC to suppl prehearing conference 
order dinging NRDC's petition for Intervention, 

ODDDARD.R.J. Branch 2 79/02/03. Ip. 


7903050368 Forwards ASLB opinion re denial of Intervention to Natl 
Lawyers Guild who refused to identifg members Position 
parallels that of NRDC 

GODDARD, R J Branch 2 79/02/16 Ip 


7903210427 Forwards NRC pel icy statement re reactor safstg studg> 
review bg Lewis Committee (NUBEO/CR-0400) b survey of 
NRC uses of UA8H-t400 All documents have bean furnished to 
AGLB b ASLAB members M/o enc 1 
GODDARD, R J Branch 2 79/02/21. Ip 


790321O37B Informs of document containing Info potentlallg relevant to 
issue of sabotage of spent nuclear fuel NRC assessment 
of info to be made available 
OODDARD,R U Drench 2 79/02/26 4pp 


79032S0329 Forwards constituent 790303 Itr re denting in steam 
generators Requests response to radiation concerns 
STONE. R Senate 79/03/01 Ip 


7903210167 Forwards "Annual Rept 197B, *' statemint of cash flow 
projected for 1979, actual cash flow for 1970 b narrative 
exp lane tor g statement 

NE)(aN,H K Commonwealth Edison Co 79/03/15 6pp. 


7903050263 Forwards Endorsement 116 to NGLIA NF-43> Endorsement 98 to 
MAELU MF-22, Endorsement 37 to NELIA NF-1B7, Endorsement 48 to 
MAELU MF-54, Endorsement 46 to NELIA NF-201.En<fariemBnt 40 to 
MAELU MF-64 b Endoreement 9 to NELIA NF-253 for 1979 
□STEP, J Commonwealth Edieon Co 79/02/26. Spp 


7903070411 "Federal Interagency Radiological Assistance Plan." 
» Energg. Dept of EHDA-60 73/07/31 9pp 


79030BO173 Forwards mod to "Review b Acceptance of Spent Fuel Storage 
b Handling Application" provided on 780414. Involves pages 
IV-3 b lV-6 w/modlfled rationale b corrections 
GRIMES, B K Assistant Director for Engineers b Projects 

79/01/18 4pp 


7903010293 Forwards NEOO-218BS, "Mark I Containment Program. Oownc oiser 
Reduced Submergence, Func tlonml Assessment Rept ” 

SODOM, L J Oeneral Electric Co. , Nuclear Energg Products Dlv 
79/02/01 Ip 


7903010310 "Mark 1 Containment Program, Downcomer Reduced Submergence, 
Functianal Assessment Rept ", 

MONO, K H General Electric Co- .Nuclear Energg Products Dlv, 
NED0-2iea3 78/06/30 45pp, 


7903020218 Notification of 790214-13 masting in Bethesda, HD, 
w/representatlvs of Mqrk I owners group to discuss 
Implementation b resolution of Mark I long-term program b 
pool swell pressure load definition taechnlquas. 

GRIMES, C. Assistant Director for Engineers b Projects. 79/02/06 
IP 


7903090326 Requests all records, Studies, repts b documents re transport 
of 8NH 

MANSELL, D Illinois, State of. 79/02/06. 2pp 


7902220033 Responds to NRC 790103 request b forwards infd re projected 
number of spent fuel aessrnblies to be shipped from Dresden 
Ouad-Cltles, possible truch routes b population along rputce. 

Info on rail routing will be sent. 

JANECEK.R.F. CommonMsal th Ed Ison Co 79/02/13. 4pp 


79022S0001 Responds to 790103 request for add! info b foruerds Info re 
projected number of spent fuel assemblies to ha shippsd from 
Dresden to Quad-Cl ties, possl h le truck routes b population 
along routes Info on rail rduting will be sent, 

JANECEK, R F Commonwealth Edison Co, 79/02/13. 4pp 


7903010061 Forwards esfety evaluation of Interim assessment of 
multiple-consecutlvs safety relief valva actuatlona, b 
■ ample Itr, 

ElSENHUTrD 0 Aeslstant Director for Sgsteme b Projects 
79/02/13, 2pp. 


7903010070 "Befstg Evaluation Rapt of Interim Asssssments of Nulttple- 
Coneecutive Safety Rsltsf Valve Actuations in Mark I 
Containment Plants.*' All plants srs in conformance w/ 
acceptance er Iter la 

a Assistant Director for Sgetema b Projects 79/02/15. 10pp. 


7903220227 Forwards Amend 50 to DPR-29, supporting tefatU evaluation b 
notlca of issuance. 

TPPOLITOiT A Oparttlng Reactors Branch 3. 79/02/23. 2pp. 
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DOCKET SO-254 Qu<»d-Citl*« Station. Unit 1 


79032202S? A.n»pO 50 to DPB-29. re » tr 1 c t Inj pouer level to maintain 
p^pf»iU7e margin, to aafetg valve letpoint* during uortt cate 
prttturi lation traniient 

IPPOLITO. T A Operating Reactors Branch 3 79/02/23 27pp 


79032601BI Foruards Amends 51 t 48 to Licenses DPR-29 t< DPR-30» 
respectively tt notice of Issuance t« availability 
IPPOLITO. T A Operating Reactors Branch 3 79/03/12 3pp 


79O32601B4 Amends 51 & 4B to Licenses DPR~29 & DPn-30. respect! vely< 
incorporating physical security plan into llcortsos 
IPPOLITO. T A Operating Reactors Branch 3 79/03/12 4p(i 


7903220230 Safety evaluation supporting Amend 50 to DPR-29 

IPPOLITO. T A Operating Reactors Branch 3 79/02/23 llpp 


7903220234 flotice of issuance of Amend SO to DPR'29 

IPPOLITO. T A Operating Reactors Branch 3 79/02/23 Ip 


7903160213 Foruard 1 proprietary rept NEDE-23345-P. "Mark I Containment 
Program. Supprei I ion Pool Suell Test Program. LCR Load Test- 
Oeneric Sensitivity " U/affidavit for proprietary status 
Rept uithheld iref 10CFR2 790) 

SOBDN.L J Senaral Electric Co .Nuclear Energy Products Div 
79/02/26 3pp 


7903230011 "SER of Interim Assessments of M3IV Actuations in Mark I 
Containment Plants " 

« Assistant Director for Engineers 1< Projects 79/02/27 12pp 


79032300B3 Forwards safety evaluation rept on interim assessments of 
nultiple-csniecutive safety relief valve actuations 
Concludes that continued operation of Hark I BUR facilities 
is acceptable subj to corrective actions 

CRIMES. B K Division of Oparating Reactors 79/02/27 tp 


7903070256 Forwards Jan 1979 Marl I containment program activity 
review Lists meetings hold 6 provides task-by-task summary 
60BC1N.L J General Electric Co .Nuclear Energy Products Div 
79/02/20 llpp 


7903<1903I6 Responds to 790206 Itr requesting all documents re four 
categories of info involved u/transport of spent fuel 6 
other SNH from facility Info available in PDR List of 
possible relevant requests end 

FELTDN.J M Division of Rules and Records 79/03/01 4pp 


7903120459 Provides summary of 790213 meeting in Bethesda. MD. w/ 
representatives of Mark I owner's group program c ommi ttee to 
diieusi generic Mark I program ra safety relief valve loads 
W/encl attendees list & meeting handouts 
SU. T H Containment Bystens Branch 79/03/01 16pp 


7903300203 Forwards proposed staff position for Mark I long-term 
program Implemantation schedulas 

EISEiiHUT.D 0 Assistant Director for SuiteBS l< Projects 
79/03/01 4pp 


7903200304 Directs raciplenti to sand and sample Itri to BUR Mark I 
facilitlei requesting schedules 6 commitments re eipected 
mod completion dates. use of safety relief valve discharge 
devices 6 licensing fass for long-term program 
CRIHEB.B Assistant Director for Engineers 6 Projects 
79/03/01 Bpp 


79033CKJ443 EitmptS openating BWH facilities w/Mirk I containment design 
from General Deilgn Criterion SO.while long-term program is 
conducted Forwards sample Itrs to be sent to Mark I 
Hcinseti setting forth requirements for schedules 
ORIMEB. B Division of Operating Rtactori 79/03/01 2app 


7903200462 Eieapts operating BUR facilities w/Mark I containment 
from General Design Criterion SO.uhlle long-term program Is 
conducted Forwards sample Itrs to be sent to Mark I 
licensees setting forth requirements for schedules 
CRIME8. B Division of Operating Reactors 79/03/01 22pp, 


design 


7903360206 Forwards summary rept of 790112 secondary containment leak 
JAIdECEK. R F Conaonuealth Edison Co 79/03/06 Ip 


7903260287 Secondary containment leak test rept Concludes 
treatment lys maintains 1/4 inch of watar vacuum in 
•econdary containmant bldg undtr calm conditions u/flou 
rate no higher than 4.000 efo 
• Commonwealth Edison Co 79/03/06 2pp 


Jfidbv 


gas 


7903kMM3 Corrstts route numbars In 790213. rasponse to raquest for 
tfdl info ra inter-station transfir of spent fuel ' 

■^uAi-OL. B B. coewonueelth Edison Co 79/03/09 Ip 


JiSNACEK.R F 


<«OC-23098-P, "Anelytical Model fc 
JANECEK.R F Coaesonweatth Edison Co 79/03/12 Ip 


79O326O10B Notice of issuance ti availability of Amonda 51 4H to 
Licenses DPR-29 6 DPR-SO. respec t i vely 

VERRELLI.D M Operating Reaclora Branch 3 79/03/12 2pp 


7903270111 Discusses status of Mark I containment long-term program 
Requests schedule showing time perlonda for installation of 
specific plant mods Discusses safety relief valvo discharge 
device installation 6 foruards NRC evaluation 

STELLOi V Division of Operating Reactors 79/03/12 17pp 


7903290131 Foruards licensing open items status list 
REED.C Commonusalth Edison Co 79/03/19 9pp, 


7903070500 Foruards IE Insp Repta 50-354/78-20 & 50-265/70-29 on 
701116-17.21-22.1206-07 t. 13-14 No none omp 1 ianc e noted 
FIORELLI.O Region 3, Chicago. Reactor Operations Nuclear Hupport 

Branch 79/01/15 2pp 


7903070513 IE Insp Rept 50-254/78-28 ti 50-268/78-29 on 781 1 16“ 1 7* .?» 
1206-07 t< 13-14 No noncomp 1 ian c e noted Major areas 
inspected organliatlon ti admin istratlon. procod uros. LERs. 
followup on outstanding items 6 plant tour 
CHRISS0TIMA3. N . KNOP. R C Region 3. Chicago. Reactor 

Operations Nuclear Support Branch 79/01/09 Spp 


7903070306 Foruards IE Insp Repts 5O-S54/70-29, 50-265/70-31 . 

50-295/70-30 6 50-304/78-29 on 781130 6 701206-07 I. notice 
of violation 

FIORELLI.O Region 3, Chicago. Reactor □perations Nuclear liupporl. 

Branch 79/01/19 2pp 


7903070310 Notice of violation from insp on 701130 ti 1206-07 

• Region 3. Chicago. Reactor Operations Nuclear Support Ui am h 
79/01/11 Ip 


7903070317 IE Insp Rept 50-254/78-29,50-265/70-31.50-295/70-30 «< 
50-304/78-29 on 701130 6 1206-07 None omp 1 i anc e notod 
instrument procedure not folloued resulting In unplanned 
reactor trip t< safety injection at Unit 1 

KNDP.R C . BOYD, D C . WALKER. R Region 3, Chicago. Reactor 

Operations Nuclear Support Branch 79/01/U Spp 


7903140405 Foruards IE Insp Repts 50-2S4//9-01 6 50-265/79-01 on 
790108-11 Wo noncomp 1 i anc e noted 

DAVlSiA B Region 3, Chicago. Fuel Facility h Materials Oafetu 

Branch 79/01/29, 2pp 


.7uji.iu.icio 1 C insp riepts 30-234/79-01 


.... „ ju-Bou/.v-ui on /701UII-II No 
noncompi lance noted Major areas Inspected nonrad iol og ical 


environ protection insp 
AXELSDN, H L , ES3I0, T L 
Materials Safety Branch 


Region 3. Chicago, Fool Facility fc 
79/01/24 7pp 


50-254/79-03 t, 50-265/79-03 on 

7*r0I02“0" No none Offip 1 l^nc 6 notocf 

Branch'*'' 79/02/0^®‘2pp'^' ^ ‘ » Nuclear Huppofl 


S0-2S4/79-03 i, 50-265/79-03 on 790108-00 No 
-rvemance test 

=;"0Sp;or^^s;;«ch 7^;3l?S9" 

7903060104 Responds to IE Bulletin 78-14, "Deterioration of D.ina-N 

reX.*: ^t‘2 S“J«noid. " Forward, curren ptaV. !or 
replacement tc preventive mein* ' ' 


preventive malnt 
Commonwealth Edison Co 


79/02/02 3pp 


Op.r.tl.n. Nocl.,r 5.„o„ 



DOCKETED SERIES 


DOCKET SO-S54 Ouad-Cities 8tation> Unit 1 


7903160290 Informs of inability to replace GE Model CR loSY auslllary 
contact devices on safety-related motor control centers 
during current refueling outage Replacement scheduled for 
neit outage Delay mill not result in operation problems 
flEED> C Coinmomeeal th Edison Co 79/03/07 3pp 


7903080419 Forwards IE Info Notice 79-04< "Degradation of Engineered 
Safety Features " 

KEPPLER.J G Region 3. Chicago, Office of the Director 79/02/16 
If 


7903200030 Forwards IE Insp Rept 50-284/79-07 on 790305-07 No 
none oirip 1 lance noted 

HEIBHMAN,R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/02/21 2pp 


7903280044 IE Insp Rept 50-254/79-07 on 790305-07 No none omp 1 lane e 
noted Major areas inspected preparation for refueling 
outage, prefuel handling actl vities, fuel handling activities, 

6 malnt during refueling outage 

NRIOHT,0 C , LITTLE, N 5 Region 3, Chicago, Reactor Operations 

Nuclear Support Branch 77/02/16 9pp 


7903000343 Informs recipients of IC Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model B3CML should read 
BL3CML 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/03/01 

ip 


7903150015 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/03/00 
ip 


7903170539 Forwards IE Bulletin 79-03, "Longitudinal Wold Defects in 
ASHE SA-312 Type 3D4 Stainless Steel Pipe Spools 
Manufactured by Youngstoiun Welding & Engineering Co " 

KEPPLER.J O Region 3, Chicago, Office of the Director 79/03/12 

ip 


7703030322 Forwards Part 2 of operating rept for July -Dee 1978, re 
radipactlvo effluents tt occupational radiation exposures 
KALIVIANAKIS, N Commonwealth Edison Co 79/01/29 tp 


7903020324 Part 2 of operating rept for July-Doe 1978, re radioactive 
effluents & occupational radiation exposures 
• Commonwealth Edison Co 78/12/31 20pp 


7903300374 Forwards "Semiannual Non-Radiol og lea 1 Environ Rapt for 
Aug ye-Jan 79 ” 

JANECEK. R r Commonwealth Edison Co 79/03/20, ip 


7903300387 "Semiannual Nan-Radiological Environ Rapt for Aug 1970-Jan 
1979 '• 

s Commonwealth Edison Co 79/03/08 159pp 


7903070339 Forwards LER 79-010/031--0 

KALIVIANAKIS, N Commonwealth Edison Co 79/02/10, Ip 


7903070343 LEB 79-010/03L-0 on 790208 1/2A diesel fire pomp taken out 
of SVC longer than Tech Spec limit Caused by need to allow 
diver to work In intake bay associated w/fire pump suction 
Pump returned to sve 790208 

VAHRENWALD, J Commonwealth Edison Co, 79/02/10 Ip 


7903070332 Forwards LER 79-003/03L-0 

KALIVIANAKIS, N. Commonwealth Edison Co 79/02/16 2pp 


790307033B LER 79-003/03L-0 on 790130 1-2001-4 valve leak rate was 
26 0 ltd cubic feet per hour Caused by worn valve stem 
packing Valve packing replaced 

TIELZ, 0 Commonwealth Edison Co 79/02/16 2pp 


7903070340 LER 79-003/03L~0 on 790124 reactor b Idg-to-supprasslon 
chamber vacuum breaker 1 1601-318 had leak rate of 142 7 atd 
cubic feet per hour Caused by component failure Valve 
packing replaced tc second leak test performed 
SWALES, J Commonweal th Edison Co. 77/02/16 2pp 


7903070346 LER 79-003/03L-0 on 790122 containment purge vol bounded by 
valves had leak rate of 58 3 std cubic feet pei hour Caused 
by insufficient stem travel to allow valve disc to fully 
contact valve seat Valve operator stroke lengthened 
KOaitM Commonwealth Edison Co 79/02/16 tp 
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7903070354 LER 79-003/03L-0 on 790119 M8tV leaking in excess of Tech 
Spec limits Not alt valves have been repaired Suppl rept 
will be sent upon c omp 1 ot 1 on of testing 6 corrective 
actions 

KQPACZ, J Commonwealth Edison Co 79/02/16 tp 


7903070350 LER 79-003 /03U-0 on 790120 feedwater cheek valve 1-320-62B 
was leaking Caused by dirty valve seat preventing proper 
sebtlng of valve disc Valve seat was cleaned U new Kalrat 
ring installed 

SCHNITZMEYCft, J Commonwealth Edison Co 79/02/16 2pp 


7903070363 LER 79-003/03L-0' on 790119 valve MQl -220-1 found leaking at 
rate of 43 B std cubic feet per hour Caused by dirty h worn 
tf isc-to-sea t surfaces Valve disc was relapped 6 valve seat 
c leaned 

MURRAY, R Commonwealth Edison Co 79/02/16 2pp 


7903070306 LER 79-003/03L— 0 on 790119 reactor core isoloation cooling 
sys turbine steam exhaust check valve CV 1-1301-41 was 
leaking Caused by dirty valve internals Valve internals 
cleaned & valve reassembled 

KOOI.M Commonwealth Edison Co 79/02/16 2pp 


7903070370 LER 79-003/03L-0 on 790119 1-2301-45 chock valve leak rate 
was 190 3 std cubic feet per hour Caused by failure of 
gasketed seating surface between valve body seating h disc 
Chock valve replaced w/new exact replacement valve 
REED, M Coirmonwealth Edison Co 79/02/16 2p p 


7903070373 LER 77-003/03L-0 on 770118 flange seal gasket was leaking In 
excess of 30 std cubic feet per second Caused by seal 
gasket wear Seal gasket will be inspected further 6 
replaced If necessary. 

TIETZiO Corrunonwea 1 th Edison Co 79/02/16. 2pp 


79031402B1 Forwards LER 79-007/03L-0 

KALIVIANAKIS, N Coirniomuea I th Edison Co 79/02/20 Ip 


7903140286 LER 79-007/03L-0 on 790201 main steam line leak detection 
temp switches TS 1-261 - 1 6A, MTS 1~261-18A h T8 l-26i-lSC 
tripped In excess of setpoint Caused by Instrument setpoint 
drift Temp swttchos recalibrated 

RANNUM.D Cemmenwoalth Edison Co 79/02/20 2p p 


7903070353 Forwards LER 79-006/03L-0 

KALIVIANAKIS, N Commonwealth Edison Co 79/02/21 Ip 


7903070357 LER 79-006/03L-0 on 790128 during primary containment 
isolation valve closure timing, valve AO 1-1601-21 failed to 
close in 10 seconds Caused bv improper ad justmeiit af valve 
speed cmntrol from operational wear Control was rmad|usted. 
SMALE8, J Commonwealth Edison Co. 79/02/21 2pp 


7903070341 Forwards LER 79-005/O3U~0 

KALIVIANOKIB, N Commonwealth Edison Co 79/02/22 Ip 


7903070380 LER 79-003/03L-0 on 790123 during Unit 1/2 dietel generator 
monthly load test QOS 6600-1, pi lot sotenoid valve to air 
starting motors failed t< Unit 1/2 diesel was shutdown 
Caused by mechanical failure of valve Valve was replaced 
HDELLER, T. Commonwealth Edison Co 79/02/22 3pp 


7903160240 Forwards LER 79-O0a/O3L-O 

KALIVIANAKIS, N Commonwsalth Edison Co 79/02/S4. ip, 


7903160246 LER 79-003/03L-0 on 790202. temp switch T8-1-1360-ISD had 
trip setpoint in excess of Tech 8pec Himlt Caused by 
setpoint drift Bwitch recalibrated ti satisfactorily tested 
REED,M Commonwealth Edison Co 79/02/24 2pp. 


7903160212 Forwards LER 77-009 /03L-0. 

KALIVIANAKIB, M Commonwealth Edison Co 79/02/28 Ip 


7903160214 LER 79-009/03L-0 on 790803 bed plate drain valves 
AO 1-4999-57,58 ti 60 did not fully close Caused by corrosion 
ti failure of internal return spr inge. Springe replaced t< 
valves latl s factor i ly retested 

MURRAY.R Commonwealth Edison Co 77/02/28 2pp 


7903160244 Forwards LER 79-0U/O3L-0 

KALIVIANAKIS, N Commonwealth Edison Co 79/03/01 ip 


7903160247 LER 79-01 1/03L-0 on 790202 drguiell vent valve AQ l-t60i-23 
closed in excess of Tech Spec max time limit, Caused by 
uorn h leaking seals on air operating pistons. U-cup piston 
seals replaced 

CLARKiD Commonwealth Edison Co. 79/03/Oi. 2pp 
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DOCKET 80-294 aua4-Cltl#» Station. Unit I 


7900380344 Forvuard* LEft 79-014/03L-0 

KALIVIANAKIS.N CoBAani>i«i 1 th Edlton Co 79/03/09 


DOCKETED SERIES 


7903270395 In respond* to 790180 Itr. forwards info 
storage at sli eiistlng nuclear pouer plants near 
Michigan as of 701831 

DENTON. H R Office of Nuclear Rieetor Regulation 


on spent fue 
Lake 

79/03/00 


1 


6pp 


If 


7903260340 LER 79-Ol4/03t-0 on 790814 autonatic blowdoun timers 
eiceeded Tech Spec tieiits during tests Ceuied bg instruiilnt 
setpoint drift One timer read jui ted. anoth er replaced 
TIETZiS Connonuealtb Edison Co 79/03/09 Spp 


7903390042 Forwerds UER 79-0O3/03U-0 

KALIWIAMAKIS. H Conunenw ea 1 th Edison Co 79/03/09 Ip 


790329004* LER 79-003/03L-0 on 790816 suppression chanter vent valve 
leaked eicisslvilg Caused bg nlsalignaent of disc L teat 
Valve disc eras shleueed teuerd operator epproi 1/0 Inch fa 
valve was tsst-eperated three tines 
HANNUK, D Conaonwealth Edison Co 79/03/09 2pp 


7903270397 Requests info re spent nuclear fuel storage at si« eeistinj 
nuclear plants near Late Michigan 
SCHAEFER. J Affiliation Unknown 79/01/80 8pp 


7903090339 Forwards "1970 Annuel Rept '• 

PERRY. P Consumers Power Co 79/03/OS Ip 


7903090231 “1970 Annual Rept " 

* Consumers Power Co 70/13/31 40pp 


7903070337 Forwards Endorsement 94 to HAEUU Policg MF-50 
FOSTER. 6 C Consumers Power Co 79/02/83 8pp 


7903290090 LER 79-003/03L-1 on 790110 flange seel gasket leaked 
eicisslvelg Caused tg gasket wear Casket replaced 
TIETZiQ Commonwealth Edison Co 79/03/09 Ip 


7903140453 Forwards Endorsement 60 to NELIA Pol leg NF—179 to refloet 
subscribing Co's fa distribution of liebilitg for calendar 
gear 1979 

FOSTER, a C Consumers Power Co 79/03/00 2pp 


7903290093 LER 79-003/03L-1 on 790119 MSIV local leak rate showed seven 
valves leektng eicessivelg Ciusts unspecified Valve etroke 
ad due ted. c er tain valves di sment led. ds scs fa seats were lapped 
fa machined 

KDPACZ.J Conaonwealth Edison Co 79/03/C9 Ip 


79030B0100 Forwards mods fa corrections to NRC guidance. "Review fa 
Acceptance of Spent Fuel Storage fa Handling App 1 1 ca tionst " 
sent 700414 

CRIMES. B K Assistant Director for Engineers fa Projects 
79/01/10 App 


7903880380 Forwerdi LER 79-OI8/03L-0 

KALIVIANAKIS, H Commonwealth Edison Co 79/03/12 Ip 


79032S0327 LER 79-012/03L-0 on 790214 air found blowing through weld on 
3/4 inch vent line Caused bg coaponent fai lure Vent line 
Inserted into sockolet fa re-welded 
TIETZ. 0 Camonweal t h Edison Co 79/03/12 2pp 


7903300352 Forwards LER 79-013/03L-0 

KALIVIANAKIS. N Commonwealth Edlton Co 79/03/14 Ip. 


7903200398 LER 79-013/03L-0 on 790217 check valves 1-263-3-310 fa 
1-263-42A failed to check flow through instruaent lines 
Caused bg dirk in valve internals Internals removed, c leaned 
fa rteisemblad 

KOFACZiJ CRsmonwealkh Edison Co 79/03/14 Ip 


79032B0348 Forwards LER 79-010/03L-I 

KALtVIANAKlS. M Coomenwtelth Edison Co 79/03/tS Ip 


7903200347 LER 79-010/03L-1 on 79080S diesel fire pump 1/2A out of sve 
beyond Tech Spec limit Caused bg personnel error Pump 
returned to sve 

VAHRENMALD. J Cemmonwte I th Edison Co 79/03/15 Ip 


DOCKET 90-298 Palisades Nuclear Plant 


7903260369 Util if still reviiwing draft SER fa thirefore unable to 
answer 770109 Itr Response will be submitted 790416 
HOFFMAN, D P Ceniumeri Power Co 79/03/3k Ip 


7903330039 Forwards Federal Register notice emending 10CFR73 58. 
‘Reqvtremente for Phgsleal Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage." to 
logee pat-down searches until 790S01 

R Office of Mucleer Reactor Rtgulatien 79/02/23 Ip 


7903130535 Forwards staff reeommendatians re general contents of 
Offsite Dote Calculation Manual to be submitted w/proposed 
rediolaglcal effluent Tech Specs 

CRIMES. B K Assistant Director for Engineers fa Projects 
79/01/10 App 


7903010058 Forwards Amend 49 to License DPR-SO. safetg evaluation 
supporting Amend 45. fa Federal Register notice of issuance 
ZIEMANN.D L Operating Reactors Branch 8 79/01/19, 2pp 


7903010054 Amend 45 to License DPR-SO. changing Tech Spect re 
requirements for reactor internals vibration monitoring 
ZIEMANN.D L Operating Reactors Branch 8 79/01/19 6pp 


7903010058 Safetg eveluation supporting Amend 45 to License DPR-20, 
concluding that revising requirements for reactor internal* 
vibration monitoring dees not increase chance of accidents 
or endanger public 

# Office of Nuclear Reactor Regulation 79/01/19 3pp 


7903010059 Notice of Issuance of Amend 43 to License DPR-20 
ZIEMANN.D L Operating Reactors Branch 2 79/01/19 3p p 


7903130115 Confirms plans for 790833 meeting in Olen Ettgn, IL to 
discuss circumstances re settlement of diesel generator bldg 
fa plant area fill 

KEPPLER, d 0 Region 3. Chicago. Office of the Director 79/02/20 
Ip 


7903090074 Notification of 790306-07 meeting in Oethesda. MD u/utl 1 to 
discuss sgstematlc evaluation program electrical 
instrumentation fa control sgs topics 

SILVER. fl,D . NOWICKI.S J Operating Reactor# Branch 2 79/02/2). 

Ip 


7903120340 Responds to NRC 781189 Itr Will limit containment purge# to 
cold shutdown fa refueling conditions until info, is provided 
r* containment isolation valves Also concludes that safety 
actuatiom signal circuits u/manual override are acceptable 
HOFFMAN. D P Consumer* Power Co 79/03/01 ip 


903260203 Forward* draft evaluations of sgsbematic evaluation progrem 
re radiological consequences of failures in steatn 
generators, steam line* fa pod ejection accidents Requests 
confirmation of facts or Identification of errors 
ZIEMANN.D L Operating Reactor* Branch 2 79/03/09 14pp. 


903090879 Forward* request for change to Tech Specs to 
new In-eor* detector sg* Requests issuance of change 
790501 W/check for Class JI change faa 
HOFFMAN. D P Consumer* Power Co 79/03/06 3pp 


allow 

before 


use 


of 


P03I80301 Forwards proposed changes to Tech Specs for Lieene* DPR-SO 
re radiological effluents 

HOFFMAN. D P Consumers Power Co, 79/03/12 33pp 


103860213 Forwards Info re atgplcal low voltage fa medium voltaa# 
centeinment penetration circuit fa direct current power 
penetration circuit Concludes simultaneous occurrence of 
LOCA fa me* fault condition need not be eonslderail 
HOFFMAN, D P Coniumeri Power Co 79/03/19 7 pp, 



DOCKETED SERIES 


DOCKET 50-293 Paliiadas Nuclear Plant 


7903070389 Foruiards IB Insp Rept 90-238/70-30 on 761187-30 «< ISOl tt 
notice of violation 

KEPPLEft.vl 0 Region 3, Chicajo. Office of the Director 79/01/83 

app 


7903070391 Notice of violation from insp on 7O11S7-30 tt ISOl 

* Region 3> ChiCagoi Office of the Director 79/01/08 2pp 


7903070392 IE Insp Rept 90-23S/7B-30 on 781187-30 t. 1201 Noncomp 1 i ance 
noted fflaint engineer tt training coordinator not reporting to 
persons as stated in Tech Bpecs b no periodic review of 
malnt personnel training records 

FOSTER. IL E , SINKUUE.M V . MHITT. K Region 3. Chicago, Reactor 

Construction tt Engineering Support Branch 79/01/02 ISpp 


7903130287 Forwards IE Insp Rept 50-293/79-02 on 790108-10 No 
none oeipl lance noted 

FIQRELLliO Region 3. Chicago, Reactor Operations Nuclear Support 

Branch 79/02/01 2pp 


7903130330 IE Insp Rept 90-895/79-02 on 790100-10 No noncomp 1 iance 
noted Major areas inspected plant operations after 
refueling, nonroutine event followup, b Cycle 3 reactor 
physics testing 

KOHUER.J E . CHOW, e T , STREETER, J F Region 3, Chicago, 

Reactor Operations Nuclear Support Branch 79/01/29 Spp 


7903190364 Forwards IE Insp Rept 90-899/79-01 on 790122-26 
No noncomp 1 lance noted. 

FIORELLI.S Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/02/09 3pp 


7903150368 IE Insp Rept 50-299/79-01 on 790128-26 No noncompliance 
noted Major areas inspected plant operations, reportable 
events, IE bulletins & c Ir culars, ac tl on on previously 
identified noncomp 1 lance b staff organliation 

nIORGENSEN, Q L . UARNICK, R F Region 3. Chicago, Office of the 
Director 79/02/01 6pp 


7903080430 Forwards IE Info Notice 79-04, ''Degradation of Engineered 
Safety Features *' 

KEPPLERoJ 0 Region 3, Chicago, Office of the Director 79/02/16 

Ip 


7903090387 Forwards IE Insp Rept 50-299/ 79-03 on 790182-26 No 
noncompllanee noted 

HIND, J A Region 3, Chicago, Safeguards Branch 79/02/20 Spp 


7903090399 IE Insp Rept 50-259/79-03 on 790128-26. No none Ompl lance 
noted Major areas inepectod action taken to correct previous 
insp findings, progress of const, Installation b 
preoperational activities to implement 10CPR73 59 
HINO.J A , CREED, J R , HOWELL, C A Rogion 3, Chicago, 

Safeguards Branch 79/03/14 2pp 


7903080397 Informs raciplents of IE Dullatln 79-01, "Environ 
Quallflcatton of Class IE Equipment." dtd 790208. that valvo 
limit switch idontifled as NAHCO Model B3CML should read 
SL3CML 

KEPPLEfl.d a Region 3, Chicago, Office of the Director 79/03/01 

Ip. 


79031302B4 Forwards inservlce insp program "Proposed Request for Rollef 
from Provisions of 1974 A8ME Code, Section XI w/Addenda 
through Summer 1979" b "Suppl Info on Code Update fc Code 
Irsplementetion " Requests NRC review before June 1979 
HOFFMAN, D P Consumers Power Co 79/03/06 lOpp 


7903150031 Forwards IE Bulletin 79-02, "Pipe Gupport Bose Plate Designs 
Using Concrete Eipanston Anchor Bolts " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/0B 
Ip. 


7903830333 Ack receipt of 790819 Itr informing NHC of steps taken to 
correct violations noted in IE Insp Rept 50-255/78-30 Addl 
info provided re Item C hat been revlewedi should not be 
considered Item of noncompllanee 

KEPPLER, J 0 Region 3, Chicago, Offico of the Director 79/03/09 

app. 


7903230337 Responds to violations noted in IE Insp Rept SO-2SS/78-3D 
Corrective actions. Tech Spec changes will be requested b 
obtained prior to making changesi proceduro requiring annual 
reviews of treinlng records will be developed 
HOFFMAN, D P Consumers Pousr Co. 79/02/15 Spp 


7903190952 Forwards IE Dullatln 79-03, "Longitudinal Wald Defects in 
A8ME 8A-312 Type 304 Btalnless Steel Pipe Spools 
Manufactured by Youngstown Welding b Engineering Co " 

KEPPLER, J 0 Rogion 3, Chicago, Office of the Director 79/03/12 
Ip. 
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7903050266 Forwards annual rapt covering occupational exposur* during 
1978 

HOFFMAN, D P Consumer B Power Co 79/02/20 2pp 


7903060293 Foruiards "Semiannual Radioactive Release Rept"* for period 
from July-Dee 1978 b Rovision 2 to Table 38 of Jan- Juno 1970 
"Semiannual Radioactive Effluent Release Rept " 

HDFPHAH, D P Consumers Power Co 79/03/01 13pp 


7903120273 Foruiards monthly oporatlng rept for Fob 1979 
ADAH8. W E Consumers Power Co 79/03/09 Ip 


7903120277 Monthly operating rept foir Feb 1979 
DODTKE, P J Consumers Power Co 79/03/02 4pp 


79Q389010B Long-term cooling aqulpmant mod, b imonth ly status rept 
for Jan-Feb 1979 Bechtel Corp preparing final design details 
for long-torm cooling mods Mods scheduled for 1981 refueling 
outage 

HOFFMAN, D P Consumers Power Co 79/03/26. tp 


7903090218 Forwards L6R 79-009/01 T-O b 79-OIO/03U~0 
HOFFMAN, D P Consumers Poiwcr Co 79/03/06. Ip 


790309021B LER 79-009/01T-0 on 790220 during review of containment bldg 
valves, noted that 43 inch butterfly valveS cannot Close 
against dip greater than 2 psld Caused by led of specs re 
pressure Using admin controls to maintain valves 
* Consumers Power Co. 79/03/06 Ip 


7903090221 LER 79-010/03L-0 on 790207 during resin sluicing operations, 
manual isolation valve (MV-CVC303) was left open, resulting 
In 17 gpm leak to raduiaste sys Caused by broken valve stop 
'/atvo stop will be replaced 
* Consumers Power Co 79/03/06 Ip 


7903290133 Forwards LER 79-01 i/03L-0 

HOFFMAN, D P Consumers Power Co 79/03/86 tp 


79O3290I3B LER 79-01 1/03L-0 oo 790287 primary data logger was 
inoperable Caused by multiplexer failure at computer input/ 
output Faulty relays replaced 
* Consumers Power Co 79/03/26 Ip 


DOCKET 50-256 Unlv Of Montevideo Research Reactor 


7903020322 Forwards Part 2 of operating rept for July-Dee 197S,re 
radioaettve effluents b occupatlojial radiation oipgsuros 
KALIVIANAKIS.N Commonwealth Edison Co 79/01/29 Ip. 


7903020324 Pert 2 of operating rept for July-Dec 197B>re radioactive 
effluents b occupational radiation oiposures 
a Commonwealth Edison Co. 78/12/31 2Dpp 


DOCKET 50-259 Browns Ferry Nuclear Powar Station, Unit I 


7903120144 Poruiards rewlsad versions of Entry-Control Byi HsndbODki 
8AND77- 10331 Intrusion Detection Sys Handbook, 8AND76-09d4i b 
Barrier Penetration Database, NURE0/CR-018t 

MILLER, J R Assistant Director for Reactor Safeguards 79/01/09. 

2pp 


7903230038 Forwards Fsdaral Register notice amending tOCPR73. 85, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotaga, " to 
defor snployee pat-down stare has until 790801 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/83. Ip 


7903260242 Forwards safeguards contingency plans Plans withheld 
(ref 10CFR8 790) 

GILLELAND, J. E Tennessee Valley Authority 79/03/21 Ip 


7903160170 Forwards "Annual Rept 1978 '• 

GILLELAND, J. E Tennessee Valley Authority 79/03/16 Ip. 


7903160217 "Annuel Rept I97B " 

e Tafintsset Valley Authority. 79/03/16, 42pp 


7903080173 Forwards mod to '‘Review b Aectp tones of Spsnt Fuel Storage 
b Handling Application" provided on 760414. Involves pages 
IV-S b lV-6 w/modtfted rationale b corrections. 

GRIMES, B.K Assistant Oirseter for Englnaers b Projects. 

79/01/18 4pp 


7903010298 Forwards NED0-2ia88, "Mark 1 Containment Progqsm, Downcomer 
Reduced Bubmergenee, Functional Assessment Rept " 

BOBON.L. J General Electric Co .Nuclear Enargy Products Dtv. 
79/02/01. Ip 
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DOCKETED SERIES 


DOCKET SD-3&9 Brouns 'Ptrrij Nucledr Pawtr Sbationi Unit L 


7903010310 "Hark I Cantainnent PrograAii DoLunconar Raduced Subtnergent Bi 
F unttlanal Asseatfrient Rapt “ 

W-ONOj K W Oen-eral Elettri* Co (Nuclear Energy Products Dlv 
NEDO-SIBBO 7B/0ti/3O 45pp 


79030SOSI9 Ratification of 790S14-15 Rieeklns in BetheadaiHO. 
u/reprcfantative of Mark I ounars group to discuss 
impianantation It resolution of Mark 1 long-term program ti 
pool luell pressure load definition technittues 

GftlHESjC Assistant Director for Engineers b Projects 79/02/06 

ip 


7903130d79 Forwards Amend 48 to License DPR-33i SER b notice of 
issuance 

IPP0L1T0( T A Operating Reactors Branch 3 79/Oa/OB Spp 


79031S04S9 Provides summary of 790213 meeting In DethesdaiMD w/ 
representatives of Mark 1 owner's group program committee to 
discuss generic Mark I program re safety relief valve loads 
W/encl attendees list b meeting handouts 
SUiT H Containment Systems Branch 79/03/01 lApp 


7903200233 Forwards proposed staff position for Mark I long-term 
program Implementation schedules 

EISENHUT.D 0 Assistant Director for Systems b Projects 
79/03/01 4pp 


7903200304 Directs recipients to send end sample Itrs to DWR Mark I 
facilities requesting schedules b commitments re eipected 
mod completion datesiuse of safety relief valve discharge 
devices b licensing fees for long-term program 
GRIMES) 0 Assistant Director for Engineers b Projects 
79/03/01 app 


7903130463 Amend 49 to DPR-33 changing Tech Specs re trip levels b 
survalllanca requirements for instruments that initiate rod 
blocks 

IPPQLtTOi T A aperatlns Reactors Branch 3 79/02/08 lipp 


7903130486 SER supporting Amend 48 to DPR-33 

* Office of Nuclear Reactor Regulation 79/02/08 12pp 


7903220423 Requests addl info re reactor coolant pressure temp limits 
which reflect passible use of atypical weld wire in reactor 
vessel uelds 

IPPDLITO. T A Operating Reactors Branch 3 79/03/01 Spp 

7903130303 Forwards list of proposed Tech Spec changes submitted since 
1974 for review b approval Requests withdrawal of changes 
labelled "Requests for Withdrawal" b return of fee for two 
changes 

OILLELAND.J E Tennessee Valley Authority 79/03/0B 4pp 


7903130409 Notice of Issuance of Amend 48 to DPR-33 

1PP0L1T0)T A Operating Reactors Branch 3 79/02/00 8p p 


7903010061 Forwards safety evaluation of Interim assessment of 
multiple-consecutive safety relief valve actuations) b 
sample Itr 

EISENHUTfD 0 Assistant Director for Systems b Projects 

79/02/15 2pp 


7903010070 "Safety Evaluetion Rapt of Interim Assessments of Multiple- 
Consecutive Safety Relief Valve Actuations in Mark E 
Containment Plants “ All plants are in conformance w/ 
acceptance criteria 

* Assistant Director for Systems b Projects 79/02/15 lOpp 


7903220042 Forwards Amend 49)43 b 20 to DPR-33. OPR- 52 b DPR-6B 
respectively, b notice of issuance Security plan evaluation 
rept ulthheld (ref I0CFR2 790) 

IPPDLITO) T A Operating Reactors Branch 3 79/02/23 3pp 


7903220044 Amend 49.43 b 20 to DPR-33. DPR-52 b DPR-6a respectively, 
incorporating physical security plan into licenses 
IPPDLITO. T A Operating Reactors Branch 3 79/02/23 6pp 


7903220052 Notice of issuance of Amend 49.43 b 20 to DPR-33. DPR-52 b 
DPR-6B. respectively 

IPPOLITOjT a Operating Raactors Breach 3 79/02/23 2pp 


7903270107 Discusses status of Mark I containment long-term program 
Requests schedule showing time periods far installation of 
specific plant mods Discusses safety relief valve discharge 
device installation b forwards NRC evaluation 
STELLO) V Division of Operating Reactors 79/03/12 17pp 


7903200367 Forwards requested amend to Licenses DPR-33. DPR-Sa. b DPR-60 
re handling of nuclear matl w/justi f ications b reasons Far 
proposed amend 

StLLELAND.J E Tennessee Valley Authority 79/03/18 4pp 


7903270463 Forwards proposed hydrostatic pressure testing program 
lii/list of ays to be pressure-tested b requests for relief 
from ASMH Code requirements Requests completion of revietu of 
program b issuance of decision by 790901 

GILLELANDpJ E Tennessee Valley Authority 79/03/20 16pp 


7903090049 Forwards IE Insp Repts 50-239/75-37.50-260/78-30 b 
50-296/79-37 No noncomp 1 lanc b noted 

LEWISiR C Region 2> Atlanta. Reactor Operations Nuclear Support 

Branch 79/01/23 2pf 


7903090054 IE Insp Repts 50-259/76-37,50-260/78-38 b 50-296/70-37 on 
761120-1229 No none oflip 1 iance noted Major areas inspected 
LER review. U-3 startup from refuel Ing. U-1 refuel activities, 
plant operations b plant tours 

SULLIVAN. R F . DANCE.H C Region 2. Atlanta. Reactor Operations 

Nuclear Support Branch 79/01/23 Spp 


7903160213 Forwards proprietary rept NEBE-23S45-Pi "Mark I Containment 
Program. Suppress ion Pool Swell Test Program. LDR Load Test- 
Oeneric Sensitivity " Vl/affidavit for proprietary status 
Rapt ulthheld (ref 10CFA3 790) 

SODON, U J. Oeneral Electric Co .Nuclear Energy Products Div 
Spp 


7903150114 Describes recent occurrence at facility during fuel handling 
operations, a f ter fuel assembly was lowered approx 2 feet 
Into Cell 49-20. grapp le became unlatched Fuel assembly not 
dropped, but assembly channel dented Crew instructed 
eiLLELAND.JE Tennessee Valley Authority 79/01/26 Ip 


7903230011 "SER of Inter in Assessments of MSIV Actuations in Mark I 
Containment Plants " 

• Assistant Diractor for Engineers b Projects 79/02/27 12pp 


7903050594 Responds to IE Bulletin 78-14, "Deterioration of Buna-N 
Components in ASCO Solenoids “ Nill replace Duna-N matl 
every 3 years 

OTLLELAND. J E Tennessee Valley Authority 79/02/02 3pp 


7903230083 Forwards safety evaluation rept on Interim assessments of 
nul tipi e-consecutlve safety relief valve actuations 
Concludes that continued operation of Mari I BWR facilities 
is acceptable subj to corrective actions 

4R1HES.6 K Division of Operating Reactors 79/02/27 ip 


7902210164 Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment " U/list of 11 systematic evaluation program 
plants for which no action is required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 
79/02/08 2pp 


7903070256 Forwards Jan 1979 Mark I containment program activity 
review Lists meetings hold & provides taqk-by-task summary 
BOBON.L J General Electric Co .Nuclear Energy Products Div 
79/02/20 lipp 


7903210027 Forwards IE Insp Repts 50-259/79-01.50-260/79-01 b 
50-296/79-01 No noncompliance noted 

LEkJIS.R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/02/13 2pp 


7903090270 Responds to NRC 781129 Itr eiprasslng concern re design of 
safety actuation signal circuits b oparation of primary 
containment purge sys Util intends to continue limited 
purging per present operating license 

OELLELANO. J E Tennessea Valley Authority 79/03/Oi 3pp 


7903120303 Proposed incnd changing Tech Specs re typographical 
trrors. clarification of low power range mdnltor 
requirements. rriaoval of obsolete requirements b reduction of 
scram timing pressure restrictions N/impingement study 
OILLELEND. J. E Tenntssee Valley Authority 79/03/01 67pp 


7903210030 IE Insp .Repts 50-259/79-01,50-260/79-0! b 80-296/79-01 on 
790113-18 No noncompliance noted Major areas inspected 
licensee actions on reportable events. spent fuel rack mods b 
licensee verification of ECCS response times 

PRICE. D S . DANCE.H C Region 2. Atlanta. Reactor Operations 
Nuclear Support Branch 79/02/12 Spp 


79032600B7 Forwards IE Insp Rept 80-259/79-08. 50-260/79-02. 
SO-296/79-02 No none omp 1 iance noted 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility & Materials 

Safety Branch 79/02/18 2pp 
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DOCKET SO-S9? Brouns Perry Nuclear Pouer Stattoni Unit 1 


79033600B? IE Insp Repts 90-259/79-03,30-260/79-03 «< SO-296/79-02 
pn 790108-13 No noncompl lance noted Major areas inspected 
liquid raduasta releases S< effluent monitor calipr, plant 
Cherai B try, ac tion on LERs & previous insps 

JACK60N,L L , GtDSON, A F Region 3, Atlanta. Fuel Facility Sc 

Materials Safety Branch 79/02/19 Bpp 


7903020376 Foruiards IE Info Notice 79-04. “Degradation of Engineered 
Safety Features " 

O'BEILUY. J P Region 2. Atlanta. Office of the Director 

79/02/16 2pp 


79'0'3070216 Revised page for inonthly operating ropt for Jan 1979 
GREEN. D, Tennessee Valley Authority 79/0S/03 Ip 


7903160113 Foruards nontlity operating rapt for Fob 1979 
DECEASE. J O Tennessee Valley Authority 79/03/12 Ip 


7903160117 Konthly operating rept for Feb 1979 

OEWEASE. J 0 Tenneosee Valley Authority 79/O3/0S 31pp 


7903070322 For wards sup pi info to Ra-50“2S9/78-06 ro failure data for 
defects In main steam ralief valve castings 
FOX. K S Tennessee Valley Authority 79/03/02 3pp 


7903140130 Ac k receipt of 790200 Itr infortning NRC of steps taken to 
correct violations noted in IE Insp Repts 30-259/70-32. 
50-260/78-35 «< 50-296/78-33 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility 1. Materials 

Safety Branch 79/02/26 Ip 


7903080211 Suppl info re reportable occurrence, during nondoetructl ve 
eiamlnatlons of main steam relief valves. 1 1 near Indications 
of minor casting defects brere found during mod of valves by 
offsite facility Defects were ground out tt weld repaired 
e Tennessee Valley Authority 79/03/02 2pp 


7903140136 Responds to NRC 790208 Itr re violations noted In IE Insp 
Repts 50-359/78-32.90-360/78-33. & 30-296/78-33 Corrective 
actions radiation survey instruments calibrated, 
administrative ireasui'es taken to ensure future compliance 
OILLELAND.J E Tennessee Valley Authority 79/02/08 3pp 


7903140147 Forwards IE Insp Rept 30-239/70-32. 30-260/70-35 t 
50-296/78-33 on 7B12O4-0B «, 10-20 t, notice of violation 
SUTHERLAND. J T Region 2. Atlanta. Fuel Facility t. Materials 

Safety Branch 79/01/17 2pp 


7903140150 Notice of violation from Insp on 701204-08 & 10-20 

• Region 2. Atlanta. Fuel Facility t< Materials Safety Branch 
79/01/13 Ip 


7903140162 IE Insp Rept 50-239/70-32,30-260/78-33 t< 30-296/70-33 on 
791204-08 I, 18-20 Noncompliance noted failure to follow 
radiological emergency plan implementing instructions 
PERROTTI.D j . TROJANOUSKl.R , HUFHAH, J U Region 2. Atlanta, 

Fuel Facility «< Materials Safety Branch 79/01/13 19pp 


7903000300 Informs recipients of IE Bulletin 79-01. “Environ 
Qualification of Class IE Equipment," dtd 79020B. that valve 
limit switch identified as NAMCO Model S3CML sho-uld read 
8L3CML 

O'REILLV, JP Region 2. Atlanta. Office of the Director, 
79/02/28 2pp 


7903140532 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plata 
Designs Using Concrete Espsnaion Anchor Dolts " 

O'REILLY, JP Region 2. Atlanta. Office of the Director 
79/03/08 2pp 


7903120230 Status rept on correction of defective offline liquid 
effluent radiation monitors New monitors instal 1 ed> but field 
testing revealed they failed to perform per design specs 
FOX. H S Tennessee Valley Authority 79/03/07 Ip 


7903210137 Forwards LER 79-005/03L-0 

FOX, H 8 Tennessee Valley Authority. 79/03/16 lp< 


7903210143 LER 79“005/03L~0 on 790225 reactor, turbine bldg t< refueling 
lone vent eithaust monitor 8M-90-250 became Inoperable Caused 
by moisture collectiun in detector 3C-2 -1 B Detector 
replaced It moisture removed 

n Tennessee Valley Authority 79/03/16 2pp 


7903210149 Forwards LER 79-004/03L-0 

FOX. H S Tennessee Valley Authority 79/03/16 Ip 


7903210153 LER 79-004/03L-0 on 790227 during normal operat I on. revioui of 
surveillance test data indicated monthly samples of diesel 
fuel taken in Dec 1970 have not been analyzed Caused by loss 
of samples In transit till) try bo measure samples on site 
* Tennassee Valley Authority 79/03/16 2pp 


7903210171 Forwards LER 79-003/OIT-1 

FOX.ii 0 Tennosseo Valley Authority 79/03/16 Ip 


7903210173 LER 79-0O3/O1T-1 on 790120 during co.ld shutdown. 1 deal leak 
rate test indicated axcesslve total leakage. Caused by 
leaking valve seating surface in eight valves Valves 
repaired & retested. 

* Tennessee Valley Authority 79/03/16 3pp 


7903290024 Forwards UER 79-006/03L-0 

FOX.H 3 Tennessee Valley Authority 79/03/22 Ip 


7903140246 Submits followup rept required by IE Bulletin 79-01 re 
environ qualification af MSIV limit switches Discusses 
operability requirements t concludes qualification 
unnecessary as operation not required during LDCA 
OILLELAND.J E Tennessee Volley Authority 79/03/09 2pp 


7903210087 Forwards IE Bulletin 79-03. “Longitudinal Ueld Defects In 
A8ME 6A-312 Type 304 Stainless Steel Pipe Bpoots 
Manufactured by Youngstown Welding 1< Engineering Co." 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/12 2pp 


7903220269 As further response to 790206 ICr w/IC Dulletin 79-01. 
Informs that motors are used on certain valve 
operators In containment area which are not qualified for 
use in LQCA environ No safety concerns citst 
OILLELAND.J E Tennessoe Valley Authority 79/03/13 Ip 


7903220020 Forwards IE circular 79-04. "Loose Locking Nut on Llrnltorquo 
Valve Operatdrs ■' 

O'REILLY. J.P Region 2. Atlanta, Office of the Director 
79/03/16 2pp 


7903060495 Forwards "Annual Operating Rept for 1970“ A "Radiological 
Impact Assessment " 

OILLELAND.J E Tennessoe Valley Authority. 79/02/28 Ip 


7903060501 “Annual Operating Rept for 1978 “ 

OREEN. H J Tennessee Valley Authority 79/02/2B 17pp 


7903060804 "Radiological Impact /Nssessment. " July-Oec 1978 
* Tennessee Valley Authority RH“79-2~DF1 79/02/28 46pp 


7903070213 Forwards revised page for monthly operating rept for Jan 
1979 

DEVEA8E, J. B Tennessee Valley Authority 79/03/02 Ip 


7903290026 LER 79-006/03L-0 on 790228 reactor, turbine bldg ti refueling 
tone ventilation exhaust monitor HM-90-230 became 
inoperable for 3 3-h Caused by moisture in 8C-2B detector 6 
leaking flanges Moisture removed &i flanges tightened 
* Tennessee Valley Authority 79/03/92 2pp. 


7903200310 Forward! LER 79-0O3/03L-2 

FDX.HS Tennessee Valley Authority. 79/03/23 Ip 


7903280323 LER 79-OO3/03U-2 an 790120 during cold shutdown. local leak 
rate test revealed total leakage exceeded allowable 60X La 
per 24-h Caused by excessive leakage of valve seating 
surface Eight leaking valves were repaired t, retested 
* Tennessee Valley Authority 79/03/23 Ip, 


7903290002 Forwards LER 7e''00a/01T-l 

FOX.H 8, Tennessee Val ley* Authority 79/03/23 Ip. 


7903290003 LER 78-QOS/OlT-t on 780310 analysis based on In-plant 
ffleaEurements of real ?< reactive loads Indicated that 
for certain conditions in offsite power suppty.Tech Spec 
3 9 A 1 could not be met Corrective devlcee installed, 
e Tennessee Valley Authority 79/03/23 Ip, 


DOCKET 50-260 Browns Ferry Nuclear Power Station. Unit S 


7903120144 Forwards revised versions of Entry-Control Byt Handbook. 
BAND77-1033I Intrusion Detection Sys Handbook. BAND76-0S54i t. 
Barrier Penetration Database. KUREO/CR-OIBI 

MILLER. J R Assistant Director for Reactor Oafeguards, 79/01/09 

2pp 
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DOCKET 90*260 BTOwnt Ftrry tJuc)i4r Pewir Statierij Untt 3 


7^03330039 Forw«rdf F*dtril R»s»«tir rotief »nnndlnj 10CFB73 55. 
*R»(lu 1 r fminti tor Phgiitol Protictlon of Ltciniod Activltie* 

In NU'Cloor Pcwor niickori Agointt Indutt^ri*} Sobotagoi” to 
riifiT imglogii got-down tiarchsi untit 790801 

DENTCK. H fl Offici of Nucloir Reactor Regulation 79/02/33 Ip 


7703360343 Forward! laftguardi contlngoncg plan* Plan* ulthhald 
lr*P 10CFH3 790) 

OlU-El-A/m. J C T*nnr)i*> Valloy Authority 79/03/31 Ip 


7903160170 Forward* "Annual R»pt 1970 “ 

OILLEtAND../ E T>nn*>i*t Vallrti Authorltig 79/03/16 Ip 


7903160317 “Annual Rtpt 1970 • 

a T*nna»*ta Vallig Authorltg 79/03/16 42pp 


7903080173 Forward* nod to "Rrvlaw 6 Accaptatie* Of Spant Fuel Storage 
li Handling Application" providtd on 780414 Involvit page* 
tV-9 ti JV*6 w/aodifltd ratlonala 6 corractlan* 

CRIMES. B R A**l*tant Director for Enginaar* 6 Project* 

79/01/18 4pp 


7903010295 Forward* REDO*2IBQ5. "Hart 1 Containment Program. Oouncomer 
Riduced Submirgence. Functional Aaittimank Rept “ 

SOBON. L v) Oentral Electric Co .Nucltar Energy Product* Div 
79/03/01 Ip 


7903010310 "Karl I Containment Program. OowncDaer Reduced Bubnergence. 
Functional A*ie*t«*nt Rapt " 

WOtfO. K U Canaral Electric Co .rJuclear Energy Product* Div 
RE}>0*2IBBS 78/06/30 4Spp 


7903090370 Responds to NRC 781129 1 tr eipretslng concern re design of 
safety actuation signal circuits *< operation of primary 
conteitunent purge tys Util intends to contlnire limited 
purging per present operating license 
OILLBLAND.J E Tennessee Velley Authority 


79/03/01 


3pp 


7903120303 Proposed amend changing Tech Specs re typographical 
errors, clarification of lou power range monitor 
requirements, remove 1 of obsolete requirements l< reduction of 
scram timing pressure restriction* W/imp Ingemen t study 
OILLEUEND. J E TsnnessBB Valley Authority 79/03/01 B7pp 


7903120459 Provides summary of 790213 meeting In Dothesda.MD w/ 
representatives of Mart I owner's group program committee to 
discuss generic Mart I program re safety relief valve loads 
M/tnc> attendees list it meeting handouts 
51). T M Containment Systems Branch 79/03/01 I6pp 


7903200263 Forwards proposed staff position for Mark I long-term 
program implementation schedules 

EISENHUT.D 0 Assistant Director for Systems *< Projects 
79/03/01 4pp 


7903200304 Directs recipients to send end sample Itrs to DWR Mark 1 
facilities requesting schedules 6 commitments re etpected 
mod completion dates, use of safety relief valve discharge 
devices k licensing fee* for long-term program 
CRIMES. B Assistant Director for Engineers k Projects 
79/03/01 Bpp 


7903130303 Forwards list of proposed Tech Spec changes submitted ilnce 
1974 for review 6 approval Requests withdrawal of changes 
labelled "Requests for Withdrawal" tc return of fee for two 
changes 

OILLELANDi J E Tennessee Valley Authority 79/03/08 4pp 


7903020218 Hot 1 f 1 cat 1 en of 790214-15 mttting in Bethesda.MD. 
w/representat Ive of Mark 1 owners group to discuss 
lap I ementet 1 on k resolution of Marl t long-term program k 
pool swill pressure load definition technique* 

CRIMES.C Assistant Director for Englnaar* k Projects 79/02/06 
IP 


7903010061 Forwerds safety evaluation of intarlm assessment of 
mult Ip 1 e-coni ecutivi safety relief vilva actuitions. k 
sample Itr 

EIBEWIUT.D D Aiilstant Director for Systems k Projects 
79/03/15 2pp 


7903010070 “Safety Evaluetlon Ript of Intarlm Assoitments of Multiple- 
Consecutive Befety Relief Valve Actuatlone in Hark I 
Containment Plants " All plants are lis conformance w/ 
acceptance criteria 

t Assistant Director for Systems k Project* 79/02/15 lOpp 


7903230042 Forward* Amend 49. 43 k 20 to DPH-33, DPR-52 k DPfi-68 
respectively, k notice of issuance Security plan evaluation 
rept withheld (ref 10CFR2 790) 

IPPOCITO.T A Operating Reactori Branch 3 79/02/23 3pp 


7903320044 Amend 49.43 k 20 to OPR -33. DPR-52 k DP«-6a respectively, 
incorporating phyiical security plan Into licenses 
IPPDLITO.T A Operating Reactors Branch 3 79/02/33 6pp 

7903220052 Katie e of 'issuance of Amend 49.43 k 20 to OPR-33, DPR-52 k 
DPft-6B. respactlvaly 

IPPOLITD. T A Operating Reactors Branch 3 79/03/33 2pp 


7903270107 Discusses status of Hark I containment long-term profirmm 
Requests schedule showing time periods for installation of 
specific plant mods Discusses safety relief valve discharge 
device installation k forwards HRC evaluation 
BTELLO. V Division of Operating Reactors 79/03/13 i7pp 


7903190260 Forwards 90-day summary technical rept on secondary 
containment leak rate testing 

OILLELAHDiJ E Tennessee Valley Authority 79/03/14 Ip 


7903190271 "Secondary Containment Leak Rato Test" conducted 700330 for 
90-day period Concludes secondary containment sys Is 
capable of maintaining greater than 0 35 Inch of water 
vacuum 

a Tennoisae Valley Authority 78/03/30 35pp 


7903200367 Forwards requested amend to Licenses DFR-33. DPR-sa, 
re handling of nuclear matt w/justl f icatlons k reasons for 
proposed amend 

OILLELAND. JE Tennessee Valley Authority 79/03/15 4 pp 


k DPM-<.0 


r TUsJVkTWtT 


50-294/70-37 No noncoffip 1 1 4 nc 0 notftd 




™h” ^9/01/25®*%^' Oporctions Nuclear Qupport 






LER Lj m 1“"" '»>*»<' Mdjor areas Impacted 

Plant operltlon.^Tpr^nr^u;:'"'**""'""' «t<vUl.., 

KrrX^o;tra^^;{: 79/01^1^“’%?; OP.r.tla„, 


7903160313 Forwards proprietary rept NE0E-33545-P. "Hark 1 Contalnnent 
Program. Buppresilon Pool Buell Test Prpgram.LDR Load Teit- 
Oeneric Beneitivity " H/effldavlt for proprietiry itatus 
Rept withheld: (ref 10CFR3 790) 


SOBOff. L 3 
79/02/36 


Oeneral Electric Co .Nuclear 
5pp 


Energy Producte Div 


operatione.after fuel assembly wm towirpS iJp^S* 3 

r n ;’-20-3r,pple became unlaich^; FuSrimpmbly Lt 

OILLELANO.J E Tennessee Valley Authority 79/01/26 Ip 


7703330011 “SEA of Interim 
Containment Plants " 

• Assistant Director 


Assessments of MStV Actuations in Mark I 
for Engineers k Projacti 79/02/37 12pp 


790323^3 Forward* lafety evaluation rept on interim isseiiaent* o 
mutklple-coniecuttve lafety relief valve actuations * 

Concludes that continued operitlon of Mark 1 BUR facilltiei 
Is acceptable subj to corrective actione 

CRIMES. B K Division of Operating Reactori 79/02/37 ip 


OILLELAND.JE Tennessee Valley Authority 79/02/02 


of Ouna-ir 

3pp 


ifuTI noncompllanci noted 

bS 79/02/l3®“’Spr 


k 

ear Bupport 


7903070256 Forwards Van 1979 Hark I containment program aiHvilu 
rtvi«w Ll»t« hild It provldtt brlad ^ 

79/03/ro'^ Else trie Co .Nuclear Energy Products Div 


licensee actions o7reDortahi. ^ inspected 

Nuclear Support Branch 79%ins “’b?;**"''’' OpoPAtiOMi 
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DOCKET SO-S<bO Orouins Ferry Nuclear Power Stationi Unit 2 


7903360087 Forward* IE Insp Rept 90-339779-03p SO-360/79-03. 
50-296/79-03 No noncomp 1 ianc b noted 

BUTHERLANDi J T Reyion Si Atlantoi Fuel Facility Sc Material* 

Safety Branch 79/03/13 Spp 


7903S60089 IE Insp Repts 30-259/79-02.30-860/79-03 t< 50-396/79-02 
on 790108-18 No noncomp 1 lane c noted Major areas Inspected 
liquid raduasts releases & effluent monitor calibr. plant 
chemistry, action on LERs b previous insps 

JACKSON. L L . OID80N. A F Region 2. Atlanta. Fuel Facility b 

Materials Safety Branch 79/02/19 Spp 


7903020376 Forwards IE Info Notice 79-04. "Degradation of Enyineerod 
Safety Features " 

O'REILLV. J P Region 3. Atlanta. Office of the Director 
79/02/16 2pp 


7903140130 Ack receipt of 790208 Itr informiny NRC of steps taken to 
correct violations noted in IF Insp Repts 30— 359/78-32. 
30-360/70-33 & 30-296/70-33 

SUTHERLAND, J T Region 2, Atlenta. Fuel Facility 6 Materials 

Safety Branch 79/02/S6 tp 


7903140136 Responds to NRC 790200 Itr re violations noted in IE Insp 
Repts 30-237/78-32,30-260/70-35. it 30-296/70-33 Corrective 
actions radiation survey 1 fistrumente calibrated, 
admini strative measures taken to ensure future compliance 
OILLELAND. J E Tennessee Valley Authority 79/02/00 3pp, 


7903140147 Forwards IE Insp Rept 50-239/79-32.30-260/70-33 b 
30-296/78-33 on 7S1204-03 b 18-20 b notice of violation 
SUTHERLAND. J T Region 2. Atlanta. Fuel Facility b Materials 

Safety Branch 79/01/17 2pp 


7903140150 Notice of violation from insp on 781204-00 b 10-20 

* Region 2. Atlanta. Fuel Facility b Materials Safety Branch 
79/01/13 Ip 


7903140162 IE Insp Rept 50-259/78-32.50-260/78-39 b 50-396/78-33 on 
791204-00 b 18-20 Noncomp 1 lance noted failure to follow 
radiological emergency plan implementing instructions 
PERROTTl.O J . TROJANOUSKI.R • HUFHAK. J U Region 2. Atlanta, 

Fuel Facility b Materials Safety Branch 79/01/19 19pp 


7903080300 Informs reclplonts of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment, “ d td 790200. that valve 
limit switch identified as NAMCO Model 33CHL should read 
6L3CML 

O'REILLY. J P Region 3. Atlanta. Office of the Director 
79/02/20 2pp 


7903140552 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts ” 

O'REILLY. J P Region 2, Atlanta, Office of the Dlroctor 
79/03/00 2pp 


7903140246 aubmlls followup rept requirod by IE Bulletin 79-01 re 
environ qual if icatlon of MSIV limit switches Discusses 
operability requtiements b concludes qualification 
unneceseary as operation not roqulred during LOCA 
OtLLELANDr J E Tennessee Valley Authority 79/03/09 8pp 


7903210007 Forwards IE Bulletin 79-03. "LonoltuiJlnol Weld Defects In 
A0ME aA-3I2 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Molding b Enylnaering Co " 

O'REILLY, V P Region 2. Atlanta. Office of the Director 
79/03/12 Spp 


7903220369 AS further response to 790208 Itr w/IE Bullotin 79-01, 
informs that motors are used on certain valve 
operators in containment area which ore not qualified for 
use in LOCA environ No safely concerns exist 
OILLELAND, J E Tennessee Valley Authority 79/03/13 Ip 


7903220028 Forwards IE Circular 79-04, “Lposa Locking Nut on LIml torque 
Valve Operators " 

O'REILLY, J P Region 8, Atlanta, Office of the Director. 

79/03/16 Spp 

7903060495 Forwards "Annual Operating Rept for 1978" b "Radloloalcal 
Impact Assessment " 

OILLELAND, J E Tennessee Valley Authority 79/02/20 Ip 


7903060501 "Annual Operating Rept for 197B " 

OREEN, H J Tennessee Valley Authority 79/02/80 17pp 


7903060504 “Radiological Impact Assassment, “ July-Dee 1978 

* Tennessee Valley Authority RH''79-2-9Fl 79/02/20 46pp. 


7903070213 Forwards roviaed page for monthly operating rept fOT Jan 
1979 

DEVEASE.J B Tennessee V»llay Authority 79/03/02 Ip 


7903070216 Roviseil page for monthly operating rept for Jan 1979 
OREEN. D Tennessee Valley Authority 79/02/03 Ip 


7903160113 Forwards monthly oparating Tept for Fob 1979 
DEUEASE. J 0 Tonnessco Vallay Authority 79/03/12 Ip. 


7903160117 Monthly operating rept for Feb 1979 

DEUEASE. J 0 Tennessee Valley Authority 79/03/02 31pp. 


7903050393 Forwards LER 79-003/0 1 T-0 

FOX.H 8 Tennesscs Valley Authority 79/02/27 Ip 


7903050399 LER 79-003/01T-0 on 790214 rod position info sys power 
supply PS X-S failed. Causing toss of rod position indication 
in bottom half of vertical Core display Caused by failure of 
cooling fan in Trygon Model L3B6-70-OVB49S9 
* Tennessee Valley Authority 79/02/27. 2pp 


7903070326 Forwards LER 79-002/03L-0 

FOX.H S TennesBp* Valley Authority 79/03/01 Ip 


7903070335 LER 79-002/03L-0 on 790203 alarm for fire protection panel 
25-236 annunciated in control room Panel was not alarmed 
condition Caused by normal end of life electrical failure of 
annunciator point card Card replaced b ays normal iced 
« Tennessee Valley Authority. 79/03/01 2pp 


DOCKET 30-261 H D Roblneon Plant. Unit 2 


7903180144 Forward* ravlaed versions of Entry-Control Sys Handbook, 
8AND77- 1033) Intrusion Detection ays Hendbook, 8AND76-0S34J b 
Barrier Penetration Database, NVREO/CR-Oiai 

KILLER. J R Assistant Director fop Reactor Safeguards. 79/01/09 
app 

7903200107 Forwards list of addl Info sought for revisw of auxiliary 
shutdown sy* 

BCHHEHCER, A Operating Reactors Dranch i 79/02/13 4fp 

79O323003S Forwards Federal Reglstar notice amending 10CFR7a. 33, 
"Requirements for Physical Protaction of Licensed Activities 
in Nuclear Power Reactor* Against Industrial Sabotage, *' to 
defer Bmploye* pat-down s ears It#* until 790601 

DENTON, H ft Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903160319 Ack receipt of 790215 Itr requesting addl info re fire 
protection sys Revlaw of requested Info has been initiated. 
Expresses concern over continuing changot In NRC policies b 
dalay* In notifying licensees 

UTLEY, E E Carolina Pouar b Light Co 79/03/13 8pp 


79032703DI Forward* contingency plant, to be wlthhel<f irtf lOCFRa.7901. 
UTLEY, E E Caroline Power b Light Co. 79/03/23 8pp 


7903080389 Forward* NORE0/CR-04O0, "Ri*k Assessment Review Oroup Rept 
to the U8 NRC" {Lewie Rept) Commission prssentlg developing 
policy statement re rapt 

LEU I a, S H Office of Ihe Executive Legal Director. 79/01/23. Ip 


7903000173 Forwards mod to "Review b Acceptance of 9pant Fuel Btorage 
b Handling Application" provided on 7B0414 Involvei pages 
IV-3 & IV-6 w/modlfiad rationale b corrections 
ORIMEBtB K Assistant Director for Engineer* ti Project*. 
79/01/18. 4pp 


7903210536 Response of 771319 Indicates that F8AR anatysi* of potential 
boron dilution Incidents still rapreseRt* most limiting 
case b no furtbsr action Is necessary 

aCHWENCER, A. Operating Reactors Branch 1 79/02/27. 2pp. 


7903090224 Requests revisions of Tech 0ptc* to facilitate work planned 
for outage to clarify or change Tech 8pacs to bs in 
accordance w/NRC gw id el ines. Proposed changa* b safety 
evaluatlonyencl Requests tssuencs by 790412. 

UTLEY, E.E Carolina Power b Light Co. 79/03/06 80pp. 


7903190826 Notifies NRC of schedule for refueling Unit 8 for Cycle 7 
operation Util is considering an astendatf bwrnup test for 
test for four fuel assemblies during operation 
UTLEY, E.E Carolina Power b Light Co. 79/03/14 IP 



DOCKETED SERIES 


DOCKET ao-atil H B Ra bint on Plant, Untt 2 


7903200409 Foi>Uapi|» propoiad Toth Spots for control room filtsrs 
uoro rtquostod by staff b ulll bo part of 2.300 hWt upratino 
amond to ui cense DPB^aa 

UTLEY, E E. Carolina Power It Light Co 79/03/13 «pp 


uh 1 ch 


7903090803 Foruardt “Effluent tt Waste Disposal Beoiiannual Rcpt" fop 
gul-Det 197B 

FURR.B J Carolina Power U Light Co 79/03/01 Ip 


7903090208 “Effluent (c Watte Disposal Semiannual Ropt“ for Jul-Dct 
1976 

PURR, B J Carolina Power t< Light Co 79/03/01 83pp 


Forwards IE Imp Kept lunnarM 30-2*1/78-89 on 791218-14 
Violation It Insp rapt withheld (ref lOCFRa 7901 
KENNA, W B Region 2, Atlanta, Safeguards Branch 79/01/04 2pp 


7903190230 Forwards nonthlg operating rept for Feb 1979 
FUBR,I3 0 Carolina Power t Light Co 79/03/09 Ip 


7903130167 IE Insp Rapt sunmarv 50-261/78-29 on 701212-14 
Noncompliance noted testlng/matntenanc* 

TDBIN.M J . OILLESPIE.F P Region 2. Atlanta, Safeguards 

Orantb 79/01/04 ]p 


7903130086 Forwards IE Insp Rept 50-261/79-02 on 790109-13 No 
nonconpllante noted 

LEWIS, H C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/02/01 2pp 


7903130093 IE Insp Rept 30-261/79-02 on 790109-18 No noncomp 1 lance 
noted Major areas inspected LER, IE circular t open item 
f D llouup ■ indf pend ent insp t facllitg tours 

MCTHENRY, Y 0 Region 2, Atlanta, Reactor □perations Muclaar 

Support Branch DANCE. H C Region 2. Atlanta, Office of the 
Director 79/01/31 6pp 


790-8200090 Forwards IE Info Notice 79-01. "Bergen-Paterson Hudraullc 
Shock h Swag Arrestors (HSSA) “ 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/02/02 3pp 


7903010010 Acl receipt of 790123 Itr Informing NfiC of steps taken to 
correct violations noted in IE Insp Rept 30-261/79-29 
KENNA, U B Region 2, Atlanta, Safeguards Branch 79/02/06 Ip 


7903010012 Responds to NHC 790104 Itr re violations noted in IE Insp 
Rept 30-261/70-29. Corrective actions withheld (ref 
1QCFR2 790) 

FURR.B J Carolina Power (k Light Co 79/01/23 Ip 


7903080333 Forwards IE Info Notice 79—04, “Degradation of Engineered 
Safetg Features “ 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/16 2pp 


7903280084 Forwards IE Insp Rept 50-261/79-01 on 790103-12 
Ho noncompliance noted 

&UTKERLAND, J T Region 2. Atlanta. Fuel Facllitg h Materials 

Safety Branch 79/02/16 2pp 


7903260087 IE Insp Rept 50-261/79-01 on 79010B-I2 No none ompl lance 
noted Major areas Inspected effluent control 
Ins trumen t a t ion, f 1 1 tor tes ting, reactor coolant 6 seconderg 
water tests t< followup on previously identified items 
UENKINSrO R , OIBSON.A F Region 2, Atlanta, Fuel Facility (< 

Materials Safety Branch 79/02/16 0pp 


7903QS0256 Informs recipients of IE Bulletin 79-01, “Environ 
Qualification of Class IE Equipment," dtd 790208, that valva 
limit switch Identified as hAMCO Model B3CHL should read 
SL3CML 

D^RElLLYtU P Reg'ion 2, Atlanta, Office of the Director 
79/02/28 2pp 


79Q3190836 Monthly operating ropt for Feb 1979 

WATFORD, M L Carolina Power 8. Light Co 79/03/02 3pp 


7903190269 Forwards LER 79-003/03L-0 

FURR, B J Carolina Power It Light Co 79/03/09 ip 


79031902B1 LER 79-003/03L-0 on 790207 criteria of constant ailal offsd* 
control target band limit was exettded while operating at 
power level greater than 507. Caused by transient tenon 
conditions Power level decreased 

STARKEY, H B Carolina Power t< Light Co 79/03/09 Spp 


DOCKET 50-262 Brigham Young Univ Research Reactor 


7903070277 Forwards “Annual Rept for 197B “ 

DIXON, D R Brigham Young Univ 79/02/27 Ip 


7903070280 "Annual Rept for 1979 '■ 

DIXON, D R Brigham Young Univ 79/02/27 2pp 


DOCKET 50-263 Konticcllo Nuclear Generating Plant 


7903120144 Forwards revised versions of Entry-Control Bys Handbook, 
SAND77-1033I Intrusion Detection Sys Handbook. 8AND76-05S4I It 
Barrier Penetration Database, NUREO/CR-OlBl 

HILLER. J n Assistant Director for Reactor Safeguards. 79/01/09 

2pp 


7903230035 Forwards Federal Register notice amending 10CFR73 55, 
“Beqoirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 790801 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903270382 Forwards safeguards contingency plan J, concludes submittal 
does not decrease effectiveness of previous security plan t, 
does not require application for amend to license End 
withheld (ref 10CFR2 790) 

MAYER, L O Nerthern States Power Co 79/03/23 2pp 


7903290152 Forwards "Annual Rept 1978 “ 

BRUSVEN, A D Northern States Power Co 79/03/26 Ip 


7903290154 “Annual Rept I97B “ 

» Northern States Power Co 79/03/26 35pp 


7903010294 Forwards Endorsement 3* to Policy MF-6e, Endorsement 40 to 
Policy NF-197, Endorsement 40 to Policy MF-51 & Endorsement 
4B to Policy NF-174 for calendar year 1979 
JOHNSON, R 0 Northern States Power Co 79/02/0S 3pp 


7903140465 Forwards IE Info Dulletlh 79-02, "Pipe Support Base Plate 
Oeelgns Using Concrete Etpanslon Anchor Bolts “ 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/08 2pp 


7903010197 Forwards Endorsement 4l to 
Policy HF-6B, both for calendar year 
JOHNSON, R 0 Northern States Power 


Policy MF-51 tt Endorsement 37 to 
1979 

Co 79/02/23 3pp 


7903210119 Forwards I£ Bulletin 79-03, "Longltud * nal Meld Defects Hi 
A8ME SA-312 Type 304 Stainless Steel Pipe spools 
Manufactured by Youngstown Maiding 6 Engineering Co “ 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/12 2pp 


7903210369 Forwards IE Circular 79-04. "Loose Locking Nut on. LimI torque 
Valve Operatars “ 

O'REILLY, J.P Region 2, Atlanta, Office of the Director 
79/03/16 2pp 9 


7903070236 Forwards "Annual Operating Rept for 197S “ 
FURR.B J. Carolina Power & Light Co 79/03/01 ip 


7903070240 "Annual Operating Rept for 1978 " 

4 Carolina Power St Light Co 79/03/01 3pp 


05 cno.. -.K VO ,,n,^c.u roiicy nr~31 

JOHNSON, R C Northern States Power Co 79/03/22 app 


79030B0173 Forwards mod to "Review tt Acceptance of Spent Fuel Btorag* 
«< Handling Application" provided on 7B04i4 Involves panes * 

IV“5 it IV-A br/modifl»d rationale it corraction« 

79/of/i** ^ Assistant Director for Engineers i< Prajetrts 


7903050293 Forwards NED0-21BB9, "hark I Containment Program, Downcomer 
flcduced Submtrgencer Func ttoTial Assessment Rept ” 
saOQMiU J General Electric Co tNuciear Energu Products Div 
79/02/01 Ip uxv 


7?030103to ''Marl( I Cotitainmant 
Functional Assessment Rept “ 
MONO; K W General Electric 
NEDa-;rL8B5 78/0^/30 45pp 


Prografflf Downcomer 
Co ifJuclear Energt^ 


Reduced Gubmergenc 9* 
Products Div 



DOCKET &0-2&3 Hontlcsllo Nuclear Oenerating Plant 


DOCKETED SERIES « 

7^030101313 Act receipt at 790111 Itr Itiforming NRC of etnps taken to 
correct yiolations noted in tnsp identified In NRC 790103 
Itr 

7903080318 Notification of 790314-19 meeting in OsthaedaiNOi HINOt J A Region 3> Chicago^ Safegvarde Branch 79/02/09 Ip 

u/representsti va of Hark 1 obiners group tn dlecuss 
Implementation ti resolution of Mark I long-term program & 

pool suell pressure load definition techniques 7903010143 Responds to 790103 Itr re violations noted In inep on 

ORIKEBiC Assistant Director for Engineers & Projects 79/03/06 701105-08 Corrective actions Ulthheld <ref 10CFR3 790) 

Ip HACHTEJl.L J Morthorn States Power Co 79/01/11 Ip. 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations, ic 
sample Itf 

EISENHUTi D 0 Assistant Director for Systems ti Projects 

79/03/13 3pp 


7903010070 "Safety Evaluation flept of Interim Assessments of Kultiple- 
Consecutlve Safety Relief Valve Actuations in Hark 1 
Containment Plants " All plants are in conformance w/ 
acceptance criteria 

» Assistant Director for Systems Si Projects 79/03/19 lOpp 


7903160313 Forwards proprietary rept NEDE~S3549-Pi "Mark I Containment 
Program. Suppres s ion Pool Swell Test Program. UDR Load Test- 
Senoric Sensitivity " U/affldavlt for proprietary status 
Rept withheld (ref 10CPR2 7901 

80DON. L J General Electric Co .Nuclear Energy Products Div 
79/02/26 9pp 


7903330011 "8ER of Interim Assessments of HSIV Actuations in Hark 1 
Containment Plants " 

* Assistant Director for Engineers 8. Projects 79/0S/Z7 ISpp 


7903230083 Forwards safety evaluation rept on interim assessments of 
mul tip 1 e-conseevt 1 vs safety relief valve actuations 
Concludes that continued operation of Hark I BUR facilities 
is acceptable subj to corrective actions 

ORINEB. b K Division of Operating Reactors 79/03/37 Ip 


7903070396 Forwards Jan 1979 Hark I containment program activity 
review Lists meetings held U provides brief task-by-task 
summary 

SDDONi L J General Electric Ce .Nuclear Energy Products Dlv 
79/0S/2B llpp 


7903130439 Provides summary of 790313 meeting in Bethesda.HD w/ 
representatives of Mark I owner's group program committee to 
discuss generic Hark I program re safety relief valve loads 
M/encl attendees list It meeting handoutc 

SU. T M Containment Systems Branch 79/03/01 16pp 


79032002B3 Forwards proposed staff position for Hark 1 long-term 
program implementation echedules 

ElBENHUT. D 0 Assistant Director for Systems *i Projects 
79/03/01 4pp 


7903300304 Directs recipients to send end sample Itrs to DWR Mark I 
facilities requesting schedules ti commitments re expected 
mod completion dates, use of safety relief valve discharge 
devices tt licensing fees for long-term program 
ORIMESi 0 Assistant Director for Engineers l< Projects 
79/03/01 Bpp 


7903090287 In response to NRC 790301 Itr. certain Flschner butterfly 
valves In primary containment purge ti vent sys may not close 
against LDCA differential pressure Administrative action 
taken 

ELIASON. L R Northern States Power Co 79/03/08 ip 


7903120249 Responds to 790216 request for addl info ra reactor vessel 
Hatl Burvaillancc program. Info will take until June 1979 to 
assemb 1 e 

MAYER. L 0 Northern States Power Co 79/03/07 Ip 


7903070040 Forwards IE Insp Rept 90-363/70-20 on 701209-08 ii notice of 
violation. 

FIORELLItO Region 3. Chicago. Reactor Operations Nuclaar Support 

Branch 79/01/10 2pp 


7903070048 Notice of violation from Insp on 701309-08 

e Region 3. Chicago. Office of the Dlroctor 79/Ol/OB Ip 


7903070044 IE Insp Rept 80-363/78-20 on 781209-08 Noncomp I lance noted 
failure to taka actions required by Surveillance Procedure 
0299-4-1II on 7B1114 during test of RHR Pump 13 
HARPBTER.T L. . REYES. L A . UARNICKrC F Region 3. Chicago. 

Office of the Director 79/Ol/OB 5pp. 


7903060712 Responds to IE Dullatin 78-14 "Deterioration of Dona-N 
Components tn ASCO Solenoids " Describes preventive matnt 
program for Quna-N parts in control rod scram sys solenoid 
valves, H/ltr re scram pilot valve tests 
UACHTER.L. J Northern States Power Co 79/03/02 7pp. 


7903190327 Forwards IE Insp Rapt 50-263/79-01 on 790123-26 t notice o 
violatton 

DAVIS. A B Region 3. Chicago. Fuel Facility *c Materials Safety 

Branch 79/02/07 2pp 


7903130329 Notice of violation from insp on 790123-26 

tt Region 3. Chicago. Dffico of the Director 79/02/09 ip 


7903»SO331 IE tnsp Rept 30-363/79-01 on 790123-26 Noncomp 1 lane o note 
failure to perform required heater 6 differential pressure 
testing of standby gas treatment sys 

HILLER. D E . DUDRY, M E Region 3. Chicago. Office of the 

Director F18HER.ML Regions. Chicago. Fuel Facility 1< 

Materials Safety Branch 79/02/05 7pp 


7903140106 Ack receipt of 790301 Itr informing NRC of steps taken to 
correct vlolatians noted In ’NRC 790116 Itr 

HEISHMANi R F Region 3. Chicago. Reactor Dperations Nuclaar 

Support Brandi 79/03/19 Ip 


7903140219 Responds to NRC 790116 Itr re violations noted In IE Insp 
Rept Corrective actions technique for measuring pump 
performance changed to improve repeatability 
UACHTER.L J Northern States Power Co 79/02/01 2pp 


7903000342 Forwards IE info Notice 79-04. "Degradation of Engineered 
Safety Features " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/02/16 
ip 


7903020339 Forwards Revision 3 to ASHE Coda Section XIi "Inservlcc Ins| 
& Testing Pregram" tt info required for NRC review for relief 
from ASHE Code Section XI requirements 

HAVER. L O Northern States Power Co 79/02/36 37pp 


79O30B0363 Informs recipients of IE Dullotl'n 79-01. "Environ 
Oual 1 f 1 ca t Ion of Class IE Equipment." dtd 7902 OB. that valve 
limit switch idantlftad as NAKCO Model 83CHL should read 
BL3CML 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/03/01 

Jp 


7903190043 Forwarde IE Bulletin 79-02. "Pipe Support Base Plate Deslgni 
Using Concrets Expansion Anchor Dolts " 

KEPPLER. J. O Region 3. Chicago. Office of the Director 79/03/06 
Ip 

7903190559 Forwards IE Bulletin 79-03. "Long 1 tudina I Wald Defects In 
ASHE SA-318 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding 1. Engineering Co 

KEPPLER.J’ 0 Region 3. Chicago, Office of the Director. 79/03/12 
IP 


7903260083 Ack receipt of 790228 Itr informing NRC of steps taken to 
correct violation noted In IE Insp on 790123—26 

DAVIS. A D Region 3. Chicago. Fuel Facility (. Materlale Safety 

Branch 79/03/16 Ip 


7903260090 Responds to NRC 790207 Itr re violation noted in IE Insp t 
790123-36 Corrective actions aurvatl lanes of pressure drop 
was camp lated. procedures ware reviled 

UACHTER.L J Northern States Power Co 79/0S/&S 2pp 


7903090164 Forwards suppl monthly operating rapt for Jan 1979. 
HAVER. L D. Northern States Power Co, 79/08/27 ip 


7903080171 Suppt to monthly operating rept for Jan 1979 
« Northern States Power Co 79/02/02 Ip. 


7903120279 Forwards monthly operating rept for Feb 1979. 
MAYER. L 0. Northern States Power Co 79/03/07 Ip 


79031202B2 Monthly operating rapt for Feb 1979. 

MYRA 80. A L Northern States Power Co 79/03/05 4pp 


7903190231 Forwards revised page bo "Annual Rapt of Changes. Tests h 
Experiments - 1970 " Revision corrects omission in 
description of ATWS mod 

MAYER, L.O Northern States Power Ce 79/03/12 3pp 


7903260277 Forwards "Annual Radiological Environ Monltolflng Rept, 1970. 
MAYER, L O Northern States Power Co. 79/03/20 Ip. 



60 DOCKETED SERIES 

IKICKET 80-2*3 rtontieeUo Nuclear Oenerstinfl Plant 7903070411 “Federal Interaganci) Radiological Aasistance Plan 

, Energy, Dept of EnDA-60 75/07/31 9pp 


7903260200 “Annual Radiation Environ Monitoring Rept,l978 “ 
a Northern States Pouer Co 79/03/06 Slpp 


7903210176 Informs of 790313 incident In which two cast lid bolts on 
Nuclear Engineering Co- Model B-2 cask did not have nuts 
installed Inner Lid sealing gasket missing t< outer gasket 
damaged Cast uas returned to vendor empty 
E1.1ASQN,L R Northern States Power Co 79/03/14 Ip 


7903200402 Forwards LER 79-003/0 IT -O 

HAVER. L 0 Northern States Power Co 79/03/19 Ip 


7903080173 Forwards mod to "Review t. Acceptance of Spent Fuel Storage 
& Handling Application" provided on 780414 Involves pages 
IV-S it lV-6 u/modified rationale 1. corrections 
0RIMES,B K Assistant Director for Engineers it Projects 
79/01/18 4pp 


7903010295 Forwards NEDQ-21085, “Mark 1 Containment Program. Dounc omer 
Reduced Submergence. Functional Assessment Rept " 

SQBQN.L J Oeneral Electric Co .Nuclear Energy Products Div 
79/02/01 ip 


790320040a UER 79-003/011-0 on 790301 contalnmsnt vent h purge 
Isolation valves would not close during DBA-LOCA Cause 
unknown Fisher continenttal 18 t< 20 inch, Type 9220 butterfly 
valves opening is administratively controlled 
C0RAN30N. B Not thorn States Power Co 79/03/15 Ip 


7903260218 On 790317, rcc Irculat 1 on motor generator field breaker II 
failed to trip Caused by bead of metal fO'Und fused 
to arc chute near primary contacts Metal head removed, 
contacts cleaned U arc chutes reinstalled 
ELIASON, U R Northern States Power Co 79/03/19. Ip 


DOCKET SO-264 Dow Chemical Ce 


7903260179 Forwards Endorsement 37 to NEtIA Policy NF-160 
CDAUMELL. TN Dow Chemical Co 79/03/21 2pp 


DOCKET 80-265 Quad-Cities Station, Unit 2 


7903120144 Forwards revised versions of Entry-Control 8y s Handbook, 
EAND77-1033f Intrusion Datectien Sys Handbook, 8AND76-0554i I. 
Barrier Penetration Database. NDREO/CR-OIBI 

HlULERiJ H Assistant Director for Reactor Safeguards 79/01/0? 

2pp 


7903010112 Hstifles of security plan deficiencies which art signifieai 
enough to warrant imposition of license conditions Forwards 
commants for incorporation into plan Appeal Is possible 
End A withheld (rif 10CFR2 790) 

IPPDLITO.T A Operating Reactors Branch 3 79/01/30 3pp 


7903230035 Forwards Federal Register notice amending I0CFR73 55, 
’Reguirementi for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 79D80I. 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 ip 


7903270S04 Forwards safeguards contingency p 1 an. Hi thhe I d <ref 
10CFR2 7901 

REED.C Commonwealth Edison Co 79/03/23 Ip 


7903010310 “Mark I Contalninent Program, Downcomer Reduced Submergence, 
Functional Assessment Rept “ 

MONO, K H General Electric Co .Nuclear Energy Products Div 
NED0-21BQ5 78/06/30 45pp 


7903070261 Forwards corrections to info provided at 781006 meeting 
Hatch 2 notile reclassified as type 4B, rec irculat ion inlet 
safe ends constructed of Type 316 Stainless Steel 
GRIDLEY, R L General Electric Co 79/02/01 4pp 


7903020218 Notification of 790214-15 meeting in Bethesda.MD, 
u/representative of Mark I owners group to discuss 
implementation U resolution of Mark I long-term program t. 
pool swell pressure load definition techniques 

GRIMES, C Assistant Director for Engineers 6 Projects 79/02/06 


7903070326 Requests all records, studies, repts t, documents re transport 
of SNM 

HANSELL, 0 Illinois, State of 79/02/06 2pp 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations, t< 
sample Itr 

EISENHUT, 0 G Assistant Director for Systems b Projects 
79/02/15 2pp 


7903010070 “Safety Evaluation Rept of Interim Assessments of Multiple- 
Consecutive Safety Relief Valve Actuations in Mark I 
Containment Plants “ All plants are in conformance w/ 
accep tance criteria 

» Assistant Director for Systems 6 Projects 79/02/15 lOpp 


7903160213 Forwards proprietary rept NEDE-23543-P, "Hark 1 Contalninent 
Program, Suppression Pool Swell Test Program.LDR Load Test- 
Oeneric Sensitivity " H/affldavit for proprietary status 
Rept withheld (raf 10CFR2 790) 

SDBON. L J Oeneral Electric Co .Nuclear Energy Products Div 
79/02/26 Spp 


7903230011 "FER of Interim Assessments of MSIV Actuations in Mark I 
Containment Plants “ 

• Assistant Director for Engineers b Projects 79/02/27 12pp 


7903130S2S Forward* NUREO/CR-0400, “Risk Assassraent Review Group Rept 
to the US NRC" (the “Lewis Corunlttce Rept “> Commission 
presently developing policy statement re rept 

GODDARD, R J Office of the Executive Legal Director 79/01/23 Ip 


7903230083 Forwards safety evaluation rapt on interim assessments of 
multiple-consecutive safety relief valve actuations 
Concludes that continued operation of Mark I BWR faetlltlBi 
is acceptable subj to corrective actions 

CRIMES, B K Division of Operating Reactors 79/02/27 ip 


7903060207 NRDC's response to applicant's b NRC '* objections to 
contentions Urge* that NRC did not validly challenge its 
contentions b that Its contentions should be admitted 
Certificate of Gve end 

HQlSKANiA, 2 Natural Resources Defense Council 79/01/26 Bpp 


7903070256 Forwards Jan 1979 Hark I containment program activity 
review Lifts meetings held b provides brief task-by-task 
eummary 

800 ON, L J Oeneral Electric Co .Nuclear Energy Products Div 
79/02/20 llpp 


7903020393 Forward* curriculum vitae for Tamplim b Cochran Cites two 
pracadent* bearing on Issua of standing: Hunt vs VIA Apppla 
. - 432U8333 b VA Electric Power Co, 

sources Defense Council 79/02/05 Bpp 


7903090316 Responds to 790206 ttr requesting all documents re four 
categories of info involved w/transport of spent fuel b 
other SNM from facility Info available in PDR List of 
possible relevant requests end 

FELTON. J M Division of Rules and Records 79/03/01 4pp 


90202 order from Oeonee-McOuir e proceeding. 
DC to suppl prehearing conference 
Iticn for intervention 
79/02/0B ip 


alnlng info potentially relevant to 
r fuel b of NRC aisassment 

26 4pp 


8." statement of cash flow 
w for 1978 b narrative 

. 79/03/15 6pp 


7903120459 Provide* summary of 790213 meeting in Bothesda.HO ui/ 
representatives of Mark 1 owner's group program committee to 
discuss generic Mark 1 program re safety relief valve loads 
U/encl attendees list b meeting handouts 
6U, T M Containment System* Branch 79/03/01 i6pp. 


7903200203 Forwards proposed staff position for Mark I long-term 
program implementation schedules 

EISENHUT, D 0 Assistant Director for System* b Project* 
79/03/01 4pp 
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DOCKETED SERIES 


DOCKET SO-263 Ouad-Citle» Station. Unit S 


7903200304 Directs recipients to send end sample Itrs to OUn Mark I 
facilities requesting schedules b c oirml tnent s re expected 
mod completion dates.use of safetg relief valve discharge 
devices ti licensing foes for long-term program 
oniHESiQ Assistant Director for Engineers t< Projects 
79/03/01 Qpp 


7903200443 Exempts operating BidR facilities u/Mark I containment design 
from General Design Criterion SO.uhlle long-term program is 
conducted Poruards sample Itrs to be sent to Hark I 
licensees setting forth requirements for schedules 
OniMES. B Division of Operating Reactors 79/03/01 2Spp 


7903220489 Request addl info re reactor coolant pressure temp limits 
which reflect passible use of atypical meld wire in reactor 
vessel welds 

IPPOUITOiT A Operating Reactors Dranch 3 79/03/01 2pp 


7903260286 Forwards summary rapt of 790112 secondary containment leak 
rate test 

JANECEKiR P Commonwealth Edison Co 79/03/06 Ip 


7903260287 Secondary containment leak test rept Concludes standby gas 
treatment lys maintains 1/4 inch of water vacuum in 
secondary containment bldg under calm conditions w/flou 
Tats no higher than 4.000 c f m 
* Commonwealth Edison Co 79/03/06 2pp 


7903190223 Corrects route numbers in 790213 response to request for 
addl Info re Inter-station transfer of spent fuel 
JANACEK.R P Commonwealth Edison Co 79/03/09 Ip 


7903160172 Forwards GE rept NEDE-23a90-P. "Analytical Model for 
Computing Water Rise in Safety Relief Valve Discharge Line 
Following Valve Closure " Rept provided as Task 7 I 8 8 of 
Mark 1 program Rept withheld <ref lOCFRS 790) 

JANECEK.R F Commonwealth Edison Co 79/03/18 Ip 


7903260181 Forwards Amends 91 i< 48 to Ltcensos DPR-29 Si DPR-30. 
respectively t. notice of issuance I. availability 
IPPOLITO, T A Operating Reactors Dranch 3 79/03/12 3pp 


7903260184 Amends 91 Si 48 to Licenses DPR-a9 Si DPR-30i r espee t ively . 
incorporating physical security plan into licenses, 

IPPOLITO. T A nperating Reactors Dranch 3 7^^03/12. 4pp 


7903260188 Notice of issuance Si availability of Amends 91 fc 48 to 
Licenses DPR-89 Si nPR-30. rospectlvely 

VERRELLIiDM Operating Reactors Branch 3 79/03/18 2pp 


79032701 11 Discusses status of Mark I containment long-term program 
Requests schedule showing time perionds for installation of 
specific plant mods Discusses safety relief. valve discharge 
device Installation Si forwards NRC evaluation 
STELLOi V Division of Operating Reactors 79/03/18 17pp 


7903290131 Forwards licensing open items status list 
REEOiC Commonwealth Edison Co 79/03/19 9pp 


7903070808 Forwards IE Insp Repts 90-894/70-28 ti 90-269/78-29 on 
7811 1 6-17i 81 -88i 1806-07 Si 13-14 No noneompliance noted 
FIORELLIiO Region 3. Chicagoi Reactor Operations Nuclear Support 

Branch 79/Ol/IS 2pp. 


7903070913 IE Insp Rept 90-834/78-20 Si 80-269/78-29 on 7B1 1 16-17i 2l-88i 
1206-07 Si 13-14. No noncompliance noted Major areas 
Inspected organliatlon Si admlnistrationi proceduresiLERsi 
followup on outstanding Itams St plant tour 
CHR!880TlMA8i N. > KNQP. R C Region 3i Chicago, Reactor 

Operations Nuclear Support Dranch 79/01/09 9pp 


7903070306 Forwards IE Insp Repts S0-294/78-89i 80-263/78-31, 

90-293/70-30 Si 80-304/70-29 on 781130 Si 701806-07 Si notice 
of violation 

FIORELLIiO Region 3. Chicagoi Reactor Oparations Nuclear Support 

Branch 79/01/19 Spp 


7903070310 Notice of violation from insp on 701130 «i 1206-07 

« Region 3. Chicago, Reactor Operations Nuclear Support Branch 
79/01/il Ip 


7903070317 IE Insp Rept 30-234/70-89.80-269/70-31.80-898/70-30 S< 
80-304/78-29 pn 701130 Si 1206-07 Noneompliance noted 
instrument procedure not followed resulting In unplanned 
reactor trip 6 safety injection at Unit 1. 

KNOPiR.C,. BOYD, DC., WALKER, R Regions, Chicago, Reactor 

Operations Nuclear Support Branch 79/01/11, 8pp 


7903140403 Forwards IE Insp Repts 30-294/79-01 S, 80-269/79-01 on 
790100-11 No noneompliance noted 

DAV18. A D Region 3, Chicago, Fuel Facility Si Materials Bafe 

Branch 79/01/29 Spp. 


7903140403 IE Insp ReptS 30-254/79-01 ti SO-263/79-01 on 790100-1 
noncompliance noted Major areas inspected nonradio 1 ogi cal 
environ protection insp 

AXEL80N, M L . E6BI0, T L Region 3, Chicago, Fuel Facility \ 

Materials Safety Branch 79/01/24 7pp 


7903140462 Forwards IE Insp Repts 30-294/79-03 S< 80-265/79-03 on 
790102-05 No noncomp I lance noted 

FIORELLI.O. Region 3, Chicago, Reactor Operations Nuclear Bui 

Branch 79/02/0t 2pp 


7903140468 IE Insp Repts 30-284/79-03 li 30-265/79-03 on 790102-0 
noneompliance noted Major areas inspected survelllancs bast 
program from June 1977-JonB 1970 

SHAFER, W D . MHITT, K Region 3, Chicago, Reactor Operation 

Nuc 1 b ar Support Branch 79/01/89 6pp 


7903060104 Responds bo IE Bulletin 70-14, "Daterioration of Duna-N 
Components in A8C0 Solenoids " Forwards current plan for 
replacement Si preventive maint 

RECD. C Commonwealth Edison Co 79/02/02 3pp 


7903180144 Forwards IE Insp Repts 30-294/79-02 & 30-868/79-02 on 
790103-03,10-11 & 23-25 No none amp 1 1 anc e noted 

FIOREL(.E,Q Region 3, Chicago, Reactor Operations Nuclear Bit 

Branch 79/02/07 2pp 


79031S01S0 IE Insp Repts 50-284/79-02 Ic 50-265/79-02 on 790103-0 
ti 23-23 No noneompliance noted Major areas InspectediGA 
program, review of plant operations, fire protection action 
followup, IE bul 1 s tin/c ir cular ti LER followup 
CHRiaSOTIMOSi N. . KNOF. R C Region 3. Chicago, Reactor 

Operations Nuclear Support Dranch 79/02/05 4pp 


7903080419 Forwards IE Info Notice 79-04, "Degradation of Engineer 
Safety Features •' 

KEPPLER, J 0 Region 3> Chicago, Office of the Direeto-r 79/0 

Ip 


7903080343 Informs recipients of IE Dulletin 79-01. "Environ 
Qualification of Glase IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model asCML should read 
0L3CHL 

KEPPLER.J 0 Region 3, Chicago, Office of the Director. 79/0 

ip 


7903180013 Forwards IE Bulletin 79-02, "Pipe Support Base Plata Da 
Using Concrete Expansion Anchor Dolts " 

KEPPLER,0, 0 Region'S. Chicago, Office of the Director 79/0 

ip 


7903190539 Forwards IE Dulletin 79-03, "Longitudinal Meld Defects 
A8ME 8A-3i2 Type 304 Stainless Steel Pips Spools 
Manufactured by Youngstown Melding & Engineering Co " 

KEPPLER, J 0. Region 3, Chicago, Office of the Director. 79/0 

ip 


7903200374 Forwards "Bcmlannual Nan-Radiological Environ Rept for 
Aug 70 -Jan 79 " 

JANECEK, R F Conmonuiaalth Edison Co 79/03/20 ip. 


/9033003B7 "Semiannual Non-Rad i oleglc al Environ Rept for Aug 197 
1979 " 

a Commonwealth Edison Co 79/03/00, lS9pp. 


7903160215 Forwards LER 79-003/03L-0 

KALIV1ANAKI8, N, Commonwealth Edison Co. 79/02/20. Ip 


7903160221 LER 79-003/03L-0 on 790814 during high tamp ieolatlon 
proc edure, t emp switch TS 2-2373A was found to trip in excess 
of Tech Spec 1 Imi t. Caused by setpoint drift. Switch 
recel tbrata d t, retested 

KOPACZiJ Cemnonuieelth Edison Co, 79/02/20. 8pp. 


7903890030 Forwards LER 79-004/03L-0, 

KALIVIANAK18, N Commonwealth Edison Co 79/03/06. Ip 


7903290033 LER 79-004/031,-0 on 790211 suction isolation valve 
MO 2-IDOl-SO failed to eleee from control room. Caused by 
failed circuit breaker in valve motor control center. Valve 
taken out of sve for repair during outages 
TlETZrO Commonwealth Edison Co 79/03/06. 2pp. 


7903260330 Forwards LER 79-0OS/03L-0 

KALIVIANAKISi N Cemmonwealth Edison Co 79/03/12 ip 
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OOCKET 50-'S6S Qu«d-Citi>» Station. Unit S 


7903280336 LEB 79“00S/’03L-O on 790223 ZA rtt i rculat i on motor sensrator 
tirealiar oponvdi caui Ing flow niamatch Cauaed bg 
loDienlng of coupling batuean main shaft b recirculation 
motor generator set tachometer Tachometer coupling reset 
REED.H Comnonuealth Edison Co 79/03/12 2pp 


DOCKET 30-366 Point Oeach lluclcar Plant. Unit 1 


7903120144 Forwards revised versions of Entrg-Control Sgs Handbook. 
8AHD77-I033I Intrusion Detection Sgs Handbook. SAH076-05S4j t. 
BaTTler Pon strati on Database. NUREO/CR-01 Si 

HILLER. J B Assistant Director for Reactor Safeguards 79/01/09 

2pp 


f903?30033 Forwards Federal Register notice aainding 10CPR73 SS< 
"Requlr enents for Phgilcal Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage." to 
defer enplegee pat-down searches until 790601 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903270204 Forwardc Revision 10 to Einergencg Plan Hanuel consisting of 
emsrgencg call list 

HURSTEIH. 8 Wisconsin Electric Power Co 79/03/22. 7pp 


7903270399 In response to 790120 Itr. forwards info on spent fuel 
storage at sic axlitlng nuclear power plants near Late 
Hichigan ai of 7BI23I. 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/08 6pp 


79032B0397 In responie to 7B0925 I tr. eunmeri « es Info re pressurieer 
heatup rate Tech Spec inc onsistency. Reactor coolant sgs temp 
rate limited to 60 F per hour.due to deilgn of Uestinghouse 
PWR Appropriate utils have been notified 

ANDERSON. T H Westinghouse Electric Corp 78/10/27 3pp. 


7903080173 Forwards mod to "Review A Acceptance of Spent Fuel Storage 
ti Handling Application" provided on 730414 Involves pages 
lU-9 A IU-6 w/modified rationale A corrections 
8RIHEB. B K. Assistant Director for Engineers A Projects 
79/Ol/ta 4pp 


7903070241 Forwards cheek for balance of anend fees needed to 
complete processing of 781116 anend request 
BUR8TEINrB. Wisconsin Electric Power Co 79/02/23 Ip 


7903200299 Requests addl info re reactor vessel metis surveillance 
program within 60 days. Recommends that testing be 
postponed for present. p ending completion of tests A 
deveiopmenl work underway in HSST program 

8CHHEHCER. A Operating Reactors Branch i 79/02/27 3pp 


7903260374 NBC accepts 771202 response re potential baron dilution 
inc i dents. F3AR analysis of boron dilution incident involving 
contents of sprag additive tank at operating FWR facility 
still represents most limiting case 

SCHKENCER.A Operating Reactors Branch 2 79/02/27 2pp 


7903270969 Discusses corrective reevaluatien felloutng discovery of 
ea Iculat 1 onal error in ECCS cvaluattonal model Error 
involves beat generation factor for fuel cladding during 
LOCA Forwards Westinghouse ECCS reanalysic 
BUftSTEIHjS Hi scone in Electric Power Co 79/03/20 76pp 


7903220402 Forwards IE Insp Rept 80-^66/79-01 on 790122-23 Ho 
noncoap 1 lance noted 

FIORELLI.O Region 3. Chicago. Reactor Operations Nuclear Support 

Branch. 79/02/19 2pp 


7903220407 IE Imp Rept 90-266/79-01 cn 790122-23 No none onpl lance 
noted Major areas inspec ted: control rod worth measurement, 
core thermal power evaluation. power coeffic i ent. shutdown 
margin determination A reactivity anomaly 

CHOW. E T . KOHLER. J E . STREETER. 0 P. Region 3. Chicago. 

Reactor Operitlons Nuclear Support Branch. 79/02/14 6pp 


790308037? Forwards IE Info Notice 79-04. "Oegredatlon of Engineered 
Safety Features " 

KEFPLER. JO Regions. Chicago. Office, of the Director 79/02/16 
IP 


79030B0369 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 790200. that valve 
limit switch identified as NAHCO Model S3CML should read 
8L3ChL 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/03/01 
IP 

7903220304 Forwards IE Insp Rept 30-266/79-02 A 50-301/79-01 on 
790205-09 Motice of violation withheld (ref 10CFR2 790) 

HINDS. J A Regions, Chicago, Safeguards Branch 79/03/02 2pp 


7903220307 IE Insp Rept 50-266/79-02 A 50-301/79-01 on 790205-09 
Noncopp I lance noted security organisation access controls 
Details withheld <ref 10CFfl2 790) 

CREED, J S . KOHELL, J C . HIND, J A Region 3. Chicago. 

Safeguards Branch 79/03/0! Ip 

79031SO049 Forwards IE Huiletln 79-02. "Pipe Support Base Plate Designs 
Using Concrete Eipanslon Anchor Bolts " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/03/08 
IP- 

7903190566 Forwards IE Bulletin 79-03. "Longitudinal Weld Defects in 
ASNE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding A Engineering Co " 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/03/12 

Ip 


7903070345 Forwards "1976 Annual Results A Data Rept " 
SURSTEIN.6 Wisconsin Electric Power Co 79/02/26 Ip 


7903070349 "1976 Annual Results A Data Rept " 
a Wisconsin Electric Power Co 79/02/26 44pp 


7903120262 Forwards semiannual monitoring repts for Julg-Dac 1978 
BURSTEIN.S Wisconsin Electric Power Co 79/02/26 Ip 


7903120264 Semiannual monitoring repts for Julg-Dec 1978 re plant 
releasffinew fuel receipts. environ radiological monitoring. 

A leak testing of sources 

• Wisconsin Electric Power Co 79/02/26 13pp 


7903140374 Forwards monthly operating rept for Feb 1979 
BURSTEIN.S Wisconsin Electric Power Co 79/03/03 ip 


790314037B Monthly operating rept for Feb 1979 
a Wisconsin Electric Power Co 79/03/02 Bpp 


7903160144 Forwards LER 79-OOl/OlT-O 

BURSTEIN.S Wisconsin Electric Power Co 79/03/01 Ip 


7903160147 LER 79-OOl/OlT-O on 790219 inadvertent radioactive gaseous 
release occurred while returning KIOD cryogenic sys gas 
compressor to sve Caused by operator failure to ensure valve 
was closed Procedures restressed 

BURSTEIN.S Wisconsin Electric Power Co 79/03/01 3pp 


7903290004 Forwards LER 79-OOl/OlT-l 

BURSTEIN.S Wisconsin Electric Power Co 79/03/13 Ip 


7903290005 LER 79-OOl/OlT-l on 790219 radioactive gas escaped through 
open discharge valve Caused by failure of operator to ensure 
valve was closed before returning cryogenic sys gas 
compressor to sve Operator ralnstrueted 

QURSTEINiS Wisconsin Electric Power Co 79/03/13 3pp 


DOCKET 50-267 Fort St Vraln Nuclear Oenerating Station 


7903210141 Informs of eitension of time until June 1979 for 
compensatory measures for installation of security sys 
hardwara Delay attributed to problems w/Ulkonlcs equipment, 
requiring significant re-design by manufacturer 
WAREMBOURO.C Public Service Co of Colorado 79/03/13 Ip 


7903270393 Forwards App C to security plan Enel withheld <raf 
10CFR2 790) 

HILLEN.C K Public Service Co of Colorado 79/03/23 Ip 


7903270436 Forwards "Annual Rept 1978 " 

WAREMBOURO.D Public Service Co of Colorado 79/03/16 !p 


7903270397 Requests info re spent nuclear fuel storaga at sii existing 
nuclear plants near Lake Michigan 
SCHAEFER. J Affiliation Unknown 79/01/20 2pp 
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DOCKET 80-867 Fort St Vrain Nuclear Oenorating Station 


7903270430 “Annual fiept 197B " 

« Public Service Co of Colorado 79/08/08 3Spp 


79030S034S Forwards "Lead Items for Review of ThOS & UC2 Topical 
Reptf" to expedite review scheduled for completion bg 
790629 

SPElSiTP Advanced Reactors Branch 79/02/16 7pp 


7703080389 Notification of 790826 meeting u/utll to discuss 
Instrumented control rodsi Insp during refuel sngi reg ion 
restraint davicesi review schedule fc BER t amend W/encl 
meeting agenda 

KUZNYCZiO Advanced Reactors Branch 79/02/82 2pp 


7903130033 Forwards Amend 19 to License DPR-34 t< Federal Register 
notice! in response to 771031 submittal 
aPEISi T P Advanced Reactors Branch 79/02/83 3pp 


79O31S00SS Amend 19 to License OPR-34 Incorporates amended securitg 
plan effective 790223 

SPEISi T P Advanced Reactors Branch 79/02/23 2pp 


7903150060 Notice of Issuance of Amend 19 to License DPR~34 
SPElBiT P /^dvanced Reactors Branch 79/03/83 2pp 


7903(30843 Act receipt of 790130 Itr requesting approval to change 
operator requal 1 f ication program Determines requested action 
is Class lliwhich requires SK800 approval fee. 

MILLER>U 0 License Fee Management Branch 79/08/87 Ip 


7903160314 Ack receipt of 790183 application requesting Tech Spec 
change reflecting current administrative organication t< 

790126 application. adding Tech Spec SR 3 2 28 for POX 
graphite Requests submittal of Class II amend fee 
lilLLERiN 0 License Fee Management Branch 79/03/06 Ip 


7903140276 Forwards application for amend to App A of License DPR-34 
for NRC rivlsw (< approval Forwards proposed Tech Spec 
change re auilllarg electric sgs b limiting 
conditions for operation Affidavit end 

MILLEN.C K Public Service Co of Colorado 79/03/07 App 


7903200344 Notice of 790313 review of operations b witness of refueling 
operations 

KUZMYCZjO Advanced Reactors Branch 79/03/0B 4pp 


7^03290164 Forwards Amend A-l to BAR for Instrumente’d control rod 
drives Includes analgsis to support locating drives In 
Regions 8 b 33 of reactor core 

FULLER, J K Public Service Co of Colorado 79/03/19 Ip 


7903890167 Amand A-l to SAR for Inatrumented control b orif icing 
asaamblies 

» Public Service Co of Colorado 79/03/19 37pp 


7903080808 Ack receipt of 790124 b 781887 Itrs informing NRC of steps 
taken to correct violation noted in IE Insp Rept 
30-267/70-19 

MADSEN, 0, L Region 4, Dallas, Raactor Operations Nuclear Support 

Branch. 79/02/06 ip 


7903080811 Rftponds to NRC 790108 Itr rt violation noted In IE Inep 
Rept S0-267/7B-19, Corrective actlona will evaluate b 
document Individual performance for annual txam In each 
category 

HILLEN,C K Public Service Co of Colorado 79/01/24 Ip 


7903070844 Forward a IE Imp Rept 80-267/79-02 on 790115-17 b notice of 
violation Notice of violation being withheld 
(raf lOCFRa 790) 

MADSEN,!}. L Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch 79/02/13 8pp 


7903070547 IE Insp Rept 30-267/79-02 on 790115-17 Noneompl lance noted, 
security orgenl ration. Detail s withheld <rtf 10CFR8 790). 

WARD, J , EVANS, C A , MADSEN. 0. L, Region 4, Pallas, Reactor 

Opiratlons Nuclear Support Branch 79/08/18. Ip 


7903080327 Forwarde IE Info Notice 79-04, “Degradation of Engineered 
Safety Feetures ■' 

SEYFRIT.K V Region 4, Dellas, Office of the Director 79/02/16 
Ip 


7903090027 Informs recipients of IE Dulletin 79-01, “Environ 
Oua 1 1 f ication of Claes IE Equipment," dtd 79020B, that valve 
limit switch identified as NAMCO Model S3CHL should read 
EL3CML 

SEYFRIT.K V Region 4. Del lea. Office of the Director. 79/02/87 

ip 


7903290169 Forwards addl Info re Inservice insp program, per NRC 790118 
request 

FULLER, v) K Public Service Co of Colorado 79/03/13 tOpp 


7903140370 Forwards rasulti of environ radiological monitoring for 
Jul-Dee 1978 Results of anslysas of soil tamplea will be in 
next summary rept 

SWART, F E Public Service Co of Colorado 79/02/23 Ip 


7903140376 "Environ Radiation Surveillance Program.’' Jul-Dtc 197S 
JOHNSON, vl.E . HDLMES.H H Public Service Co of Colorado 
79/02/26 128pp 


7903030297 Forwards "Annual Operating Rept B for 1978 " 

WAREMBOURO, D, Public Service Co of Colorado 79/08/27 Ip 


7903050300 “Annual Operating Rept B for 1 97B " 

a Public Service Co of Colorado 79/02/27 35pp 


7903080328 Forwards "Rept of Changea. Tests b Exparlmenta Not Requiring 
Prior Commission Approval" for 1978 

WAREMOOURO. D. Public Service Co of Colorado 79/02/'27 i7pp 


7903120196 Forwards monthly operating rept for Feb 1979 

WAREMQOURO. 0 Public Service Co. of Colorado 79/03/08 Ip 


7903120189 Monthly operating rept for Feb 1979 

OAHM. J U Public Servl c e Co of Colorado 79/03/01 Spp 


7903270300 Forwards monthly operating rept for Feb 1979 

NAREMBOURO.D Public Service Co. of Colorado 79/03/81 tp 


7903030883 Forwards LER 79-008/03L-0 

NAREMBOURO.D Public Service Co. of Colorado 79/02/26 ip 


7903080886 LER 79-0O2/O3L-O on 790187, operation in degraded mode 
resulted from repairs to seat of buffer helium purge valve 
Bypass of buffer helium dryer caused by leakage past valve 
seat insert of Velan Model P-3387i-N/7BR valve. 

OAHM I J N Public Service Co of Colorado 79/08/26 App 


7903120844 Forwards LER 79-004/03L-0 

WAREMBOURO, D Public Service Co of Colorado 79/03/08. Ip. 


7903120848 LER 79-004/03L-0 on 790203 during normal opera t Ion, cool tng 
tower bloudduin exceeded limit but was not reported. Caused by 
incorrect completion of surveillance forms Forms changed b 
personnel Instructed 

OAHM, J. N Public Service Co of Colorado 79/03/03, 3pp. 


7903180310 Forwards LER 7a-027/03X-3 

NAREMDOUROrO Public Service Co of Colorado 79/03/08. Ip 


7903180320 LER 79-027/03X-3 on 790214: four helium circulator seal 
malfunction differential pressure switches would not trip or 
tripped outelde limiting conditions for operation Ceu**'^ 
dirt accumulation in switches Settings cheeked month 
OAHM, J, W, Public Service Co, of Colorado 79/03/09 


7903810120 Forwards LER 79-00S/03L-0 

HAREMBDURO.O Public Service Co of Colorado 79, 


7903210128 LER 79-00S/O3L-O on 790809: duri ng semiai 
outside eleetrtcel power test, output circuit brai 
close Cause unknown. Brse k er replaced w/equivalen< 
OAHM, J. H, Public Service Co of Colorado 79/0: 


DOCKET 80-869 Oconee Nuclear Station, Unit 1 


7903120144 Foruerdi revised versions of Entry-Control 
aAND77-1033t Intrusion Detection Sys Handbook, 8AN071 
Barrier Penetretton Database, NUREO/CR-0151 
MILLER, J R. Assistant Director for Reactor Bafeguj 

2pp. 



DOCKETED SERIES 


EX3CKET 90-26^ Deon-Bf Nueltar Statlor^ Unit I 


7703230039 For-uards Federal Htgliter notice amending 10CFR7d 53 , 
"nenulreaiant* for Phyeleal Protection of Llcen»«ij Activities 
in Nuclear Pouer Reactors Against Industrial Sabotage," to 
defer amplover pat-down seartbes until 790B01 

E>ENTON, H R Office of Muclear Reactor Regulation 77/02/23 ip 


7903160046 Amend 70 to License DPR-3B, Amend 70 to License DPR-47 k 
Amend 67 to DPR-5S, deleting Tech Spec re nui remen ts re liquid 
effluent monitoring sys that are no longer applicable 
REIO, R Ul Operating Reactors Branch 4 77/03/06 lOpp 


7903160050 Safety evaluation supporting Amend 70 to License DPR-3B, 
Amend 70 to Dpfl-47 Amend 67 to DPR-55 
• Office of Nuclear Reactor Regulation 79/03/06 Spp 


7703270510 Forward! safeguards contingency plan Plen withheld Cref 
tOCFR2 790) 

PARKER, R □ Duke Power Co 77/03/23 Ip 


7703160064 Notice of issuance of Amends 70,70 8< 67 to Licenses 
DPR— 38, DPR—47 k DPR-55, respectively 

REID.R M Operating Reactors Branch 4 77/03/06 2pp 


7703290203 Requests notificacion of NftC decision on appeal ease calling 
for shutdown of Dconaa 

DERRICK. D House of Rsp 77/03/06 Ip 


790^0011 Forwards corporata annual rapt , f inane lal forecast tc util 
rt souTCfli o-f fundi M/o enci 

THIEB, A C Duke Power Co 77/03/21 Ip 


7903120535 Forwards Staff recommendations re general contents of 
Dose Calculation tianual to be submitted u/proposed 
radiological effluent Tech Specs 

0RIhES,B K Assistant Director for Engineers & Projects 
79/01/18 4pp 


7903020218 Motif Icatlon of 770214-15 raestlng in, SethiadaiKD, 

'f /Tepre 1 entat i va of Mark I ownars group to discuss 
Implanintation t< raiolution of Mark I long-term program t, 
pool suell prestura load daflnltlon techniques 

DRIHEBiC Assistant Director for Enginaeri {< Projects 77/02/06 


7703060680 Responds to 701220 request for reassessment of HRC 780013 
Itr authorising fat refund for Unit 1 Believes fees should 
not be refunded 

REI0»R H Operating Raaetprs Branch 4 79/02/09 Ip 


79O327O2B0 Describes util's practice of eitending submittal periods for 
documents if last day of period is Saturday, Sunday, or legal 
holiday Requests guidance as to whether this practice is 
incorrect 

PARKER. M Q Duke Power Co 79/03/20 Ip 


7903370552 Forwards proposed revision to Tech Specs ro qualifications 
of site health physicist License fees are not provided 
H/affldavlt 

PARKER, U G Duke Power Co 79/03/21 7pp 


77D33002B1 Surveillance requirements presently included In unit Tech 
Specs apply to NRC-accapted mods of high pressure injection 
sys Mod {< p r eop erat lonal testing remain as proposed 
PARKER, U □ Duke Power Co 77/03/26 Ip 


7703130257 Forwards IE Insp Hept 30-269/78-37.50-370/78-35,6 
50-2B7/7B-37 on 781220-22 6 7B1227-20 6 notice of violation 
Insp rept k notice of violation withheld (10CFfl2 770) 

KENNAi In) B Region 2, Atlanta, Safeguards Branch 79/01/19 2pp 


79O22B0'237 Forwards IE Info Notice 79-01, "Dorgen-Paterson Hydraulic 
Shock (c Sway Arrastors HiSSA) " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/02 3pp 


7703260117 Forwai'da notice of proposed Issuance of amend to operating 
llcensas ravising Tech Specs to parmlt eipanelon of spent 
fuel pool storage capacity from 336 to 750 storage 
locations 

REID.R U Qpariting Reactors Branch 4 77/02/16 2pp 


7703C80532 Forwards 1£ Info Notice 79-04, "Degradation of Englnaored 
Safety Features " 

O REILLY, J P Region 3, Atlanta, Office of the Director 
79/02/16 2pp 


7903260121 Notice of proposed Issuance of 
RElD.R 14 Qparatlng Reactors Branch 


araand to operating licenses 
4 77/02/16 4pp. 


7903150411 Ack receipt of 770202 appltcatlon for 
Raquksts addl Class 1 faa of *400 
HILLER, H, 0 License Fee Kanagamenb Branch 


amend to 
77/02/23 


licenses 

Ip 


7903 1701 IB 
DPfl~95 k 
REID, R H. 


Forwards Amend 68 to DPR~3Q, Amend 68 to DPH-47 k Amend 65 
nattc# of likii*nci 

Operating Reactors Branch 4 77/02/23 3pp 


to 


7903170125 Amend 6B.6B, 65 to DPR-38. 47 h 33 r e spect 1 ve 1 u , 
Peragraph 3. F re full imp 1 tman tation of all provisions 
NRC-approvad physical security plan. 

AElDrR H Operating Reactors Branch 4 77/02/23 


adding new 
of 

6pp 


‘ Aa.A9 k 65 to Lictniei DPR-3B, 

k E/Pn-^S-Si rt 1 p VC t Ivftlg 

FAIRTILE, M B. Operating Raactopi Branch 4 79/02/23 2pp 


7703140158 Follows up 7BD727 reiponse to IE Circular 70-08 Commitment 
to submit environ qualification data by 790416 is superceded 
by licensee-required action statements of IE Bulletin 79-01 
PARKER, H 0 Duke Power Co 79/02/21 ip 


7703130133 Ack receipt of IE Insp Repts 50-269/79-02,50-270/79-02, t, 
50-287/77-02 on 770115-17 No proprietary info 
PARKER, H 0 Duke Power Co 79/02/27 Ip 


7903130137 Forwards IE Insp Repts 50-269/79-02. 50-270/79-02 6 
S0’“2B7/79“0& No none amp 1 1 anct nottd 

SUTHERLAND, J L Region 2, Atlanta, Fuel Facility & ilaterials 

Safety Branch 79/02/16 2pp 


7903130142 IE Inip Repts 50-269/79-02,50-270/79-02. k 50-207/79-02 on 
790115-19 No noncompl iance noted Major areas inspected 
radwaste mgt program 

H03EY, C M Region 2, Atlanta, Fuel Facility t< Materials Safety 

Branch OIOSON.A F Region 2. Atlanta, Office of the Director 
79/02/15 Bpp 


7903260176 Response dtd 771220 Indicates utU has reviewed potential 
boron dilution incidiAts g, has dttarnlned that F0AR analysis 
of this evant still reprasenti most limiting case No further 
action is necessary 

REID, R U Operating Reactors Branch 4 79/02/23 2pp 


ACK receipt of 790119 Itr informing NRC of steps taken to 
correct violations noted in IE Imp Rept 50-269/70-37, 


50-270/78-33, 650-207/79-37 
KENNA.W B Region 2, Atlanta, Safeguards Branch 


79/02/27 Ip 


7903140177 Notifies util of author! lation for rafunds of 
feei for applications dtd 730602 k 7B0609, Refunds will 
••ni at vQdn at poiilbla 

MILLER, H 0 License Fat Management Branch 77/02/27 


Class 

be 


ip 


I amend 




S0-270/7S-3S k 50-287/78-37 Coniidtri info proprietary 
tref 10CFR2 790) 

PARKER, W O Duke Power Co 79/02/13, ip 


w— .uQv, ru— u/. 


7903140305 Forward a results of foal surveillance 
4 13 S.Results indicate that Babcock k Hllcor f 
Is performing as aeptetad k dimensional changes 
consistent w/predlcttd values 
PAflKERiW, □ Duke Power Co 79/03/02 5pp 


program par 
uel aisambl 
are 


g 


Tech Spec 






781220-22 k 781227-28 NoncompUance noted failure to take 
‘mf“lOCFfi2 Violation withheld 

MOME.D E . FUCHKO.J M , GILLESPIE. F P Region 2, Atlanta. 

Safeguards Branch 79/01/19 Ip 


790312Q222 Responds to NflC 770223 requeet. Forwards S400 1 learning fee 
under protest. rwr 

PARKER, V4.0. Duke Power Co, 79/03/05 2pp 

DPR-38,Am,nd 70 ko DPR-47 k 

iSJSVu ^ ® A *< rollce of issuance 

REIDiH W. Oparaklng Reactors Branch 4 , 79/03/06 2pp 


7903080270 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790200, that valve 

SLSCML*”**'^^ ** *^°‘*** 

79%2/20''^ 2pp the Director 
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DOCKETED SERIES 


DOCKET 90-369 Dcones Nuclear Station. Unit 1 


7903140543 Foriuard* 16 Info Bulletin 79-03. "Pipe Support Base Plats 
Designs Using Concreta Espansion Anchor Qolts “ 

O'BEILLV. J P Region 2. Atlanta, Offlco of the Dlrsctor 
79/03/0B 3pp 


7903310133 Forwards IE Bulletin 79-03, “Longitudinal Weld Defects in 
ASHE SA-313 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstoiiin Welding t< Engineering Co “ 

□ 'REILLY, J P Region S> Atlanta. Office of the Director 
79/03/13 Ip 


7903210903 Forwards IE Circular 79-04, "Loose Locking Nut on Linil torque 
Valve Operators " 

O'REILLY. J P Region 3, Atlanta, Office of the Director 
79/03/16 3pp 


7903090319 Forwards effluent release t< solid uaste disposal summary for 
period Vul-Dec 197B W/annual totals for liquid Jc gaseous 
effluent releases for solid waste disposal Por 1976 
PARKER, H 0 Duke Power Co 79/03/38 ISpp 


7903010366 Forwards LER 79-004/03L-0 

PARKER. M 0 Duka Power Co 79/03/19 Ip. 


7903010363 LER 79-0D4/03L-O on 790117 hydraulic suppressor 
l-OlA-1-1-401 A-RM was discovered to be inverted Caused by 
main steam line vibration loosening locking nut 
LEWIS, a R Duke Power Co 79/03/19 2pp 


7903030318 Forwards LER 79-006/03U-0 

PARKER, W 0 Duke Power Co 79/03/23 Ip 


7903030330 LER 79-006/03L-0 on 790134 flow fault alarm recoivetf. 
Indicating loss of flow to several radiation monitors Caused 
by leliure of radiation monitor sample pump 
LEWIS, S R Duke Power Co 79/02/33 2pp 


7903140336 Forwards LER 79-OOB/03L-0 

PARKER, W a Duke Power Co 79/03/07 Ip 


7903140339 LER 79-00B/03L-0 on 790309 Unit 1 Channel A ti Unit 3 Channel 
C reactor bldg narrow range pressure transmitters found out 
of calibr In nonconservative direction Cause unknown 
Transmitters recalibrated & returned to sve 
LEWIS, S R Duke Power Co 79/03/07 9pp 


7903190879 Forwards LER 79-003/03L-1 

PARKER, W 0 Duka Power Co 79/03/13 tp 


7903190303 UER 79-009/03L~t on 790318 holding power supply breaker CB-1 
failed to trip during on-line test Caused by faulty 
mechanical linkage, Minor trip mechanism adjustment 
performed 

LEWIS, 0 R Duke Power Co 79/03/0B 3pp 


7903190199 Forwards LFR 79-009/01T-0 

PARKER, W 0 Duke Power Co 79/03/14 Ip 


7903190301 LER 79-009/01T-0 on 790836 during test, reactor protection 
sys Channels AiC, D pressure switches ware 
non-conservatlvely out of calibr Cause unknown Switches 
recalibrated & will be checked In sli months for drift. 

LEWIS, 8 R Duke Power Co 79/03/14 3pi> 


DOCKET 90-270 Oconee Nucleer Station, Unit 3 


7903180144 Forwards revised Versions of Entry-Control Syi Hendbooki 
aAND77~1033i Intrusion Detection Sys Hendbook. 6AN076-0994I *< 
Barrier Penetration Database, NUR60/CR-01B1 

HILLER, J R Assistant Director for Reactor Safeguards 79/01/09 

app 


7903330039 Forwards Federal Register notice emending 10CFR73 99, 
“Requirements for Physical Protection of Licensed Activities 
in Nucleer Power Reactors Against Industrie! Sabotage," to 
defer employee pat-down searches until 790BO1. 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23. Ip 


7903270910 Forwards safaguarde contingency plan Plan withheld (ref 
lOCFRS 790) 

PARKER, W 0 Duke Power Co 79/03/33 Ip 


7903390203 Requests notification of NRC decision on appeal caee calling 
for shutdown of Oconeo 
DERRICK, B House of Rep. 79/03/06. Ip 


7903290011 Forwards corporate annual r ept, f Inane ia 1 forecast tc util 
statement re available sources of funds M/o en< 1 
THIES, AC Duke Power Co 79/03/81 Ip 


7903130939 Forwards staff r ecoromendatl ons re general contents of 
Offsite Dose Calculation Manual to be submitted w/propo9«d 
radioluglcal effluent Tech 8pecs 

CRIMES, D K Assistant Director for Engineers !< Projects 
79/01/18 App 


79O306O6B0 Responds to 781220 requast for reassessment of NRC 760819 
1 tr authorizing fee refund for Unit t Believes fees should 
not be refunded 

REID, R W dperatlng Reactors Branch 4 79/03/09 Ip 


7903360117 Forwards notice of proposed iseuanee Pf amend to operating 
licenses revising Tech Epees to permit eipanslon of spent 
fuel pool storage capacity from 336 to 7S0 storage 
1 ocat 1 ons 

REID, B W Operating Reactors Branch 4 79/03/16 8pp 


7903360131 Notice of proposed Issuance of amend to operating lleenies. 
REID, R U Operating Reactors Branch 4 79/08/16 4pp. 


7903190411 Aek racslpt of 790S0S application for amoni to licenses 
Requests add 1 Class I fee of 9400 

MILLER, WO License Fee Management Branch 79/02/33 Ip 


7903190116 Forwards Amend 66 to DPR— 38, Amend 60 to DPR-47 6 Amend 69 to 
DPfl-S5 ft notice of issuance 

REID, R W Operating Reactors Branch 4 79/03/83 3pp 


7903170189 Amend 66.66,65 to DPn-3S. 47 & 99 respective ly. adding new 
Paragraph 3 F re full implementation of all provisions of 
NRC-approved physical security plan 

REID, RW Op orating Reactors Branch 4. 79/02/23 6pp 


7903190130 Notice of issuance of Amend 6B, 66 it 69 to Liconses DPR-36. 
DPR-47 &r DPR-99, respectively 

FAIRTILE, M 6 Operating Reactors Branch 4. 79/03/23 2pp, 


7903260176 Response dtd 771820 Indicates util has reviewed potential 
boron dilution incidents U has determined that FEAR analyeie 
of this event still repreeents must limiting case No further 
action Is necessary 

REID.R W aperating Reactors Branch 4 79/02/23 2pp 


7903140179 Notifies util Of authorl latl on for refunds of Class 1 amend 
fees for applications dtd 780603 6 79060B Refunds will be 
Sant ae soon as possible 

MILLER. W □ License Fee Management Branch 79/03/27 ip 


7903180382 Responds to NRC 790323 request Forwards S40O licensing fee 
under protest 

PARKER. M □ Duke Power Co. 79/03/03 8pp 


7903160043 Forwards Amend 70 to License DPR-38. Amend 70 to DPR-47 b 
Amend 67 to 0PR-9S. safety evaluation t< notice of issuance 
REID, R. W. Operating Reactors Branch 4 79/03/06 8pp. 


7903160046 Amend 70 to License DPR-39, Amend 70 to License DPR-47 b 
Amend 67 to DPR-99, deleting Tech Spec requirements re liquid 
effluent monitoring sys that are no longer applicable. 

REID, R M Operating Reactors Branch 4 79/03/06, lOpp 


7903160064 Notice of 
DPR-3B, DPR-47 b DF 
REID. R M. OpsT 


79C327O2B0 Describee i 
documents if last da 
hoi Iday, Raquf st* gul 
Incorrect 

PARKER. W.O Duke Pc 


7903370993 Forwards proposed revision to Tech Specs re quallf Icetions 
of site health physicist Llcinse fats are not provided. 

H/affldavlt. 

PARKER. WO Duke Power Co 79/03/21 7pp. 


7903300261 Surveillance requirements presently included In unit Tech 
Specs apply to NRC-accepted mods of high pressure injection 
eys.Mod b preopera ttonal testing remain as proposed 
PARKER, W.O. Duke Power Co 79/03/26 Ip 


7903130299 Forwards IE Insp R.ept 90-869/70-07, 90-270/7B-39, b 
90-287/76-37 on 761220-22 It 7B1227-2B b notice of vifllatlon, 

Insp rept b notice of violation withheld ( lOCFRS. 7 tO>. 

KENHA.U. B, Region 2, Atlanta. Safeguards Branch. 79/01/19. 3pp 
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OOCKET 90-S70 Oconat Nucl»*r StatSoni Unit 2 DOCKET 30-271 Vermont Yankee Nuclear Pouer Station 


7903030332 ForwarNle IE Info Notice 79-04) "Oegradat ion of Engineered 
Bafctu Features “ 

O'llEILtYiJP Region 2) Atlanta) Office of the Director 
79/'02/lfi 2pp 


7903140133 Folloue up 7B0929 raiponce to IE Circular 7B-0B Commitrtant 
to euboiit environ qualification data hg 7?04t& i» superceded 
tg lietntae-Tcitulred action itateaenta of IE Qulletin 79-01 
PARKER) H 0 Duka Power Co 79/02/21 ip 


7903130133 Ac k racalpt of IE Insp Rapts 80-2d>9/79-02, SO-270/79-02. b 
90-207/79-02 on 790115-19 Nn proprletarg info 
PARKER) H 0 Duke Power Co 79/02/27 Ip 


7903130137 Forwards IE Insp Rapts 50-239/79-02) SO-270/79-02 t< 
50-237/79-02 No nonconpHanee noted 

SUTHERLAND, J L Region 2, Atlanta, Fuel Facilltg L Materials 

Safety Branch 79/02/16 2pp 


7903130142 IE Insp Repts 50-269/79-02,50-270/79-02. I. 50-207/79-02 on 
790113-19 No nonconp llancc noted Major areas inspected 
radwaste ngt program 

HOSEV.C M Region 2, Atlanta, Fuel Facilltg (, Materials Safety 

Branch, OIBSQN, A F Region 2> Atlanta, Office of the Director 
79/02/15 epp 


7903130229 Ack receipt of 790119 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-269/73-37, 

50-270/70-33, «<50-2B7/7B-37 

KENNA.H B Region 2, Atlanta, Safeguards Branch 79/02/27 Ip 


7903130257 Responds to 790119 Itr forwarding Insp Repts S0-269/7B-37, 
50-270/76-35 (< ^0-267/78-37 Consldtrs Info proprietary 
<Tef 10CFR2 790) 

PARKER, N □ Duke Power Co 79/02/15 Ip 


7903130260 IE Insp Repts 50-269/76-37. 50-270/7B-3S U 50-267/78-37 on 
761220-22 t< 781227-26 Noncompliance noted failurt to take 
appropriate compensatory action Notice of violation withheld 
iref 10CFB2 7901 

MOORE, D E . FUCHKO.U M V OIULESPIE.F P Region 2, Atlanta, 

Safeguards Branch 79/01/19 Ip 


7903030270 Informs rscipienis of IE Dullttln 79-01. "Environ 
Qua! if Ication of Class IE Equipment," dtd 790206, that valve 
limit switch identified as NAMCO Model SSCtIL ehould read 
8L3CML. 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/28 Spp 


7903140543 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/06 2pp 


7903210132 Forwards IE Bulletin 79-03. "Longitudinal Held Defects In 
A3ME SA-312 Type 304 Stainlsss Steel Pipe Bpools 
Manufectured by Youngstown Melding l< Engineering Co " 

O'REILLY, J P. Region 2, Atlanta, Office of the Director 
79/03/12 ip. 


7903210563 Forwards IE Circular 79-04, "Loose Locking Nut an Limlterque 
Valve Operators' " 

O'REILLY, U P Region 2, Atlanta, Office of the Director 
79/03/16 3pp 


7903030319 Forwards tf fluent release L solid waste disposal summary for 
period Jul-Dae 1970 U/ennual totals for liquid L gaseous 
affluent releases for solid waste disposal for 1978 
PARKER. M O Duke Power Co. 79/02/22. tSpp 


7903200169 Notifies RO-270/76-12 re incorrectly posltionsd valvi during 
periodic testing will be submitted by 731204. 

PARKER, H 0 Duke Power Co 76/11/20. Ip 


7903200395 RO 270/76-12 on 761 105- stop cheek valve from 2AHPI pump to 
2A12C pump closed during flow test Velve use opened & check 
valve functional test compltted. 

VITO, D J. Outs Power Co 78/11/30 Ip 


7903140326 Forwards LER 79-00B/03L-0 

PARKER, M O. Duke Power Co. 79/03/07. ip 


7903120144 Forwards revised versions of Entry-Control Sys Handbook. 
SAND77-1033I Intrusion Detection Sys Handbook, SAND76-0554I L 
Barrier Penetration Database, NUREO/CR-OIBI 

MILLER, J R Assistant Director for Reactor Safeguards 79/01/09 

2pp 


7903060444 Forwards temporary changes to modified amended security 
plan Plan withheld (ref 10CFR2 790) 

MOODY, D E Vermont Yankee Nuclear Power Corp 79/02/23 Ip 


7903230035 Forwards Federal Register notice amending 10CFn73 55, 
"Requirements for Physical Protection of Licensed Activitiee 
in Nuclear Power Reactors Against Industrial Sabotage, " to 
defer employee pat-down searches until 790B01 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/53 ip 


7903270336 Advises that safeguards contingency plan will be submitted 
by 790S01 Delay caused by unscheduled refueling outage 
presently In progress resulting in increased demands on 
plant security l> mgt personnel 

OflOCE.R H Vermont Yankee Nuclear Power Corp 79/03/23 Ip 


7903080173 Forwards mod to “Review tt Acceptance of Spent Fuel Storage 
li Handling Application" provided on 760414 Involves pages 
tV-5 It lV-6 w/modifled rationale tt corrections 
CRIMES, B K Assistant Director for Engineers li Projects 
79/01/ie 4pp 


7903020240 Forwards Amend 50 to License DPR-EB Also forwards SER l« 
notice of Issuance 

IPPQLITO, T A Operating Reactors Branch 3 79/01/31 4pp 


7903020S4S Afflind 50 to DPR-2B changes operations It surveillance 
requirements for drywel l-to-suppreision differential 
pressue control It suppression pool water level 

IPPOLITQ, T A Operating Reactors Branch 3 79/01/31 lOpp 


7903020245 Safety evaluation supporting Amend SO to License DPR-28 
Discusses startup It shutdown, testing I, malnt ti environ 
c ons i derat 1 oni Concludes proposed Tech Spec changes are 
acceptable 

» Operating Reactors Branch 3 79/01/31 9pp 


7903020243 Notice of issuance of Amend SO to License DPR-8B 

IPPOLITO.T A Operating Reactors Branch 3 79/01/31 2pp 


7903010295 Forwards NED0-2t3S3i "Mark I Containment Program, Dounc omer 
Reduced Submergence, Funct iona 1 Assessment Rept " 

SODON.L J General Electric Co .Nuclear Energy Products Olv 
79/02/01 ip 


7903010310 "Mark 1 Containment Program, Downcomer Reduced Submer pone e, 
Functional Assessment Rept " 

NONO.K U General Electric Co .Nuclear Energy Products Div 
NED0-21BB5 7S/06/30 4Spp 


790302021B Notification of 790214-13 meeting in Bethosda, MD, 
ui/Ttpresentative of Hark I owners group to discuss 
implementetion It resolution of Hark t long-term program & 
pool swell pressure load definition techniques 

GRIMES, C Assistant Director for Engineers I, Projects 79/0E/06 
Ip. 


7903130191 Requests registration as user of Model OE-1600 Util Intends 
to ship fuel pins from selected Irrediated fuel assemblies 
as part of a fuel examination program 

MOODY, D E Vermont Yankee Nuclear Power Corp 79/02/12 Ip 


7903010061 Forwards safety evaluation of Interim assessment of 
multiple-consecutive safety relief valve actuations, h 
sample Itr 

EI8ENHUT, D 0 Assistant Director for Systems tt Projects 
79/02/15 2pp 


7903010070 "Safety Evaluation Rept of Interim Assessments of Multiple- 
Coniecutive Safety Relief Valve Actuations in Mark I 
Containment Plants " All plants are in conformance w/ 
acceptance criteria 

» Assistant Director for Systems {< Projects 79/08/iS iOpp 


7903150334 Responds to 790209 proposal to use shipping cask I, lifting 
device to remove fuel rods from several failed fuel bundles 
for shipment to Vallecltos Nuclear Center Use of cask is 
acceptable ' 

IFPOLITO, T A Operating Reactors Branch 3 79/08/23. app. 


7903140329 LER 79-008/03L-0 on 790205 Unit 1 Channel A li Unit 2 Channel 
C reactor bldg narrow range pressure transmitters found out 
of callbr in nonconservativi dirictien Cause unknown 
Transmitters recalibrated l< returned to ivc 
LEWIB.8 R. Duke Power Co 79/03/07 3pp 
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DOCJ<ET 80-S7 1 Vermont Yankee Nuclear Pouer Station 


7903190008 Poruarift Amend 31 to Llcenie DPR-S8> notice of ieeuance of 
amend t< security plan evaluation rapt Security plan 
evaluation being uithbeld <raf 10CFR8 790) 

IPPOUITO. T A Operating Reactors Draneb 3. 79/08/23 4pp 


7903190006 Amend 31 to License OPR-SB Incorporating security plan 
IPPOUITOi T A Operating Reactors Branch 3 79/02/23 2pp 


79O322032B Foruards »4< OOO Class til fee f 
containment leak rate testing exemp t ion 
protcsti at util believes NRC revised fee 
illegal 

OROCEiR H Vankee Atomic Electric Co 


or requieted primary 
Fee submitted under 
schedule Is 

79/03/14 £pp 


7903300983 Requests 44(000 Class HI amend fee Suppl 1 dtd 790283 to 
Proposed Change 74 to License DPR~80 

i1ILLER*UCI License Fee Management Branch 79/03/16 Ip. 


7903190127 Notice of issuance of Amend 31 to License DPR-SS 

IPPOLITO. T A Operating Reactors Branch 3 79/02/83 2pp 


7903070291 Foruards IE Insp Rapt 30-871/70-28 on 79181 1-lS No 
noncomp 1 ienee noted. 

SMITH. O.H Region 1. Phi lade 1 ph le. Fuel Facility h Meteriale 

Safety Branch 79/01/lS Spp 


7903160813 Forwards proprietary rept NE0E-83S45-P( "Mark 1 Containment 
Program. Suppression Pool Swell Test Program. LDR Load Test- 
Oeneric Sensitivity " N/affldavit for proprietary status 
Rept withheld (ref iOCFRS 790) 

SOBON. L J Oeneral Electric Co .Nuclear Energy Products Div 
79/08/86 Spp 


7903070894 IE Intp Rept 30-871/70-80 on 701811-13 No noncompliance 
noted. Mejor areas inspected previous insp f tnd Inge. training, 
procedures, exposure control. instrument fc equipment, 
notifications b reports. survey s ti facility tours 

TH0NU8. L H . CROCKER. H, H Reglptl 1. Philadelphia. Fuel Facility 

& Materials Safety Branch 79/01/18 6pp 


7903830011 "SER of Interim Assessments of MSIV Actuations in Hark I 
Containment Plants " 

a Assistant Director for Engineers b Projects 79/08/87 18pp 


7903230093 Forwards safety evaluation rapt on interim assessments of 
multiple-consecutive safety relief valve actuations 
Concludes that continued operation of Mark I QHR facilitlee 
is acceptable subj to corrective actions 

GRIMES. B K Division of Operating Reactors 79/08/87 ip 


7903070836 Forwards Jan 1979 Mark I containment program activity 
review Lists meetings held & provides brief task-by-task 
summary 

8000N.L J Oeneral Electric Co .Nuclear Energy Products Div 
79/08/20 llpp 


7903230172 Forwards instruction sheet b Tech Specs to be substituted 
for those transmitted u/Araend 30 to DPR-SB re Mark I 
containment short-term program 

IPFQLITO. T A Operating Reactors Branch 3 79/08/8S ISpp 


7903180489 Provides summary of 790813 meeting in Betheida.MD u/ 
represanta 1 1 ves of Mark I owner's group program committee to 
discuss generic Mark I program re safety relief valve loads 
W/encl attendees list b meeting handouts 
8U» T H Containment Systems Branch 79/03/01 I6pp 


7903140869 Forwards 1978 Annual Rept describing facility change*. tests 
b expariments conducted w/o prior NRC approval Rapt 
aubmittad per lOCFRSO S9(b) 

GROCE. R H Vermont Yankee Nuclear Power Corp 79/03/01 I3pp 


7903200803. Forwards proposed staff position for Mark I long-term 
program imp lemontatlon schedules 

EI8ENHUT. D. G Assistant Director for Systems b Projects, 
79/03/01 4pp 


7903800304 Directs recipients to send end eampi* Itrs to BHR Mark I 
facilities requesting schedules b commitments re expected 
mod completion dates, use of safety relief valve discharge 
devices & licensing foes for long-term program, 

CRIMES. 0. Assistant Director for Engineers b Projects 
79/03/01 8pp 


7903200443 Eximpts operating DWR facilities u/Mark I containment design 
from General Design Criterion SO. while long-term program l» 
conducted. Forwards sample Itre to be sent to Mark I 
lleenseee aettlng forth requirement* for eehedulas, 

GRIMES. D Division of Operating Reactore 79/03/01 Sapp 


7903290047 Confirme 790306 meeting to dlicues doilmetry record# 
maintained under lieen»e DPR-O. DPR-201 DPR-3S b DPR-36 
SMITH.O H Region 1. Philadelphia. Office of the Director 
79/03/01, IP. 


7903090841 Bequests exemption from testing requirement of Section 
III A6(h> of tOCFfi.App d Corrective action plan provide* 
*#»up«nct of eontinulns 
thould ba accepted as alternative to *td» 

HAVER. L Q. Northern State* Power Co 79/03/08. Ip 


7903090376 Forward# IE Insp Rept 50-871/78-27 on 701818-14 Mo 
noncompliance noted 

CARLSOM.R T Region 1. Phi ledelph la. Reactor Construction fc 

Engineering Support Branch 79/01/17. Spp 


7903090379 lE Insp Rept 80-871/78-87 on 701818-14. No noneomplianc# 
noted Major areas inspectad. of f-*h 1 f t in«p to ascertain 
whether special work controls for fir# prevention/proteeblon 
continue to be Implemented 

PAULIND.R J r KQLTAV. P 8 r EBNETER. 8 D Region 1. Philadelphia. 

Reactor Construction b Engineering Support Branch 79/01/12 

ilpp 


7903140401 Forward# IE Insp Rept 80-871/79-01 on 790103 b 04 No 
noncomp I lance noted _ . 

MARTIN. M 0 Region 1. Philadelphia, Safeguard* Branch 79/01/86 

Spp 


7903140407 IE Insp Rept 80-871/79-01 on 790103 b 04 No noncompHance 
noted Major araa* inspected-faclllty organiiatlon b 
op era ti on. mea suremen t b control*, phy » 1 cal Inventory b mgt 
of matl control »y*. , . ^ 

SUMMERS, R J. Region I. Phi lade Iphla, Office pf the Director 
SHAUO.E T . JOYNER, J, H Region I, Philadelphia. Bafeguard* 

Branch 79/Ol/aS. 7pp 


7903080030 Ack receipt of 790Ui Itr Informing NRC of step* token to 
comet violation noted In IE Insp Rept 30-271/70-86 
BRUNNER. E J Region 1. Phi lad# 1 phla. Reactor Operation* Nuclear 

Support Branch 79/01/89 Ip. 


7903020036 Respond* to NRC 701820 1 br re violation noted In 16 Insp 
Rept 50-871/70-86 Corrective action# revision 'of 
''Responilbllltle# b Authorities of Dperatlon* Dept 
Personnel" b etudy of door mechanism* « 

MOODY. D, E Vermont Yankee Nuclear Power Corp 79/01/18 8pp 


7903080040 Forward# IE Insp Rept 50-871/70-26 on 701180-1801 b notice 
of violation. _ .. _ 

BRUNNER, E J Region 1. Phi lad elph ia. Reactor Operation* Nvcisar 

Support Branch 78/18/80 Spp 


7903020042 Notice of violation from Insp on 701180-1801. 

» Region 1. Phi ladslp h ia, Reactor Operation# Nuclear Support 
Branch 70/12/10 Ip 


7903020046 IE Insp Rept 80-871/78-86 on 701 180-1801 . Noneomp I lane* 
noted ■ fal lure to lock high radiation area 

STETKA, T.F, , HETTENHAUSEN, L , MCCABE. E, C a 

Philadelphia. Reactor Operation# Nuclear Support Branch 70/12/18, 


7903080091 Ack receipt of 790104 Itr Informing NRC of atepe telien to 
correct violation# noted in IE Insp Rept SO-871/70-8S, 

SMITH, O.H. Region 1. Ph i tedilph la. Fuel Facility b Matartal* 
Safety Branch 79/01/30 ip 


7903080084 Reipondi to NRC 701818 Itr re vlolationa noted In 
Rept 80-871/78-25 Correctly* actions; melfunct toning valve 
repaired in sodium hypochlorite injection sys.pH problem 
require* no action 

MOODY. D E Vermont Yankee Nuclear power Corp 79/01/04. 


16 Insp 

Spf. 


7903140858 Request* change 
mas critical power ratio 
exposures of end-of-cycle 

amend fee 

VANDENBUBOH, D E Vermont 


to App A of Tech Specs to include 
operating limits beyond cycle 
6 minus aOWO/T Forwards Class 3 

Yanke* Nuclear Power Corp 79/03/05 


6pp 


7903080039 Forward# 16 Insp Rept 30-871/70-29 on 790113-16 b notlq# of 
violstlon ^ . . 

SMITH.O H Region t. Phlladolphia. Fuel Fscllifey b Materlale 

Safaty Branch. 70/18/18 Spp. > 
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DOCKET 50-271 VfrnDtit Yankee Nucltar Pouer Station 


79013030062 Notlc* of violation from Insp on 781113-16 

* Region Phi ladolph lai Pud Facilitu & Materials Safety 
Branch 70/12/11 Ip 


7903020067 IE Insp Rept S0~271/7e-20 on 701113-16 Momcoinp Uanca noted 
axcaedlng chlorino limit b pH limit In plant discharge 
SKANBAKY.MMi 870HR. J P Region I, Philadelphia- Fuel Facility 

t< Materials Safety Branch 78/12/11 lOpp 


'03130423 Provides requested info re Buna-N components In ASCO 
solenoids Olves schedule of parts replacement b insp 
Describes preventive malnt program requiring rebuilding of 
various valves These valves to be overhauled at nett outage 
HQODVa D E, Vermont Yankee Nuclear Pouier Corp 79/02/05 2pp 


103210030 Forwards IE Insp Rept 50-271/79-02 on 790115-iB No 
noncomp 1 lance noted 

BRUNNER- E J Region 1- Philadelphia- Reactor Operations Nuclear 

Support Branch 79/02/03 2pp 


7903210024 IE Inap Rept 30-271/79-02 On 790113-18 Mo noncompliance 
noted Major areas inspected containment Integrated Irak test 
rept- local leal rate testing- 1 icensee action on previous 
flndlnga-lE circular b LER follouup. 

SMITH. T H . CAPHTQN. 0 L Region 1. Phlladelphle, Reactor 

Operations Nuclear Support Branch 79/0'2/02 6pp 


903030324 Fnruardi IE Info Notice 79-03. "LI mt torque Valve Oeared 
Limit Switch Lubricant " 

ORIEH-D H Region 1. Philadelphia. Office of the Director 
79/02/09 Ip 


903140660 In response to IE Bulletin 79-01. provides details of certain 
limit switches not meeting Class IE environ qualification 
criteria Justifies continuad plant operatioti 

MQODV.O E Vermont Yankee Nuclear Power Corp 79/02/14 2pp 


903080380 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

DRIER. a H Region 1. Philadelphia, Office of the Director 
79/02/16. ip 


'903130336 Ack receipt of 790303 Itr informing NHC of steps taken to 
correct vlolationc noted in IE Insp Rept 30-271/7B-29 
BRUNNER, E.J Region i. Phlladt Iph i a. Reactor Operations Nuclear 

Support Branch. 79/02/20 tp 


7903130339 Responds to NRC 790100 Itr re violations noted in IE Insp 
Hept 50-271/70-29 Corrective actions revision of current 
valve lineup file re adequacy of ID tags, b closer review of 
reportable occurrences 

hOODV, D E Vermont Yankee Nuclear Power Corp 79/03/05 3pp 


7903130343 Notice of violation from Insp on 701212-13 

a Region 1, Philadelphia. Reactor Operations Nuclear Support 

Branch 79/01/03 Ip 


7903I3DS49 IE Insp Rept 50-271/76-29 on 7BI212-1S Noncompliance noted 
failure to provide adequate procedures b failure to make 
prompt rept of occurrence 

BAUNACK-H H, Region 1. Philadelphia. Reactor Dparattons Nuclear 

Support Branch 79/01/05 Bpp 


7903000471 Informs recipients of IE Bulletin 79-01. "Environ 
Oval if icatlon of iClass IE Equipment." d.td 790308, that valve 
Unit switch identified as NAMCO Model 83CML should reed 
BL3CHL 

DRIER. B H- Region 1. Philadelphia. Office of the Director 
79/02/27 Ip 

7903D90273 Supplemental info responding to IE Bulletin 7B-03 re offgas 
tys operation 

OROCEiR. H Vermont Yankee Nuclear Power Corp 79/02/37 2pp 

7903090269 Provides requested details of limit switch operation b 
potential failure modes Continued plant 'operation is 
justified since anvlronrsenta) 1 y unqualified limit switches 
in use are In fail-safe circuitry. 

JOHNSON, H.P. Vermont Yankee Nuclear Power Corp 79/02/28 2pp 


7903260001 Forwards IE Bulletin 79-02. "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

ORIER.D H Region 1. Ph i ladelph la. Office of the Director 
79/03/08 ip 


7903290187 Ack receipt of 790302 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-271/79-03 
SMITH. 0 H Region 1, Philadelphia. Fuel Facility b Hatorials 

Safety Branch 79/03/20 Ip 


7903290189 Responds to NRC 790207 itr re violations noted in IE Insp 
Rept 50-271/79-03 Corrective actions make-up class will he 
held for emergency coordinators who did not complete 
trelnlng requirements 

MOODY, D E Vermont Yankee Nuclear Power Corp 79/03/02 2pp 

7903370190 Forwards IE insp Rept 50-271/79-03 on 790122-23 b notice -of 
violation 

SMITH.O H Region 1. Philadelphia, Fuel Facility b Materials 

Safety Drench 79/02/07 2pp 


7903290193 Notice of violation from Insp on 790122-23 

SMITH.O H Region 1- Philadelphia, Fuel Facility b Materials 

Safety Branch 79/D2/OS ip 

7903290194 IE Insp Rept 30-271/79-03 on 790122-25 Noncomp I iance noted 
failure to follow procedures re training b callbr 
BORES, R J . 8TOHR. J P Region 1, Philadelphia, Fuel Facility 

Materials Safety Branch 79/02/05 Bpp 


7903090260 Filing of semiannual effluent release rept will be delayed! 
anticipates filing by 790319 

GROCE, R H Vermont Yankee Nuclear Power Corp 79/02/27 Ip 


7903130546 Forwards monthly operating rept for Feb 1979 

MOODY. D E Vermont Yankee Nuclear Power Corp 79/03/12 ip 


7903150249 Monthly operating rept for Feb 1979 

BJOOHEN. n M Vermont Yankee Nuclear Power Corp 79/03/12 6pp 


7903290006 Forwards "Effluent b Haste Disposal Semiannual Ropt, 
Radiological Impact on Han.Jul-Oec 1976 " 

GRDCE.R H Vereiunt Yankee Nuclear Power Corp 79/03/19 Ip 


7903290010 "Effluent b Haste Disposal Semiannual Rep t. Rad 1 0 log ic a I 
Impact on Man, Jul-Dec 1970 •' 

• Vermont Yankee Nuclear Power Corp 70/12/31 46pp 


7903200388 Forwards LER 79-004/03L-0 

CONHAY.U F Vermont Yankee Nuclear Power Corp 79/03/16 Ip 


7903200391 LER 79-004/03L-0 on 790214 during routine callbr of torus 
level transmitter LT 16-19-3BA. Instrument could not bo 
callbr to limits specified Caused by buildup of rust b crud 
In transmitter capsule cavity Transmitter was replaced 
CONUAY. U F Vermont Yankee Nuclear Power Corp 79/03/16 Spp 


DOCKET 30-272 Salem Nuclear Oencrating Station, Unit 1 


7903120144 Forwards revised versions of Entry-Control Bys Handbook, 
QAND77-i033j Intrusion Detection Sys Handbook, BAND76-0554f b 
Barrier Penetration Database. NUREO/CR-OIBI 

MILLER, J R Assistant Director for Reactor Safeguards 79/01/09 

2pp 


7903230033 Forwards Federal Register notice amending iOCFfl73 53, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 790601 

DENTON, M R Office of Nuclear Reactor Regulation 79/02/23 Ip. 


7903080224 Forwards copies of responses to 790119 request for addl inf« 
ra fire protection review H/2 oversiied drawings 
LlBRIZZItF P Public Service Electric b Oas Co of New Jerseu 
79/03/02 9pp 


7903230131 Forwards contingency plan revising Chapter 8 of security 
plan Identifies security measures for physical protuctlun of 
facility Uithheld <ref 10CFR2 790) 

LIBRtZZIiF P Public Service Electric b Oas Co op New Jorseu 
79/03/19 2pp 


7903130542 Forwards IE Insp Rept 50-271/7fl-29 on 781212-13 b notice of 
violation. ^ , 

BRUNNER, E J Region 1. Philadelphia, Reactor Operations Nuclear 

Support Branch 79/Ol/Ofi 2pp 
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DOCKET S0-87S Salem Nuclear Generating Station^ Unit I 


7903190031 Forwards 7S1S23 1 tr from util to NRC providing addl info In 
support of application to increase spent fuel storage 
capacity 

WETTERHAHNrM J Conner, Moore & Corber 79/01/01 Ip 


79031900Sdi Forwards 790104 Itr from util to NRC providing addl info in 
support of application to increase spent fuel storage 
capacity M/o end ' 

WETTERHAHNi M J Conner, Moore 1, Corber 79/01 /IS Ip 


7903090013 Opposes operating license on two grounds no solution 
to waste problem t, no need for power demonstrated Mentions 
various factors to be considered before licensing should 
be granted 

BERRVHlLLiF Coalition for Nuclear Power Plant Postponement 
79/Ol/aO ip 


7903050013 Forwards original "Licensee's Response to Interrogatory 
SO of Intervener's First Bet of Interrogatories d td 7S1131 " 
FflYLINOiR Public Service Electric t< Gas Co of New Jersey 
79/Oa/OS Ip 


7903050017 "Licensee's Response to Intorrogatory SO of Intervener's 
First Set of Interrogatories dtd 7B1181 " Certificate o.f Sve 
enc I 

FRYLING, R Public Service Electric t< Gas Co of New Jersey 
79/02/05 3pp 


79038B03S7 In response to 780989 I tr, summarlies Info re pressurieet' 
heatup rate Toch Spec inconsistency Reactor coolant sys temp 
rate limited to 60 F per hour, due to design of tie stinghduse 
PMR Appropriate utils have been notified 

ANDERSON, T M Nos t i nghouse Electric Corp 7B/10/S7. 3pp 


79030S0173 Forwards mod to "Review U Acceptance of Spent Fuel Storage 
l( Handling Application" provided on 780414 Involves pages 
IM-S tc IV-6 u/modifled rationale ti corrections 
GRIMES, B K Assistant Director for Engineers It Projects 

79/01/lB 4pp 


7903030306 Forwards 80‘-month update of Inservice insp pump tt valve 
test program End available in Central Files 

LIBRIZZI,P P. Public Service Electric It Oas Co at New Jersey 
79/02/09 Ip 


7903140S1B Forwards Amend 13 to License DPR-70 

fiCHHENCEfi.A Operating Reactors Branch 1 79/02/12 2pp 


7 903140526 Amend 13 to License DPR-70, ch ang Ing surveillance 
reguirement for fire detection i nstrumentotion, c hang ing 
offsite $< station organizations, & miscellaneous 
administrative changes . 

BCHWENCER, A Operating Reactors Branch 1 79/0-2/12 19pp 


790314094S Bafety evaluation supporting Amend 13 to License OPR-70 
Concludes changes will not harm populace or environ 
* Office of Nuclear Reactor Regulation 79/02/12 7pp 


7903190234 KA Onsdorff will appear on behalf of intervenors 
A It E Coleman In place of RW Potter 

ONSDORFF, K A New Jersey, State of 79/02/06 3pp 


7903090170 Forwards constituent Itr for inclusion in record Opposes 
nuclear power l< believes it is an Inappropriate source of 
energy 

ROTH, W V Senate 79/02/07 2pp 


7903230100 Amended answers by Intervenor Lower Allouays Creek Township, 
NJ, to licensee's interrogatories Professional qual ideati one 
of Q Luchak t< Certificate of 8vc end 

00NEL80N, S E Lower Alloways Creek, NJ 79/02/15 6pp 


7903230109 Opposes storage of spent fuel, enlargement of spent fuel 
pools It any storage within the Township of Lower Alloways 
CreekiNJ Reguests programs for permanent disposal outside 
Townshi p 

DONELSON, 6 E Lower Alloways Creek, NJ 79/02/16 3pp 


7903230263 Forwards NRC policy statement re reactor eafety study, review 
by Lewis Committee <NUREO/CR-0400> li survey of NRC uses of 
WABH-1400 All documents have been furnished to A6LD I, A3LAD 
panel members 

BHITH.B K Drancb 2 79/02/24 Ip 


7903140413 Prehearing conference of 790222 rescheduled for 790315-16 in 
8a 1 am, NJ 

KILHDLLIN, 0 L Atomic Safety and Licensing Board Panel 79/02/26 
tp 


7903140416 Special prehearing conference for limited appearances 
rescheduled for 790319-16 for evening appearances 

HILKOLLINi 0 L Atomic Safety and Licensing Board Panel 79/02/26 

2pp 


7903140590 Notice of issuance of Amend 13 to License DPR-70, 
SCHWENCER, A Opera t Ing Reactors Branch 1 79/02/12 3pp 


7903130997 Concludes that 7B0628 amend application Involves both Class 
It t( Class III amends Re-guests adiTl 4 - 4 , COO fee 
DIGGS, R M Llcensa Fes Management Branch 79/02/21 Ip 


7903070229 Forwards check for Class III amend re ovarpressura 
projection Tech Spec change requested 700629 

LIQR1ZZI,F P Public Bervlcs Electric ti Oas Co of New Jersey 
79/02/20 2pp 


7903130314 Forwards request for amend to License DPR-70 l< corresponding 
Tech Spec changes Changes to safety Tech Specs Involve 
deletion of part length control rods Affidavit end 
LIBRIZZItF P Public Service Electric b Oas Co of New Jersey 
79/03/01 16pp 


7903IS02S4 Requests amend of safety Tech Bpecs (App Al re atlal flux 
d 1 f ference, heat flux hot channel factor, reactor core t, 
nuclear enthalpy hot channel factor. 

LIBRIZZIiP P Public Service Electric b Oas Co of New Jersey 
79/03/02 24pp, 


7903030321 Forwards "Evaluation of Reactor Coolant Sys Considering 
Bubconpartment Pressurization Following a LOCA, " In rssponsa 
to requests for addl Info Updates b supersedes 780110 rept b 
Includes Info re reac tor vess cl supports. 

HITTL, R.L Public Service Electric It Oas Co of New Jerssy, 
77/03/06, Ip 


7703080326 "Evaluation of Reactor Coolant Byt Considering 
Bubcompartfliant Pre t sur 1 zat i on Foil-owing a LOCA " 

« Public Bervlca Electric b Gas Co of New Jersey. 79/03/06, 
99pp 


7903210296 Ltcensep's eiotion for summary disposition of contentions 
which fail to ralst genuine Issues 

WETTERHAHN, M J Conner, Moore b Corber 79/02/27. Ip 


7903210262 License's statement of matl facts b memo supporting motion 
for summary disposition of intervenor's contentions, due to 
failure to raise genuine issue of fact Aff Idavi ts, related 
documents b Certiflcats of Bve end 

WETTERHAHN. M J Conner, Moore b Corber 79/02/27 90pp 


7903160139 Forwards forms reporting total amount of water diverted from 
wells each month b chloride analysis of water from welts for 
quarter ending 731231 

MIOURA,H J. Public Service Electric b Oas Co of New Jersey. 

79/03/09, Opp 


7903030018 Forwards IE Insp Rspts 90-272/7B-2B b 50-311/78-47 on 
781119-1216 No nohcomp 1 1 ance noted 

BRUNNER, E,J Region 1, Ph I lad ilphla. Reactor Operations Nuclear 

Support Branch 79/01/10 Spp 


7903220373 Notice of reconstitution of ASLB.60 Bright replaced by 
L Kornbllth 

YORE. J R Atomic Bafety and Licensing Board Panel 79/03/03 Ip 


7903290206 Forwards resolution by Lower Alloways Creek Township 
Committee against ekpanslon of increased spent fuel storage 
at Salem b Hope Creek nuclear plants 
MILLIAMS.K A Benato. 79/03/12. 4pp 


7903160225 Forwards 1970 Annual Repts for owners of unit b projected 
Internal cash flow statements Enel available in Central 
Filet 

SCHNEIDER, F N. Public Service Electric b Gas Co. of New Jarsey 
79/02/13 7pp 


7903080025 IE Insp Repts 90-272/78-28 b 90-311/78-47 an 7311 19-1216. No 
neneomp 1 lance noted Major areas inspected’ log b records, 
plant cleanliness, licenses event followups, IE circulars, 
followup on previous insp items, test procedures b training. 
NORRHOLM.L J , NICHOLAS.HH , KEJHIO, R R. Region i, 

Philadelphia, Reactor Operations Nuclear Support Branch, 79/01/19. 

20pp. 


7903120497 Forwards IE Insp Repts 90-278/79-01 b 90-311/79-01 on 
790103-05 No noncomp 1 lane e noted 

BRUNNER, E J. Region 1, Philadelphia, Reactor Opsratione Nuclear 

Support Branch. 79/01/24 2pp. 
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EKJCKET 50-272 Nuel#«r C«n»ratinj Station. Unit 1 


7<?031204B1 IE lTi»p Reptf 50-272/79-01 t< 50-311/79-01 on 790103-5 Ho 
noncoflipl lance noteiJ Major area* inipieted ln»ervico teiting 
of punp* ti valves (Unit 1 ) i pro t ervle « tastinp of pump* b 
valves (Unit 21 

FDUEY.T I MIOOINS.JC Repion 1. PhiladelpMa. Reactor 

Operations Nuclear Support Branch 79/01/22 7pp 


7903140054 Fervard* IE Insp Repts 50-B72/7B-29 b 50-3! 1/70-54 on 
781217-790113 Ho noncomp Uanc e noted 

BRUNHEft.E J Region 1. Philadelphia. Reactor Operation* Nuclaar 

Support Branch 79/01/29 2pp 


7903140066 IE Insp Repts 50-272/76-29 it 50-311/78-54 on 701217-790113 
Ho nonconpl lance noted Major areas Inspected facility tour, 
log b record r evl tus. f ol 1 owup on previous insp Item* b 
preoperatlonal QA 

HORRHOtMi U J . REIMIO.R R Region l. Philadelphia. Reactor 

Operations Nuclear Support Branch 79/01/25 13pp 


7903140013 Forward* IE Insp Repts 50-272/7B-31 b 50-311/76-51 on 
761211-13 b 19-21 No noncomp 1 1 ance noted 

CARLSON. R T Region 1. Philadelphia. Reactor Construction b 

Enginaerlng Support Branch. 79/01/31. 2pp 


7903030395 Forwards IE 
Bafetv Features “ 
ORIER. B H Region 
79/02/16 2pp 


Info Notice 79-04, "Degradation of Engineered 
1, Philadelphia, Office of the Director 


7903130559 Aek receipt of 790202 Itr informing NRC of “tepa taken to 
correct violations noted in IE Insp Rept 50-272/70-28 b 
50-311/70-47 . 1. _ 

CRIER. B H Region 1. Philadelphia, Office of the Director 
79/02/20 Ip 


7903130570 Responds to NRC 790110 Itr re violations noted in IE Insp 
Repts 50-272/78-2B b 50-311/78-47 Corrective actions test 
engineers required to perform field insp of all POTT sg* b 
Items tagged u/orange tags 

MARTIN, T J Public Service Electric b Oas Co of New Jersey 
79/02/02 3pp 


7903130579 Forwards IE Insp Repts 50-272/70-20 b 50-311/78-47 on 
701119-1216 b notice of violation 

BRUNNER. E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/01/10 2pp 

7903130585 Notice of violation from Insp on 781119-1216 

• Region I, Philadelphia, Reactor Operations Nuclear Support 
Branch 79/01/09 2pp 


7903140019 IE Insp Rept* 50-272/78-31 b 50-311/70-51 on 701211-13 b 
19-21. Ho noneotnpl I ance noted Major areas Inspected piping 
posb-ueld heat treatment prac t ices. test procedures for 
contal-naent structural integrity tast b plant insp tour 
TOTH. A 0 . BATEMAN, W H , MCOAUOHY. R N Region I, Philadelphia, 
Office of the Director 79/01/30 15pp 


7903130596 IE Insp Repts 50-272/70-20 b 50-311/70-47 on 781119-1216 
Noncomp 1 lance noted failure to identify status of 
turned-over equipment b components at Unit 1 

NORRHOLM.U J Region 1. Philadelphia, Reactor Operations 

Nuclear Support Branch 79/01/09 20pp 


7903140621 Forwards IE Insp Repts 50-272/79-04 b 50-311/79-02 on 
790104-05 No noncomp lianca noted 

CARLSON, R T Region 1, Philadelphia, Reactor Construction b 

En^lnperlng Support Branch 79/01/31 2pp 


7903140624 IE Insp Rapt* 50-272/79-04 b 50-311/79-02 on 790104-05 No 
noncompl lane a noted Major areas impacted corrective action 
on post-weld heat treatment b practices 

DURR, J , EBNETER,8D Region 1, Philadelphia. Reactor 

Construction b Engineering Support Branch 79/01/17 4pp 


7903070491 Acl receipt of 790126 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-272/78-26 
BRUNNER, E J Region 1, Philadelphia. Reactor Operations Nuclear 

Support Branch 79/02/00 Ip 


7903070409 Responds to NRC 781213 Itr re violations noted in IE Insp 
Rept 50-272/70-26 Corrective action* design change 
Implemented to ensure safeguards safety isolation signal 
will close containment ventilation valve* if they open 
SCHNEIDER.F H Public Service Electric b Oas Co of New Jersey 
79/01/26 2pp 


7903050517 Foriuard* IE Info Notice 79-02. "Llmltorque Valve Geared 
Limit Switch Lubricant " 

ORIER.B H Region 1, Philadelphia, Office of the Director 
79/02/09 ip. 


7903070117 Act receipt of 790123 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-272/7B-30 b 
50-311/78-52 

SMITHiOH Region 1, Ph 1 lade Iph 1 a, Fuel FaciUtg b Materials 

Safety Branch 79/02/09 Ip 


7903070130 Responds to NRC 790102 Itr re violations noted in IE Insp 
Repts 50-272/78-30 b 50-311/78-52 Corrective actions 
rsqulrsd safety analysis now rsvlewed b radloactiva wasta 
c-ompactlng now done w/eiposure ptrmlt. 

8CHNEI0ER,F bl Public Service Electric b Oas Co of New Jersey 
79/01/23 6pp 


7903070132 Forwards IE Insp Repts 50-272/78-30 b 50-311/78-52 on 
781212-15 b notice of violation 

SHlTHiOH Region 1, Philadelphia, Fuel Facility b Materials 

Safety Branch 79/01/02. 3pp 


7903070176 Notice of violation from insp on 791212-15 

e Region 1, Philadelphia, Fuel Facility b Materials Safety 
Branch. 78/12/28 2pp 


7903000483 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790200, that valve 
limit switch identified as NAMCO Model S3CML should read 
SL3CHL 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/02/27 ip 


7903120205 Responds to IE Bulletin 79-01. "Environ Qual i f lea t ion of 
Safety-Related Electrical Equipment at Nuclear Power 
Plants " Outlines changes to be made at first refueling 
outage 

SCHNEIDER.F W Public Service Electric b Gas Co of New Joreoy 
79/03/06 Spp 


79032B0050 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Daatt’s 
Using Concrete Eipanslon Anchor Bolts " 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/03/00 Ip , 


7903120221 Forwards monthly rept far Jan 1979 for industrial waste 
treatment plant 

HIDURAiH J Public Service Electric b Oas Co of New Jersey 
79/02/14. 3pp 


7903120213 Forwards wastewater treatment rept for Jan 1979 far sewAg* 
treatment plant 

KIDURA, H J Public Service Electric b Oas Co of New Jersey 
79/02/15 2pp 


7903050374 Forwards Impingement Monitoring Rept 22, Jan 1979 

LIBRIZZI.F P Public Service Electric b Oas Co of New Jerapy 
79/02/20 Ip 


7903120219 Forwards discharging monitoring repts for Jan 1979 Mhtll 
removed from main circulating water b collected on traveling 
screens have been deposited et Quinton landfill 
MIDURA.H J Public Service Electric b Oas Co of New Jersey 
79/02/26 14pp 


7903160097 Forwerds monthly operating rapt for Feb 1979, for industrial 
waste treatment plant 

HIDURA.H J Public Service Electric b Oas Co of New Jersey 
79/03/01 2pp 


7903270421 Forwards "Semiannual Radioactive Effluent Release Repbi 
June-Dee 1978 " 

LIBRIZZI.F P Public Service Electric b Oas Co of New Jersey 
79/03/05 Ip 


7903070101 IE Insp Rept* 50-272/78-30 b 50-311/78-52 on 701212-15 
Nencomp 1 lance noted' liquid waste disposal sys changed w/o 
•afeby evaluation, compactor operator exposed w/o suitble 
radiation measurement b no monitoring during eampectlng 
HHITB.J.R., CROCKER, H M Region l< Philadelphia, Fuel Facility 

b Materials Safety Branch 79/12/28 i4pp 


7903270425 "Semmlannual Radioactive Effluent Release Rep t, Juna-D»c 
1978 " 

* Public Service Electric b Oas Co of New Jersey 79/03/31 
51pp 


DOCKETED SERIES 


DOCKET 50-S72 Salem Nuclear Generating Statlooi Unit 1 


7^03160109 Forwards monthly operating rept for Feb 1979 

HIDUSAiH J Public Service Electric & Oais Co of New Jersey 
79/03/09 Ip 


7903I6010B Monthly operating rept for Feb 1979 

MlLLERi L K Public Service Electric t< Gas Co ctf New Jersey 
79/03/09 13pp 


79D3270493 Forwards wastewater treatment rept for Feb 1979. 
HIOURA/ H J Public Service Electric t< Gas Co of New Jersey 
79/03/09 2pp 


79O3270A59 Forwards discharge monitoring repts for Fob i979 
HlOURAi H J Public Service Electric tc Oas Co of New Jersey 
79/03/16 Idpp 


790309026A Forwards LER 79-01 6/O3L-0 

LIBRtZZI.F P Public Service Electric ti Oas Co of New Jersey 
79/03/05 Ip 


7903300297 Forwards LEB 79-O10/O3L-O 

LIDRIZZl.F P Public Service Electric t< Oas Co of New Jeraay 
79/03/23. 3pp 


7903300302 LER 79-01B/O3L-O on 790223 auilllary feaduater pump breaker 
cubicle was hot Caused by burned out closing spring charging 
motor Hotor & breaker replaced 

KAPPLEj A U Public Service Electric tc Oes Co of New Jersey 
79/03/23 1 p 


7903300400 Forwards LER 79-020/03L-0 

LtSRlZZliF P Public Service Electric t< Oas Co of New Jersey 
79/03/23. ip 


7903300406 LER 79~020/03L-0 on 790225 prossurlier level Channel 11 uas 
declared Inoperable Caused by nan-linearity of strain gauge 
In level sensor transmitter Strain gauge replaced along w/ 
lere St span potent i ometers Transmitter recalibrated 
KAPPLE. A t) Public Service Electric i< Oas Co o'f Naw Jersey 
79/03/23 3pp 


DOCKET 50-274 U 8 Oeologlcal Survey Research Reactor 


7903090266 LER 79-016/03L-0 on 790220. control operator observed lero 
SVC water flow through unit Caused by burned out coil in 
solenoid valve Coll replaced 

KAPPLEi A U Public Service Electric & Oas Co of New Jersey 
79/03/05 3pp 


7903140197 Forwards guidance re license amend revieui License should 
reflect total amount of 8 NMj percent enri chmenti amounts 
eiempt It not exempt 

REID.R M. Operating Reactors Branch 4 79/02/09. 2pp 


7903090274 Forwards RO 79-19/04L 

LIBRIZZI.F P Public Service Electric t< Oas Co of New Jersey 
79/03/05 Ip 


7903090275 RO 79-19/04L an 790224 during liquid release of waste 
monitor holdup tanki failure alarm actuated for IRIS monitor 
channel In process racks Caused by grounded pin in IRIB 
detector Grounded connector replaced 

KAPPLEi A N Public Service Electric U Oas Co of New Jersey 
79/03/03 2pp 


7903130317 Forwards LER 79-01 5/O3L-0 

LIBRIZZI.F P Public Service Electric t< Oas Co of New Jersey 
79/03/08 Ip 


7903130320 LER 79-0I9/03L-0 on 790212 during normal operation. noted 
required surveillance to be performed every 7B-h had not 
been done on 790210 when scheduled Caused by personnel 
error Entry made in log Instructing supervisor 
KAPPLEj A N Public Service Electric ti Oas Co of New Jersey 
79/03/08 3pp 


7903200429 Forwards LER 79-0l4/OaL-O 

LIBRIZZI.F P Public Service Electric b Oas Ce of New Jersey 
79/03/14 3pp 


7903200420 LER 79-014/03L-0 on 790220. during normal operation, rad la t Ion 
monitoring sys channel IR 121) alarms found not operating 
Channel later returned to sve b< operated properly Caused by 
unknown factor 

KAPPLE. A U Public Service Electric (< Oas Co of New Jersey 
79/03/14 Ip 


7903270369 Forwards LER 79-017/03L-0 

LIBRIZZI.F P Public Service Electric tc Oas Co of New Jersey 
79/03/20 tp 


7903270367 LER 79-017/03L-0 on 790219 gross activity surveHlance of 
coolant sys b steam generators uas not per formed. Caused by 
personnel error in not returning gas bottles to storage New 
bottle storage ped will be built 

KAPPLE. A U Public Service Electric b Oas Co of New Jersey 
79/03/20 3pp 


7903200342 Forwards LER 79-022/03L-0 

LIBRIZZI.F P Public Service Electric b Oas Co of New Jersey 
79/03/23. Ip 


7903200343 LER 79-022/03L-0 on 790221 during normal oper at ions, whi 1« 
conducting routine Insp.NRC Inspector found missed Tech Spec 
surveillance reading Caused by personnel error Surveillance 
posted on plant status board 

KAPPLE, A U Public Service Electric b Oas Co of New Jersey 
79/03/23 3pp 


7903190273 In response to 790209 reques t, provides aifdl info ra amounts, 
types & enrichment of SNN 

MARRANZINO.A P Interior. Dept of. U 0 Oeological Survey 
79/02/20 Ip 


7903050349 Forwards IE Insp Rept 90-274/79-01 on 790117 No 
noncomp 1 lance noted 

MADBEN, O.L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 79/02/06 2pp 


7903080349 IE Insp Rept 50-274/79-01 on 790117 No noneompl lance noted 
Major areas inspected Implementation of approved security 
plan re security organl i at i oni physical barr t ersi aeces s 
eontro 1 SI communi cat 1 on control b detection aids 

WARD. J J > EVANS, C A . MADSEN. O L Region 4. Dallas. Reactor 

Operations Nuclear Support Branch 79/02/09 ip 


DOCKET 50-279 Diablo Canyon Nuclear Power Plant, Unit 1 


790309039S Forwards responses to Questions 220.1 through 220 6 from NRC 
780725 Itr Requests certain data be withheld 
(ref 10CFR2 7901 

CRANE.P.A Pacific Oas it Electric Co 7Q/iS/27 4Dpp 


7903020292 Forwards "Beismlc Teat Procedure for Diablo Canyon Fan 
Cooler Motor Controller." 

CRANE.P.A Pacific Oas U Electric Co 79/01/04 9pp 


7903090303 Forwards addl matl re fault current protectio'n for 
containment electrical penetrations In response to NRC 
781010 Itr. 

CRANE, P A. Pacific Oas b Electric Co 77/02/26 125pp. 


7903130399 Forwards info re teats of molded circuit breakers, 
ventilation control logic cabinet b fan cooler controllars. 
to permit continuation of review of seismic retesting of 
Class IE alec tr leal equipment 

CRANE.P A Pacific Oas b Electric Co 79/03/01. Bpp 


7903270592 Forwards NVREO-0923. "Summary of Operating Etparienca 
u/Recireulatlng Steam Oensratori. " which focuses on recant 
problems w/degradation. Believes continued plant operatton 
does not constitute undue risk 

EJSENHUT. D 6 Assistant Director for 9yitems b Prodacts 
79/03/02. 3pp. 


7903130309 Responds to questions from NRC re natural circulation boron 
mixing tost proeadure. confirmation of fire water tank piping 
design criteria, fault current protection for containmant. b 
elactrical penetrations 

CRANE.P A, Pacific Oas b Electric Co 79/03/07 2pp. 


cz 


DOCKETED SERIES 


DOCKET tS0-S73 Diablo Catigoo Muclaar Pcu«r Planti Unit 1 


77031ii<0243 Foruardi Addendum 5 to Inlijle t.ab test rept "Selimlc Testing 
of Safetg-Related Electrical Eiiuipraent “ Reiiuetts 
acknowledgment of receipt 

CRANE.P A Pacific Qas tc Electric Co 79/03/0? Ip 


7?031A'0243 Addendum 2 to Ug 1 e Lab test rept "Belsnic Testing of Safetg- 
Related Electrical Equipment " 

ODAD, U F , SHIPWAV.O D Pacific Oas U Electric Co 79/02/07 
4S0pp 


7903210195 Ferwards reiponsei to KRC questions on leisnlc qualification 
of N3S3 equipment Info will be submitted as amend to Hosgri 
Rapt Also discusses switchgear rooai ventilation fire 
damp erii de vie e qualification %t water hammer test 
CRANE. P. A Pacific Oas U Electric Co 79/03/16 9pp 


7903270266 In order to complete scheduled mods. reque ate eetsnslon of 
completion date of const permit CPPR~39 to 79D630 It 
completion date of const permit CPPR-&9 to 801)229 
CRANE. P A Pacific Oas 6 Electric Cb 79/03/21 2pp 


7903060433 Due to delaye in mfgcfire dampers cannot be installed before 
plant oparation Araa adjacent to euitchgear room w/ 
vantilatlon ducts is posted "Ho Storage” b will ba insp 
dallu 

CRANE.P A Pacific Oat !< Electric Co 79/02/26 Ip 


7903190320 Foruarde anergeneg operating procedure OP-4, OP-O. b OP-16 
u/rewritten warnings re possibility of ATllS event tt 
instructlDns fO'r operator actions to mitigate ATU5 affects 
CRANE.P A Pacific Oat b Electric Co 79/03/09 Ip 


7903190326 Emergency operating procedures DP-d.OP-S b OP-IS covering 
loss of electlcal power. reactor trip b lose of Feedwater 
flow 

e Pacific Oat b Electric Co 79/03/02 Upp 


7903290104 Forwards safeguards contingency plan Withheld 
(ref 10CFR2 790) 

CRANE.P A. Pacific Css b Electric Co 79/03/23 Ip 


7903070440 Forwards joint Intervenors^ request for directed 
cer t if Icat ion. wh Ich was not served on ASLAB chairman b 
mtmbers by 761231 filing date 
8 TEELE 1 M FlelSChaktr, D 6 79/01/03 Ip 


79D3070446 Addl typographical corractlon to 790104 joint Intervanori' 
requaat for directed cer tlf icetion 
FLEISCKAKER. 0 S Fleischakar. D 8 79/01/03 Ip 


7903140619 Expresses concerns for earthqueka b waste disposal problems 
Feels sufficient safeguards are lacking 
LEEiD Affiliation Unknown 79/01/06 2pp 


7903140633 Beltavei granting license would increase cancer b deformity 
ceies. Points to lack of solution to nuclear waste problem, 

Urges return to simpler life of conservation b safe uia of 
energy 

ADAMS. E Affiliation Unknown 79/03/07 Ip 


7903140637 Beliavas health b safety of CA will be endangered If license 
is granted. Natal nimiBrous mlshapi in nuclear industry 
Opposes granting of licensa 

OPALACH.D Affiliation Unknown 79/02/09 Ip 


7903140629 Expresses concern for location of plant on Hosgri earthquake 
fault. Does not consider this prudent Urges Board to 
demonstrate retpont ib 1 1 1 ty to public health b safety by 
closing plant 

CHARLICK.J Affiliation Unknown 79/02/07 Ip 


79D30503B7 Corrects suppl to joint Intervenors ' request for directed 
cert 1 f icatlon. de 1 1 vered to Board 790110 Changes last 

santenc e 

FLEIBCHARER. D 8 Fleischaken D, 8 79/01/15 tp 


7903090033 Forwards proposed subpoenas for M Trlfunac b E Luca ai per 
ALAB-5-19 Certiflcata of 6 vc end 

FLEISCKAKER. D 6 Fleischakar. D S PHILLIP 8 .JR. KRIBTaVICH.S 
Center for Law in the Public Intereit 79/01/26 5pp 


7703090136 Requeats Isauance of subpoena to C Hall for testimony ra 
seiinlc itauea Propaaed subpoena b Certiflcata of Sve enc 1 
FLEISHAKER.D. S Fleischiker. D 8 PHILLIP 8 .JR . KRIST09ICH.S 
Center for Lew in the Public Interest 79/01/30 Spp 


7903030004 Opposes commissioning of facility Insists it must be able to 
withstand max earthquake at site Suggests evaluation of 
non-nuclear alternative Doubts need for extra generating 
capacity 

BOWMAN, D M Affiliation Unknown 79/02/01 Ip 


7903050005 Hants facility stopped now Finds it dangerous 
BURCESS.D Affiliation Unknown 79/02/01 ip 


7903030006 Urges facility be denied operating license 
FERN.S Affiliation Unknown 79/02/03 Ip 


7903030008 Urges denial of license to faci I i ty, since it is built oh a 
fault line in an area prone to tremors 
HARROH.O Affiliation Unknown 79/01/29 Ip 

7903050009 Believes fission power Is a mistake Operating permit ehoull 
have been obtained prior to const Forwards own statement on 
participation In 7BO0O6 demonstration against facility Cites 
Nuremberg principle 

DENNEEN.H Affiliation Unknown 79/02/13 3pp 


7903030213 Requests NRC issue a written explanation for staff policy re 
repts which suggest buckling conditions Repts should not bo 
lltnited to merely buckling criteria 

ROISHAN.A 2 Natural Resources Defense Council 79/02/02 Ip 


7903050236 Forwards consultant's rept re Impact force on fuel assemble 
spacer grids. cauted by asymmetric loads during blowdown 
following a LOCA Oridi may be more sensitive to core plant 
motion than originally believed 
GODDARD. R J Branch 2 78/09/19 Spp 

7903140342 Corrects typographical error In 790202 answers to NRC first 
set of suppl interrogatories 

MEISg.R L Pacific Gas b Electric Co 79/02/06 Ip 


7903300372 Hequoits qualification of test data be established to NRC 
satisfaction prior to first refueling outage re environ 
qualification of power cable 

CRANE.P A Pacific Gas b Electric Co 79/03/15 tp 


7903220203 Urges plant not be opened, based on seismic evidence (< rwcor.t 
critlclim of Rasmussen Rept 

CAMPBELL, T Affiliation Unknown 79/02/23 ip 


7903220222 Urges that Diablo Canyon not be opened b that const 
be stopped at San Onofre 

BYERS. A Affiliation Unknown 79/02/22 Ip 


7903220246 Opposes opening of plant because of seismic b wosLo dieFdls' 
problems 

NOLL 1 NO SHE AD. 8 Affiliation Unknown 79/03/07 Ip 


7903220232 Opposes opening of plant because of risks including natvrrel 
d Isaster. sabotage b waste disposal 
KOENIO, J Affiliation Unknown 79/02/26 ip 


7903220254 Urges NRC stop plant const 

GROSSMAN. J Affiliation Unknown 79/02/26 Ip 


7903220239 Requests NRC stop opening of Diablo Canyon b stop constr 
at San Onofre on basis of unresolved safety questions I 
OLSEN, P Affiliation Unknown 79/02/23 Ip 


7903140421 Requests prompt submittal of NRC documentation on ATH 8 to 
generic safety Issua may be resolved 

BOWERS, E 8 Atomic Safety and Licensing Board Panel 79/oa/26 

2 pp 


7903190559 Forwards NRC motion to receive affidavits of DP Allison tr 
AC Thadani re status of ATHS b NUREO-0460, Vol 3. into 
evidence Related documents end Completes NRC submittal re 
generic items 

hETCHEN.E 0 Branch 4 79/03/02 2pp 


7903190364 Motion to receive affidavit of DP Allison b AC Thadani re 
status of ATUSi b NUREO-0460i Vol 3, into evidence, Affidavit b 
NUREO end 

KETCHENiE 0 Branch 4 79/03/02 lOpp 


7903190341 Moves that ASLB receive NRC radon testimony, Inc luding 
Perkins record, into evidence Perkins record b Certificate of 
avc end 

KETCHEN.E 0 Branch 4 79/03/03 SOOpp 



DOCKETED SERIES 


DOCKET 50-275 Diablo Canijon Nuclear Pouer Planb> Unit t 


7903130411 Forwards Endorsement 21 to NELIA PoUcg NF-22a describing 
changes in subscribing companies t< proportionate liability 
endorsement 

CRANE, P A Pacific Oas U Electric Co. 79/03/07 2pp 


7903020232 Forwards IE Insp Rept 50-275/78-21 on 781201-31 No 
noneompliance noted 

CREWS, J i. Region 5i San Francisco, Reactor Operations Nuclear 

Support Branch 79/01/19 2pp 


7903020236 IE Insp Rept 50-275/70-21 on 701201-31 No noneompliance 
noted Major areas inspected preoperatlonal tes ting, p Ian t 
tours, operating staff training, fue 1 storage t< witnessing of 
testing in progress 

YOUNO, T , STERNQERO, D M Region 5, San Francisco, Reactor 

Operations Nuclear Support Branch 79/01/13 3pp 


7903190077 Forwards IE Insp Rept 50-275/73-18 on 731210-21 No 
noncompliance noted 

DOOK,H E Region S, San Francisco, Fuel Facilitg t< Materials 

Safety Branch 79/02/08 2pp 


7903190031 IE Insp Rept 50-275/78-18 on 731218-21 No noneompliance 
noted Major areas inspected emergency planning, tests li 
drl 1 1 s, rad la t ion protection staf f ing, resp 1 ra t ory protection 
1( neutron monitoring 

NORTH, H 9 I FISH, R F , BOOK, H E Region 5, Ban Francisco, Fuel 

Facility & Materials Safety Branch 79/02/08 Spp 


7903190064 Forwards IE Insp Repts 50-275/79-01 t< 50-323/79-01 on 
790122-0201 No noneampl lance noted 

SPENCER, 0 S Region S, San Francisco, Reactor Construction U 

Engineering Support Branch 79/02/09 2 pp 


7903190071 IE Insp Repts SO-275/79-01 b 30-323/79-01 on 790122-0201 . No 
noneompliance noted Major areas inspected license action on 
previous find Ings, electrical b instrumentation work 
observation b record review of seismic trip sys 

KIR8CH,D F , HUTSON, T W , HAYNEB, R C Region 5, San Francisco, 

Reactor Construction b Engineering Support Branch 79/02/08 
llpp 


7903210205 Forwards IE Insp Rept 50-275/79-02 on 790101-31 No 
noncompliance noted 

CREWS,J L. Region S< Ban Francisco, Reactor Operations Nuclear 

Support Branch 79/02/12 2pp 


7903210207 IE Insp Rept 50-275/79-02 on 790101-31 No noneompliance 
noted Major areas inspected preoperatlonal testing, fire 
preventlon/protection, environ pro tec tion, p lant tour b 
witnessing tests in progress 

YOUNO, T , STERNBERO, 0 M Region 5, San Francisco, Reactor 

Operations Nuclear Support Branch 79/02/08 4pp 


7903190510 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features ” 

ENOELKEN.R H Region 5, San Francisco, Office of the Director 
79/02/16 Ip 


7903140365 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model 83CML should read 
8L3CML. 

ENOEUKENtR H Region 5, Ban Francisco, Office of the Director 
79/02/87, Ip 


7903140583 Btates that IE Bulletin 79-01, "Environ Qualification of 
Class IE Equipment leorreetlon ) " was issued to listed 
licensees in Region 5 

e Region 5, San Francisco, Office of tha Director 79/02/27 Ip 


79031S0063 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Design 
Using Concrete Expansion Anchor Bolts " 

ENOELKEN, R.H Region S, San Francisco, Office of the Director. 
79/03/OB. Ip 


7903190466 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASME 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding b Engineering Co " 

ENOELKENi R H Region 5, San Francisco, Office of the Dtraetor. 
79/03/18 Ip 


7903210405 Forwards IE Circular 79-04, /'Loose Locking Nut on Limlterque 
Valve Operators " 

ENOELKEN,R H Region 5, San Freneiseo, Office of the Director 
79/03/16. Ip 


63 

7903260317 Forwards IE Circular 79-05, "Moisture Leakage in Stranded 
Wire Conductors " 

EN06LHEN, R, H Region 3, San Francisco,, Office of the Director 
79/03/20 Ip 


7903050244 Informs of matl test results one length of iron failed bend 
test & supplier removed from approved list U/o end 
CRANE, P A Pacific Oas b Electric Co 79/01/31 Ip 


7903090098 Act receipt of 790131 1 tr which provided a final rept per 
lOCFRSO 3S(e> re matl certifications 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
79/02/12 Ip 


7903070002 Transcript of 790212 hearing in Avila Beach, CA Pp 9266-9377 
b 937B-9462 Cin-camera session not included) 

BOWERS, E , MARTIN, W O . BRIGHT, 0 O Atomic Safety and Licensing 
Board Pangi 79/02/12 ilSpp 


790306000S Transcript of 790213 hearing in Avila Beach. CA Pp 9463-9717 
BOWERB, E , MARTIN, W E . BRIGHT. 0 0 Atomic Safety and Licensing 
Board Panel 79/02/13 253pp 


7903070006 Transcript of 790214 hearing in Avila Beach, CA.Pp 9718-9939 
BOWERS, E > MARTIN, W E . BRIGHT. 0 0 Atomic Bafety and Licensing 
Board Panel 79/02/14. 22Spp 


7903080525 Transcript of 790215 hearing in Avila Beach. CA Pp 9,940- 
10, 182 

BOWENS, E. a , MARTIN, W E i ORIOHTYiO 0 Atomic Safety and Licensing 
Board Panel 79/02/15 240pp 


DOCKET 50-277 Peach Bottom Atomic Power Station, Unit 2 


7903120144 Forwards revised versions of Entry-Control 0ys Handbaoki 
8AND77-1033I Intrusion Detection Sys Handbook . eAND76-0SS4i b 
Barrier Penetration Database, NUREO/CR-OIBI 

MILLER, J R Assistant Director for Reactor Safeguards 79/01/09 
Spp 


7903230035 Forwards Federal Register notice amending 10CFR73 SS, 
"Requirements for Physical Protection of Licensed Activitiee 
In Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches ontlJ 790801 

DENTON, H R. Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903260334 Informs that review b avaluasion of security plan has been 
completed b found acceptable Plan will be incorporated into 
OL b will become effective on or before 790283 Requests 
notification of any delay in imp lementablon 

IPPOLITO.T. A Operating Reactors Branch 3 79/02/2B Spp. 


7903270316 Forwards safeguards contingency plan w/affidavlt b 44,400 
check for review fee Safeguards contingency plan withheld 
iref 10CFR2 790) 

BRADLEY, E J. Philadelphia Elactrlc Co 79/03/23 ,3pp. 


7903150200 In tervenor s '' response per ALAO-SO? in apposition to 
"de minimus" theory Alleges theory ignores Issue of 
significant b. substant lal releases of radan-222 to environ 
Certificate of Bve ene 1 

KEPFORD,C Affiliation Unknown. 79/02/19. 37pp. 


7903230297 Forwards retponses to ALAD-509. Thirty-day period for 
responses to documents shall run from 790305 

SKRUTSKIrR. M Atomic Safety and Licensing Appeal Panel. 79/03/01. 
Spp 


7903290059 Confirms discussion re corporate mgt meeting to be held 
790308 to discuss NRC performance appraisal team mgt insp 
scheduled for 790319-23 b 790326-30. 

BRUNNER, E 0 Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/03/01. Ip. 


7903190282 Forwards annual repts for co-auiners of facility as tvldencs 
of guarantse of payment of deferred premiums W/cash flow 
statements from each. Enel available In Central Files 
BRADLEY, E U Philadelphia Electric Co 79/03/15. 7pp. 


7903160125 Forwards Endorsement 41 to MAELU Policy 67. 
BRADLEY,E j, Philadelphia Electric Co. 79/03/09. 2pp 


7903080173 Forwards mod to "Review b Acceptance of Spent Fuel Storage 
b Handling Application" provided on 780414. Involves pages 
IV-5 b IV-6 w/modlfled rationale b corrections. 

ORIMES, B K. Assistant Dirac tor for Engineers b Projects. 

79/01/18 4pp. 



64 DOCKETED SERIES 


DOCKET Sa-277 Peach Bottom Atonic Pouer Statlont Unit 2 


7^03010299 Poruards N'gD(3~2tB99< "Hart 1 Containment Program> Douncomer 
Reduced Bubnier gene •> Punct 1 ana I Ascisenent Rept '' 

SQBONj L J General Electric Co .Nuclear Enerji^ Products Dlv 
79/02/01 Ip 


.TTOGOlOaiO "Mari I Contalnoient Program. Downcomer Reduced Submergence. 
Functional Assessment Rept “ 

UONOiK. VI Oeiteral Electric Co .Nuclear Energg Products Div 
NE0a'-2leB5 73/06/30 49pp 


790a02021B Notification of 77a314'19 meeting in Betli esda. HD. 
u/representat 1 ve of Hart I owners group to discuss 
implementation b t« solution of Hart 1 long-term program b 
pool swell pressure load definition techniques 

ORIHES.C Assistant Director for Engineers tc Projects 79/02/06 

Ip 


7903010061 Forwards safety evaluation of interim assessment of 
multiple^consecutlve safety relief valve actuations. 6 
sample Itr. 

EIEENHUT.D 0 Assistant Director for Systems & Projects 

79/02/15 2pp 


7903010070 “Safety Evaluation Rapt of Interim Assessments of Hultiple- 
Consecutlve Safety Relief Valve Actuations in Mari 1 
Containment Plants “ All plants are in conformance w/ 
acceptance criteria 

• Assistant Director for Systems 6 Projects. 79/02/19 IDpp 


7903220409 Forwards Amend 51 to DPR-44 b DPR-S6 U notice of issuance 
Security plan evaluation uilthheld Iref liOCFR2 790) 

IPPDLITO.T A Operating Reactors Branch 3 79/02/23 3pp 


79032D02S3 Forwards proposed staff position for Hark 1 long-term 
program implementation schedules 

EISENHVTi D 0 Assistant Director for Systems & Projects 
79/Oa/Ol 4pp 


7903200304 Directs recipients to send end sample Itrs to BWR Mark I 
facilities requesting schedules h commitments re expected 
mod completion dates. use of safety relief valve discharge 
devices 6 licensing fees for long-term program 
ORIHES.B Assistant Director for Engineers t< Projects 
79/03/01 8pp 


7903200443 Eiempts operating DWR facilities w/Mark I containment design 
from General Design Criterion SO.whllt long time program is 
conducted Forwards sample Itrs to be sent to Hark I 
licensees setting forth requirements for schedules 
ORIKHS.B Division of Operating Reactors 79/03/01 22pp 


7903270095 Discusses status of Hark I containment long-term program 
Requests schedule showing time periods for installation of 
specific plant mods Discusses safety relief valve discharge 
device installation b forwards staff evaluation 
8TELL0.V Division of Operating Reactors 79/03/12 17pp 


7903130009 Forwards IE Insp Repts 50-277/70-34 b 50-27B/7S-37 on 
781207 No noncomp 1 lance noted 

SHITH.O F Region 1. Philadelphia. Fuel Facility b Materials 

Safety Branch 79/01/23 3pp 


7903130024 IE Insp Repts 50-277/7B-34 b 50-278/78-37 on 781207 Mo 
noncompliance noted Major areas inspected observation of 
licensee-conducted radiation emergency drill b re 
improvements In emergency air monitoring 

BORES.R J . BETTENHAUSEN. L . STOHR. J P Region 1. Philadelphia. 

Fuel Facility b Materials Safety Branch 79/01/18 4pp 


7903220419 Notice of issuance of Amend 51 to DPa-44 b DPR-5& 
IPPOLITQ. T A aparating Reactors Branch 3 79/02/23 2pp 


7903160213 Forwards proprietary rept NEDE-2394S-P. "Hark I Containment 
Program. Supprasslon Pool Swell Test Program. 1.DR Load Test- 
Oenaric Sensitivity." N/af fidavlt for proprietary status 
Rept withheld (ref tOCFR2 790) 

EOBON.L J Oenaral Electric Co .Nuclear Energy Products Dlv 
79/02/26 Spp 


7903200117 Forwards Amends 50 to DPR-44 b DPR-36 b notice of issuance 
tPPOLITO. T A Operating Reactors Branch 3 79/02/26 2pp 


7903200123 Amend 50 to DPR-Ad b Amend SO to DPR-96 Incorporating Tech 
Specs contained In Appendices A b B as revised re astimated 
chemical uiage. 

IPPOLITO. T A Operating Reactors Branch 3 79/02/26 Bpp 


7903200125 Notice of Issuance of Amend SO to DPR-44 b Amend 50 to 
DPR-56. 

IPPOLITO. T A Operating Reactors Branch 3 79/02/36 2pp 


7903230011 ‘SER of Interim Assessments of MSIV Actuations in Mark 1 
Containment Plants. " 

e Assistant Director for Engineers b Projects 79/02/27 12pp 


7903140139 Forwards IE Insp Repts 50-277/78-31 b 50-278/78-34 on 
781127-30 b 781318-22 No noncomp 1 lance noted 

BRUNNER. E J Region 1, Philadelphia. Reactor Operationi Nuclear 

Support Branch 79/02/01 2pp 


7903140146 IE Insp Repts 50-277/78-31 b 30-270/78-34 on 781127-30 b 
78121B-22 No noncomp 1 lane e noted Major areas inspected plant 
operations, review of monthly status repts b followup on 
previously identified unresolved items 

OREENMAN. £ 0 > MCCABE. E C Region 1. Philadelphia. Reactor 

Operations Nuclear Support Branch 79/02/01 4pp 


7903060631 Forwards IE Info Notice 79— 03. "Liml torque Valve Geared 
Limit Switch Lubricant " 

GRIER.B H Region 1. Philadelphia. Office of the Director 
79/02/09 Ip 


7903080567 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features ” 

GRIER.B H Region 1. Philadelphia. Office of the Director 
79/03/16 2pp 


7903300350 Forwards lE Insp Repts 50-377/79-01 b 30-278/79-01 on 
790102-03 No noncomp 1 lance noted 

BRUNNER. E 0 Region 1. Ph 1 ladelph la. Reactor Operations Nuclear 

Support Branch 79/02/16 2pp 


7903230083 Forwardt safety evaluation rept on interim assessments of 
multiple-consecutive lafdty relief valve actuations 
Concludes that continued operation of Hark 1 BVIR facilities 
Is acceptable subj to. corrective actions 

GRIMES. B K Division of Operating Reactors. 79/02/27 Ip 


7903300352 IE Insp Rept 50-277/79-01 b 50-278/79-01 on 790102-03 No 
noncomp] iance noted Major areas inspected nonroutino event 
review, review of periodic repts. plant operations. fac 1 1 Ity 
tours b Independent effort 

OREEHAN. E 0 . MCCABE. E C Region 1. Philadelphia. Reactor 

Operations Nuclear Support Branch 79/02/16 4pp 


7903070236 Forwards Van 1979 Mark 1 containment program activity 
review Lists meetings held, b provides brief task-by-task 
1 ummar y 

BDBON. L J General Electric Co .Nuclear Energy Products Div 
79/02/28 llpp 


7903060456 Forwards application for amend to Llcenett OPR-44 b DPR-36 
W/encl application filing fee 

BRADLEY. E J Philadelphia Electric Co 79/03/01 Ip 


7903060461 Application for amend to Licenses DPR-44 b 0PR-S6t 
changing Tech Specs re solid radioactive wastes. containment 
sys b audliary electric sys Certificate of 8vc end 
BAUER. E.O. Philadelphia Electric Co 79/03/01 79pp 


79030B0489 Informs recipients of !E Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 790208. that valvo 
limit switch identified as NAMCO Model 83CML should read 
BL3CML 

GRIER.B H Region I. Philadelphia. Office of the Director 
79/02/27 Ip 



GRIER.B H Region 1. Philadelphia. Office of the Director 
79/03/08 ip 


/TUUU30JS/ uuomits inermal Monitoring Repts 63 b 66 for Nov b Dat 19rf> 
WIULEEY.W B PhlladelphU Electric Co 79/02/37 


7903120459 Provides summary of 790313 matting In BethesdatHD w/ 
repTasentatlvas of Hark I owntr's group program committee to 
discuss generic Mark I program re safety relief valve loads 
kl/encl ettandees list b meeting handouts 
8U. T H Containment Systems Drench 79/03/01 16pp 


7903020349 "Monthly Rept 65 for Nov 1978. Thermal b Bioloolcal 
Monitoring Programs “ * 

* Philadelphia Electric Co 79/11/30 lOpp 



DOCKETED SERIES 


DOCKET 30-277 Peach Botbom Atomic Pouer 8tation< Unit 2 


7TO3020332 “Monthlij Rept for Dec i778> Therma 1 t< Olological 
Monitoring Programs " 

• Philarfetphia Electric Co 79/12/31 Bpp 


7903130243 Forwards "Semiannual Releases Rept AiJulg-Dsc 1978 << Annual 
Occupational Eiposure Tabulation 3i 1978 “ 

ALDENi W M Philadelphia Electric Co 79/03/OB Ip 


7903150250 "Semiannual Effluent Releases Rept 6, Julv~Oec 1978 ft Annual 
Occupational Eiposure Tabulation 3i 1978 " 

ULLRICHiMT Philadelphia Electric Co 78/12/31 llpp 


7903190219 Forwards monthlg operating rept for Feb 1979 
COONEY. M J Philadelphia Electric Co 79/03/13 Ip 


7903190224 Monthlg operating rept for Feb 1979 

AUDEM.H M Philadelphia Electric Co. 79/03/10 9pp 


7903190147 RO 2—79—8/10 on 790219 steadg state power level eiceadcd 
license limit of 3293 MM Caused bg erroneous feedwater flow 
input to computer causing reactor heat balance to indicate 
less than actual power level 

ULRICH. M T Philadelphia Electric Co 79/02/20 Spp 


7903290043 RO 2-79-10/lP on 790226 si* control & power cables 
improperig designated as non-safeguard cables during design 
phase 

ULLRtCH.U T Philadelphia Electric Co 79/02/27 2pp 


7903140264 Forwards LER 79-OOB/OlT-O, 

COONEY.M J Philadelphia Electric Co 79/03/05 3pp 


7903140270 LER 79-OOB/OlT-O on 790219 steadg state power level exceeded 
license limit bg less than SX for about 6-h Caused bg error 
calculating scanned feedwater flow Power reduced to license 
1 imit 

COONEY.M J Philadelphia Electric Co 79/03/05 Ip 


7903290125 RO-2-79-1 1/lP on 790302 containment isolation valves of 
ventilation sgs would not close when subjected to post-LOCA 
conditions Cause unknown 

ULLRICH.M T Philadelphia Electric Co 79/03/05 2pp 


7903210110 Forwards LER 79-OiO/OlT-O 

COONEY.M. J Philadelphia Electric Co 77/03/12 3pp 


7903210114 LER 79-OlO/OlT-O On 790226 power b control cables associated 
w/rec irculatlon pump discharge valves tc bgpass valves were 
found routed in non-safeguard cable trags Caused bg 
Improperlg designated cables during design phase. 

COONEY.M J Philadelphia Electric Co 79/03/12 Ip 


7903270361 LER 79-009/03L-0 on 790213 fire alarm s«s malfunctioned, 
causing audible signal to alarm w/o coding Caused bg 
mechanical binding of cam in alarm bo* Dindlng problem 
corrected St sgs returned to sve 

COONEY.M J, Philadelphia Electric Co 79/03/15 ip 


7903270498 LER 79-008/03L-0 on 790225 fuses were blown In control 
circuit of main steam relief valve RV-71L Replacements bleu 
Immediatelg Caused bg failed solenoid 6 short circuit Leads 
to solenoid lifted) fuses (< solenoid replaced 
COONEY.M J Philadelphia Electric Co. 79/03/20 Ip 


DOCKET 50-278 Poach Dottom Atomic Power Btationi Unit 3 


7903120144 Forwards revised versions of Entrg-Control Sgs Handbooki 
8AND77-1033) Intrus ion Detection Sgs Handbook. 8AND76-0SS 4 1 tt 
Barrier Penetration Database. NUREO/CR-OIBI. 

HILLER. J R Assistant Director for Reactor Befeguards 79/01/09 
2pp 


7903230035 Forwards Federal Register notice amending 10CFR73 55. 
"Retluirsmenbs for Phgslcal Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage." to 
defer emplogac pat-down searches until 790801 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/23 Ip. 


7903260334 Informs that review t. evaluation of security plan has bean 
completed L found acceptable, Plan will be incorporated into 
OL t( will become effective on or before 790223 Reguests 
notlf Icatlon of ang delay in implementation 

IPPOLITOt T A Operating Reactors Branch 3 79/03/28 2pp 


7903270316 Forwards safeguards contingeneg plan u/affldavit t< P4i 400 
check for review fee Safeguards contingency plan withheld 
(ref 10CFR2 790) 

BRADLEY. E J Philadolphia Electric Co 79/03/23 3pp 


7903150200 Intervenors' response per ALAB-509 in opposition to 
"de ninlmus" theory Alleges theorgi ignores issue of 
significant h substantial releases of radon'22S to environ 
Certificate of Sve end 

KEPFORD. C Affiliation Unknown 79/02/19 37pp 


7703230297 Forwards responses to ALAO-309 Thlrtg-day period for 
responses to documents shall run from 790309 

3KRUTSKI.R M Atomic Bafety and Licensing Appeal Panel 79/03/01 
3pp 


7903290039 Confirms discussion re corporate mgt meeting to be held 
790308 to discuss NRC performance appraisal team mgt insp 
scheduled far 790319-23 & 790326-30 

BRUNNER. E J Region 1. Ph 1 1 ade 1 pbla. Reactor Operatlone Nuclear 

Support Branch 79/03/01 Ip. 


79031902B2 Forwards annual repts for co-owners of facility as avidonco 
of guarantee of payment pf deferred premiums M/cash flow 
statements from each Enel available in Central Files 
BRADLEY, E J Philadelphia Electric Co 79/03/19 7pp 


7903160123 Forwards Endorsement 41 CP HAELU Policy 67 
BRADLEY. E J Philadelphia Eloctrlc Co 79/03/09 2pp 


DOCKET 50-278 Peach Bottom Atomic Power Station. Unit 3 


7903080173 Forwards mod to "Review & Acceptance of Spent Fuel Storage 
Handling Application" provided on 780414 Involves pages 
IV-S & IV-6 w/modlfied rationale b corrections 
0R1ME8/D.K Assistant Director for Engineers 4. Projects 
79/01/18. 4pp 


7903010295 Forwards NED0-2188S> "Kark I Containment Program. Dounc oner 
Reduced Submerg ence, Func tiona 1 Assesiment Rept '' 

8OB0N.U J Ocneral Electric Co. .Nuclear Energy Products Olv 
79/02/01 Ip 


7903010310 “Hark I Containment Program. Downcomer Reduced Submergence. 
Functionel AsiBssment Rept '• 

MONO. K M Oenarel Electric Co .Nuclear Energy Products Div 
NEoa-zieas 7B/06/3 o 4Spp 


7903020218 Notification of 790214-15 meeting In Dethesda.HO. 
tt)/rcpresentatlve of Mark I owners group to discuss 
implementation b resolutlPn of Hark I long-term program b 
pool sueLl pressure load daflnttion techniques 

ORIHES.C Assistant Director fur Engineers b Projects 79/02/06 

ip- 


7903010061 Forward* safety evaluation of interim aqseismenb of 
multiple-consecutive safety relief valve actuations, b 
eampla Itr 

EIBENHUTiD 0 Assistant Director for Systems b Projects 
79/02/13 2pp 


7903010070 "Safety Evaluation Rept of Interim Assessments of Multiple- 
Consecutive Safety Relief Valve Actuation* in Hark 1 
Containment Plante " All plants are in conformance w/ 
acceptance criteria. 

• Assistant Director for Systems b Projects 79/02/15 lOpp 


7903220409 Forwards Amend 51 to DPR-44 b DPR~56 b notice of issuance 
Security plan evaluation withheld <ref lOCFRS 790). 

IPPOl ITOi T A Operating Reactors Branch 3 79/02/23. 3pp 


7903220413 Amend 51 to DPR-44 b DPR-96 incorporating approved security 
plan. 

IPPQLITO. TA Operating Reactors Branch 3 79/02/23. 4pp. 


7903220419 Not'lce of issuance of Amend 51 to DPR-44 b DPR-S6. 
IPPQLITO. T A. Operating Reactors Branch 3, 79/02/23. 2pp 


7903160213 Forwards proprietary rept NEDE-23545-Pi "Mark 1 Containment 
Program. Suppression Pool swell Test Program. LDR Load Test- 
Oanerlc Bentitlvi ty. M/afftdavlt for proprietary status. 

Rept withheld (ref 10CFR2 790) 

80B0N.L. O Ocneral Elactrlc Co i Nuclear Energy Products DIv 
79/02/26 3pp. 


7903200117 Forwards Amands 50 to DPR-44 b DPR-S6 fc notice of issuance, 
IPPOUITO. T A Sperating Reactore Branch 3 79/02/26 2pp. 



ee 


DOCKETED SERIES 


DOCKET 50-378 Peach Bottom. Atonic PouiT Station. Unit 3 


7903300133 Amend SO to DPR-4A t. Anind 90 to DPR-5^ incorporating Tech 
Bpeci contained in Appendices A (. B «s revised re estimated 
chemical usage 

IPPDLITO. T A Operating Reactors Branch 3 79/0a/3<> 8pp 


7903200139 Notice of issuance of Amend 50 to l)PR-44 U Amend 50 to 
WR-96 

IPPCLITO. T A Operating Reactors Branch 3 79/02/26 3pp 


03230011 "BER OF Interim Assessiii>n.ts of HSIV Actuations in Mart I 
Containment Plants " 

e Assistant Director for Engineers 1> Projects 79/02/37 12pp 


7903060631 Forwards IE Info Notice 79-03. “Ulmitorque Valve Geared 
Uimit Switch Lubricant " 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/02/09 1 p 


7903300380 Forwards IE Insp Rept 90-278/79-07 on 790108-12 *. 23-26 
No noncompl lance noted 

CARLSDN.R T Region i. Philadelphia. Reactor Construction h 

Engineering Support Branch 79/03/15 2pp 


7903300384 IE Insp Rept 50-27B/79-07 on 790108-12 h 23-26 No 
noncompliance noted Major areas Inspected spent fuel rack 
mod Including insp. instat lation procedural control 
FEIL.R A Region 1. Philadelphia. Office of the Director 
TRIPP. L E Region 1. Phi ladelphla. Reactor Construction & 

Engineering Support Branch 79/02/14 9pp 


1.03230083 Forwards safetg evaluation rept on Interim assessments of 
nult t pi e-consreut Ive safety relief valve actuations 
Concludes that continued operation of Hark I BWR facilities 
Is acceptable suhj to corrective actions 

CRIHES. B K Division of Operating Reactors 79/02/27 ip. 


7903080967 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features *' 

CRIER.B H Region I. Philadelphia. Office of the Director 
79/02/16 2pp 


'903070256 Forwards Jan 1979 Hark i containment program activity 
revisu Lists meetings held h provides brief task-by-task 
f ummarij 

SQBDN. L J General Electric Co . Nuclear Energy Products Biv 
79/02/28 lipp 


'903060496 Forwards application for amend to Licenses DPR-44 6 CPR'56 
U/encI application filing fee 

BRADLEY.E J Philadelphia Electric Co 79/03/01 Ip 


7903060461 Application for amend to Licenses DPH-44 b DPR-S6 j 
changing Tech Specs re solid radioactive wastes. containment 
sys (i auxiliary electric sys Certificate of Sve end 
BAUER. E 0 Philadelphia Electric Co 79/03/01 7Spp 


r9G313Q439 Provides summary of 790213 meeting in Bethesda.MD w/ 
representatives of Hark I owner's group program committee to 
discuss generic Mark I program re safety relict valve loads 
N/cncl attendees list b meeting handouts 
8U. T. H Containment Systems Branch 79/03/01 16pp 


7903200283 Forwards proposed staff position fo.r Mark I long-term 
program Implementation schedules 

EISENHlITi D. G. Assistant Director for Systems b Projects 
79/03/01 4pp 


7903200304 Directs recipients to send end sample Itrs to BUR Hark I 
facilities requesting schedules b commitments re eipected 
mod completion dates. use of safety relief valve discharge 
devices b licensing fees for long-term program 
0RIHE8.B Assistant Director for Engineers b Projects 

79/03/0 i Spp 


7903200443 Eieiapti operating BUR facilities u/Kark I containment design 
from General Design Criterion SO.while long time program is 
conducted Forwards sample Itrs to be sent to Hark I 
licensees setting Forth requirements for schedules 
0R1HE8.B. Division of Operating Reactors 79/03/01 22pp 


7903270099 Discusses status of Kart I containment long-term program 
Requests schedule showing time periods for installation of 
specific plant aiods Discusses safety relief valve discharge 
device installation b forwards staff evaluation. 

8TELL0. V Division lOf Operating Reactors, 79/03/12 17pp 


7903120009 Forwards IE Insp Repts 90-277/78-34 b 50-278/78-37 on 
781207 No noncompl lanca noted 

SHITH. 0 F Rtglon 1. Philadelphia. Fuel Facility b Hatorials 

Safety Branch 79/01/23 2pp 


7903120024 IE Imp ReptS 50-277/78-34 b 90-278/78-37 on 781207 Ho 
noncompl lance noted Hajor areas inspected observation of 
1 1 c eniee-conducted radiation emergency drill b re 
Improvements in emergency air monitoring 

BOREStR, J r BETTENHAUSEN.L . STOHR.JP Region I. Philadelphia. 

Fuel Facility b Hatirlals Safety Branch 79/01/18 4pp 


7903140139 Forwards IE Insp Repts 50-277/78-31 b 90-278/78-34 on 
7BI127-30 b 781218-22 No non compliance noted 

BRUNHERiiE J Region If Philadelphia. Reactor Operations Nuclear 

Support Branch 79/02/01. 2pp 


7903140146 IE Insp Repts 90-277/78-31 b 90-278/76-34 Oh 781127-30 b 
78121S-22. No nonconpliance noted Major areas inspected plant 
operatlonSf review of monthly status repts b followup on 
previously identified unresolved items 

OREEKHANjE 0 , HCCABE. E. C Region 1. Phi ladelphla. Reactor 

Oparatlons Nuclear Support Branch. 79/02/01 4pp 


7903300330 Forwards IE Insp Repts 50-277/79-01 b 50-278/79-01 on 
790102-05 No noncomplianca noted 

BRUNNER. e J Region 1. Phi ladelph la. Reactor Operations Nuclear 

Support Branch 79/02/16 2pp 


7903300352 IE Insp Rept 50-277/79-01 b 50-278/79-01 on 790102-05 No 
noncompl lance noted Major areas inspected nonroutine event 
review, review of periodic repts. plant operat ions, fac 1 1 i ty 
tours b Independent effort 

CREEKAN.E 0 . HCCABE.E C Region 1. Philadelphia. Reactor 

Operations Nuclear Support Branch 79/02/16 4pp 


7903000489 Informs recipients Of IE Bulletin 79-01. “Environ 
Qual if ication of Class IE Egoipment. ” dtd 79020B. that valve 
limit switch identified as NAMCO Model S3CML should read 
8L3CML 

QRIER.B H Region t, Philadelphia. Office of the Director 
79/02/27 ip 


7903280045 Forwards IE Bulletin 79-02. "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

QRIER.B H Region 1. Philadelphia. Qffica of the Director 
79/03/08 Ip 


7903020347 Submits Thermal Monitoring Repts 63 b 66 for Nov b Dec l'/78 
WILLEEY.U B Philadelphia Electric Co 79/02/21 Ip 


7903020349 "Monthly Rept 65 for Nov 1978. Thermal b Biological 
Monitoring Programs ” 

e Philadelphia Electric Co 79/11/30 IDpp 


7903030392 "Monthly Rept 66 for Dec 1978. Thermal b Biological 
Monitoring Programs “ 

e Philadelphia Electric Co 79/12/31 Spp 


7903130243 Furuards "Semiannual Releases Rept 6.July-Doc 1978 b Annual 
Occupational Exposure Tabulation 3. 1976 " 

ALOEN. U H Philadelphia Electric Co 79/03/08 Ip 


7903150250 “Semiannual Effluent Releases Rapt 6. July-Dee 1970 b Annual 
Occupational Exposure Tabulation 3. 1978 " 

ULLRICH.H T Philadelphia Electric Co 70/12/31 llpp 


7903190219 Forwards monthly operating rept for Feb 1979 
COONEY.H j Philadelphia Electric Co 79/03/13 ip 


7903190224 Monthly operating rept for Feb 1979 

ALOEN. U M Philadelphia Electric Co 79/03/10 9 pp 


7903190147 RO 2-79-6/10 on 790219 Steady state power level exceeded 
license limit of 3293 MW Caused by erroneous feedwater flow 
input to computer causing reactor heat balance to indicate 
less than actual power level 

ULRICH.H T Philadelphia Electric Co 79/02/20 2pp 


7903290043 RQ 2-79-lO/iP on 790226 six control b power cables 
Improperly designated as non-safeguard cables during design 
phase 

ULLRICH.H T Philadelphia Electric Co 79/02/27 2pp 


7903120242 LEft 79— 006/03L— 0 on 790312. at power, setpoint of B core ssrau 
pump start timer was 0 32-8 loss than Tech Spec limit Caused 
by setpoint drift on Agastat timer relay Model CR202O Relay 
readjusted b tested, 

CDONEY.K J Philadelphia Electric Co 79/03/05 ip 



DOCKETED SERIES 


DOCKET 80-270 Peach Bottom Atomic Power Station, Unit 3 


7903130324 LER 79-00S/03L-0 on 790208 setpoint of reactor core 
isolation cooling turbine steam lUpplg Plou sensor uas above 
Tech Specs mai Caused by setpoint driPt on Barton Model 2B3 
differential pressure switch Switch recalibratad 
CDQNEV.M J Philadelphia Electric Co 79/03/08 Ip 


7903290125 RO-2-79-1 1/lP on 790302 containment Isolation valves of 
ventilation sys would not close when subjected to post-LOCA 
conditions Cause uninoun 

ULLRICH, M T Philadelphia Electric Co 79/03/08. 2pp 


7903210101 LER 79-007/03L-0 on 790212 during survei llanco, setpoint of 
"A" logic automatic depressurliatlon sys time delay relay 
was greater than Tech Spec limit Caused by setpoint drift 
on OE Model CR-2820 time delay Relay readjueted l< tested 
CODNEY.M J Philadelphia Electric Co 79/03/14 tp 


7903210130 LER 79-006/03L-I on 790212 at power (. during surveillance 
test, eetpolnt of D core spray pump start timer was less than 
Tech Spec min Caused by setpoint drift on OE Model CR-8SS0 
time delay relay Relay readjusted b tested 
COONEY. M U Philadelphia Electric Co 79/03/14 Ip 


DOCKET 80-279 Santa Maria de Qarona Nuclear Power Plant 


7903160080 Safety evaluation supporting Amend 70 to License DPR-SQ, 
Amend 70 to DPfi-47 U Amend 67 to DPR-5S 
• Office of Nuclear Reactor Regulation 79/03/06. 2pp 


DOCKET 50-200 Surry Power Station, Unit 1 


7903120144 Forwards revised versions of Entry-Control Sye Handbook, 
8ANI)77-1033i Intrusion Detection Sys Handboa k. SAND76-05S4( & 
Barrier Penetration Dateb ase, NUREO/CR-Oiai 

MILLER, J R Assistant Director for Reactor Safeguards 79/01/09 
2pp 


7903230038 Forwards Federal Register notice amending 10CFR73 S3, 
“Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 790B01 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903870390 Forwards amend to approved security p lonr incorporat ing 
contingency plan Info b amends re recent mgt reorganliatlon 
Enel withheld <ref 10CFR2 790} 

STALL INQ8,C H Virginia Electric tt Power Co 79/03723 Ip 


7903140603 Forwards NRC 790201 denial of North Anna Environ Coalition 
request for hearing b EI8 re steam generator repair W/o 
end 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/13 Ip 


7903190140 Extends time for NRC review of 790801 denial of enforcement 
action until 790313 

CHILK, 0 U Office of the Secretary of the Commission 79/02/13 

Ip 


7903090212 Extends time for NRC to review 790201 denial of enforcement 


7903190034 Requests reconsideration of AMcnds 46 b 47 issued to util re 
replacement of steam generators Environ Impact must be 
analysed based upon actual release b pathway analysis 
Complete review should be made of potential dangers 
DERICK.D, ALVAREZ, B Envl ronmnn tal Follcy Institute 79/02/20. 

2pp 


7903820380 Tine for NRC review of 790201 denial of enforcenant action 
extended until 790413 

CHILK, S J Office of the Secretary of the Commission 79/03/08. 
tp 


7903300393 Forwards shdw cause orders issued because of potential 
piping deficiencies in safety-related sys 

DENTON, H R Office of Nuclear Reactor Regulation 79703/13 2pp 


7903300334 Ordars to show cause re potential piping deficiencies in 
safety-related sys 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/13 
I8pp 


7903080028 Notifies of dental of North Anna Environ Coalition request 
fop hearing b EI8 on repair project W/o end 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/13 Ip 


7903060312 Answers 790124 request for Info J Allen request for info was 
denied in NRC 790201 1 tr Other info may be found in NRC 
790120 EIA M/o end 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/13 Ip. 


7903180402 Requests info re nature of problem b repair procedure 
involved in replacement of defective eteam genofators 
HARTxO Senate. Environment b Public Marks 79/02/18 2pp 


7903080372 Amend of Condition 4 endorsement to Policy MF-97 to reflect 
change In liability from 431,800,000 to 436,000,000. 

OERABi T Nuclear Energy Liability Insurance Association. 79/02/01 

Ip 


7903130273 In order to conform w/std excess b loss policy, requests 
amend to facility I ndatnn If 1 c ati on Agreement Q-45 re location 
of buildings b structures 

STALL t NOS, C M Virginia Electric b Power C« 79/03/09. Ip 


7903060690 Notification of 790227 meeting u/utll to discuss plant for 
Inspecting feedwater not x Is s, steam generator supports b 
firs protection progrem 

NEIOHDORS, D Oporattng Reoctors Branch 1, 79/02/13. Ip 


7903080173 Forwards mod to ''Review b Acceptance of Spent Fuel Storage 
b Handling Application" provided on 700414 Involves pages 
IV-9 b tV-6 w/ffiodified rationale b corrections 
ORIMES, B K Assistant Director for Engineers b Projects 
79/01/19 4pp 


7903090418 Safety evaluation re water hammsre in feedwater piping dua 
to ropid itoam condensation. Summarizes preventive neasurei 
« Office of Nuclear Reactor Rogulatlon. 78/06/07. iOpp 


7903200034 Requests addl info to complete revteu of test rept of 
environ qualification tasting porforincd on continental 
instrument cable 

SCHWENCER.A Operating Reactors Dranch 1 79/02/82. Qpp. 



ee DOCKETED SERIES 


DOCKET 50-2SO aoi>rw Powir Btatlon. Unit 1 


7903200347 Fot'viardi draft «afetij tvaluatlcn "Nat Positive Suction Head 
Avallabli to Contalnnient Recirculation Spray h Uou Head 
Safety Injection Pumps " 

LAINASiO Plant Byetemt Branch 79/03/05 7pp 


7903290145 Confirm* 790319 hand transfer of computer Cods 790317 
SHOCK-S (< SHOCh-G by A Qiambusso Request* hand-delivered 
‘ docuaants be treated as proprietary 
KEtWEDYiU J Stone k Hebster Enpr 79/03/22 Spp 


7903060524 Ac k receipt of 781213 Itr Request* lists of notices of 
violation from 780401-1220 k NRC enforcement actions r* 
cumulative notices of violation. particularly re radiation 
safety miscalculations 

ALLEN. J North Anna Environmental Coalition 78/12/20 Ip 


79030B0314 Informs recipients of IE Bulletin 79-01. “Environ 
Qualification of Class IE Equipment." dtd 790208. that valve 
limit switch identified as NAHCO Model S3CML should read 
SL3CML 

O'REILLYiJ P Region 2. Atlanta. Office of the Director 
79/02/28 2pp 


7903070514 Forward* IE In*p Rapt* 50-280/70-35 k 50'2ai/7B-35 on 7903140433 Forward* IE Info Bulletin 79-02, “PlP® Support Base Plat* 

781204-22 No noneomp lianco noted Design* U»lng Concrete Eipansion Anchor Dolt* " 

LOHO. F J Rtglon 2. Atlanta. Rsactor Operations Nuclear Support O'REILLY. J P Region 2, Atlanta. Office of the Director 

Branch 79/01/15 2pp 79/03/08 2pp 


7903070522 IE Insp Repts 50-280/78-35 k 30-281/76-35 on 761204-22 Ho 
nonccmipl lance noted Major area* Inspected plant operations. 

LERs. IE circulars, plant organliatipn changes, phys i cal 
protection barriers 4 previous open items 

LEUIB.R.C . BURKE, DJ Region 2. Atlanta. Reactor Operations 

Nuclear Support Branch 79/01/12 7pp 


7903130185 Forwards IE Insp Ripts 50-280/79-03 k 50-281/79-03 on 
79010B-lUMa noneomp 11 anc a noted 

LEMI3. R.C Region 2. Atlanta. Reactor Oparation* Nuclear Support 

Branch 79/01/29 2pp 


7903210131 Forwards IE Bulletin 79-03, “Lotig i tud Ina 1 Weld Defect* in 
A8ME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding 5 Engineering Co " 

O'REILLY. J P Region 2, Atlanta, Office of tho Director 
79/03/12 Ip 

7903220019 Forwards IE Circular 79-04. “Loose Locking Nut on Ltmitorqsa 
Valve Operators “ 

□ 'REILLY, J P Region 2. Atlanta. Office of the Director 
79/03/16 2pp 


7903130192 IE Insp Repts 50-280/79-03 I, 50-281/79-03 on 790(08-11 No 
nonconp 1 1 anc e noted Major areas inspected changes to OA 
program. LER f ol louup, prcvl ous noneomp 1 lane e. unresolved 
iteais i. open Iteimi 

8KDLDS. J L . CANTRELL, F. S Region 2. Atlanta. Reactor 

Oparationi Nuclear Support Branch 79/01/26 4pp 


7903070375 Forwards “Annual Operating Repl, 1978. “ “Environ Monltorln-J 
Rapt, 1978. “ ti "Rept of Radioactivity in Effluent Releases fc 
Solid Wastes# 1978 “ 

STALLINGS, C M Virginia Electric k Power Co 79/03/01 ip 


7903070376 "Annual Operating Rept, 1970 “ 

* Virginia Electric 5. Power Co 78/12/31 3pp 


7903?B0015 Forwards IE ln*p Rept* 30-280/79-06 k 50-281/79-06 on 
790115-19 No noneomp 1 lane e noted 

LEUIB. R C Region 8. Atlanta, Reactor Operations Nuclear Support 

Branch 79/02/14 2pp 


7903070380 "Kept of Radioactivity in Effluent Releases «< Solid Wastes. 
1978 “ 

* Virginia Electric 1. Power Co 78/12/31 7pp 


7903200026 IE Insp Rept* 50-280/79-06 k 50-281/79-06 on 790113-19 No 
nonconp 1 lane e noted Major area* Insprctid steam generator 
repair/replacament program k OA program including 
organl latlonal k functional alignment 

ELRDD. S A • BROWNLEE. V L , CANTRELL. F 8 Region 2, Atlanta. 

Reactor Operations Nuclear Support Branch 79/03/14 4pp 


7903070301 “Environ Monitoring Rept. 1978 “ 

CHANDRASEKARAN. TfiAUTMAN. M Virginia Electric fc Power Co 
70/12/31 56pp 


7903190183 Forwards monthly operating rept for Feb 1779 

STALLINGS, C M Virginia Electric k Power Co 79/03/13 ip 


7900280028 Forward* IE ln*p Repts 50-200/79-07 k 50-281/79-07 on 
790129-0201 No nontqnpliance noted 

LEMISrR.C Raglan 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/02/15 2pp 


7903190191 Monthly operating rept for Fob 1979 

COSTELLO. 0 J > STEWART, M L Virginia Electric k Power Co 
79/03/02 42pp 


i 

I 

i 


7903280031 IE Insp Rept* 50-200/79-07 k 50-281/79-07 on 790129-0201 No 
noneomp 1 lane e noted Major area* Inspected review of safety 
1 1ml t s. 1 Iml t Ing safety sy* se ttings. condl tion t for operation 
k followup of open Item* k LER 

SKOLDS, J L , CANTRELL. F S Raglan 2, Atlanta, Reactor 

Oparation* Nuclear Support Branch 79/02/14- 3pp. 


7903220260 Forwards "Nonrad 1 o 1 og 1 ca 1 Environ Operating Rept for 1970 “ 
STALLINGS, C M Virginia Electric k Power Co 79/03/19 Ip 


7903220265 “Nonrad io I og i ca 1 Environ Operating Rept for 1978 
• Virginia Electric k Power Co 79/03/19 4a0pp 


79032B01IO Forwards IE Inip Repts 50-880/79-05 & 50-261/79-05 on 
790118 Ho noneomp 1 iancB noted 

SUTHERLAND. J T Region 2. Atlanta, Fuel Facility k Materials 

Safety Branch 79/02/15 2pp 


79032B0117 IE Insp Repts 50-280/79-05 k 50-291/79-05 On 790118 No 
noneomp 1 lance noted h^ajor areas inspected radiation 
protaction program k facilities asiocteted u/sttam 
generator replacament project 

E8MALD, B. C > OIBSOH. A F Region 3. Atlanta, Fuel Facility k 

Hitarials Safety Drench 79/02/15- 3pp 


7903090183 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features “ 

O'flEtLLY. J P. Region 2, Atlanta. Office of the Director 
79/02/16 2pp 


7903020260 Infornie of cooling water outlet temperature incrcate in 
excess of Tech Spec rate, due to ice accumulation at intake 
structure 

STALLINOS.C M Virginia Electric k Power Co 79/02/27 Ip, 


7903230148 Forwards LER 79-005/03L-0 

STALLINGS, C M Virginia Electric k Power Co 79/03/20 Ip 


7903230145 LER 79-00S/03L-O on 790226 radiation recorder Rn-17S tlappll 
printing Caused by gummed gear shaft bushing in print 
ncchinlsffl Bushing was freed k print mechanism cliandd k 
1 ubrtcated 

STEWART. W L Virginia Electric k Pau*r Co 79/03/19 2PP 


7903270414 Forward* LER 79-004/OIT-0 

STALLINGS. C H Virginia Electric k Power Co 79/03/82 ip 


7903280074 Forward* IE Intp Repts 50-280/ 79-04 k 50-261/79-04 on 
7901 15-19, No noneomp 1 lane i noted 

MURPHY, C E Region S, Atlanta, Reactor Operations Nuclear Support 

Branch 79/02/16 2pp, 


7903BB0075 IE Insp Rept* 50-280/79-04 k 50-261/79-04 on 790115-19 No 
noneomp 1 ianc a not*d Major areas inspected; ttsan generetor 
replacement 

WILCOX, J D , HERDT.A R Region S> Atlante. Office of the 
Dlractor 79/08/13 3pp 


7903080581 Riiponds to 781220 request for notices of violation from 
760401-1220 Forwards raquestad info 

DAVIS, 0.0 Offict of Inspsction k Enforctmant. 77/02/21 6pp. 


7903270419 LER 79-004/01T-0 on 790309 util wa* notified Of postlbU 
non-conservetism* in pipe stress code used to anelyie piping 
tys Units shutdown awaiting result* of re-evaluatlon 
STEWART. H L Virginia Electric k Power Co, 79/03/82 8pp, 


DOCKET SG-281 Surry Power Station. Unit 3 


7903180144 Forwards revised versions of Entry-Control Sys Handboal. 
8AND77-10331 Intrusion Detection Sys Handbook. 8AND76-0354( k 
Barrier Penetration Database. NUREG/CR-0181. 

MILLER, J R Afsistant Director for Reactor Safeguards 79/01/09 
2PP 


1 



DOCKETED SERIES 


DOCKET SO-SBl Surrg Pouer Statloni Unit S 


790323003S Forwards Federal Register notice amending lOCFfi73 55« 
’’Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage^ “ to 
defer employee pat-down searches until 790901 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/23 ip 


7903270390 Forwards amend to approved security p Ian. i ncorpora ting 
contingency plan info tc amends re recent mgt reorganization 
Enel withheld Iref 10CFR2 790> 

STALHNC3, C M Virginia Electric t, Power Co 79/03/23 ip 


7703140609 Forwards NRC 790201 denial of North Anna Environ Coalition 
request for hearing *< EI3 re steam generator repair M/o 
enc 1 

DENTON.H R Office of Nuclear Reactor Regulation 79/02/13 ip 


790319014B Extends time for NRC review of 790201 denial of enforcement 
action until 790315 

CHILK.S J Office of the Secretary of the Commission 77/02/13 

*P 


7903090212 Extends time for NRC to review 790301 denial of enforcement 
action until 790301 

CHILK.S J Office of the Secretary of the Commission 79/02/13 

ip 


7903160313 Urges further NRC review of 790201 denial of J Allan's show 
cause petition 

MASON. HH District of Columbia 79/02/16 2pp 


7903200327 Urges reversal of NRC 790201 dental of show cause hearing 
Requests EIS on hazardous transplant of steam generators tc 
condensers due to potential health risks 

ALLEN. U North Anna Environmental Coalition 79/02/16 ip 


7903200S3B Requests suspension of further work on replacement generator 
until public hearings are held t< EIS prepared Cites recent 
accident at plant resulting in personnel injury 
POLLARD. R Chesapeake Energy Alliance 79/02/21 Ip 


7903160310 Expresses concern re replacement of radioactive steam 
generators 6 possible radiation exposure dangers Requests 
public hearings 

WEST.fi Affiliation Unknown 79/02/19 ip 


7903190034 Requests reconsideration of Amends 46 t< 47 Issued to util re 
replacement of steam generators. Environ impact must be 
analyzed based upon actual release b pathway analysis 
Complete review should be made of potential dangers 
DERICK. D. ALVAREZ. D Environmental Policy Instltuts 79/02/90 
2pP 


7903220300 Time for NRC review of 790201 denial of enforcement action 
extended until 790413 

CHILK.S U Office of the Secretary pf the Commission. 79/O3/0S 

ip 


7903300333 Forwards show cause orders issued because of potential 
piping deficiencies in safety-related sys 

DENTON.H R Office of Nuclear Reactor Regulation 79/03/13 2pp 


7903300334 Orders to show cause re potential piping deficiencies In 
safety-related sys 

DENTON.H R Office of Nuclear Reactor Regulation 79/03/13 
12pp 


7903030028 Notifies of denial of North Anna Environ Coalition request 
for hearing t< EIS on repair project, M/o end 

DENTON.H R Office of Nuclear Reactor Regulation 79/02/13 Ip 


7903060312 Answers 790124 request for info J Allen request for info was 
dented in NRC 790201 Itr Other info may be found in NRC 
790120 EIA N/o end 

DENTON.H R Office of Nuclear Reactor Regulation 79/02/13 Ip 


7903130402 Requests Info rs nature of problem l< repair procedure 
Involved in replacement of defective steem generators 
HART. 0 Senate. Environment Ji Public Works 79/02/15. 2pp 


7903030372 Amend of Condition 4 endorsement to Policy MF-37 to reflect 
change in liability from •31.300.000 to •36.000.000 
CERAS.T Nuclear Energy Liability Insurance Aisoclation, 79/02/Oi 
Ip- 


7903130273 In order to conform w/std excess t. lots po I icy . reque sts 
amend to facility Indemnification Agreement 0-43 re location 
of buildings tc structures 

5TALLINQS, C H Virginia Electric l< Power Co 79/03/09 Ip 


7903060690 Notification of 790227 meeting w/utll to discuss plans for 
inspecting feedwater noi t 1 e s. s team generator supports & 
fire protection program 

NEIGHBORS. D Oparatlng Reactors Branch 1 79/02/13 Ip 


79030B0173 Forwards mod to ’'Review 6 Acceptance of Spent Fuel Storage 
t< Handling Application’’ provided on 7B0414. Involves pages 
IV-5 tf IV-6 u/modified rationale & corrections 
oRIME&iO K Assistant Director for Engineers t> Projects 

79/Ol/tB 4pp, 


7903090418 Safety evaluation re water hammers in feedwater piping due 
to rapid steam condensation Summarizes preventive measures 
e Office of Nuclear Reactor Regulation 78/06/07 iOpp 


7903200024 Requests addl info to complete review cif test rept of 
environ qualification testing performed on continental 
instrument cable 

SCHNENCER.A Operating Reactors Branch 1 79/02/22 3pp 


7903270610 Forwards Amends 4B & 47 to Licensee DPB-32 & DPR-37 
respectively Si notice of issuance & availability Safety 
evaluation withheld iref 10CFR2 790) 

SCHUENCER. A Operating Reactors Branch 1 79/02/27 3pp 


7903270634 Amends 40 «< 47 to Licenses DPR-32 & OPfi-37. retpec t ive 1 y. 
adding license conditions to include Commission-approved 
physical security plan as part of license 

0CHHENCER. A Operating Reactors Branch 1. 79/02/27 3pp. 


7903S70642 Safety evaluation supporting Amends 4B ti 47 to Licenses 
DPn-32 (i DPR-37 j roopect 1 vely 

HCHMENCERiA Operating Reactors Branch 1 79/02/27 2p p 


7903270647 Notice of Issuance ti availability of Amends 48 & 47 to 
Licensee DPR-32 Ei DPR-37. re spec 1 1 ve 1 y 

aCHWENCER.A Operating Reactors Branch 1 79/02/27 3pp 


7903120204 Informs NRC that payment for requested Tech Specs Change 73 
was sent on 790206 

BAUM. E A Virginia Electric Power Co 79/03/05 Ip. 


7903200247 Forwards draft safety ova lua ti on: "Net Positive Suction Head 
Available to Containment Rec Ir culatlon Spray It Law Head 
Safety Injection Pump s " 

LAINABi 0 Plant Systems Branch, 79/03/03 7pp. 


7903290143 Confirms 790319 hand transfer of computer Cod# 790317 
aHOCK-2 it 8H0CK-3 by A Oiambusso Requests hand-delivered 
documents be treated as proprietary 

KENNEDY. U 0 Stone «< Webster Engr 79/03/22 3fp. 


7903070316 Foriiiardo IE Insp Repti 30-880/70-33 6 30-2B1/7B-33 on 
781204-22 No noncomp 1 lence noted 

LONO.F J Region 2, Atlanta. Reactor Operetlone Nuclear Support 

Branch 79/01/13 2pp 


7903070322 IE Insp HeptS 50-200/78-33 ii 30-281/70-33 on 781204-22 No 
non c amp 1 ianc e noted Hajor areas inspected plant operations. 

LERti IE circulars, plant erganl xatlon c hang es. physi cat 
protection barriers 4i previous open Items 

LEWIS. R C t BURKE. D.J Region 2. Atlanta. Raacto.r Cperatlons 

Nuclear Support Branch. 79/01/12 7pp 


7903130183 Forwards IE Insp Repts 30-280/79-03 b 30-201/79-03 on 
79010B-11 No noncompl lance noted 

LEWIS. R C, Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/01/29. 2pp 


7903130192 IE tnep Repts 30-200/79-03 & 30-281/79-03 on 790108-11. No 
noneomplianct noted Major areas inspec ted' cheng es to 0A 
prograra.LER f ol louup. prevl out nancomp 1 1 anc e. unresolved 
items it open items 

SKOLDB. J. L . CANTRELL. F S Raglan 2. Atlanta. Reactor 

Operations Nuclear Support Branch. 79/01/26 4pp. 


7903200013 Forwards IE Imp Repts 30-280/79-06 b 50-281/79-06 on 
790115-19 No nonComp 1 lance noted. 

LEWIS. R.C Region 2. Atienta. Reactor Operatione Nuclear BUppori 

Branch. 79/02/14 2pp 



70 DOCKETED SERIES 


K)CK.ET 50-aai Surry P»u«r Station! Unit a 


79O32a0O26 IE In«p Ropti SO-a 80/79-06 t 30-861 /7?-06 on 790 H 5-19 No 
none amp 1 lane B notod llajor jaroas inepectrd itBOm gonorator 
rtpalr/r BplacBinrnt program ti OA progrom ineluding 
or janliatlonal & runctlanol alignment 

EURQD. S A . BBDHNtEE.V L , CANTBEUL.F 8 Region 2i Atlantii 

Rtactor Operation* Kuclear Support Branch 79/08/14 4pp 


7903280028 Foruiards IE In»p Rapt* 30-800/79-07 & 3O-BB1/79-07 on 
790129-0201 Mo noncoDip llance noted 

LEHlBiR.C Region 2i Atlanta! Raactor Operattont Nuclear Support 

Branch 79/08/13 Zpp 


7903880031 IE Insp 30-880/79-07 «c 30-881/79-07 on 790129-0201 No 

nonconpliance noted Major areai inapected revlcu of eafety 
I imi tt! lloii ting safety eye sett Inga i cond itioni for operation 
ic foilotuup of open Items t< LER 

SHOLDSiJ L ! CANTRELLiF 8 Region 3 > Atlanta! Reactor 

Oparatlons Nuclear Support Branch. 79/02/14 3pp 


7903280110 Foruards IE Insp Repts 30-280/79-03 b 50-281/79-05 on 
790116 Mo none oflip I lance noted 

SUTHERLAND.O T Region Atlanta! Fuel Facility b Materials 

Safaty Branch 79/02/13 2pp 


7903280117 IE Insp ftepts 30-280/79-03 b 30-281/79-03 on 790118 No 
none oittp llance noted Major areas Inapectad radiation 
protection program* b facilities associated y/steam 
generator rtplaccment project 

ESWALD!8 C I filBS<]H>A F Region 2> Atlanta! Fuel Facility b 

Materials Safety Branch 79/02/13 3pp 


7903090123 Foruards IE Info Notice 79-04> "Ocgradatlon o# Englniired 
Safaty Faatures " 

O'REILLV.J P Raglon 2, Atlanta. Offlca of the Director 

79/02/16 2pp. 


7903280074 Forwards IE Insp Repts 50-280/79-04 b 30-281/79-04 on 
790113-19 Mo noncompl lance noted 

MURPHVi C. E Region B* Atlanta. Reactor Operations Nuclear Support 

Branch 79/02/16 2pp 


7903280075 IE insp Repts 30-280/79-04 4 50-281/79-04 on 790115-19 Mo 
nonconpliance noted Major arai* inspected steam generator 
replacenent 

tfILCOX. J D . HERDT.A R Region 2. Atlanta. Office of the 
Director 79/02/13 Opp 


7903080321 Reeponds to 781220 request for notices of violation from 
780401-1220 Forwards requested Info 

DAVIS. J O Office of Inspection b Enforcement 79/02/21 6pp 


7903000524 Act receipt of 781213 Itr Requests lists of notices of 
vloletlon from 760401-1220 b NRC enforcement actions re 
cumulattva notices of vl olat Ion. par tl cularly re radiation 
tafaty miscalculations 

ALLENj-J North Anna Environmental Coalition 78/12/20 Ip 


7903030314 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment! " dtd 790208. that valve 
limit switch Idanttfled as MAMCO Model 63CnL should read 
QLSCHL 

O'REtLLY. J P Region 2. Atlanta. Office of the Director 
79/02/28 2pp 


7903140433 Forwards IE Info Bulletin 79—02. "Plpo Support Base Plate 
Designs Using Concrete ,Espansian Anchor Dolts " 

O'REILLY. U P. Region 2. Atlanta. Of flee of the Director. 
79/03/08 2pp 


7903070376 "Annual Operating Rapt, 1978 " 

• Virginia Electric b Power Co 78/12/31 3pp 


7903070380 "Rapt Of Radioactivity In Effluent Releases b Solid Uastei. 
1970 “ 

• Virginia Electric b Power Co 78/12/31 7pp 


7903070381 "Environ Monitoring Rapt. 1976 " 

CHANDRA3ERARAN. TRAUTMAN. H Virginia Electric 4 Power Co 
78/12/31 S6pp 


7903190163 Forwards monthly operating rept for Feb 1979 

STALLIHCS.C M Virginia Electric b Power Co 79/03/13 Ip 


7903190191 Monthly operating rept for Feb 1979 

COSTELLO.O J . STEHART.W L Virginia Electric 4 Power Co 
79/03/02 42pp 


7903220260 Forwards "Nonradlolog leal Environ Operating Rept for 1978 " 
9TALLINQ6.C M Virginia Electric 4 Power Co 79/03/19 Ip 


7903220269 "Nonrad lolog leal Environ Operating Rept for 1970 
e Virginia Electric 4 Power Co 79/03/19 400pp 


7903020260 Informs of cooling water outlet temperature increase in 
ticess of Tech Spec rate. due to Ice accumulation at Intake 
structure 

STALUNOS. C H Virginia Electric 4 Power Co 79/02/27 Ip 


7903080227 Forward* LERs 79-005/03L-0. 79-006/03L-0. 4 79-007/03U-0 
3TALL1N0S.C H Virginia Electric 4 Power Co 79/03/03 Ip 


7903000230 LER 79-00S/03L-O on 790204 at cold shutdown, valve 
HaV~8W~203C failed to cycle electrically Caused by slighting 
bent clutch shaft in valve operation Part dismantled 4 
overhauled 

STEWART. H L Virginia Electric 4 Power Co 79/03/03 2pp 


7903080237 LER 79-006/03U-0 on 790204 at cold shutdown, valve 
Mav-EU-203D failed to operate electrically during 
functional test Caused by mechanical binding nf valve Valve 
bearing was replaced 

BTENART.U L Virginia Electric 4 Power Co 79/03/03 3pp 


7903080244 LER 79-007/03L-0 on 790203 during functional test, damper 
1-VE-103A failed to close on Train "A" safety Injection 
Initiation Caused by "hang up" in brake mechanism holding 
supply damper open against closed spring Damper closed 
STEWART.M L Virginia Electric 4 Power Co 79/03/03 2pp 


79030901 SB Forwards LER 79-OO0/O3L-O 

BTALLINOB.C M Virginia Electric 4 Power Co 79/03/06 Ip 


7903090161 LER 79-00B/03L-0 on 790209 Insp showed deterioration on l«s 
portion of two of four recirculation spray subsystoms Cause 
unknowf pip Ing sample sent to lab fur evaluation Degraded 
piping will be replaced before renewed unit operation 
BTEWART.H L Virginia Electric 4 Power Co 79/03/06 3pp 


7903130348 Forward* LER 79-009/03L-0 

STALLINOS.C M Virginia Electric 4 Power Co 79/03/08 Ip 


7903130353 LER 79-009/03L-0 on 790208 while performing penetrant test 
39B-1. mechanic discovered 3 snubber* were not on test Caused 
by inadvertent omission Change initiated to add 3 snubbers 
to penetrant test 399-1 

BTENART.U L Virginia Electric 4 Power Co 79/03/07 8pp. 


7903210151 Foruards IE Bulletin 7?-03i "Longitudinal Ueld Defects in 
ASME BA-312 Type 304 Stainless Steal Plpo Spools 
Msnufac turad by Voungstoun Melding b Engineering Co " 

O'REILLY. J P, Region 2. Atlanta. Office of the Director 
79/03/12 Ip 


DOCKET 30-281 Surry Power Station. Unit 2 


7903220019 Forward* IE Circular 79-04. "Loos* Locking Nut on Limltorqua 
Valve Op ere tors ” 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/16 2pp 


790307037S Forwards "Annual Operating Rept. 1970. “ “-Environ Monitoring 
Rapt. 1976. " b “Rept of Radioactivity In Effluent Release* b 
Solid Matte*. 1976. " 

STALLINOS.C M Virginia Electric le PDu*r Co 79/03/01 Ip 


DOCKET 50-388 Prairie Island Nuclear Stdtion. Unit 1 


7903180144 Forwards revised versions of Entry-Control Sys Handbook. 
8AMD77-1033I Intrusion Detection 8ys Handbook. SAN076-OS94I b 
Barrier Penetration Database. NUREO/CR-0181 

MILLER. JR Assistant Director for Reactor Safeguards 79/01/09 

2pp 


7903130438 Requests addl Info re fire protection engineer 
qualifications b QA program criteria requirements 
SCHUENCERi A Operating Reactors Branch 1 79/02/06 Opp 


7903230039 Foruards Federal Register notice amending 10CFR73 99. 
"Requirements for Physical Protection of Licensed Activities 
In Nucltar Power Reactors Against Industrial Sabotago. " to 
dtfer amplnyte pat~down searches until 790801 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/83 Ip 



DOCKETED SERIES » 


DOCKET SO-S02 Pralris Island Nuclear Station. Unit 1 


79031303B6 Forwards responses to NRC positions re fire protection 
program. as result of 781016 onsite Insp 
HAVER. U 0 Northern States Power Co 79/03/09 22pp 


7903270309 Forwards safeguards coPtingencg plan Enel luithheld (ref 
10CFB2 790) 

HAVER. L 0 Northern States Power Co 79/03/23. 2pp 


7903290152 Forwards "Annual Rept 197B " 

DRUSVEN. A D Northern States Power Co 79/03/26 Ip 


7903290194 "Annual Rept 1970 " 

e Northern States Power Co 79/03/26 35pp 


7903010294 Forwards Endorsement 36 to Policy HF-hB. Endorsement 40 to 
Policy NF-197. Endorsement 40 to Policy HF”91 Si Endorsement 
48 to Policy NF-174 for calendar year 1979 
JOHNSON. R 0 Northern States Power Co 79/02/08 3pp 


7903010197 Forwards Endorsement 41 to Policy MF- 8 J li Endorsement 37 to 
Policy MF- 6 B 1 both for calendar year 1979, 

JOHNSON. R 0 Northern States Power Co 79/02/23 3pp 


7903280397 In response to 700929 1 tr. summer i 1 e s info re preasurlzer 
heatup rate Tech Spec Inconsistency Reactor coolant sys temp 
rata limited to 60 F per hour, due to design of Idestlnghouse 
PUR Appropriate utils have been notified 

ANDER80N.T H Westlnghouse Electric Corp 70/10/37 3pp, 


7903000173 Forwards mod to "Review S< Aceeptanco of Spent Fuel Storage 
(< Handling Application" provided on 7B0414 Involves pages 
IV-9 8 < lV -6 w/modifled rationale & corrections 
ORIHE0. 0 K Assistant Director for Engineers li Projects 
79/01/18 4pp 


7903260809 Forwards Amends 33 & 27 to Llcenecs DPR-42 1* BPn“60i 
respectively, safety evaluation ti notice Of issuance t< 
avai lab 1 1 1 by 

BCHWENCER. A Operating Reactors Draneh 1 79/03/02 2pp 


7903260211 Amends 33 It 27 to Licenses DPR-42 ti DPR-60. respictlvely. 
deleting reactor turbine trip below SOX pouiar In both units 
BCHUENCERf A Operating Reactors Branch 1 79/03/02 7pp 


7903260219 Safety evaluation supporting Amends 33 ic 27 to Licenses 
DPR^42 fc DPR- 6 O 1 respectively, 

* Office of Nuclear Reactor Regulation. 79/03/02 4pp 


7903260217 Notice of Issuance 81 availability of Amends 33 ti 37 to 
Licenses DPR-'42 «< DPR-60, respec tive ly, 

BCHUENCERiA Operating Reactors Branch 1 79/03/02 2pp 


7903090248 Reviews background developments re Ttch Specs changes to 
incorporate App 1 rettulrements. al lowing for Offsite Dose 
Calculation Manual to be prepared by 1 Icensee, Unab le to meet 
790319 submittal date Ekpects submittal by 790601 
HAVER. L 0. Northern States Power Co 79/03/09 Ip 


7903200373 Provides addl info for llcansa amend requested on 7BOL10 re 
quantitative justif Icatien for refueling interval 
furvelllance frequency 

HAVER. L 0 Northern States Powsr Co 79/03/19 3pp 


7903140662 Forwards response to NRC 701204 1 tr re IE Inep Repts 
90-282/78-15 li 90-306/70- 16, H/o end 

UACHTER.L J, Northern States Power Co 70/12/21 tp 


7903070106 Forwards IE Insp Repts 90-202/70-22 fc 90-306/78-22 on 
781212-14. No noncompliance noted. 

DAVtS.A D. Region 3. Chicago. Fuel Facility & Hatsrlals Bafaty 

Branch 79/01/19, 2pp 


7903070111 IE Insp Repts 90-282/78-22 tt 90-306/70-22 on 701213-14 No 
noncompliance noted Major areas inspected routine environ 
protection 

0E8TMANN.M J . ESSK}, T H. flegion 3. Chicago. Fuel Facility <1 
Materials Safety Branch 79/01/10 6 pp. 

7903130264 Forwards IE Insp Repts 90-282/79-02 «< 90-306/79-02 on 
790119-17 No noncomp 1 lance noted, 

FlDRELLl.Q Region 3. Chlcego. Reactor Oparatians Nudaar Support 

Branch 79/08/01 2pp 


7903130270 IE Insp Repts 30-2B2/79-02 & 30-306/79-02 on 790119-17 No 
none ompl lance noted Major areas Inspected training & 
retraining of licensed it unlicensed personnel. t< licenced 
operator re qua liflcatlon training program 

DANIELS. F T Region 3. Chicago. Raactor Operations Nuclear 

Support Branch 79/01 /31 3pp 


7903130477 Forwards IE Insp Repts 90-202/78-23 i. 50-306/7B-iJ on 
70l2Ot-S9 l< notice of violation 

FIORELLIi 0 Region 3. Chicago. Reactor Operations Nuclear Support 

Branch 79/02/01 2pp 


79031304SO Notice of violation from insp «n 781201-29 

FIORELLI.O Region 3. Chicago, Reactor Operations Nuclear 

Support Branch 79 / 02/01 Ip, 


7903130482 IE Insp Repts 90-202/73-23 «. 90-306/78-23 on 781201-29. 
Noncompliance no t ad' f al 1 ure to follow test procedure. 

FEIERABAND.C 0 . NARNICK. R F. Raglan 3. Chicago. Office of the 
Director 79/01/26 9pp 


7903220460 Forwards IE Insp Rept 90-282/79-01 6 90-306/79-01 on 
790102-31 (< notice of violation 

FIORELLI.O Region 3> Chicago. Reactor Operations Nuclear Support 

Branch 79/02/19 2pp 


7903220469 Notice of violation from insp on 790102-31. 

* Region 3. Chicagoi Reactor Operations Nuclear Support Branch, 
79/02/14 Ip, 


7903220470 IE Inep Repts 30-282/79-01 ti 90-306/79-01 on 790102-3t 
Noncomp 1 lance noted insufficient measuras to assure prompt 
corrective action hi failure to establish insp program. 
FEIERABEND. C D . HARNlCK. R F Region 3. Chicago. Reactor 

Operations Nuclear Support Branch. 79/02/14 10pp. 


79030B0342 Forwards IE Info Notice 79-04. "Degradation of Englnatred 
Bafety Features " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director. 79/02/JA 

Ip 


7903080363 Informi recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 79020Bathat valve 
limit switch identified as NAMCO Model SOOHL should read 
SLGCML 

KEPPLER.J 0 Region 3. Chicago. Office of the Director. 79/03/01 
Ip 


7903180043 Forwards IE Bulletin 79-02. "Pipe Support Baee Platt Designs 
Using Concrete Expansion Anchor Oolts " 

KEPPLER.J e Region 3. Chicago. Office of the Director. 79/03/08. 
Ip 


7903160078 Ack receipt of 790223 Itr informing NRC of steps taken to 
correct violations noted In IE Imp Repts 90-202/78-23 t< 
90-306/78-23 

KEIBHMANiR F Region 3. Chicago. Reactor Operationi Nuclear 

Support Branch 79/03/09 ip 


7903160DS3 Ratpondi to NRC 790201 Itr re vlolatloris noted In IE Insp 
Repts 90-282/78-23. h 90-306/70-23 Corractive actions 
prsventlve mint prodedures for safeguards bused are being 
rewritten to comply u/Tach Specs 

UACHTER.L J Northern States Powir Co 79/02/23 Ip. 


7903190999 Forwards IE Bulletin 79-03. "Longitudinal Uelif Defects In 
ASHE BA-3tS Type 304 Stainless Stael Pipe Spools 
Manufactured by Voungstokin Welding (< Engineering Co " 

KEPPLER.J 9 Region 3, Chicago, Office of the Director. 79/03/12 

JP 


7903020339 Forwards annual rept of occupetlonal enposure t< annuel rapt 
of changes, tests it experiments 

MAYER. L.O Northern States Power Co, 79/02/23 Ip 


7903020340 Annual repte of 1970 occupational exposure, changes, tests 
t< experlmints. 

* Northern States Power Co 79/02/23. 9pp 


7903060176 Forwards "Effluent ti Waste Disposal Semiannual Rapt" for 
Jul-Dec 1978 

HAVER, L.Q Northern States Powsr Co. 79/02/27 11pp. 


7903140317 Forwards monthly operating rapt for Fib 1979 
MAYER. L. O Northern States Power Co. 79/03/18. Ip 



n DOCKETED SERIES 


SOCKET 90-888 fralrl* ttl<nd Nuclear Staiiani Unit 1 


790314034^ Konthly oparatins Tapt #or Psb 1979. 

HUMSTADi A A Northarn State* Pouer Co 79/03/12 0pp 


7903260836 Foraiard* "nadiatloTi Envlran Monitering Prograffli Annual ftept 
♦OT 1978 " 

HAYERrU 0 Northarn States Pouter Co 79/03/20 Ip 


79O386083B "Radiatton Environ Monitoring Program. Annual Rept for 1970 " 
UADCEVi 0 N Haielton Environmantat Scieneas Corp 79/03/06 
91pp 


7903120210 Poruardi UER TB-Oai/OlX-l 

HAVERtL □ Northarn. States Pouar Co 79/03/07 Ip 


7903120217 LER 7B-02I/01X-1 on 701128 during rcfuellng< local leak rate 
test revealad laalaga through outer valve* In pinetratlon 
23A 6 896i conta innant purge In aacaia o( Tech Spec mei 
Cauied bg inad«q.uata seal at valve seats Adjustment made 
HUNSTAD.A A Nartharn States Power Co 79/03/07. Ip 


DOCKET 90-269 Fort Calhoun Station. Unit 1 


7903120144 Faruiardi ravlsed versions eP Entrg-Control 8gs Handbook. 
8AN077-1033I Intrusion Detection Bgt Handbook, SAND76-0954i t< 
Barrier Penetration Database. NUREO/CR-0181 

HILUERiJ R Assistant Director P«r Reactor Safeguards 79/01/09 

app 


79D30203SB Forwards dtsign description. "Putt Tank for Diesel Driven 
Fire Pump Mod." for review Plane mod completion by 790630 
SHORT. T.E Omaha Public Pouar District 79/02/23 4pp 


790323003S Forwards Federal Register notice amending 10CPft73 55. 
"Asqulrenents for Phgsieal Protection of Licenced Aetivltiae 
In Nuclear Power Reactors Against Industrial Sabotage." to 
dePer enploget pat-down searches until 790B01 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


79032&0271 Forwards revision to physical security plan which provide* 
safegverd* contingency plan per 10CFR7340 Plan withheld 
iraf 10CFR2. 790). 

EHDRT.T E Omaha Public Power District 79/03/20 Ip 


7903120939 Forwerds steff recomniindetl one ri gcnerel contents of 
Offeite Dote Calculation Manual to be submitted u/propoced 
radleloglea 1 effluent Tech Sptci 

oniHEBiB K Assistant Director for Engineers (. Projects 
79/01/18 4pp 


7903130398 Forwards "Cycle IV Irradiated Fuel Insp Following Cycle IV 
Operation" Nov-Dee t97B 

SHORT. T E Omaha Public Power District 79/03/01. Ip 


7903130363 "Cyclt IV Irradiated Fuel tnsp Fallowing Cycle IV 
Operation. '' Nev-Dec 1976 

* Omaha Public Power District 79/02/19 7pp 


7903180289 Forwards addl Info to support 7S0313 application for amend 
of operating 11 cense, revising proposed Tech Specs St 
providing results of anelytlcel work S< field testing. 

SHCnT.T E Omaha Public Pouer District 79/03/06. Qpp. 


7903160088 Notification of 790327 nseting u/Omaha Public Power District 
In Bibhtsda.MO to discuss Cycle 6 reload for facility. 

Including plans for use of Essen fuel 

ERICK80N.P 8 Operating Reactors Branch 4. 79/03/09 2pp 


7903190329 Forwarde "1978 Refueling Outage Type B and Type C Local 
Leak Rata Test Summary'’ E -*1976 Rsfucklng Outage Type B ti C 
Tasks Which Failad to Meat Acceptance Requlremantt " 

SHORT. T. E Omaha Public Power District 79/03/12 13pp 


7903070047 Act receipt of 790123 Itr Informing NRC of stepe taken to 
Borract violatlont noted in IE Insp Rapt 90-889/76-16 
MADSEN, 0 L Region 4, Dallat, Reactor Operations Nuclear Support 

Branch. 79/01/30. Ip 


7903070091 Responds to NRC 790103 Itr re violations noted in IE Insp 
Rapt 90-289/7B-18 Corrective actions annual operator 
aiamlnatieni conducted In Van t, Peb 1976. 

SHORT, T.E Omaha Public Power District, 79/01/23. ip 


7903200571 Forwards IE Insp Rept 90-205/79-02 on 79012S No 
none amp 1 lane t noted 

MAD&EN.OL Region 4. Dallas. Office of the Director 79/01/30 

2pp 


7903200577 IE Insp Rept 90-285/79-02 on 790125 No noneompl lance noted 
Major areas inspected routine mgt meeting to review 
licensee's enforcement history, discuss 1 on of program by IE tt 
current Items of concern 

SEYFftIT. K V . MADSEN. 0 L , JOHNSON. H D Region 4, Dallas. Office 
of the Director 79/01/30 3pp 


7903150185 Forwards 16 Insp Rept 90-289/79-01 on 790122-24 1. notice «f 
violation 

MADSEN. OL Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 79/02/06 2pp 


7903190106 Notice of violation from insp on 790122-24 

MADSEN. 0 U Region 4. Dallas. Reactor Operations Nuclear 

Support Branch 79/02/09 Ip 


7903190193 IE Insp Rept 90-289/79-01 on 790122-24 Noncompliance nolef 
failure to adhere to procedure re review of safety limits, 
limiting safety sys settings t. conditions for operations 
JOHNSON. H 0 , MADSEN. 0 L Region 4, Dallas. Reactor Operations 

Nuclear Support Branch 79/02/05 Spp 


7903080325 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

BEYFRIT.K V Region 4. Dallas, Office of the Director 79/02/16 
IP 


7903260109 Responds to IE Bulletin 76-06 Forwards Form NI8-1 “Owner’s 
Data Rept for Inservice Insp" summariiing Inservlee 1, 
nondestructive eiamination of stress corrosion cracks in 
stagn anti tew pressure stainless steel piping 
SHORT. T E Omaha Public Power District 79/02/20 46pp 


7903090026 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment," dtd 790206. that valve 
limit switch identified as NAMCO Model S3CML should read 
8L3CML 

6EVFR1T.K V Region 4. Dallas. Office of the Director 79/02/27 
ip 


7903150160 Ack receipt of 790226 Hr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 90-265/79-01 
HADSENiO L Region 4. Dallas. Reactor Operations Nuclaar Support 

Branch 79/03/05 Ip 


7903190169 Responds to NRC 790206 Itr re violations notad in lb Cnij 
Rept 90-209/79-01 Corrective actions a procedure change hilll 
be written in order to incorporate OC requirements 
SHORT.T E Omaha Public Power District 79/02/26 3pp 


7903210019 Response to IE Bulletin 79-01 Provides 24-h notice that 
safety-ralatad fteam-mounted limit switches on containment 
isolation valves failed to meet environ criteria Problem 
does net jaapordlit public safety 

BHORT.T E Omaha Public Pouer District 79/03/16 2pp 


7903300399 Forwards Form Nt8-1 "Owners' Data Rept for Intervica Insp * 
Provides results of inservice insp of selected Clase 162 
components, conducted during 1970 refueling outage 
SHORT.T E Omaha Public Power District 79/03/16 44pp 


7903090332 Forwards copies of semiannual effluent release* b tnvlrorv 
operation* b annual occupational tsposuret par lOCFR 
Sections 50 362 tc 20 407<h) & facility Tach Specs. 

SHORT.T E Omaha Public Pouer District 79/02/27 tp 


7903090333 1976 Annual Rept for Tech Spec Section 9 9 t 6 It Semlarui«l1 
Rapt for Tech Spec Section 5 9 4 6 App D.July-Dtc 1978 
ANDREWS. R L Omaha Public Power District 79/02/27 206jip 


7903190206 Forward* montly oparatlng rept for Peb 197? 
BHORT.T E Omaha Public Power District 79/03/00 ip 


7903190213 Monthly operating rapt for Feb 1979, 

HICKLB.B. J . JAHORBKI.R L Omaha Public Pouer District 79/03/00 

Bpp 


7903010296 Forward* LER 79-003/03L-0 
ANDREWS, R L Omaha Public Power District, 79/02/83, ip 



DOCKET Fort Calhoun Station* Unit I 


DOCKETED SERIES » 

7703200016 Raqu«ft< add I Info to comp lata Invd at igati on of 7S1S06 ctoam 
ganerator tuba laak Info includaa analgaia of aaconiiarv 
uatar chemiatrg to aasaaa causo of tuba danttng & lummarg of 
7703010299 LER 79“003/03L“0 on 770127 uhlla making contalnmant praacura tentative action* intended to control denting 

relaasei readings on containmant air monitor RMO-SO/St uaro SCHHENCERi A Operatinig ReaCtora Branch 1. 77/'02/31 3pp 

abnormallv low Causad bg closed isolation valves, not 
reopened after actuation check Will revteui procedures 

OATES. O Omaha Public Power District 77/02/23 3pp 7703260I4B Ack receipt of 7B0223 Itr re potential boron dilution 

incidents No further action nacassarg ra thl* generic Issue 
SCHUENCER.A Operating Reactor* Branch 1 79/02/21 2Pp 

7703140314 forwards UER 77-004/01T'0 

ANDREWS) R L Omaha Public Power District 77/{)3/0S Ip 

7903010233 Respond* to 790202 request Foruardi chock for *800 under 
protest 

7903140319 LER 79'004/01T-0 on 790226 during containment Insp after ZAfiAKAS. P Consolidated Edison Co of Naa/ York 79/02/22 Hpp 

outageiweld leak discovered on controlled bleed-off line on 
reactor coolant pump RC-3C Caused by vibration induced 

fatigue Repairs performed DOCKET SO-2B6 Indian Point Station, Unit 3 

JSNES.D . ANDREWB.R Omaha Public Pouior District 79/03/08 4pp 


7903270909 Forwards LER 79-005/03L-0 

ANDREWS. R L Omaha Public Power District 79/03/23 Ip 


7903270916 LER 79**'003/03L— O on 790226 at IBX power "C*'* channel lots of 
load trip did not annunciate Caused bg bistable 
multivibrator set to 16 IX Bistable reset t< surveillance 
test performed 

CORE, M , PETERSON, 0 R Omaha Public Power District 79/03/19 
3pp 


7903120144 Forwards revised versions of Entrg-Contro 1 Sys Handbook, 
SAN077- 1033) Intrusion Detection Sg* Handbook, 8AND76-0S94| (i 
Barrier Penetration Database, NURE6/CR-01B1 

MILLER, J R Assistant Director for Reactor Safeguards 79/01/09 

2pp 


7703230033 Forwards Federal Register notice amending I0CFR73 SS, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer implogci pab-down searches until 790801 

DENTQN.H R Office of Nuclear Reactor Regulation 77/02/23 Ip 


7903270439 Forwards securltg contingency plan Requests return of Enel 
2 Plan withheld <ref 10CFR2 770) 

EARLY, P J Power Authority State of Mew York 77/03/23 Ip 


7703220349 Forwards Fourteenth quarterly rept for seismic monitoring 
program Also forwards 790227 transmittal Hr from rtJ Cahill, 
Consolidated Edison of NY, to A Schuencer, NRC, revisions to 
thirteenth quarterly rept 

DAVIS, J P Consolidated Edison Co of New York 79/03/01 40pp. 


7903140363 Forwards NELIA Binder ED-7 & MAELU Binder XD-7 to attest 
that secondary financial protection Is being maintained by 
util for facility 

DEEO, F H Power Authority State of New York 79/03/07 gpp 


7903200337 In response to 700923 ltr> summer 1 ics info re preaturlier 
heatup rate Tech Inconsistency Reactor coolant tyt temp 

rate limited to 60 F per hour, due to design of Mastinghouee 
PWR Appropriate utils have been notified 

ANDERSON, T M Westlnghouse Electric Corp 78/10/27 3pp 


7903DB0173 Forwards mod to "Review it Acceptance of Spent Fuel Storage 
((Handling Application” provided on 760414 Involves pages 
IV~9 t( IV-6 w/modlfled rationale (t corrections 
ORIHES, B. K Assistant Director for Engineers (< Project* 

79/Oi/ia 4pp 


7903090890 In respon#* to FOIA 77090B request for documents. Info. h*» 
been placed In Region III files 

FELTON, J H Division of Rule* and Records 79/01/30 3pp 


7903130347 Presents conclusion of review of 770920 util response re 
high t( low pressure safety injection sys throttle valves. 

Finds Section 4 3 of Tech Specs need not be changed to 
satisfy NftC, No further action required 

SCKWENCER.A. Operating Reactors Branch 1 79/02/09 2pp. 


7903190090 Forwards Amend 22 to License DPR-64 6 notice of issuance of 
amendment, 

8CHWENCER, A Operating Reactors Branch 1 79/02/13 4pp. 


7903190093 Amend 22 to License OPR-64 deleting method for calculating 
rate of heat rejection to river 

SCHWENCERiA. Operating Reactors Branch 1 79/02/13, 9pp. 


7903190106 Notici of lisuanca of Amtnd 22,47 ti 22 to Llctneae DPR-S, 
DPR-26 t( DPR-64 

BCHWENCER.A Operating Reactors Branch 1 79/02/13. 2pp. 


7703160032 Forwards Amend 23 to License DPR-64 

8CHUENCER.A Operating Reactors Branch 1 77/02/27 4pp. 


7903160035 Amend 23 to Lloenso PFR-64, incorporating physical security 
plan into llconso 

BCHWENCER.A Operating Reactors Branch 1 77/02/27 2pp 


7903160037 Notice of issuance of Amend 23 to License DPR-64 
BCHWENCER.A Operating Reactori Branch 1 79/02/27 3pp 


7903070330 In response to NRC 781128 1 tr , foruardi Info ro containmant 
purging during normal plant operation Info responds to 
Issues In Revision 1 of Branch Tachnlcal Position 
CSB 6-4. 

SCHHIEDER.JR Power Authority State of New York 79/03/02 t3pp 


790312D202 Responds to 790202 request h remits Class 1 fee of *SOO for 
proposed Tech Spec change re continuous chlorination of 
effluent from sewage treatment facility Paid undar protast 
pending legal resolution 

BERRY. Q T Power Authority State of Neu York 79/03/03 Ip 


7903140261 Submits follnuup rept re milk samples no longer obtainabla 
from Ouard Hill Farm, since animals have b-aen ramovad from 
location. Investigation balng perforMod to find suitable 
replacement for sampling 

CAHILL, W J Consolidated Edison Co of New York. 79/03/06 2pp. 


7903220267 Forwards summary of containment Isolation valva leakages in 
Aug 1978 

EARLY.P J. Power Authority State of Neu York 79/03/19. 9pp. 


7903260223 Forwards requested info re radiological effluent release 
point V release frequent 1 ee. Inf o submitted as addendum to 
10CFR50 App I compllanca evaluation submitted 770314. 

EARLY.P J Power Authority State of New York 79/03/19 3pp. 


790326022a Requests effective date of routine license amend be changed 
to 21 days from data of Issuance to allow for mailing tc 
Iraplemantatlon of amend 

EARLY.P J Power Authority State of New York 79/03/19 2pp. 


7903290136 Semiannual progrees rapt Dlecussee various chtaiical. environ 
& monitoring projects 

CAHILL. U Consolidated Edison Co of New York. 79/03/27 Bfp- 


7903070003 Forwards IE Insp Rapt 30-286/70-28 on 700927-1028 4i notice 
of violation 

BRUNNER. E J Raglon 1. Philadelphia, Reactor Oparatlone Nuclear 

Support Branch 78/12/08 3pp. 


7903070087 Notice of violation from Insp on 780927-1028, with held 
(ref 10CFR2 790) 

a Region 1. Philadelphia. Office of the Director. 78/12/06. 
If 


7903070089 IE Insp Rept SO-286/78-28 on 780927-1028. None onpl lance 
noted: plant physical protection. 

REBELOWSKI.T r KEIMIO.R.R. Region 1. Philadelphia. Reactor 

□peratlons Nuclear Support Branch. 78/12/06. 13pp 


7903120060 Forwards IE Insp Rapt 90-286/79-01 on 790110. No 
none amp lienee noted 

BMITH, 0 F Region 1, Philadelphia. Fuel Facility h Matarials 

Safety Branch 79/01/23 2pp 


7903120069 IE inep Rapt 90-209/70-01 on 790110. No noncomp 1 lance noted. 
Major areas inepectad reewlte Of affluent sample tpMt 
between licensee 6 NRC during insp on 700620-22 

K0TTAN«%f J. BTONR, J-P Region t. Philadelphia! Fuel Facility It 

Materials Safety Brench 79/01/22, 4pp 



DOCKETED SERIES 
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DOCKET SO-Safa Indian Point Station. Unit 3 


790a0ii0dja4 Forward* IE Info Notit* 79-03, »Llmitorqu* Valve Caarad 
Limit Sultch Lutricant ’’ 

ORIER. B H Region 1, Philadelphia, Offite of the Director 
• 79/’02/09 ip 


79030B0276 Forward* IE Info Notice 79-04, “Degradation of Engineered 
Safety Features *' 

DRIER, B H Rosien 1, Philadelphia, Office of the Director 
79/0a/l& 2pp 


7903300332 Foruards IE Insp Rept &0-2S&779-03 on 790131 
No nonconp 1 lance noted 

SMITH, e H Region 1, Philadelphia, Fuel Facility St Materials 

Safety Branch 79702/22 2pp 


7903300334 IE Imp Rept 00-2B6/79-03 on 790131 No noncompl lance noted 
Major areas inspected licensee-conducted emergency drill 
DONALOSOHi D , SERABIAN, J Region S, San Francisco, Office of the 
Director STOHR, J P Region S, San Francisco, Fuel Facility ti 

Hatarlals Safety Branch 79/02/20 3pp 


79030S04BB Informs recipients of IE Bulletin 79~01, “Environ 
auallflcatlon of Class IE Equipment," dtd 790206, that valve 
limit sultch identified at KAMCO Model 83MCL should read 
SLSMCL 

ORIER.B H Region 1, Philadelphia, Office of the Director 
79/02/27 ip 


7903280043 Forwards IE Bulletin 79-02, "Pipe Support Base Plata Designs 
Using Concrete Eipanslon Anchor Bolts " 

ORlERfB H Region 1, Philadelphia, Office of the Director 
79/03/0B Ip 


7903060374 Foruards fourtaanth "Ouartarly Rept on Selsnlc Monitoring in. 
Vicinity of Indian PolntcNY, " Sept-Nev 197a Revlead pages 
for Introduction to thirteenth quarterly rept end 
CAHILL, H J Consolidated Edison Co of New York 79/02/27 4pp 


7903040382 "Quarterly Rapt on Seismic Monitoring Network In Vicinity 
of Indian Point, NY," Sept-Nov 1978 

e Censolldatad Edison Co of Hew York 76/11/30. SBpp 


7903070212 Forwards summary rept of personnel nonltoring info & annual 
radiation iiposure rapt 

CAHILL, H J Cemmonwaalth Edison Co 79/02/28 3pp 


7903060419 Forwards "Saailannual Rept of Radioactivity In Solid Uastes 
it Releases of Radioactive Hatls in Liquid It Oaseout 
Effluents “ for July-Dce, 1978. Corrects second quarter 1978 
tritium effluent data in last semiannual rept 
BAYNE, J P Power Authority State of New York 79/03/01 Ip 


7903060421 "Effluent L Haste Disposal Semiannual Rept" for July-Dee, 
1978 

BAYNE, J P. Power Authority State of New York 79/03/01 43pp 


7903070220 Faruiards semiannual effluent release rapt for Jul~Dac 197S 
CAHILL, H J Consolidated Edison Co of New York 79/03/01 Ip 


7903070223 "Effluent Release Rept," simiannual rept for third t, 
fourth querters of 197B Cover* liquid (i airborne dischargee 
» Consolidated Edison Co of New York 79/03/01 44pp 


7903180319 Forwards data specified In Section 401 Cert 1 fleet ion for Feb 
1979. 

MONTI, M. A, Cenioltdatad Edison Co, of New York 79/03/09 16pp 


7903190299 Forwards monthly oparatlng rept for Feb 1979 

BAYNE, J P. Power Authority State of New York. 79/03/13. ip 


7903190307 Monthly operating rapt for Feh 1979 

CONNELL, C Power Authority State of New York, 79/D3/01 6pp. 


7903210022 Inform* of corrections to monthly repts from Aug 197S-Jan 
1979, par 790313 telcon 

CONNELL, C. Power Authority State of Nsu York. 79/03/13 Ip 


7903210180 Forward* tabulation of dally record of fish coUsctlon* for 
Feb 1979, including daily ipacies braakdawn.t, total wt for 
Unite 2 ic 3, Circulators at Unit 1 wars shut down for entire 
month Slvee high fish impingement totals I, corrective action 
CAHILLtN J Consolidated Edison Co. of Nsw York. 79/03/14 9pp 


7903070320 Forward* LER 79~002/03L-0. 

BAYNE, J P Power Authority State of New York 79/03/02 ip 


7903070328 LER 79-002/03L-0 on 79020S at lOOX power, increase In gaud', 
activity was observed Caused by leakage of No 32 charging 
pump plunger Plunger 6 packing for Union Pump QX~300 
Quintuples were replaced & unit returned to tve 
QUHBLEi F W Power Authority State of New York 79/03/02 2 pp 


7903160099 Forwards LER 79-OCH/03L-0 

BAYNE, J P Power Authority State of New York 79/03/12 Ip 


7903160103 LER 79-001 /03L-0 on 790211 high dew point L air leakage oi 
breaker 2-6 noted To preclude breaker damage, breaker 2-6 was 
opened Caused by apparent gasket leak in Westinghouse C-A 
braakar Feeder L breaker repaired 

QUMBLE,F W Power Authority State of New York 79/03/13 ypp 


7903200372 Forwards LER 79-012/04T-0 

CAHILL, H J Consolidated Edison Co of New York 79/03/14 Ip 


790320037S LER 79-012/04T-0 on 790213 contracting laboratory provide 
rept on 790213 that activity of precipitation sample taken 
on 790102 exceeded 10 times control station level Caused by 
tritium releases from outside source 

MASCIULLl,8 Consolidated Edison Co of New York 79/03/14 'Iff 


DOCKET 80-287 Oconee Nuclear Station, Unit 3 


7903120144 Forward* ravisad varelon* of Entry-Control By* Kandbonk, 
BAND77-1033I Intrusion Detection Sys Handbook. 8AND76“05a4l t 
Barrier Penetration Database, NUREO/CR-0181 

MILLER, J R Assistant Director for Reactor Safeguards 79/01/09 
2pp 


7903230033 Foruards Federal Register notice amending 10CrR73 89, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage, " to 
defer employee pat-down searches until 790B01 

DENTON, H R Office of Nuclear Reactor Rogulatlon 79/02/23 Ip 


7903270910 Forwards safeguards contingtney plan Plan withheld (ref 
10CFR2 790) 

PARKER, N 0 Dube Power Co 79/03/23 Ip 


7903290203 Request* notification of NRC decision on appeal Cast ralll' 
for shutdown of Oconee 
DERRICK, B House of Rep 79/03/06 Ip 


7903290011 Forwards corporate annuel rept, financial forecast b util 
statement re available sources of fund* U/o end 
THIES.A C Duke Power Co 79/03/21 Ip 


7903120833 Forwards staff recommendations re general contanti of 
Offiitt Dose Calculation Manual to be submitted w/proposed 
radiological effluent Tech Specs 

CRIMES, B K Assistant Director for Engineers b Project* 
79/Oi/lB 4pp 


7903160080 Safety evaluation supporting Amend 70 to License DPR stfl. 
Amend 70 to DPR-47 b Amend 67 to DPR-38 
e Office of Nuclear Reactor Regulation 79/03/06 2pp 


7903060680 Responds to 701220 request for reassessment of NRC /NOBIS 
Itr authorliing fee refund for Unit I Believes fee* should 
not be refunded 

REID, R U Operating Reactors Branch 4 79/02/09 Ip 


7903260117 PoTwardi notice of proposed issuance of amend to opirallrt 
licenses revising Tech Specs to permit expansion of spent 
fuel pool storage capacity from 336 to 750 storage 
locations 

REID,R H Oparatlng Reactors Branch 4 79/02/16. 2pp 


7903260121 Notice of proposed Issuance of amend to operating lUiniii 
REIDiR W. Operating Reactor* Branch 4 79/02/16 4pp, 


7903190113 Forward* Amend 6B to DPR-3B, Amend 60 to DPR-47 b Amind 6$ ll 
DPR-85 b notice Of issuance 

REID, R H Operating Reactor* Branch 4 79/02/23 3pp 


7903190129 Amend 6B, 6B, 68 to DPR -30, 47 b 33 respective ly, adding nee 
Paragraph 3 F ra full implemantation of all provision* of 
NRC-approved physical security plan 

REID, R W Operating Reactor* Branch 4 79/02/23 6pp 

7903190130 Notice of Istuanct of Amend 68, 6B b 63 to Llctnifi DfR-at. 
DPR-47 b DPR-SS, respectively 

FAIRTILE, M 8 Operating Reactor* Branch 4. 79/02/23 Bpf 
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DOCKET 50-SB7 Oconee Nuclear 8tation< Unit 3 


7903260176 Desponee fSttf 771220 Indicates util has revieued potential 
boron dilution incidents 6 has determined that FSAR analvsis 
of this event still represents most limiting case No further 
action is necessari/ 

REIDi R W Operating Reactors Branch A 79/03/23 2pp 


7903140179 Notlfias util of au th or i i a t i on for refunds of Class I amend 
fees for applications dtd 780602 6 760608 Refunds ui 1 1 be 
sent as soon as possible 

HI6t-ER< N 0 License Foe Management Branch 79/02/27 Ip 


7903160043 ForuardS Amend 70 to License DPR— 38i Amend 70 to Dpn-47 8< 
Amend 67 to DPR-55i safety evaluation h notice of issuance 
RE1D<R H Operating Reactors Branch 4 79/03/06 2pp 


7903160046 Amend 70 to License DPR-3Sr Amend 70 to License DPR-47 ?< 
Amend 67 to DPB-S9> deleting Tech Spec requirements re liquid 
effluent monitoring sys that are no longer applicable 
REIDiR W Operoting Reactors Branch 4 79/03/06 lOpp 


7903160064 Notice of Issuance of Amends 70< 70 6 67 to Licenses 
DPR-38i DPR-47 6 DPR-95r r espec t i ve 1 y 

REIDt R W Operating Reactors Branch 4 79/03/06 2pp 


7903370260 Describes util's practice of extending subtnittel periods for 
documents if last day of period is Saturday) Bundayt or legal 
holiday Requests guidance as to lehether this practice is 
Incorrect 

PARKER. W 0 DuVe Power Co 79/03/20 Ip 


7903270552 Foruiarde proposed revision to Tech Specs re qualifications 
of site health physicist License fees are not provided 
U/aff t davl t 

PARKER, W 0 Duke Power Co 79/03/21 7pp 


7903300261 Surveillance requirements presently Included in unit Tech 
Specs apply to NRC-accepted mods of high pressure injection 
sys Mod 6 preoperatlonal testing remain as proposed 
PARKER, H 0 Duke Power Co 79/03/26 ip. 


7903130259 Forwards IE Insp Ropt 50-269/78-37, SO-270/78-35, 
90-2B7/7B-37 on 761220-22 tt 781227-20 6 notice of violation 
Insp rept 6 notice of violation withheld ( lOCFRR 790) 

KENNA, U B Region 2, Atlanta, Safeguards Branch 79/01/19 2pp 


7903060532 Forwards IE Info Notice 79-04, “Degradation of Engineered 
Safety Features " 

D'REILLV.J P Region 2, Atlanta, Office of tho Director 
79/02/16 2pp 


7903140158 Follows up 760929 response to IE Circular 7Q-O0 Commitment 
to submit environ qualification data by 790416 is superceded 
by licensee-required action statements of IE Bulletin 79-01 
PARKER, W □ Duke Power Co 79/02/21 Ip 


7903130133 Ac k receipt of IE Insp Repts 50-269/79-02,30-270/79-02, l< 
S0-2B7/79-02 on 790115-19 No proprietary info 
PARKER. W D Duke Power Co 79/02/87 Ip 


7903130137 Forwards IE Insp Repts 50-269/79-08,50-270/79-03 «< 
50-267/79-02 No noncomp 1 lance noted 

SUTHERLAND, J L Region 2, Atlanta. Fuel Facility ti Materials 

Safety Branch 79/02/16 2 pp 


7903130142 IE Insp Repts 50-869/79-02,50-870/79-08, t< 50-287/79-02 on 
790115-19 No noncomp 1 lance noted Major areas inspected, 
radwaste mgt program 

HO BEY, C H Region 2, Atlanta, Fuel Facility 6 Matartals Safety 

Branch OIDSON, A F Region 2, Atlanta, Office of the Director 
79/08/15 Bpp 


7903130225 Ack receipt of 790119 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-269/78-37, 

50-870/70-35, 650-207/76-37 

KENNA, M D Region 2, Atlanta. Safeguards Branch 79/08/87 Ip 


7903130257 Responds to 790119 Itr forwarding Insp Repts 50-269/78-37, 
50-870/78-33 6 50-207/76-37 Considers info proprietary 
(ref 10CFR8 790) 

PARKER, M.D Duke Power Co, 79/02/15 Ip 


7903130860 IE Insp Repts 50-269/70-37,50-270/70-35 6 50-207/79-37 on 
761220-22 6 701887-88 Noncomp! lance noted failure to taka 
appropriate compensatory action Notice of violation withheld 
(ref 10CFR2 790) 

MOORE.D.E, FUCHKO, J H, , OILLEBPIEiFP Region 2, Atlanta, 

Bafeguards Oranch 79/01/19 lo 


7903080270 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 790209. that valve 
limit switch identified as NAMCO Model S3CML should read 
8L3CHL 

O'REILLY, J.P Region 8, Atlanta, Office of the Director, 
79/02/29 2pp. 


7903140543 Forwards IE Info Oulletin 79-08. "Pipe Support Base Plata 
Designs Using Concrete Expansion Anchor Dolts " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/09 2pp 


7903210132 Forwards IE Bulletin 79-03, "Longitudinal Held Defects in 
ASHE 5A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Holding & Engineering Co " 

O'REILLY, J P Region S, Atlanta, Office of the Director 
79/03/12 Ip 


7903210593 Forwards IE Circular 79-04, “Loose Locking Nut on Ltmitorque 
Valve Operators " 

□ 'REILLY, vf.P Region 2, Atlanta, Office of the Director 

79/03/16 2pp 


7903050319 Forwards effluent release & solid waste disposal summary for 
period Vul-Oec 1979 U/annilal totals for liquid 6 gaseous 
effluent releases for solid waste dlsp osa 1 for 1979 
PARKER.H □ Duke Power Co 79/08/22 ISpp 


7903010299 Forwards LER 79-004/01T-0 

PARKER, H □ Duke Power Co 79/08/0B Ip 


7903010290 LER 79-004/01T-0 on 790125 reactor building narrow range 
pressure transmitter engineered safeguards Channels A, B t, C 
discovered out of callbr In non-conservative direction 
Caused not determined. 

LEUI8, 9 R Duke Power Co 79/08/00 3pp 


DDCKET 50-26? Three Mile Island Nuclear Station, Unit 1 


7903120144 Forwards revised versions of Entry-Control Bys Handbook. 
8AND77-1D33I Intrusion Detection Sys Handboo k> 8AND76-0S54t 6 
Barrier Pone tret i on Da tabase, NUREO/CR-OIGI, 

MILLER, J R Assistant Director for Reactor 9afeguards, 79/01/09 

8pp 


7903010201 Notlflei that changes bo drawings in fire detector sys 
design, submitted an 79021 5, wil 1 be necessary Sys 
Implementation still scheduled for end of 1900 refueling 
outage 

HERQEIN, J 0 Metropol 1 tan Edison Co, 79/02/23 Ip 


7903230039 Forwards Federal Register notice amending tOCFR73 95, 
"Requirements for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat -down searches until 790601 

DENTDN, H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903D7D210 Advises that extension of implementation date for flra 
protection 8ER Table 3 i,Jtem 3 1, 14, will not be needed dua 
to purchase of rated fire door (< damper Requests 
disregarding 790202 Itr, 

HERDEIN.J 0 Metropolitan Edison Co. 79/03/01 Ip 


7903120196 Discusses rescheduling of refueling outage It raqueats NRC 
consider "End of Refueling 1979" as Implementation date. 

Supports 790415 as acctptable Imp laman totlon date for items 
to be complete by 1979 refuel 

HERBEINi J S. Metropolitan Edison Co, 79/03/05 Spp. 


7903200374 Forwards App C, "License Safeguards Contlngancy Plan." 
End withheld (ref lOCFRS 7901 

HERDEIN, V 0 Metropolitan Edison Co 79/03/15 Ip 


7903220216 Discussis fire protection sys re detector design conformance 
to NRC branch technical positions U/6 ovarslxed drawings 
showing proposed location of fire detectors 
KERBElNiJ.O. Metropolitan Edison Co 79/03/16. 3pp. 


7903090140 Forwards Endorsamant 35 to AN! Policy NF-220 
OERETY.H.F. OPU Bervtce Corp 79/03/05. 2pp 


7903090190 Forwards Endoriament 33 to ANl Policy NF-220 
OERETY.H F, OPU Service Corp 79/03/05. 2pp 


7903150361 Forwards Endorsamsnt 33 to MAELU Policy riF-73. 
OERETY.H.F OPU Bervlce Corp 79/03/05 2pp, 
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DOCKET 30-289 Three Mile It land Nuclear Statloni Unit 1 


79032C021i3 Feruardt Endortanen*! 32 ia NAELU palicij MF-73 
QERETY.H F. OPU Service Corp 79/03/23 2pp 


7903130S33 Forwards staff reconntandati ons re panerel contents of 
□fftlte Dote Calcvlatlon Manuel to be aubnitted w/proposad 
radiological effluent Tech Specs 

ORIKESjB. H Atiistant Director for Engineert U Projects 
79/01 /IB 4pp 


7903O60&9S Rffuests verification ultMn 30 dags that decag heat punp 
inp el ler-to-cjs 1 ng rubbing is not a concern 
RElOiR U Operating Reactors Branch 4 79/'0'l/29 2pp 


7903O&0&&2 In response to 770420 Itr providing detailed evaluation of 
potential impact of fuel handling acc ident. reguests Tech 
Spec change proposal or min delag time confirmation to 
ensure coeipliance u/lOCFRIOO H/cnc 1 aodel Tech Specs 
RElDiR H Operating Reactors Branch 4 79/02/03 4pp 


7903160089 FO'rwards request for add) info rs pouer range nuclear 
instrument callbr Concludes 731226 rceponte Is inadequate 
REIDjR U Operating Reactors Branch 4 79/02/06 4pp 


7903140933 In response to 771216 ItTi requests sddl info re enalgsit & 
potential for boron dilution accidents Analysis should 
Include factors affecting capability of operator to take 
corrective action 

REID.R H Operating Reactors Branch 4 79/02/12 3pp 


7903060347 Requeits payment of Class III fee for Tech Spec Change 
Request 77 re ring girder surveillance test 
H1LLER< H. 0 License Fee Management Branch 79/02/14 3pp 


7903140669 Forwards request for addl info for review of amend to 
License DPR-90 Requests submittal bg 790223 
REIDiR If Operating Reactors Branch 4 79/02/16 4pp 


7903010169 Requests ectension of eiemption from 10CFR50 46 until Cycle 
3/6 refueling outage scheduled for cerlg 19S0- so that unit 
mag continue to generate power while matls to implement 
small break LOCA are obtained 

HERDEIff. J. 0 Metropolitan Edison Co 79/02/23 2pp 


7903210298 Forwards Amend 4? b 9 to Licenses DPR-50 h DPR-73 
respectively t» notice of issuance Security plan evaluation 
ropt withheld <ref 10CFR2 7901 

l/ARSAi S A Light Hater Reactors Branch 4 REIDtR U 

Operating Reactors Branch 4 79/02/23 3pp 


7903210269 Notice of Issuance of Amend 49 to License DPR-SO b Amend 9 
to DPR-73 

FAIRTILE.M B Operating Reactors Branch 4 79/02/23 3pp 


7903070243 Forwards notice of measured level of radioactive matl in 
ticese of 10 times control station value 
HERBEIN.J 0 Metropolitan Edison Co 79/02/26 3pp 


7903090323 Forwards second completed questionnaire re steam genarator 
operating history. 

HERBEINiJ O Metropolitan Edison Co 79/02/28 lOpp 


7903070217 In response to NRC 790129 Itrt verifies that decay heat pump 
lApaller-to-casing robbing is not matter for concarn at 
facility Doubts Crystal River problem is generic 
HERBEIN. JO Metropolitan Edison Co 79/02/28 2pp 


7903070324 Informs NRC that if refueling outage proceeds as planned, 
unit will return to power on 790314 despite eerller 
eipectation of possible six week outage 
HERBEIN. J O Metropolitan Edison Co 79/03/01 ip. 


790308031/ In response to 790216 Itr> forwards eddl info in support of 
Cyele 9 rtloadialso forwards revised page 2-2 of Tech Specs 
HERBEINtJ 0 Metropolitan Edison Co, 79/03/01. 13pp 


7903090232 Discusses details of extension from 790319 to 790419 for 
submission of final drift "Rad lologica 1 Effluent Tech Specs 
for FWRs" (hlURE8-0472) 

HERBEINtJ 0 Hltropolitan Edison Co 79/03/09 2pp 


7903210189 In response to NRC 781113 itr. forwards eddl info re 
out-of'Core detector callbr Advises that BbU has initiated 
generic Investigation 

HERBEIM. J 0 Metropolitan Edison Co 79/03/14 5pp 


7903270406 Forwards noncompliance notification 79-01 re inadvertent 
transfer of oil L grease from industrial waste treatment 
sys to Industrial waste filter sys 

TROFFER.O j Metropolitan Edison Co 79/03/13 2pp 


7903210028 In response to NRC 781129 Itr re containment purging, 
forwards detailed schedule for performance of analytical 
evaluations concerning purge valve operability under design 
basis accident 

HERBEIN. J 0 Metropolitan Edison Co 79/03/16 2pp 


790327059B In response to 790307 steam generator Inservice Inap 
finding. two defective tubes in "A" steam generator were 
plugged 

HERBEIM. J 0 Metropolitan Edison Co 79/03/16 Ip 


7903290190 Documents 790316 discussion re incore vs excore detsetdr 
Imbalance correlation verification, to be conducted during 
Cycle 5 startup & physics testing Power Imbalance detector 
correlation will be tested at 40X full power 
HERBEIN. J 0 Metropolitan Edison Co 79/03/23 Ip 


7703150447 Forwards IE tnsp Rapts 50-289/79-01 b 50-320/79-01 on 
790108-11 No noncompliance noted 

BRUNNER. E J Region 1. Ph 1 ladelphla. Reactor Operations Nuciser 

Support Branch 79/01/29 2pp 


79031S0450 IE Insp Repts 90-289/79-01 t> SO-320/79-01 on 790100-11 Ks 
noncompliance noted Major areas Inspected shift logs, 
records. facility tour during normal hours b plant operations 
during backshift 

HAVERKAMPi D R Region 1. Philadelphia. Reactor Operations 

Nuclear Support Branch KEIMIO. R R Region 1. Philadelphia. 
Office of the Director 79/01/27 13pp 


7903060643 Forwards IE Into Notice 79-03. “Liml torque Valve Oeared 
Limit Bwltch Lubricant " 

GRIER.B H Region I. Philadelphia. Office of the Olrector. 
79/02/09 ip 


7903080126 Ack receipt of 790201 itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts SO-209/78-S4 b 
50-320/ 7B-37 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclsar 

Support Branch 79/02/13 ip 


790308D143 Responds to NRC 790109 Itr re violation noted in IE Imp 
Repts 90-289/78-24 b 50-320/78-37 Corrective actions 
revision of valve test procedures b inservice insp tagging 
sgs will be expanded to include valves 
HERBEIN. J 0 Metropolitan Edison Co 79/02/01 3pp 


7903080146 Forwards IE Insp Repts 90-289/78-24 b 90-320/78-37 on 
781212-14 & notice of violation 

DRUNNER.E J Region I. Ph 1 ladelph ia. Reactor Operations NucUtr 

Support Branch 79/01/09 2pp 


7903080149 Notice of violation from insp on 781212-14 

» Region 1. Philadelphia. Reactor Operations Nuclear Support 
Branch 79/01/04 Ip 


79030B0192 IE Insp Repts 90-2BV/ 70-24 b 90-320/78-37 on 781212-14 
Noncompliance noted failure to implement surveillance 
procedure 

FOLEY. T . HIOOINS.J C . CAPHTON, D L. Region 1. Philadelphia. 
Reactor Construction b Engineering Support Branch 79/01/04 Opp 


79O308O549 Forwards IE Insp Repts S0-2B9/7B-23 b 90-320/78-36 on 
781204-08 & 12-14 b notice ef violation 

BURNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Brench 79/01/09 2pp 


7903080556 Notice of violation from insp on 781204-08 b 12-14 
b Region 1. Philadelphia. Reactor Operations Nuclear Support 
Branch. 79/01/09 Ip 


7903080962 IE Insp Repts 90-289/70-23 b 90-320/78-36 on 781204-08 b 
12-14 Noncompliance noted failure to perform surveillance of 
isolation valves located inside containment (Unit 2 onlu) 

KEIHIO.R R . HAVERKAMP.D B . JOHNSON. J R Region 1. 

Phi ladilpblit Reactor Operations Nuclear Support Branch 79/01/05 
lepp 


7903210263 Amend 49 to License DPR-50 b Amend 9 to DPR~73. incorporating 
modified amended physical security plan into license 
REID.R H Operating Reactors Branch 4 79/02/23 4pp 



DOCKET S0-3B9 Three Mile Island Nuclear Statlon> Unit I 
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DOCKET 50-593 Pilgrim Nuclear Pouer Statlon> Unit 1 


rt 


7903140003 Act receipt sf 790201 Itr responding to IE tnep Repts 
50-209/70-28 «< 30-320/70-35 Ltr will be ulthheld 
(ref lOCFfi2 790) 

HARTINfU O Region 1< Phi 1 adel ph i Bi Safeguards Drench 79/02/13 

2pp 


7903090408 Foriiiards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

ORIER.S H Region 1. Philadelphia. Office of the Director 
79/02/lt 2pp 


7903200238 Forwards sumiiiarg of combined mg t meeting 50-269/79-04 
«< 50-320/79-0S, held 790209 in Ring of Prussia. PA 
CRIER. R H Region 1. Philadelphia. Office of the Director 
79/02/2A 2pp 


7903200243 Summary of combined mgt meeting 50-289/79-04 it 
50-320/79-05 held on 790209 to discuss IE Insp programs ti 
objectives & licensee's orgalnzation. mgt controls, previous 
enforcement actions, operational status, plans t< programs 
HAVERKAHP.DR Region 1. Philadelphia. Office of the Director 
79/02/22 3pp 


7903080499 Informs recipients of IE Dulletln 79-01. '‘Environ 
Qualification of Class IE Equipment.” dtd 790208. that valve 
limit switch identified as NAMCO Modet 33CML should read 
SLaCML 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/02/27 ip 


7903300431 Act receipt of 790129 ltr informing NRC of steps taJien to 
correct violation noted in IE Insp Rept 50-289/78-26 
CARLSON. R T Region 1. Phi ladelphia. Reactor Construction L 

Engineering Support Drench 79/03/13 2pp 


7903300495 Responds to NRC 790109 ltr re violation noted in IE Insp 
Rept 30-289/78-26 Corrective actions examination contractor 
will be instructed to document on data sheets. justification 
for frequencies 

HERDEIN. J G Metropolitan Edison Co 79/01/29 3pp 


7903300460 Forwards IE Insp Rept 50-269/78-26 on 781212-14 t> notice 
violation 

CARLSON. R T Region 1. Philadelphia. Reactor Construction & 

Engineering Support Branch 79/01/09 2pp 


7903300464 Notice of violation from insp on 781212-14 

e Region 1. Philadelphia. Reactor Construction & Engineering 
Support Branch 79/01/03 2pp 


7903300470 IE Insp Rept 50-289/78-26 on 781213-14 None omp 1 lance noted 
failure to adhere to procedures during Inservice insp 
ultrasonic examination 

MCDREARTV. R A . EONETER.S D Region 1, Philadelphia. Reactor 

Construction t< Engineering Support Branch 70/01/05 6pp 


7903160194 Forwards monthly operating rept for Feb 1979 
HERDEIM. J 0 Metropolitan Edison Co 79/03/12 ip 


7903160167 Monthly operating rept for Feb 1979 

MITCHELL. D 0 Metropolitan Edison Co 79/03/09 4pp 


7903210091 Forwards LER 79-003/03L-0 

LAWYER. L L Metropolitan Edison Co 79/03/09 Ip 


7903210116 LER 79-003/03L-0 on 790217 during post-shutdown operations, 
while performing emergency sequence & power transfer test, 
high pressure injection pump MU-P-iC tripped on overload 
Caused by failsd lead between winding t< motor, Lead repaired, 

« Metropolitan Edison Co 79/03/09 ip 


7903270340 Forwards LER 79-004/oaL-0 

LAMVER.L L Metropolitan Edison Co 79/03/14 Ip 


7903270343 LER 79~004/03U-0 on 790217 emergency diesel tripped on 
overspeed during emergency loading tc poiutr transfer test 
Caused by govenor not shutting off fuel when sot speed 
reached. Maintenance procedures revised 
STANLEY. W S Metropolitan Edison Co, 79/03/14 Ip 


7903290128 Forwards LER 79-003/03L-0. 

LAIdYER.L L Metropolitan Edison Co 79/03/22 Ip, 


7903290134 LER 79-003/03-0 on 790225 during leakage sorvelllaoco on 
decay heat removal sys> total measured leakage exceeded Tech 
Specs. Caused by leakage from valve packing glands in Valvst 
DH-V-15 A/B. DH-V-6A. DH-V~5A S« BS-V-SB Olands adjusted 
MITCHELL. 0 0 Metropolitan Edison Co 79/03/22. ip. 


7903120144 Forwards revised versions of Entry-Contro I Bys Htandhook. 
BAND77- 1033. Intrusion Detection Sys Handbook. SAND76-0354I & 
Barrier Penetration Database. NUHEO/CR-OIBI 

MILLER. J R Assistant Director for Reactor Bafoguarda 79/01/09 

2pp 


7903230039 Forwards Federal Register notice emending 10CFR73, 53. 
"Requirements for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotege. ” to 
defer employee pat-down searches until 790901 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/33 Ip 


7903270478 Informs NRC of delay In submitting contingency plan due to 
heavy workload commensurate w/imp 1 ementatlon of security 
sys Plan will be Forwarded no later than 790413 
ANDOONIN.O C Boston Edison Co 79/03/20 Ip 


7903220275 "Annual Ropt 1978 ■■ 

» Doston Edison Co 79/02/28 24pp 


7903030218 Forwards EndoTseraont I to MAELU Policy XB-31 
F0UL8HAM.P A Poston Edison Co 79/02/26 2pp 


7903190302 Forwards Endorsement 37 to MAELU Policy MF-5B Endorsement is 
an amend to Condition 4 Endorsement which reflects max 
liability of MAELU as of 790101 but does not Increase 
liability limit 

FOULBHAM. P A Boston Edison Co 79/03/13 2pp 


7903080173 Forwards mod to "Review ii Acceptance of Spent Fuel Storage 
t( Handling Application" provided on 780414 Involves pages 
IV-5 ti I</-6 w/modlfled rationale &< corrections 
(IRIKES.B K Assistant Director for Engineers it Projects 
79/01/18 4pp 


7903010293 Forwards NEOO-2188S> "Mark I Containment Program. Downc omsr 
Reduced Submergence. Func t Iona I Assessment Rapt ” 

BODON.L J General Electric Co .Nuclear Energy Products Div 
79/02/01 Ip 


7903010310 "Mark I Containment Program. Downcomer Reduced Submergence. 
Functional Assessment Rspt “ 

WONOi K U General Electric Co .Nuclear Energy Products Div 
NEDa-2ia85 78/06/30 4Spp 


7903020218 Notification of 790214-15 meeting in Bsthesda. MD. 
w/repreesntative of Mark I owners group to discuss 
implementation h resolution of Mark I long-term program t. 
pool swell pressure load definition techniques 

ORIKEB.C Assistant Director for Engineers It Projects 79/02/06, 

ip 


7903010061 Foriiiards eafety evaluation of interim qssessment of 
multiple-consecutive safety reliof valve actuations, ti 
sample ltr 

EI6ENHUT. D O Assistant Director for Systems (< Projects. 
79/02/13, 2pp 


7903010070 “Safety Evaluation Rept of Interim Assessments of ffultipla- 
Consscutive Safety Relief Valve Actuations in Hark I 
Containment Plants " All plants arc in conformance u/ 
acceptance criteria. 

* Assistant Director for Systems t( Projects 79/02/19 10pp. 


7903080186 Ack receipt of 790116 Itr requesting extension for submittal 
of Offsite Doss Calculation Manual Extension cannot he 
granted. Suggest scihmittal of portions that can be completed 
by 790313. u/rema in der to be sent as soon as paesible, 

IFPOLITDiT. A Operating Reactors Branch 3 79/08/23 tp 


7903200300 Forwards Amend 37 to License DPR-33 h notice of issuance. 
IPPOUITO, T. A Operating Reactors Branch 3 79/08/23. 3pp. 


7903200303 Amend 37 to License DPR'-39i incorporating physical security 
plan into licence, 

IPPDLITO.T A Operating Reactors Branch 3 79/02/23 2pp. 


7903200312 Notice of issuance of Amend 37 to License DPR-33 

IPPDLITO.T A Operating Reactors Branch 3. 79/02/23. 2pp. 


7903160213 Forwards proprietary rapt NEDE-2394S-P. "Hark 1 Containnent 
Progran. Buppresslon Pool Buell Test Program. LDR Load Tist- 
Generlc Sensitivity," M/afFldavlt for proprietary status 
Rept withheld (ref 10CFR2 790) 

SOSONi L, J Oenaral Electric Go .Nuclear Energy Products Div, 
79/02/26 3pp 
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7903230011 "SER of lnt«ri<n Astatsment* of KEIV Actuation* in Mark t 
Containmanit Plants " 

» A»»litflnt Director for Engineer* & Projacti 79/02/27 12p(i 


79032300S3 roruiards laletg evaluation rapt on interim assefimentt o# 
Bultlple-coniecutive safety relief valve actuations 
Concludei that continued operation of Mark I GHR facilities 
if acceptable «ubj to corrective actions 

OftIHES. B K Division of Operating Reactors 79/02/27. Ip 


79030702SA Forwards Jan 1979 Mart I containment program ac tivitg 
review Lists meetings held U provide* brief tast~bv~task 
tumwarv. 

SOSONi L J Oeneral Electric Co i Ruclcar Energy Products Dlv 
79/02/28 n p p 


7903130499 Provide* sumnarg of 770213 meeting in BethesdatHD w/ 
representatives of Mark 1 owner'* group program committee to 
discuss generic Mark 1 program re safety relief valve loads 
U/encl attendees list b meeting handouts 
8ll< T M Containment Systems Branch 79/03/01 Ihpp 


7903200263 Forwards proposed staff position for Mark I long-term 
program implementation schedules 

EISENHUTi D 0 Assistant Director for Sgite/ns «c Projects 
79/03/01 4pp 


7903200304 Sirscts recipients to tend end sample Itrs to BUR Mark I 
facilities requesting schedules b commitments re eipecttd 
mod completion dates, use of safety relief valve discharge 
devices b licensing fees for long-term program 
QBIMES, fl Assistant Director for Engineers b Projects 

79/03/01 Bpp 


7903200443 Eiempts operating BHR facilities u/Mark I eontainment design 
from Oeneral Design Criterion SO, while long-term program is 
conducted Foruerds sample Itrs to be sent to Mark t 
licenses* setting forth requirements for schedules 
ORTMES, B Division of Operating Reactors. 79/03/01 22pp 


7903200324 IE Insp Rept 50-293/79-02 on 790110-12 No noncompliance 
noted Major areas inspected radioactive waste sgs during 
operation b waste mgt control sgs 

UNITE, 0 R , SERADIAN, J A , CROCKER, H U Region l> Philadelphia. 

Fuel Facility b Materials Safety Branch 79/02/02 Hpp 


79O3O7O4B0 Ac k receipt of 790129 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-293/70-27 
SMITH, 0 H Region 1, Philadelphia, Fuel Facility b Materials 

Safety Branch 79/02/07 ip 


7903070491 Responds to NRC 790103 Itr re violations noted in IE Insp 
Rept 50-293/79-27 Corrective actions organ! latlona involved 
have defined responsibilities of each in preparing Reg Guide 
I 21 rept 

ANDOONINI.O C Boston Edison Co 79/01/29 2pp 


7903070496 Forwards IE Insp Rept SO-293/70-27 on 701128-1201 b notice 
of violation 

SMITH, 0 H Region 1, Philadelphia. Fuel Facility & Materials 

Safety Branch 79/01/03 2pp 


7903070497 Notice of violation from insp on 70H28-12O1 

« Region 1, Philadelphia, Fuel Facility b Materials Safety 
Branch 70/13/29 ip 


7903070500 IE Insp Rept 50-293/70-27 on 701126-1201 Noncomp 1 lance 
noted failure to rept abnormal radioactive releasesias 
required 

8HANBAKY, M M , ARCHITZEL.R E Region 1. Philadelphia. Fuel 

Facility b Materials Safety Branch 70/12/29 iSpp 


7903050514 Forwards IE Info Notice 79-03, "Llmitorque Valve Geared 
Limit Switch Lubricant " 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/02/09 Ip 


79030B0494 Forwards IE Info Notice 79-04, “Degradation of Engineered 
Safety Features " 

DRIER, B H Region 1, Philadelphia, Office of the Director 
79/02/16 Ip 


7903290047 Confirms 790306 meeting to discuss dosimetry record* 
aelntalncd under license DPR-3, DPR-2B, DPR-3S b DPR~36 
SMITH.O H Region 1, Phlladelphle. Office of the Director 
79/03/01 IP 


7903260231 Forwards draft Offsite Dose Calculation Manual Enel withheld 
<raf 10CFR2 79D>. 

ANDOONINI.O C Boston Edison Co 79/03/13 Ip. 


7903290153 Forwards design details for three moils to be completed by 
safety evaluation supporting Ansnd 39 to License DPR-35 
Dverslitd drawings available in Central Files 
ANDOONINI, O.C Boston Edison Co 79/03/14 39pp 


7903270440 Per Tech Spec re qu irimant*. a d vi see that Plymouth County 
Fares milk sample location has been dropped from 
surveillance program, as owners have sold all their mltb- 
produclng animals 

ANDDDNINI.O C Doston Edison Co 79/03/19 Ip 


7903130198 Forwards IE Insp Rapt 90-293/78-29 on 701210-21, No 
noncomp 1 i ance noted 

CARLSON, ft T Region 1. Philadelphia. Reactor Construction b 

Engineering Support Branch 79/Di/l7 2pp 


7903130167 IE Insp Rept »0-293/76-a9 on 781218-21 No noncompliance 
noted Major areas inspected: spent fuel rack mod 
FEIL.R A . HCOAUGHV, R Id. Region 1. Philadelphia, Reactor 

uctlon b Engineering Support Branch 79/01/16 4pp 


■“1-293/7B-2B on 701213-14. No 
Iphia, Fuel Facility b Materials 


790306DD79 In response to 790202 Itr inquiring about possible recauni 
for constituent ra incident of radiation exposure, forwards 
investigation rapt, notice of violation b util responso 
OOSSICK, L V Office of the Executive Director for Operations 
79/02/27 Bpp 


77030600B2 IE Insp Rept 50-293/77-31 on 771128-30 Noncomp I lant e notii 
failure to maintain personnel exposure in accordance w/ 

10CFR20 IDlifallure to instruct personnel in accordance w/ 

10CFRi9 12 

WHITE.J R , THONUS.L , KNAPP, P 8 Region I, Philadelphia, Office 
of the Director 76/01/12 12pp 


79D30600B9 Notifies util Of penalty being proposed for four apparent 
item* of noncompliance associated w/rad la t ion exposure 
event 771123 b Identified in IE Insp Rept 90-293/77-31 
VDLOENEAU, E Office of Inspection b Enforcement 78/03/00 3pj 


790306000? Notice of violation from insp on 771123-30 Also includft 
notice of proposed Impotitlon of civil penalties b 
enforcement history re radiation protection 

VOLOENAli, E Office of Inspection b Enforcement 70/03/00 hpp 


7903060101 Responds to NRC 760300 Itr re violation noted in IE Insp 
Rept 50-293/77-31 on 771128-30 Corrective actions chemical 
control b radiation protection procedures revamped) 
technicians perform only specific protection role* 

OALLIOANrT J Boston Edison Co 78/04/04 i4pp 

7903080907 Informs recipient* of IE Bulletin 79-01, "Environ 
Dual If tcation of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAHCO Model 83CKL should read 
8L3CML, 

ORIEft, B. H Region 1, Philadelphia, Office of the Director 
79/02/27 Ip 


20 on 781213-14 No noncompliance 
rvation of lictniea- 

1 b review of emergency 

Philadelphia, Fuel Facility b 
3pp 


-02 on 790110-12 No 
uel Facility b Materials 


7903140410 Notifies of plans to fulfill requirements of IE Bulletin 
79-011 confirms understanding* reached during 790S14 b 790302 
telcon* re electrical equipment, environ qualification b stds 
for reporting 

ANDROONINI, 0 C Boston Edison Co 79/03/06 2 pp 


7903060452 Annual rept re personnel b men-rem exposure by job function 
MCeUIRE, P J Boston Edison Co 79/02/20 Opp 


7903060134 Forwards “Radioactive Effluent b Uaste Disposal Rapt, 
Including Radiological Impact on Humansi " for Jul-Dec 1970 
ANDDONINI.J C Boston Edison Co 79/03/01 Ip 
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7903060143 “Rad I oac 1 1 ve Effluent U Waste Disposal Rep t, Inc 1 uding 
Radiological Impact on Humans," for July-Dec 1970 
SDWDDN, T L , MOCOLESKO, F J Dos ton Edison Co 79/03/01 74p p 


7903140274 Foruiards monthly operating rept for Feb 1979 
MCOUIRE, P J Boston Edison Co 79/03/0'6 Ip 


7903210098 rtrfvises that Log N chonnol of control console strip recorder 
is repaired Due to subseiiUBnt start up channel t< linear 
channel pr ob lems, reactor was not pulsed until 790216 
CARRICK.J. Michigan State 79/03/02 ip 


7903140179 Forwards IE Insp Rept S0-H94/79-O1 an 790104-03. No 
noncompliance noted 

DAVIS, A 0 Reglati 3, Chicago, Fuel Facility S, Materials Safety 

Branch 79/01/31 2pp 


7903140277 Monthly operating rept for Feb 1979 
OAFFNEY. C M Boston Edison Co 79/03/09 6pp 


79030B0339 Forwards LER 79-006/03U-0 

MCGUIRE. P J Boston Edison Co 79/02/20 Ip 


7903020341 LER 79-006/03U-0 on 790206 reactor watop conductivity 
increased to 30 ufnbo/c(ii2 after placing "D" condensate 
d eminera 1 1 2 er in sve Caused by broken lower laterals & 
bent rosin inlet line {< flange of post strainer 
FULTON, JM Boston Edison Co 79/02/20 Ip 


7903020373 Forwards LER 79-009/03L-0 

MCOUIRE, P J Boston Edison Co 79/02/20 ip 


7903020378 LER 79,-005/03L-0 on 790131 during surve i 1 1 anc e, sett 1 n g s of 
time delay relays TDU 2E-K5A U 2E-K5D found to be incorrect 
Caused by minor setpoint drift Adjustment completed Relay 
may be replaced 

FULTQN, J M Boston Edison Co 79/02/20 Ip 


7903080369 Forwards LER 79'007/03L-0 

MCOUIRE, P J Boston Edison Co 79/02/23 Ip 


7903020370 LER 79-007/03L-0 on 790212 during tests, valves A0-SO33A, 
CV-9065-10, 19, 16 t< 17 failed to close within specified 
tolerance Cause undetermined, but was not alignment problem 
Gurveillance Increased from t^uarterly to monthly 
FULTQN, J M Boston Edison Co 79/02/23 Ipp 


7903020372 Forwards LER 79'OO0/O3U-O 

MCOUIRE, P J Boston Edison Co 79/02/23 Ip 


7903020374 LER 79-OOB/03L-0 on 790214 lower head gasket on gland seal 
condenser rup tured, caus Ing HPCI turbine trip Cause of gastet 
rupture not readily determined) dr if t Vs f pressure control 
valve setpoint suspected 

FULTON. J M Boston Edison Co 79/02/23 Ip 


7903190204 Forwards LER 79-009/03L-0 

MCOUIRE, P J Boston Edison Co 79/03/13 Ip 


7903140182 IE Insp Rept 90-294/79-01 On 790104-09 No none omp llaisce 
noted Major areas Inspected' rad la tiom protection & radwaste 
management program Including qual 1 plcatloit, audi te, training, 
procedures (, instruments, 

DUBRYiN e Region 3, Chicago, Fuel Facility U Materials Bafety 

□ ranch FISHER, W L Region 3, Chicago, Office of the Director 

79/01/24 7pp 


7903090259 Annual Operating Rept for 197Q 
CARRICK, J Michigan State 79/03/09 2pp 


DOCKET 50-295 Zion Nuclear Power Station, Unit 1 


7903120144 Forwards revised versions of Entry-Control Sys Handbook, 
8AND77-1033J Intrusion Detection Sys Handbook, SAND76-0SS4i 6 
Barr i er Fene tra 1 1 on Database, NUREO/CR-0181 

MILLER, ■J' R Assistant Director for Reactor Safeguards 79/01/09 

2pp 


7903010112 NotlPlos of security plan deficiencies which art significant 
enough to warrant imposition of license cond 1 1 lens. Forwards 
comments for incorporation into plan Appeal is posslhle 
Enel A withheld (ref 10CFR2 7901 

IPFDLITD.TA Operating Reactors Branch 3 79/01/30 3pp 


7903190096 Requests raevaluation of 780908 response to request for addl 
info re fire protection SER t, proposed alternative to 
maintaining controls despite control room firas Accapts 
responses to other items 

SCHHENCERj A Dperatlng Reactors Branch 1 79/02/14 3pp 


7903230033 Forwards Federal Register notice amending tOCFR73 S3, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotaga, " to 
defer employee pat-down searches until 770001 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 ip 


7903160808 Requests change to Licenses DPR-39 6 DPR-48, a 1 ter Ing fire 
protection mod completion schedule ly/check for ft, 600 
Class I t( Class II amend fees 

REED, C Conmonueatth Ed 1 ion Co 79/0-3/14 5pp 


7903190211 LER 79-0D9/O3L-0 on 790218 fuse blew In power supply for 
reactor bldg vent process radiation monitor sample pump 
sample pump had bound, overload Ing input power circuitry 
Pumps replaced 

FULTON, v» M Boston Edison Co 79/03/13 Ip 


7903190315 Forwards LER 79-01 0/03L-0 

MCOUIRE, P J. Boston Edison Co 79/03/13 Ip 


7903190321 LER 79-010/03L-0 on 790304, c ontrol rod failed to insert to 
90X insertion point, Caused by a sticky A8CD solenoid valve 
associated w/control rod which showed venting of scram pilot 
valves Both valves replaced 

FULTON, J M Boston Edison Co 79/03/13 ]p 


7903300379 Forwards LER 79-01 1/03L-0 

MC0U1RE,P J Boston Edison Co 79/03/26 Ip. 


7903300382 LER 79-01 1/03L-0 on 790307 fire water shortage tanks volume 
was less than 240,000 gallons in each tank Caused by failure 
to ensure levels maintained within Tech 0pec limits, 

Procedures revised 

MATHI0, C J Boston Edison Co 79/03/26 Ip 


DOCKET 50-294 Michigan 8tata Univ Research Reactor 


7903050276 Forwards Amend 3 to License R-U4 

REID, R, M Operating Reactors Branch 4. 79/02/01 ip 


7903270430 Forwards safeguards contlngancy p Ian. withheld 
Iraf 10CFR2. 790) 

REED, C. Commonwealth Edison Co 79/03/23 Ip 


7902050263 Forwards 0AND77-1927 "Transport of Radionuclides In Urban 
Envi rons ’ Wor k Ing Draft Assessmaitt, " aECY-7e-3H h ' 

0ECY-78-311A No immediate regulatory action Is necessary to 
protect spent fuel shipment M/o end 

OODDARDiR J Office of the Executive Legal Director 79/01/10 

2pp 


7903120069 In response to Board 790122 ord er, provides cross-ref erence 
for contentions discussed in "Applicant's M-otlon for Summary 
Disposition on Pleadings" in different numerical order than 
previously used 

BIELAHSKI, A P, Isham. Lincoln t< Beale. 79/01/29. Ip 


7903210079 Notification that State of IL response to applicant t, NRC 
motion for summary disposition has been delayed to 790221 
BEKULERi a. N. Illinois, State of 79/02/13 2pp 


7903200B19 Replies to applicant 6 NRC motion for summary dispasltlan. 
Asserts Intervsnor State of fU contentions raise genuine 
issues of matl f ac t, Af fi davl t, re lated documants 6 
Certificate of Sve sncl, 

BEKULER, 8 N Illinois, State of 79/02/21. 120pp. 


7903070102 Petition supporting IL Atty Oenarel's move to deny util's 
request to Increase facility spent fuel mtorege capacity. 

TARO, M I 8NAUEK, r Id , PEDERSEN, P Affiliation Unknown. 79/02/83 

12lpp 


7903050287 Amend 3 to License R-U4 Adds new paragraph requiring 
implementation of physical security plan Security plan 
withheld (ref 10CFR2 7901 

RElDiR W Operating Reactors Branch 4. 79/02/01 2pp. 


7903220002 Affidavit of K Resni kof f < wh i ch is part of intervenor's 
response to motions for summary d lap oslt ion, wi 1 1 he provided 
to Board as soon as possible 

8EKULER.8 N Illtnois, Steteof 79/02/27. ip 
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79032l<Ha9 Foruard* 790131 1 tP p«P POny»»t at RE Mebh 
QODDARDrR J Spanch 2 79/03/02 2pp 


7903260362 Commonwfilth Billion'* an*u»p urging dtnlal of int«rv«nor'» 
notion for eontlnuanc* Summary dlapoiitlon motion did 790109 
Bhould bt grantfd b hearing eipadited Cortificate of Sve 
anti 

I STEPTOL.P p idhan. Lincoln it Boala 79/03/02 Aff 


7903130419 Forward* Addtndum I to 790201 Sspt CE-l-A ra opganl latlona 1 
change* retolting from outetde ngt cenfultant >tudy Mill 
implenint change* at other itatlens If mod* are detarmlned 
to be benafielal 

NAUOHTON.M F Comnsnuealth Ed 1 ton Co 79/02/23 Qpp 


7903270398 la responte to 790120 1 1 p. foruard* info on epent fuel 
itoragi at six existing nuclear pauer plants near Lake 
Michigan a* of 731231 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/00 6pp. 


7903270397 Requests Info rt spent nuclear fuel storage at sli existing 
nuclear plants near Laka Michigan 
SCHAEFER. J Af fl llation Unlnoun 79/01/20 2pp 


7903210167 Foruiards “Annual Rapt 1970. " statement of cash flow 
projected for 1979. actual cash flow for 1978 b narrative 
explanatory statement 

NEXON.HH Commonwealth Edison Co 79/03/18 6pp 


7903080263 Forwards Endorsement 116 to NELIA NF-43. Endorsement 90 to 
MAELU MF- 22. Endorsement 87 to KELIA NF-107r Endorsement 4B to 
MAELVJ MF-84i Endorsement 46 to NELIA NF-201p Endorsement 40 to 
MAELU MF-64 b Endorsement 9 to NELIA NF-283 for 1979 
OSTERfJ. Comoionueaith Edison Co 79/02/26 8pp 


79032B0357 In response to 700923 1 tr. summarl le* info rr pressurlter 
heatup rate Tech Spec Ineonsistency. Reactor coolant sys tamp 
rate limited to 60 F per hour. due to design of Nestingheuse 
PHR. Appropriate utils have been notified 

ANDERSON. T.M Hestlnghouse Electric Corp 73/10/27 3pp. 


7903000173 Feruardi mod to ’’Review b Acceptanc* of Spent Fuat Storage 
b Handling Application" provided on 700414 Involve* pages 
IV-S b tV-6 (o/modlflad rationale b correction* 

ORIHESi B K Asslitant Director for Engineers b Projects 
79/01/10 4pp 


7903180266 Reviews progress of rapt on spsnt futl heatup potentials in 
loss-of-water aocldant Hill provide calculations In two 
weeks. Cites SAND77-i371 for prevlsw of findings which 
confirm assertion that spent fuel could Ignite Zr cladding 
UEBB.R.E Affiliation Untnoun 79/01/31 ip 


7903OBD26B Summary of 790110 meeting u/utll b Nestlnghouse to discuss 
ECC8 reanalysls 

QLSHAN.L N Operating Reactors Branch 1. 79/02/09 4pp 


7903190014 Forwards Amends 42 b 39 to Llcenecs DPR;39 1 DPR-4B. 
respectively. SER b notice of issuance 

SCHUENCER.A Operating Reactors Branch 1 79/02/16 2pp 


7903190020 Amends 42 b 39 to Licenses DPfi-39 & DPR-4B. r * spec t iva 1 «. 
revising Tsch Spec limits for total nuclear peaking factor 
BCHWENCER.A Operating Reactors Branch 1 79/02/16. ]9pp 


7903190020 Supports Amend 42 to DPR-39 b Amend 39 to DPR-4B re total 
nuelsar peaking factor, Cencliidis amends do not involve 
significant hatards 

• Operating Reactors Branch 1 79/02/16 6pp 


7903190033 Notice of issuance of Amend 42 to DPR-39 b Amend 39 to 
DPR-4B 

8CHVIENCER.A Operating Reactors Branch 1 79/02/16 3pp 


7903230080 Util's rtsponsa dtd 700202 indicates potential boron 
dilution Incident has been reviewed, FEAR, analyil* of event 
still represents most limiting case 

SCHNENCERxA Oparating Rsactor* Branch 1. 79/02/21 2pp 


7903010292 Re quasi t amend to Licenses DPR-39 b DPR-4B Submits proposed 
Tech Spec change* providing for overprsssort protaction 
for revision of heatup b cooldaun curve* as raoulred by 
lOCFASO App 0 

REED.C. Cammonuealth Edison Co 79/02/26 23pp 


7903220242 Forwards requestad addl info in support of request to tspeml 
Storage capacity of spent fuel pool 

NAUOHTON.M F Commonwealth Edison Co 79/03/19 8pp 


7903290131 Forwards licensing open Items status list 
REED.C Commoauea 1 th Edison Co 79/03/1? ?pp 


7903290187 Forwards proposed Tech Spec change to permit increaie lo 
1 93 in allowable LOCA peaking factor limit Amend explains 
basis fo.r LOCA reanalysis Check for amend fee end 
REED.C Commonwealth Edison Co 79/03/22 66pp 


79032901 J2 Forwards proposed Tech Spec change removing surveillance 
requirement for cold rod drop tests H/eheck for amend fee 
REED.C Cemmonuealth Edison Co 79/03/83 Spp 


7903010062 Forwards IE Insp Repts 90-298/78-26 b 30-304/78-86 on 
781106-1201 b notice of violation 

DAVIB. A 8 Region 3. Chicago. Fuel Facility b Materials Bafily 

Branch 79/Ol/H. 2pp 


7903010063 Notice of violation from Insp on 701106-1201 

« Region 3. Chicago. Office of the Director 79/01/09 gpp 


7903010067 IE Insp Repts 50-298/78-26 b 80-304/7B-26 on 701106-1201 
Noncemp I lance noted personnel exposure, reporting of 
effluents b solid radioactive waste 

BCHUMACHER.M C . CORCORAN. M . FISMER. N L Region 3< Chtesss, 

Fuel Facility b Materials Bafety Branch. 79/01/0? Itpp 


7903070306 Forward* IE Insp Repts 90-254/70-29. 80-268/78-31 , 
80-298/78-30 b SO-304/70-29 on 781130 b 7BI206-07 b notice 
of violation 

FIORELLItO Region 3. Chicago. Reactor Operations Nuclear Buppatl 

Branch 79/01/19, 2pp. 


7903070310 Notice of violation from insp on 701130 b 1206-07 

* Region 3. Chicago. Reactor Operations Nuclear Support Drarcb 
79/01/11 Ip 


7903070317 IE Insp Rept 80-284/70-8?, 30-265/78-31 . 80-298/70-30 b 
80-304/76-29 on 761130 b 1206-07 Noncomp 1 lance noted 
instrument proeedura not followed resulting in unplanned 
reactor trip b safety injection at Unit 1 

KNOP.R C . BOVD.D C, . HALKER, R Region 3. Chicago, Reactor 

Operations Nuclear Support Branch 79/01/11 Spp 


7903080147 Forwards IE Insp Rept 80-298/70-29 on 781031, n89-:K> (, 
1204-08 No naneomp 1 lance noted 

FIORELLl.O Region 3, Chicago, Reactor Operations Nuclitr Buggorl 

Branch 79/01/28 2pp 


7903000190 IE Insp Rept 50-298/70-29 on 701031,1129-30 b 18O4-0S Na 
noncomp I lance noted Major areas inspected core power 
distribution 1 imi ts, isothermal tamp coefficient b contrcil 
rod worth measurements 

CHOM.E , CRESUELL.J 3 , STREETER, J F Region 3, Chicago. 

Reactor Operations Nuclear Support Branch 79/01/22 4pp 


7903000469 Act receipt of 790202 Itr informing NRC of steps taken tg 
correct violations noted in IE Insp Repts 90-295/78-26 b 
80-304/70-26 

DAVIS, A E Region 3. Chicago, Fuel Facility b Materials Gaftly 

Branch. 79/02/15 Ip 


7903080470 Respond* to NRC 790202 Itr re violation* noted In IE Ihil 
Rept* 80-295/70-86 4, 80-304/70-26, Corree t Ive actions gas 
release data now gathered mDnthl,V to expedite development of 
quarterly average Required rept to be sent by 790218. 

REED.C Commonwealth Edison Co 79/02/02 Spp. 


7903000419 Forward* IE Info Notice 79-04, "Degradation of Englntenl 
Bafety Features. ’’ 

KEPPLEA, J 0 Region 3, Chicago, Office of the Director, 79/02/]t 
tp. 


7903000343 Informs recipient* of IE Bulletin 79-01, "Environ 
Ouaiif 1 cation of Class IE Equipment,’’ dtd 790208, that valve 
limit switch Identified as NAMCO Model asCML should read 
BL3CML, 

KEPPLER,J 0, Region 3, Chicago, Office of the Director 79/OlfCI 

ip 


7903180018 Forward! IE Bulletin 79-02, ’’Pipe Support Base Platt Deitg"* 
l/tlng Concrete Expansion Anchor Bolts " 

KEPPLERiJ. 0 Region 3, Chicago, Office of the Director 79/M/Cfl 
Ip. 


7903130307 Forwards response to NRC request for addl info re expansion 
of spsnt fuel storage capacity ' 

NAUOHTON»H F Commonwaalth Edison Co 79/03/07. i4pp. 
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DOCKET 90-295 Zion Nuclear Pouer Stationr Unit 1 


7903190939 For wards IE Oulletin 79-03< "Longitudinal Held Defects in 
ABME 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngetoun Uelding & Engineering Co >' 

KEPPLERi 0 0 Region 3i Chicago) Office of the Director 79/03/12 

ip 


7903020361 Forwards semiannual rapt re radioactive affluent discharges 
& solid radioactive waste for Jul-Dec 1770 
WANDKE)N E Comraonuioa 1 th Edison Co 77/02/02 SBpp 


77032602S0 Forwards "Annual Interpretative Rept on Fish Egg It Larvae 
Bampling Program in Lake Michigan near Zion t Mouleegan 
Oenerating Stati onst 1970 " 

WANDKE. N Commonwealth Edison Co 79/03/13 Ip 


7903260294 "Annual Interpretative Rept on Fish Egg t< Larvae Sampling 
Program in Lake Michigan near Zion U klauhegan Oenerating 
Stations, 1970 " 

LAJEONE.U J , CZAJKDWSKI.O P , AHNEBDN, R D Commonwealth Edison 
Co 70/12/15 192pp 


7903070316 Forwards LER 79-006/01T-0 

WANDKErN E Commonwealth Edison Co 79/02/16 Ip 


7903070321 LER 79-006/01T-0 on 790202 addition of too much boron caused 
temp average to drop below 540 F Caused bg Inadequate 
procedures specifying when high steam flow safety injection 
can be blocked Procedures clarified 
RIECK, T A Commonwealth Edison Co 79/03/16 4pp 


7903140301 Forwards LER 79-008/03L-0 

UANDKE, N E Commonwealth Edison Co 79/02/27. tp 


7903140307 LER 79-00B/03L-0 on 790206 gas decay tank radiation monitor 
ORT-'PROBB alarmed high High alarm would not reset Caused by 
failed transistor on circuit board AA70 Transistor replaced 
□8T(F Commonwealth Edison Co 79/0S/27 Ip 


7903160133 Forwards LER 79-007/03L-0 

WANDKE, N E Commonwealth Edison Co 79/03/06 Ip 


7903160137 LER 79-007 /03L-0 on 790204 OA lake discharge tank failed to 
close automatically when activity reached setpoint Caused by 
faulty electrical relay Contacts cleaned b relay card 
securely reconnected Monitor functionally tested tt verified, 

SEVER, B A Commonwealth Edison Co, 77/03/06" 


77032B033B Forwards LER 79-004/03X-1 

WANDKE, N E Commonusalth Edison Co 77/03/0? tp 


7903280341 LER 79-004/03X-1 on 790112 Invertor 114 tripped b could not 
be resetihot shutdown not reachori within 4-h Caused by loose 
contact In DC breaker & personnel error in late start df 
shutdown Breaker will be f 1 xed, personne 1 reinstrcjcted 
ROTHERMEL, R R Commonwealth Edison Co 79/03/09 2pp. 


7703270442 Forwards LER 79-017/04T-0 

WANDKE, N E Commonwealth Edison Co 77/03/22 tp 


7703270446 LER 79-017/04T-0 on 790314 boron usage eiceeded Tech Spec 
limits between 790310 b 14 Caused by drummed radioactive 
waste consisting of berated water Usage has no bearing on 
water quality program 

BURUNATHANiS Commonwealth Edison Co 79/03/22 tp 


DOCKET 90-296 Browns Ferry Nuclear Power Station, Unit 3 


7703120144 Forwards revised versions of Entry-Control Sys Handbook, 
BAND77-1033I Intrusion Detection Sys Handbook, SAND76-0594i b 
Barrier Penetration Database, NUREO/CR-OISI 

MILLERiJ R Assistant Director for Reactor Safeguards 79/01/09 

2pp 


7903830039 Forwards Federal Register notice amending 10CFR73. 99, 
''Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 790B01. 

DENTONiH R. Office of Nuclear Reactor Regulation 79/02/83. Ip. 


7903260242 Forwards safeguards contingency plans Plans withheld 
<TB# 10CFR2 7901 

OILLELAND. J E Tenneisee Valley Author! by 79/03/21 Ip 


7903160170 Forwards "Annual Rept 197B. '■ 

OILLELAND, JE Tennessee Valley Authority 79/03/16 ip 


7903160217 "Annual Rept 1970 " 

s Tennessee Valley Authority 79/03/16 42pp 


79030B0173 Forwards mod to "Review b Acceptance of Spent Fuel atarage 
b Handling Application" provided on 700414 Involves pagss 
IV-9 b IV-6 w/raodlfled rationale b corrections 
GRIMES, B K Assistant Director for Engineers b Projects 

79/01/ie 4pp 


7903010299 Forwards NEDQ~210BS, "Mark 1 Con talnmant ' Program, Downe omsr 
Reduced Submergenc e, Funct i onal Assessment Rept " 

SDBDNi L. J Oeneral Electric Co thTuclear Energy Products Dtv 
79/02/01 Ip 


7903010310 "Mark 1 Containment Program, Downcomer Reduced Submergence, 
Functional Assessment Rept " 

WONG, K U General Electric Co ■ Nuclear Energy Products Oiv 
NEDa-3ie85 78/06/30 4 Sp p 


7903DI0061 Forwards safety evaluation of Interim assessment of 
multiple-consecutive safety relief valve actuations, b 
sample Itr 

EI8ENHUT, D 0 Assistant Director for Systems b Projects 
77/02/lS. 2pp 


7703010070 "Safety Evaluation Rept of Interim Assessments of Multiple- 
Consecutive Safety Relief Valve Actuations in Hark I 
Containment Plants " All plants are in conformance w/ 
accBp tanc e criteria 

* Assistant Dlrsctor for Systems b Projects 77/02/19 lOpp 


7903220042 Forwards Amend 49.43 b 20 to DPR-33, DPR-93 b DPR-6B 
respectively, b notice of is suanc e. Sreur 1 ty plan evaluation 
rept withheld (ref 10CFR2 790) 

IPPOLITO, T A Operating Reactors Branch 3 79/02/83 3pp 


7903220044 Amend 47,43 b 20 to OPR-33, DPR-S2 b 0PR-6B respectively, 
incorporating physical security plan into licenses 
IPPOLITG, T A Operating Reactors Branch 3 79/02/23 6pp. 


7903280092 Notice of issuance of Amend 49,43 b 20 to DPR-33. DPR-92 b 
DPR-6B, respec tlve 1 y 

IPPDLITO, T A Dporatlng Reactors Dranch 3. 79/02/23 2pp. 


7903160213 Forwards proprietary rept NEDE-83949-P, “Mar k I Containment 
Program, Buppression Pool BweLl Test Program, LDR Load Test- 
Generic Sensitivity " W/affidavit for proprietary status 
Rapt withheld (ref 10CFR8 7901 

SOBQNiL J Oeneral Electric Co, iNuclaar Energy Products Div 
79/0S/2h 5pp 


7703230011 "8ER of Interim Assessments of MB IV Actuations in Hark 1 
Containment Plants " 

# Assistant Dlrsctor for Enginsert b Projects 77/08/27. 18pp 


7703230083 Forwards safety evaluation rspt on Interim assessments of 
mul t Ip le-coniect> tive safety relief valve actuetions. 

Concludes that cantlnued operation of Mark I BHR facilities 
is acceptable subj to corrective action*. 

ORIHEBiD. K, Division of Operating Reactors 79/02/27. tp 


7903070296 Forwards Jan 197? Mark I containment program activity 
review Lists meetings held b provide* brief task-by-task 
summary' 

8QOON, L \J General Electric Co .Nuclear Energy Product* Div 
79/02/20 llpp 


7903090270 Responds to NRC 781129 Itr expressing conesrn re design of 
safety actuation signal circuit* b operation of primary 
containment purge sys Util intends to continue llmitad 
purging per present opsratlng license 

OILLELAND, vl E Tennessee Valley Authority 77/03/01. 3pp 


7903130303 Proposed amend changing Tech Spacs re typographical 
error fi clarl f icat i on of low power range monitor 
requirements, removal of obsolste r equipements b reduction of 
scram timing pressure restriettan* U/iMping emen t study. 
OtLLELEND, J. E. Tennessee Valley Authority 77/03/01. B7pp. 


7903120499 Provides summary of 770213 meeting in Betheeda.MD u/ 
representatives of Mark I owner 'e group program commlttae to 
discus* generic Mark I program re safety relief valve loads 
Id/encl attendees list b meeting handouts. 

8U, T M Containment Systems Branch. 79/03/01 16pp 



82 DOCKETED SERIES 


DOCKET 8D-S96 Browns Ferr^i Hut 1 ear Pours r Stafeioni Unit 3 


79O32002B3 Forward* propoied staff potitfon for Mark I long-term 
program inplementaticn schedules 

EFSENHUr. D 0 Assistant Director for Sgstama t< Projects 
79/Q3/0i. 4pp 


79O3SiO0B9 IE tnsp Rapt* S0-859/79-02i S0-3i0/ 79-02 U 30-29i/79-02 
on 79D10S-18 No none ompl lance noted Major areas inspected 
liquid raduaste releases (i effluent monitor calibriplant 
chemis trgi action on LERs b previous insps 

JACKSON. L L . QIBSON.A F Region 2, Atlanta. Fuel Facility fc 

Materials Safety Branch 79/02/19 Bpp 


7903200304 Directs recipients to send end sample Itrs to Blffl Merl I 
facilities requesting schedules b comnltments re espected 
mod completion dates, use of lafatu relief valve discharge 
devices it llcsnslng fee* for long-term program 
ORlHESi B Assistant Director for Engineers U Projects 
79/Oa/Ol Gpp 


790320D443 Ecenpts operating OUR facilities ui/Mark I containment design 
from General Design Criterion SO. while long-term progran is 
conducted Forwards sample Itrs to be sent to Mark 1 
licensees setting forth requirements for schedules 
(TRIMEB^B Division of Operating Reactors 79/03/01 22pp 


7903130303 Forwards list of proposed Tech Spec changes submitted since 
1974 for review U approval Requests withdrawal of changes 
labatled "Requests for Ifl thdraual " b return df fee for two 
changes 

dlLLGLANBi J E Tennessee Valley Authority 79/03/08. 4pp 


7903270107 Discusses status of Mark I conta Ininint long-term program 
Requests schedule showing time periods for Installation of 
specific plant mods Discussts safety relief valve discharge 
device Installation b forwards KFIC evaluation 
STELLDiV Division of Operating Raactors 79/03/12 I7pp 


790302037A Forwards IE Info Notice 79-04. "Degradation of Engineered 
Bafsty Feature! " 

O'REILLY. J F Region 2. Atlanta. Office of the Director 
79/02/lA 2pp 


7903140130 Ack receipt of 79020B Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 80-259/70-32. 
80-260/78-39 b 50-296/7B-33 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility b Materials 

Safety Branch 79/02/26 Ip 


7903140136 Responds to NRC 79020B Itr re violations noted in IF Ins* 
Repts 50-259/78-32.50-260/76-35. b 50-296/78-33 Corrective 
ac t Ions radiation survey instruments calibrated, 
administrative measures taken to ensure future compliance 
OIL L ELAND. J E Tennessee Valley Authority 79/02/08 3pp 


7903140147 Forwards IE Insp fiept 50-259/78-33.80-260/78-39 b 
80-296/78-33 on 781204-08 b 18-20 b notice of violation 
SUTHERLAND. J T Region 2. Atlanta, Fuel Facility b HatiriaU 

Safety Branch 79/01/17 2pp 


7903140180 Notice of violation from insp on 781204-08 b I H-20 
* Region 2. Atlanta. Fuel Facility b Materials Safety Branch 
79/01/15 Ip 


7903190336 Forward! ?a-day technical rapt on secondary containment 
leak rate testing 

CtLLELAND.J E Tennessee Valley Authority 79/03/14 Ip 


7903190341 "Secondary Containment Leak Rate Test" conducted 780909 for 
90-day period Conclude! secondary containment *yi is capable 
of maintaining greater than 0 25 inch of water vacuum 
* Tennessee Valley Authority. 70/09/09 24pp 


7903210333 Forwards "Summary Rept of Refueling Test Program. Cycle 2" 
conducted after Fall I97B outage 

GILLELAND. 0 E, Tennessee Valley Authority 79/03/14 7pp 


7903200367 Forward* requested amend to Lieentis DFR-SS. DPR-S2. b 0PR-6a 
ra handling of nuclear matl u/justl f ications b reasons for 
proposed amend 

OJLLELAND. J. E Tennessee Val ley Authority 79/03/15 4pp 


7903090049 Forwards IE Insp Repts 50-259/78-37,50-260/78-38 b 
50-296/78-37 No noncompliance noted 

LEU IS, R C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/01/23 2 pp 


7903090084 IE Insp Repts 50-259/78-37,50-260/78-38 b 50-296/70-37 On 
761120-1229 No noneompllan.ee noted Major arses Inspected' 

LER review. LI-3 startup from refuel ing. U-1 rifuel activltlf!. 
plant operation! b plant tour* 

BULLIVAN.R F > DANCE. H C Region 2. Atlanta. Reactor Operations 

Nuclear Support Branch 79/01/23 Spp 


7903150114 Deserioes recent occurrence at facility during fuel handling 
eperatldhSt after fual assembly was lowered approi 2 fast 
Into Cell 49-20. grapp 1 * became unlatched' Fuel assembly not 
dropped, but assembly channel dented Crew inetrveted 
OILLELAND, J 6 Tennessee Valley Authority 79/01/26 Ip 


7903080584 Responds to IE Bwllstln 78-14. "Deter 1 oration of Buna-N 
Components in ASCO Solenoids " Ulll rsplae# Bune-H matl 
every 3 years 


7903140162 IE Insp Rept 50-259/70-32.50-260/78-35 b 50-296/70-33 Ofi 
791204-08 b 18-20 Noncompliance noted failure to follow 
radiological emergency plan Imp lament ing Instructions 
PERROTTI.D J , TfiOJANQHSKI. R. . HVFHAM. J U Region 2. Ablanis. 

Fuel Facility b Materials Safety Branch 79/01/15 19pp 


7903080300 Informs recipients of IE Bulletin 79-01. "Environ 
Oualifl cation of Class IE Equipment." dtd 79020B. that valve 
limit switch Identified a* NAMCD Model 83CML should read 
8L3CML 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/02/20 2pp 


7903090145 Forward* add] revisions to inservlce pump b valve testing 
program originally submitted 780929 Requests NRC review b 
submit Itr of approval a soon as practicable Requests for 
rsliaf end 

OILLELAND.J E Tennessee Valley Authority 79/03/06. Spp 


7903140552 Forwards (E Info Bulletin 79-02. "Pipe Support Base Plate 
Daitgns Using Concrete Eipension Anchor Dolts " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/08 2pp. 


7903140246 Submits followup rept required by IE Bulletin 79-01 re 
environ qua 1 if ication of MSIV limit switches Discusses 
operebtilty requlremanti b conclude* qualification 
unnecessary as operation not required during LOCA 
OILLELAND.J E Tennatsee Valley Authority 79/03/09 2pp 


7903210087 Forwards IE Bulletin 79-03. "Longitudinal Usld Defocti In 
A8HE SA-312 Type 304 Btalnlees Steel Pipe Spools 
Manufactured by Youngstown Raiding b Engineering Co “ 

O'REILLY. J P Region 2. Atlanta. Office of the Director. 
79/03/12. 2pp 


79D3220269 As further response to 790200 Itr u/IE Bulletin 79-01. 
Inform that aiotor* ore used on certain valve 
operators in contelnmeht arse which art not qualified for 
use In LOCA envirpn No safety ceneerns exist 
OILLELAND.J E Tennessee Valley Authority, 79/03/13 Ip. 


7903220028 Forwards IE Circular 79-04. "Loose Locking Nut on Llmltdfqui 
Valve Operator* " 

O'REILLY. J P. Region 2. Atlanta. Office of the Director 
79/03/16. Spp 


790306049S Forwards "Annual Operating Rept for i978" b "Radiologlcil 
Impact Assessment " 

OILLELAND.J E Tennessee Valley Authority 79/02/28. ip 


7903060501 "Annual Operating Rept for 1970 " 

OREBN. H. J Tennessee Valley Authority 79/02/28 17pp 


7903060504 "Radiological Impact Aisessmant. " July-Dee 1970 
a Tennessee Valley Authority RH-79-2-BF1 79/02/20 46pp 



DOCKETED SERIES 


DOCKET SO-396 Broun* Ferry Nuclear Power Station, Unit 3 


7903070213 Foruardts revised page for monthly operating rept for Oan 
1979 

OEVEASEi J D Tennessee Valley Authority 79/03/02 £p 


7903070216 Revised page for monthly operating rept for Jan 1979 
GREEN, D Tennessee Valley Authority 79/02/03 Ip 


7703160113 Forwards monthly operating rept for Feb 1979 
DEWEASE, J 0 Tennessee Valley Authority 79/03/12 Ip 


7903160117 Monthly operating rept for Feb 1979 

DEWEASE, J 0 Tennessee Valley Authority. 79/03/02 3lpp 


7903070311 Forwards LEfi 79-003/03L-0 

FOXiH S Tennessee Valley Authority 79/03/0i Ip 


7903070315 LER 79-003/03L-0 on 790202 linear heat generation rate out 
of Tech Spec limits Caused by operation close to limiting 
values t( increase in reactivity due to gadollna burnup 
Greater margin to limiting value will be maintained 
* Tennessee Valley Authority 79/03/01 2pp 


DOCKET 50-297 North Carolina State Unlv PULSTAR Reactor 


7903010273 Notes apparent administrative error in License R-120 License 
should authorlie up to <135 tg U, ae specified in 700409 
application Requests amend to correct error Forwards 700409 
appl Icatlon 

BOHANNON, J R North Carolina State Unlv 79/01/31 13pp 


79032Q0101 Forwards Amend 3 to License R-t2D 

REID, R M Operating Reactors Branch 4 79/03/09 3pp 


79032B0106 Amend S to License R-120 covering permisilon to receive, 
possess & use up 435 kg U t< 5 Ci PoBo startup source for 
use in reactor operation 

REID, R H Operating Reactors Branch 4 79/03/09 2pp 


DOCKET 50-298 Cooper Nuclear Station 


7903140222 Forwards revised versions Entry-Control Syi Handbook, 
BAND77-1033I Intruii on Detection Bys Handbook, aAND76-0554i b 
Barrier Penetration Database, NUREO/CR-OIBI U/o end 
HILLER, U R Division of Operating Reactor* 79/01/09. 3pp 


7903060697 Summary of 790124 meeting w/util re draft fire protection 
safety evaluation M/end list of attendees It implementation 
dates for proposed mod* 

ROONEY, V L Operating Reactor* Branch 3 79/02/06 Spp, 


7903200155 Ferwards Amend 53 to License DPR-46 It notice of issuance U 
aval lab i 1 1 ty 

IPPOLITD, T A Operating Reactors Branch 3 79/02/23 3pp, 


7903200162 Amend 53 to License DPR-46, I near porating physical security 
plan into license 

IPPOLITD, T A Operating Reactor* Branch 3 79/02/23 2pp 


7903200168 NotUo of Issuance of Amend 53 to License DPR-46 

IPPDLITO, T A Operating Reactors Branch 3 79/02/23 2pp 


7903230035 Forward* Fedaral Register notice amending 10CFR73. 55, 
''RcRuiremints for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down starches until 79DB01 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 ip 


7903280256 Forwards safeguards contingency plan, which ullL become 
effective 30 deye after NRC approval. Enc 1 withheld (ref 
l0CFfi2 790) 

PILANT.J H Nebraska Public Power District. 79/03/33 2pp. 


7903130408 Forwards Endorsement 44 to NELIA Policy NF-200 for calendar 
year 1979, 

PILANTiO K, Omehe Public Power District. 79/03/07 2pp, 


7903370481 Forwards Endorsement 2 to NELIA Binder ED-41 

PILANT. J. H. Nebraska Public Power District 79/03/22. 2pp 
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7903060173 Forwards mod to "Revleut & Acceptance of Spent Fuel Storaga 
& Handling Application" provided on 7B0414 Involves pages 
IV-3 & tV-6 u/tnodlfled rationale S< corrections 
grimes, a K Aislstant Director for Engineers b Projects 
79/01/18 4pp 


7903010295 Forwards NED0~218e5, "Hark 1 Containment Program, Downcomer 
Reduced Eubmargence, Functional Assessment Rept " 

SDDON, L J. General Electric Co , Nuclear Energy Products Div 
79/02/01 Ip 


7903010310 "Mark 1 Containment Program, Downc omer Reduced Submergence, 
Functional Assessment Rept " 

MONO, K W General Electric Co , Nuclear Energy Products Div 
NE0D-218BS 78/06/30 45pp 


7903020218 Notification of 790214-15 meeting In Bethesda.MD, 
ui/representatlve of Hark I owners group to discuss 
implementation resolution of Mark 1 long-term program l< 
pool swell pressure load definition techniques 

GRIMES, C Assistant Director for Engineers & Projects 79/02/06 
Ip- 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations, (< 
sample Itr. 

EIBENHUTrD 0 Assistant Director for Systems & Projects 

79/02/15 2pp 

7903010070 "Safety Evaluation Rept of Interim Asseesments of Hultlple- 
Consecutivs Safety Relief Valve Actuatione in Hark I 
Containment Plants " All plants are in conformance w/ 
acceptance criteria 

» Assistant Director for Systems ti Projects 79/02/tS lOpp 


7903140419 Summary of 790214 meeting u/utll to review atmospheric 
containment atmosphere dilution eys List of attendees 
draft responses to requests for addl info encl 
RQONEYi V L Operating Reactors Branch 3 79/02/31. 13pp 


7903160213 Forwards proprietary rept NEDE— 2354S-pi “Mark I Containment 
Program, Suppression Pool Swell Test Program, LDR Load Test- 
Generic Sensitivity '' tf/affldavit for proprietary status 
Rept withheld (ref iOCFHS. 7901. 

80 BON. L J. General Electric Co , Nuclear Energy Products Div 
79/02/26 Spp 


7903230011 "SER of Inberim Assessments of KSIV Actuations in Mark 1 
Containment Plants " 

e Assistant Director for Engineers i. Projects 79/02/27 12pp 


7903230083 Forwards safety evaluation rept on interim aseeiimenti of 
multiple-consecutive eafety relief valve actuatione 
Concluriee that continued operation of Hark 1 BWR facllitlee 
is acceptable subj to corrective actions 

ORIMEBiS K Division of Oparating Reactors 79/02/27. Ip 


7903070256 Forward ■ Jan 1979 Hark 1 containment program activity 
review Lists meetings held ic provides brief task-by-tesk 
summery 

8OB0N, L J General Electric Co , Nuclear Energy Products Div. 
79/02/28 llpp 


7903120459 Provides summary of 790213 moating in OetheedaiHO w/ 
representatives of Hark I owner's group program committee to 
discus* generic Hark I program re safety relief valve loeds, 
U/eticl attendee* list & nesting hendouts 

BU, T H. Conteirment Systems Brench. 79/03/01. t6pp. 


79032002B3 Forwards proposad staff position for Mark 1 long-term 
program Implementation schedules. 

EIBENMUT, D. 0. Assistant Director for Systems (« Projects 
79/03/01 4pp. 


7903200304 Directs recipients to sand encl sample Itrc to BUR Hark I 
facilities requesting schedules b commitments re expected 
mod completion datesruse of safety relief valve discharge 
devices & llcenelng foes for long-term program 
GRIMES, B. Assistant Director for Engineers b Projects, 

79/03/01 Bpp, 


7903200443 Exempts operating BUR facilities w/Hark I centainment design 
from General Design Criterion SO, while long-term program Is 
conducted Forwards sample Itrs to be sent to Hark I 
licensees setting forth requirements for schedules 
GRIHEB, B. Division of Operating Reactors 79/03/01 22pp. 
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DOCKET S0-29B Cooler Nucl»«r Station 


DOCKETED SERIES 

( 79030303?5 Foruardt I97B( "Annual Environ Dperatlnj Rapt Vol n- 

Rad lol ogica 1 " 

PlUANTiJ li Mebrailta Public Pouier Dittriet 79/OS/S& Ip 


7?03a0&a92 Batad on 730418 riiponie^all condltiong that uiould diaatia a 
dlatal ganerator ara claarlg Indicatad In control radn 
Raapotita li accaptabla 

IPPOLirOiT A Dparating Raactori Branch 3 t 79703/02 Ip. 


7903120337 Rniutsti that NE1}E-31B7S-P bo included on this docket is It 
uill bt utllliad in support af containment evaluation 
program 

PtLANT.J K l/abraska Public Powsr District 79/03/06 Ip 


7903S6009B Foruardt Amend 94 to License DPR-46>EIA & notice of 
aval lab 1 11 ty 

IPPOLlTOiT A Operating Reactors Branch 3 79/03/09 2pp 


79032600'fr2 Amend 34 to Li tens a DPR-dfi. de leting Tech Spec requlrkment 
for thermal mixing lone limit fa associated monitoring 
program 

IPPDLITO, T A Operating Reactors Branch 3 79/03/09 7pp 


7903260063 EIA supporting Amend 94 to License DPR -46 

+ Office of Nuclear Reactor Regulation 79/03/09 3pp, 


79C3260066 Notice of issuance fa avallabilltg of Amend 94 to License 
DPR-46 

IPPOLITO, T A Operating Reactors Branch 3 79/03/09 2pp 


7903300187 Requests Class Ilf fee for Amend 39 to FBARi revi s Ing plhnt 
OA program 

MILLER. M D License Pee Kanagenent Branch 79/03/1? Ip 


7903270472 Response to NRC 790313 request for addl info re 197? 
Reload 4jCgcle S license application Responses pertain to 
rsavaluation of transient events fa reactor startup physics 
test program 

PILANT.J M Nebraska Public Pouier District 79/03/22 llpp 


7903260343 Responds to IE Bulletin 7G-I4. ’’Deteriaratton of Buna-N i 
Comppnsnti in ASCD Solsnolds " Revieir of Buns-N mail In 
control rod scram sys completed Replecenant of matl ulll be 
SOX completed in 1979 fa SOX in 1980 

PtLANT.J H Nebreska Public Power District 77/01/29 3pp 


7903140126 Forwards IE Insp Rept 90-298/79-01 on 790108-11 
No noncomplience noted 

HADSEN.O U Region 4. Dalles. Reactor Operattoni Nuclear Suppilrt 

Branch. 79/0i/29 2pp 


7903140131 IE Insp Rapt S0-29B/79-01 on 790108-11 No noncompliance, 
noted, Major arees inspected^ cal Ibr of safety-related 
components, procedures, surve 1 1 lance activities. new fuel Insp 
fa follow up on LERs 

JOHNSON. E.H. CONSTABLE. S L. . MADSEN. 0 L Reg 1 on 4. Belles. 
Office bf the Director 79/01/26 6pp 


7903300022 Forwards IE Insp Rept 90-298/79-02 on 790129-0801 fa notice 
of violation 

hADSEN. 0 L. Region 4. Dallas. Reactor Operations Nuclear Suppont 

Branch 79/02/13 2pp 


7903300024 Notice of violation from insp on 790129-0201 

• Region 4. Dallasi Reactor Operations Nuclear Support Oranchi 
79/02/12 Ip I 


7903300026 IE Insp Rept JO-290/79-02 on 790129-0801. Noncomp 11 ence 
noted; failure bo perform surveillance for inoperable sve 
water booster pump fa failure to store two quarts of 
flammable solvent In metal safety can 

JOHNSON. E H . C0N9TABLE. 0 L . NADBEN. 0 L Region 4. Dallas, 

Reactor Operations Nuclear Support Branch 79/02/12, 7pp 


7903080330 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features. '' 

SEVFRIT.K V. Region 4. Dallas, Office of thi Director 79/02/lo 

ip 


7903090033 Informs recipients of IE Bulletin 79-01. "Environ 
Oualif Icatlon af Class IE Equipment." dtd 790208. that valvs 
limit switch identified as NAHCO Mode] S3CHL should read 
SLSCML. 

SEYFRITiK V. Region 4. Oalles. Office of the Director 79/08/27 
Ip 


7903090271 Responds to requsst for addl info In IE Bulletin 78-03 re 
potential aaploiive gas mixture accunulatlans associated 
w/QMR offgas sys operations, ' 

PILANT.J, M, Nebraska Public Power District, 79/03/01 3 pp, 


7903050'376 "Annual Environ Operating Rept Val 1 1-Rediologlcal “ 
NILD.ft E . HEUBNER, L 0 . HADLEY, 0 H Nebraska Public Paujer 
Dlatrlet 79/02/18 BSpp 


7903070331 Advises of delay In submitting semiannual operating rept 
re radioactive effluents Plans to submit July-Dee 1978 rept 
bg 790323 

PILANT.J M Nebraska Public Power District 79/08/87 Ip 


7903060170 Submits "Annual Operating Rept for 1978 " 

PILANT.J H Nebraska Public Power District 79/03/01 ip, 


79D3060173 “Annua k Operating Rept for 1978 " 

c Nebraska Public Power District 79/03/01 9pp 


7903140316 Forwards monthly operating rept for Feb 1979 

LESSOR, L C Nebraska Public Power District 79/03/06 ip 


7903140349 Monthly operating rept for Feb 1979 

BORER, P J Nebraska Public Power District 77/03/06 4pp 


7903810820 Forwards "Annual Environ Operating Rept.Vol 1. 
Nonrad lologlca 1 " for 197B 

PILANT.J H Nebraska Public Power District 79/03/19 Ip 


7903810223 "Annual Environ Operating Rapt. Yol I . Nonrad lolog leal" loir 
1978 

* Nebraska Public Power District 78/12/31 31pp 


7903270475 Forwards errata sheet to 780101-701231 "Environ Operating 
Rep t-Nonradlo 1 og leal “ re periphyton density fa looplankton, 
PILANT.J M Nebraska Public Power District 79/03/23 4pp 


7903180328 Forwards LER 79-040/03L-0 

LESSOR, L C Nebraska Public Power District 79/01/19 2pp 


790312033S LER 7B-040/03L-D on 781227 during normal bp era 1 1 on. wht 1 1 
doing special test of drywell purging techniques, primary 
containment vent valve PC-846AV leaked excessively fa uae 
inoperable due to Incomplete valve closure Valve replaced 
HILLIP8.D, Nebraska Public Power District 79/01/19 Ip 


7903120341 Forwards LER 79-001/03L-0 

LESSOR. L C Nebraska Public Power District 79/01/83 3pp 


7903180351 LER 79-0Ot/03L-0 nn 790103 during op era t i on. dryuel I 
atmospheric radiation monitor gas channel (RMV-RM-4C) failed 
downscale Caused by detector failure caused by moisture in 
detector chamber Detector replaced) chamber fa lines dried 
PHILLIPS, D.L Nebraska Public Power District. 79/01/82 Ip 


DOCKET 90-301 Point Beach Nuclear Plant. Unit 2 


7903830039 Forwards Federal Register notice amending 10CFR73/ 95, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage." to 
defer employee pat-down searches until 790801 

OENTONiH R. Office of Nuclear Reactor Regulation 79/02/83 Ip 


7903870284 Forwards Revision 10 to Emergency Plan Manual consletinj ol 
emergency call list 

BURSTEIN, S Hlsconiein Electric Power Co 79/03/82 7pp 


7903870395 In response to 790120 Itr. forwards info on spent fuel 
storage it six existing nuclear power plants near Lake 
Htchlgan as of 781831, 

DENTON.H R Office of Nuclear Reactor Ragulatlon 79/03/03 6pp 


7903870397 Requaete Info re spent nuclear fuel storage at six eitillbi 
nuclear plants near Lake Michigan 
SCHAEFER. J Affiliation Unknown 79/01/80 8pp, 


7903880357 In rasponse to 780929 1 tr. summarl kes info re pressurkipr 
heatup rate Tech Spec inconsistency. Reactor coolant sys temp 
rate limited to 60 F per hour. due to design of Meitinghouie 
FUR Appropriate utils have been notified 
ANDERSON. T, M, hlaitinghouse Electric Corp 78/10/27 3pp 
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DQCKCT 50-301 Point Death Nuclear Plant. Unit 3 


7903080173 Foru/ards mod to “Revleu t< Acceptance of Spent Fuel Storage 
&i Handling Application'' provided on 7B0414 Involves pages 
lV-5 t< IV-6 u/modlfled rationale $< corrections 
OR1ME8.D K Assistant Director for Engineers tt Projects 
79701/10 4pp 


7903060639 Forwards Amend 40 to License DPR-27j sef e ty evaluation & 
notice of issuance Discusses fee remittance based on 
c lassirication of amends Similar amend for Unit 1 being 
withheld until addl *3.600 is received 

SCHMENCEfi. A Operating Heactors Branch i 79/01/30 3pp 


7903060643 Amend 40 td License DPfi-27 changing Tech Specs to revise 
reactor coolant sys pressure-temp heatup S. cooldown curves 
to be applied up to seven effective full power years U/encl 
supporting documentation 

eCHWENCER.A Operating neactors Drench 1 79/01/30 Spp 


7903060649 Safety evaluation supporting Amend 40 to License DPR-37 
Discusses pressure-temp limits. temp associated u/trans i t Ion 
from ductile to brittle fracture mode of failure of metal 
test specimen t> environ impacts Changes are approved 
a Office of Nuclear Reactor Regulation 79/01/30 3pp 


7903060655 Notice of issuance of Amend 40 to License DPR-27 

TRAMMELL. C M Operating Reactors Branch 1 79/01/30 3p p 


79D3O70350 Ack receipt of 790139 Itr informing util that review of 
7QtlS7 application for license amend (Tech Spec Change 90) 
requires payment of *4.000 Class III fee Foriuards check & 
expresses hope that review is nearing completion 
DURBTEIN. 8 Wisconsin Electric Power Co 79/02/33 ip 


7903300395 Requests addl info re reactor vessel matls surveillance 
program within 60 days Recommends that testing be 
postponed for present, pend Ing completion of tests tt 
development work underway In HSBT program 

SCHWENCER) A Operating Reactors Branch 1 79/02/37 3pp 


7903260374 NRC accepts 771202 response re potential boroti dilution 
Incidents F9AR analysis of boron dilution inc ident ' involving 
contents of spray additive tank at operating PMR facility 
still represents most limiting case 

BCHUENCER. A Operating Reactors Branch 2 79/02/27 2pp 


7903270S65 Discusses corrective rcevaluation follouLkrg discovery of 
caleulational error in ECC8 evaluational model Error 
involves heat generation factor for fuel cladding during 
LOCA Forwards Westinghouse EGCS reanalysls 

DURBTEIN. B Wisconsin Electric Power Co 79/03/20 76pp, 


7703080379 Forwards IE Info Notice 79-04. "Degr ada 1 1 on of Engineered 
Safety Features " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/02/16 
*P- 


7903130370 Forward* "Inservlce Test Plan. Fab 197? “ 

DUR&TEIN. 9 Wisconsin Electric Power Co 79/02/26 2pp. 


7903130374 "Insorvlce Test Plan.Fsb 1979 " W/drawlngs of raaetor 
coolant sys process, safety Injection sys L chemical volume 
control sys, 

* Wisconsin Electric Power Co 79/02/28 5Spp. 


7903080360 Informs recipients of IE Dulletin 79-01. "Environ 
Qualif Icatton of Class IE Equipment," dtd 790208. that vaivd 
limit switch identified as NAMCO Model GSCHL should read 
BL3CML 

KEPPLER. J 0 Region 3> Chicago, OffUe of the Director. 79/03/01 

Ip 


7903220304 Forwards IE Insp Rept S0-266/79-D2 h 30-301/79-01 on 
790205-09 Notice of violation withheld (rof i0CFR2. 790) 

HINOB.J A Rtgion 3. Chicago. Safeguards Branch 79/03/02 2pp 


7903220307 IE Insp Rapt 50-266/79-02 t< 50-301/79-01 on 790205-09, 
Noncompl ianee noted security drganl lat 1 on access controis. 
Details withhold <ref 10CFR2 7?0> 

CREED, J R , HOWELL. 0 C. , HIND. J A Region 3. Chicago. 

Safeguards Branch 79/03/01 Ip 


79031S0049 Forwards IE Bulletin 79-08, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLER, U 0 Region 3. Chicago. Office of the Director 79/03/OS. 

ip 


7903190566 Forwards IE Bulletin 79-03. "Longitudinal Maid Defects in 
ASME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding 4, Engineering Co '* 

KEPPLER, U 0 Region 3, Chicago, Office of the Director 79/03/12 

Ip- 


7903070343 Forwards "1970 Annual Results tc Data Rept " 
BUR8TEIN.8 Wisconsin Electric Power Co 79/02/26 ip 


7903070349 "1973 Annual Results 6 Data Rept “ 

• Wisconsin Electric Power Co 79/02/26 44pp 


7903120262 Forwards semiannual monitoring repts for July-Dee 1970 
DURSTEIN.S Wisconsin Electric Power Co 79/02/26 Ip 


7903120264 Semiannual monitoring repts for July-Dee 1970 re plant 
releases, new fuel rece 1 p ts . environ radiological monitoring, 

6 leak testing of sources 

♦ Wisconsin Electric Power Co 79/02/26 I3pp 


7903140374 Forwards monthly operating rept for Feb 1979 
DURSTEIN.S Wisconsin Electric Power Co 79/03/08 Ip 


7903140373 Monthly operating rept for Feb 1979 
e Wisconsin Electric Power Co 79/03/02 Bpp. 


7903140312 Forwards LER 79-OOl/OlT-O 

BURSTEIN. B Wisconsin Electric Power Co 79/02/23 Ip 


7903140313 LER 79-OOl/DlT-O on 790219 w/unlt off-lino ti at iO% steam 
Flow. AtiD main steam stop valves failed to close Caused by 
deposits on valvs shafts or hardening of gland packing 
Valves were exercised packing adjusted 

BURSTEIN, e Hlsconsin Electric Power Co 79/02/23 3pp. 


79D32B0351 Forwards LER 79-002/03L-0 

BURaTEIH, 8 wiscensin Electric Power Co 79/03/13 Ip 


79032B03S4 LER 79-0D2/03L-0 OTt 790227: dur ing biweekly test Of "A" 
reactor trip brea kar, several seconds elapsed following trip 
signal before breaker tripped Caused by faulty reactor trip 
relay, Nesting house BFD31 Relay replaced 

BURBTEIM, 3 Nlsconsln Electric Power Co 79/03/13. 2pp 


DOCKET SO-302 Crystal River Nuclear Plant. Unit 3 


7903230035 Forward ■ Federal Register notice amending 10CFR73 55. 
"Requirements fer Physical Protection of Licensed Activities 
In iHuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-dnuin searches until 790301 

DENTONiH R Office of Nuclear Reactor Regulation. 79/02/23 Ip 


7903050231 Forwards response to NRC questions re Cnatruoiant air sys, 
preventing recirculation of vimtllafalo'n airtflre detection 
sys design, fire harard at containment cable penetration, t( 
radiological consequences of fire 

STEMART.W P Florida Power Corp. 79/02/27 17pp. 


7903270464 Forwards safeguards contingsney plan. Plan withheld 
tref 10CFR2 7901. 

BTEMART,W P Florida Power Corp 79/03/22. 2pp 


7903140444 Forwards Annual Repts for 1977 ti 1970 tc “Ten Year 
Statistical Rspt, " 19*7-1977 W/1977 financial repts for 
various FL ci t iss. Annual financial rapts for 1970 for 
FL Cltlss will be submlfebed as soon as available 
STEWART, U. P Florida Power Corp 79/03/06 2pp 

7903140450 “1977 Annual Rept " 

» Florida Power Corp 79/02/10. 30pp. 


7903140452 "1978 Annua 1 Rept," 

« Florida Power Corp. 79/02/06. 3Dpp 


79031404S6 "Ten-Year Statistical Rept," 1967-1977. 
» Florida Pausr Corp 78/02/24 30pp 


7903270370 Farwerds Endorsement 34 to NELtA Policy NF-19S, 
DUCK.J R. Marsh tc McLennan, Inc 79/03/22 2pp 


7903140222 Forwards revised versions: Entry-Contro 1 Sys Handbook, 
8AND77-1033f Intrusion Dstsetton Sys Handbook, 8AND76-0394i k 
Barrier Penetration Oatebasa, NURED/CR-01 Bi U/a end, 

MILLER, J.R. Division of Operating Rsactors 79/01/09. 2pp. 
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DOCKET SO-302 Crijstal HiviT Nuclear Plant. Unit 3 

79031Z053S ForuiariJs »ta#f recofliftnrt^at i on* re seneral contents of 
Qfftiti Dose Calculation Manual to be submitted u/jiroposed 
radiolosUaV affluent Tech Specs 

ORlHESrB K Aisistant Director for Engineers 6 Projects 
79/01/lB Ipp 


7903D80S62 Forwards IE Info Notice 79-Ot. "Dagradotl on of Englneerei 
Safety Features “ 

O'REILLYiJ P Region 8* Atlanta. Office of the Director 
79/OS/lA Spp 

7903D80A‘?S Act recslpt of 790205 Ur Informing NRC of steps taken t« 
correct violations noted in IE Insp Bept 50-303/78-32 
KEHNA. U B Region 3. Atlanta. Safeguards Branch 79/03/23 |p 


79D316030B Notification of cancellation of 790202 meeting w/util to 
discuss reactor coolant flou sensing lines mods 
NELSON. C C Operating Reactors Branch A 79/01/24 2pp 


7903060014 Requests add! Info re proposed long-term ECCB mod for small 
break LDCA for review contained in 790113 Itr 
REID. R M operating Reactors Branch 4 79/02/06 3pp 


7903060246 In response to NRC 790208 request forwards addl info for 
review of proposed long— teTin ECC3 mod of small break LflCA 
for facllitii 

ETEWARTjW P Florida Power Corp NRC 79/02/20 I6pp 


790306042B Forwards EAW-l521.FBb 1979, “Cycle 2 Reload Rept •' EIA, 
balance of plant review for Cycle 2 reload 6 power level 
upgrade, oinend licensee fee 6 Certificate of 5vc end 
STEWART. H P Florida Power Carp 79/02/20 4pp 


79030B0502 Forwards !E Insp Rept 50-302/78-32 on 781226-20 notice if 
violation Details withheld from disclosure (ref 10CFR3 7901 
KENNA.W B Region 2, Atlanta. Safeguards Branch 79/(71/12 

Spp 


7903000500 IE Insp Rept 50-302/70-33 on 781226-28 Noncompla Inee noted 
communication testing 6 maint Details withheld from 
disclosure dref 10CFR2 790) 

DAVtS.C L I OILISPIE.F P Region 2, Atlanta. Bafeguards DrancN 

79/01/12 Ip 


7903080274 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 79020S. that valve 
limit switch identified as NAMCO Model 83CML should read 
8L3CML 

O'REILLy.W R Region 2. Atlanta. Office of the Director 
79/08/28 2pp 


7903060431 EIA & balance of plant review for Cycle 2 reload 6 power 
level upgrade Conclusions in FES are still valid Amend does 
not require ETS changes 
* Florida Power Carp 79/02/20 6pp 


7903060434 "Cycle 2 Reload Rept " 

a Florida Power Corp BAH-t52l- 79/02/20 79pp 


7903210366 Responds to 770902 submittal re boron dilution It requests 
addl info identified in encl 

REID. R U Operating Reactors Branch 4 79/03/05 3pp 


790333Q376 Forwards request for addl info in order to complete NRC 
review of pump 4 valve Inservlce testing program Requests 
notlftcailon when Items are resolved. so that meeting can be 
arrenged prior to written subntttal 

REID. R M, Operating Reactor* Branch 4 79/03/00 14pp 


7903200260 Requests eirmptlan from lOCFRSO 46<a>Cll to allow operation 
at full rated cO're thermal power of 2.544 MUt Forwards Class 
III eiemption fee 

STEWART. H P Florida Power Corp 79/03/14 4pp 


7903300446 Forwards Tech Spec Change Request 39 for amend to App A of 
License DpR-72 re Cycle 2 operation rated core poi.icr level 
of 3. S44 KMt Certificate of &vc encl 
STEWART. W P Florida Power Corp 79/03/1 S 33pp 


790321001S Forwards licensing fee not attached w/orlginal 790328 "Cycle 
2 Reload k Power Level Upgrade Repti " Affidavit encl 
STEWART. W P Florida Power Corp 79/03/16 2pp. 


7903290113 Forwards response to 7B0BO1 request for addl Info re high 
density rack mod 

STEWART. W.P Florida Power Corp. 79/03/16 43pp 


79031304 99 Act receipt of 790119 Ur informing NRC of steps taken le 
correct violations noted in IE Insp Rept 50-302/70-31 
LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/03/01 Ip 


7903130510 Responds to NRC 790119 Itr re violations noted in IE Intp 
Rept 50-3O2/7B-31 Corrective actions monthly operations 
review of equipment clearance log now required by master 
surveillance plan k all clearances cross-chocked ui/Iog Indes 
STEWART. H P Florida Power Corp 79/02/02 2pp 


7903130513 Forwards IE In*p Rept 50-302/78-31 on 701211-14 k ncitlct of 
vi olat ion 

LONO. F J Region 2. Atlanta. Reactor Operations Nuclear Qupporl 

Branch 79/01/19 2pp 


7903130518 Notice of Violation from Insp on 701211-14 

e Region 2. Atlanta. Reactor Operations Nuclear Support Branch 
79/01/18 Ip 


7903130521 IE Intp Rept 50-302/78-31 on 781211-14 Noncomp 1 lance notli 
failure to follow procedures 

OUICKi D R . DANCE. H C Region 2. Atlanta. Reactor Qperatloni 

Nuclear Support Branch 79/01/18 7pp 


7903140488 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Eipansion Anchor Bolts. " 

' O'REILLV. J P Region 2. Atlanta. Office of the Director 
79/03/08 ip 


7903210135 Forwards IE Bulletin 79-03, "Longitudinal Wold Defects In 
A8MC 8A-312 Type 304 Stainless Steel Pipe Spools 
Hatiufactured by Youngstown Welding b Engineering Co " 

O-'REILLY.J P Region 2, Atlanta, Office of the Director 
79/03/12 Ip 


7903270409 Forwards Tech Spec Change Requeats 35,37 It 30 requesting 
amind to App A of License llPR-78 H/check for *12,000 fee 
STEWART. M P Florida Power Corp 79/03/21 2Spp 


7903270455 In response to 790312 Itr requesting Info re installation of 
redundant flow sensing lines during 790423 refueling outage, 
advisee that details wilt be submitted by 790330 
STEWART. M.P Florida Power Corp 79/03/81 3pp 


7903060567 Forwards IE Info Notice 79-01. "Bergen-Pat arson Hydraulic 
Shock & S(Uay Arrestors {H8SAI '■ 

O'REILLY. J P. Region 2. Atlanta. Office of the Director 
79/02/02. 4pp 


790313000B Forwards IE Insp Rept SO-302/79-01 on 790100-11 No 
noncompliance noted. 

BUTHERLAN0.J T Region 2. Atlanta. Fuel Facility I, HateMale 

Safety Branch. 79/02/08 2pp 


7903130010 IE ln«p Rept S0-3D2/79-O1 on 790100-11 No noncomp 1 lance 
noted. Major areas Inspected, radlatl on protection, liquid 
radwaste Inventory. raactor coolant sys laiksge. in-plant 
gas releases. 1. previous Items 

EWALD.S.C . OIBSDN.A F Region 2. Atlants, Fuel Facility b 

Mitartels Safety Branch 79/08/0], 6pp 


79032I05B7 Forward* IE Circular 79-04. "Loose Locking Nut on Llmltariee 
Valve Operators.'' 

O'HEILLV.J P Region 2, Atlanta. Office of the Director 
79/03/16 Ip 


7903870398 Responds to 790300 Itr requesting addl info re pump b vilvi 
inservlce intp program Determines that 135 day* are needed 
to respond to cone erni. Eitenslon necessary due to vol b 
complaiitg of questions 

STEWART. W,P Florida Power Corp, 79/03/28 3pp, 


7903060360 Forwards annual repts on personnel exposure. reac tor viiisl 
natl surveillance capsules b fecillty changes. experiments b 
tests Rept on eddy current insp of steam generator tubing 
also encl 

STEWART. HP Florida Power Corp 79/02/81 8pp 


7903060383 "Eddy Current Insp of Crystal River 3 Steam Oeneratar 
Tubing ■' 

e Florida Poiuer Corp 78/06/30. aOOpp 


79030S0362 Forwards "Effluent b Hast# Disposal Semiannual Rept for 
duly -Dec 1976. " 

STEWART.H.P Florida Power Corp 79/08/80. Spp 



DOCKETED SERIES « 


docket SO-305 Crvstfll River Nuclear Plant. Unit 3 


7903060364 "Effluent ti Waste Disposal Semiannual Reft for 
Julg-Dec 1970 " 

« Florida Power Corp 79/02/20 S9pp 


7903190106 Forwards monthly operating rept for Feb 1979, 
BTEMART, W P Florida Power Corp 79/03/13 Ip 


7903190107 Monthly operating rept for Feb 1979 

KENNEDV. R W Florida Power Corp 79/03/05 5p p 


7903060226 LER 79-01 1/03L-0 on 790210 reactor coolant dose equivalent 
1-131 exceeded Tech Spec limits Caused by expected spike 
following reactor trip ti known leaking fuel pins Reactor 
coolant sgs cleanup returned to acceptable limits 
COOPER. J Florida Power Corp 79/02/22 13pp 


7903060221 Forwards LER 79-01 i/03L-0 

STEWART, H P Florida Power Corp 79/02/27 ip 


7903090106 Forwards LER 79-01 2/03L-0 

0TEWART. W P Florida Power Corp 79/03/01 Ip 


7903090107 LER 79-012/03L-0 on 790214 during safeguards test, 
RB-30P-2 light did not illuminate Caused by burr on relay 
shaft Relay cleaned tt burr removed 
STEWART. W P Florida Power Corp 79/02/27 2pp 


7903090216 Forwards RO 79-013/04L-0 

STEWART, W P Florida Power Corp 79/03/01 Ip 


7903090219 RO 79-013/04U-0 on 790223 water samples not obtained For 
Jan 1979 from test wells 1,3 t< 4, discharge canal to north 
of ponds tt waste water ponds Omission due to new lab 
director not being informed of procedure 
* Florida Power Corp 79/02/27 Ip 


7903150212 Forwards LER 79-014/03L-0 

STEWART, W P. Florida Power Corp 79/03/03 Ip 


7903150214 LER 79-014/03L-0 on 790220 decay heat cooler 3A outlet 
remote ehutdown temp indicator inaccurate b rendered 
inoperable Caused by failed resistance temp detector (RTD) 

RTD replaced {< sys recallbr 

COOPER, J Florida Power Corp 79/03/01 2pp 


7903160227 Forwards LER 79-01 5/03U-0 

STEWART, W P Florida Power Corp 79/03/13 Ip 


7903160233 LER 79~Oi5/03L-0 on 790221 fire ivc tanks I-D b 1-A 
contained less than min volume required by Tech Specs, 

Caused by improper design Engineering eveluation initiabeil 
COOPER, J Florida Power Corp 79/03/09 2pp 


7903230153 Forwards LER 79-017/03-0 

STEWART, W P Florida Power Corp 79/03/13 Ip 


7903230157 LER 79-017/036-0 on 790223 heat trace recorder for 
concentrated boric acid flowpath was malfunctioning b 
rendered inoperable Caused by failed recorder drive wheel 
Drive wheel replaced & heat trace recorder returned to ivc 
COOPER, J, Florida Power Corp 79/03/12, Spp. 


7903230130 Forwerds LER 79-019/03U-0 

STEWART, W P Floride Power Corp, 79/03/16 IP 


7903230133 LER 79-019/03U-0 on 790223 motor driven emergency feedwater 
pump discharge pressure gauge EF-2-PI was out of calibr 
Caused by inoperable dampening snubber located in sensing 
line Snubber was replacad 

COOPER, J Florida Power Corp. 79/03/16 Spp 


7903230163 Supplemental info ra LER 79-016/04X-0 on 790131' environ 
samples were not analysed per Tech Specs, Caused by 
Inadequate sample time No corrective action proposed 
STEWART, W P Florida Power Corp. 79/03/16 3pp 


7903270346 Forward i LER 79-O10/O3L-O 

BTEWARTiW P Florida Power Corp 79/03/21 Ip 


7903270349 LER 79-O10/O3L-O on 790301 Inner airlock door found 
unlatched Caused by inadequate latching design Carractlve 
action will be determined upon results of engineering info 
requeet 

COOPER, J, Florida Power Corp. 79/03/14 2pp 


7903270404 Forwaria LER 79-0ao/O3L-0 

BTEWART.H P Florida Power Corp 79/03/21 tp 


7903270490 LER 79-Oao/03L-0 on 790228 following reactor trip, Cham/Rod 
1 amp ling revea led reactor coolant dose equivalent 1-131 
exceeded 1 0 mCi per gram, contrary to Tech Specs. Caused by 
spike following reactor trip b leaking fuel pine 
COOPER, J Florida Power Corp, 79/03/16 I4pp. 


DOCKET 50-304 Zion Nuclear Power Station, Unit 2 


7903120144 Forwards revised versions oP Entry-Control 9ye Handbook, 
8AND77-1033I I ntr usion Detection Sys Handbook, 8AND?6-0S34i b 
Barrier Penetration Da tabas e, NUREO/CR~Oiei 

KILLER, J R Assistant Director for Reactor Safeguards 79/01/09 

2pp, 


7903010112 Notifies of security plan deflcienclas which art elgnificant 
enough to warrant imposition of license condl ti ons. Forwards 
comments for incorporation Into plan Appeal is possible 
Enel A withheld (raf lOCFRS 790) 

IPPDUITQ, T A Operating Reactors Branch 3 79/01/30 3pp 


7903190096 Requests reevaluatlon of 780908 response to request for addl 
info re fire protection SER b propoeed alternative to 
maintaining controls dtipite control room fires. Aecepte 
responses to other Items 

8CHUENCER, A Op era t Ing- Rsac t ors Branch 1 79/0S/14 Spp. 


7903830035 Forwards Fedsral Register notice amending 10CFR73 35, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage, " to 
defer employee pat-down searches until 790001 

DENTON.H R Office of Nuclear Reactor Regulation 79/02/23 Ip. 


7903160203 Requests change to Licenses DPR -39 b DFR-418, a 1 ter Ing fire 
protection mod campletian schedule U/check for- •1,600 
Class I b Class II amend fees 

REED. C Commonwealth Edison Co. 79/03/14 3pp 


7903270430 Forwards safeguards contlngsncy plan Mlthheld 
ireP lOCFRE 790) 

REED, C Commonwealth Edison Co 79/03/23 Ip. 


7903120069 In response to Board 790122 ordsr, provldss cross-rsfarsnee 
for cantsntions discussed In “Applicant's Motion for Bummery 
Disposition on Fleadlngs" In different numerical order than 
previously used 

DIELAMBKI.A P Isham, Lincoln b Beale 79/01/29 Ip. 


7903210079 Notification that Btate of IL response to applicant b NRC 
motion for summary disposition hai been delayed to 790821, 
SEKDLERtB, N Illinois, State of 79/02/13 2pp. 


7903200S19 Replies to applicant b NRC motion for suiiunary disposition 
Assert* tntervenor State of IL contentions raise genuine 
Issues of matl fact Af f idavl t, rela t ed documsnts b 
Certificate of Sve encl, 

8EKULER, B N llllnoli, State of. 79/02/21 12ppp. 


7903070102 Petition supporting IL Atty Oeneral's mpve to deny util's 
rsquBSt to Increase facility spent fue I storage capacity 
TARO.M. , 9MALEK, T M , PEDERSEN. F Affiliation Unknown 79/02/23. 

121pp 


7903220002 Affidavi t of M Reenlkof f, wh Ich is part of intervenor's 
responti to motions for summary disposi t ion, wi 11 ba provided 
to Board as soon as poitibli. 

SEKULER.B N Illlnoltj State of 79/02/27 Ip 


7903210489 Forwards 790131 Itr per rsquest of RE Webb, 
OODDARD, R J Branch 2 79/03/02. 2pp 


7903260362 Commonwaa 1 th Edison's answsr urging dsnlal of intervener's 
ifiotian for. eontinuancB Summary disposition motion dtd 790109 
should be grantid b hear ing. taped 1 ted Certificate of 8vc 
encl. 

STEPTOL.P P. lihanir Lincoln b Beale. 79/03/02. 4pp. 


7903130419 Forwerds Addendum I to 790201 Rept CE-I-A ra organl »atlon« I 
changes resulting from outside mgt consultant study Will 
implemsnt changes at other stations if mods are determined 
to ba beneficial, 

NAUOHTON, W. F, Commonwealth Edleon Co. 79/02/2B. app 


7903270395 In response to 790120 Itr, forwards Info on spent fuel 
storage at six existing nOclear power plants near Lake 
Michigan as of 781231 

DENTON.H R. Office of Nuclear Reactor Ragulstlon 79/03/00. 6pp. 



M DOCKETED SERIES 


DOCKET 50-004 Zion Nueliar Powon Station ■ Unit 8 


7703S70097 Rtq.uitti in#o ra ipant nuclear fuel itocafe at tit ailetlng 
nuclear plant! mar Late Michigan 
SCHAEFER. U Affiliation Unknown 79/01 /'SO Zpp. 


7903S10li>7 FaruardB "Annual Ript 1978," »tate/tiant of caih f!ou 
projactad for 1979, actual caah flcu for 1978 (> narrative 
aiplanatoru etatement 

NEXQN, H H Connonuialth Ed lean Co 77/03/15 6pp 


7903880357 In reiponae to 780925 I tr , iuismar 1 1 B» info re preseurl ler 
heatup rate Tech Spec inconi i e tencg Reactor coolant age te/rp 
rate limited to hO F per hour; due to deaign of Ueatlnghouse 
PUR Appropriate utile have been notified 

AHDERBON, r H Ueitinghouae Electric Carp 78/10/27, 3pp 


7703080173 Foruarda and to “Rtview t> Acceptance of Spent Fuel Storage 
It Handling Application" provided on 700414 Involve* page* 

IV-9 i< IV-A u/aiodifled rationale I. correction! 

ORIHESiB K Asalatant Director for Englneeri l< Project! 

79/Ot/lB 4pp 


79031SO86A Rewleue prograaa of rapt on apent fuel heatup potentials In 
loia-of-uater accident Uill provlda calculation! in tuo 
uiata Cite! SAhlD77-t371 for previau of findinga which 
confirai aiiertion that spent fuel could Ignite Zr cladding 
HEBB. R E Affitiatlon Unknown 79/01/31, Ip 


79D30S02A8 Bumaiarg of 7901 IB meeting u/utll It Heetlnghouee to dleeuei 
ECC3 raanalgale. 

IH.SMAN,L.M Operating Reactora Branch 1 79/02/09 4pp 


7903170014 Foryardi Amande 48 It 37 to Liceniee OPR-39 t< DPR-4S, 
rasp a c 1 1 vt I g, 5ER b notice of lisuance 

BCHWENCERj A Operating Reactora Branch 1 79/02/16 Spp. 


7703190020 Amanda 42 It 3? to Llcenaat DPR-39 It DPR-4a, re ap act 1 vi 1 g, 
raviilng Tech Spec llnita for total nuclear peaking factor 
SCHWENCERfA Oparatlng Reactora Branch 1 79/02/16 19pp. 


790319008B Support! Amend 42 to DPR-39 b Amend 39 to DPR-4B re total 
nuclear peaking factor Concludes amend! do not involve 
significant hazards 

* Oparatlng Reactors Branch 1 79/02/16 6pp 


7703010062 Forward! JE Insp Rapt* 5O-275/70-S6 It 50-304/7B-2i on 
781106-1801 It notice of violation 

DAV19.A D Region 3, Chicago/ Fuel Facllitg It Materials Bafeig 

Branch 77/01/11 2pp 


790301006S Notice of violation from Insp on 7B1106-1201 
a Region 3, Chicago, Office of the Director 79/01/07 Spp 


7903010067 IE Inep Repte 50-893/70-26 l< 90-304/78-26 on 701106-1201 
Noncompllance noted pereonnal Bzpoeuro/ reporting of 
effluent* (t solid radioactive uaete 

SCHUMACHER, H C / CORCORAN, M / FISHER, W L Region 3, Chicago, 

Fuel Facllitg I, Materials Safetg Branch 79/01/07 Upp 


7903070306 Forward! IE Insp Repte 30“234/7B-29i 50-265/7B-31 , 

50-895/70-30 It S0-304/7B-29 on 781130 ti 781306-07 (i notice 
of violation 

FIORELLl.O Region 3, Chlcagoi Reactor Operations Nuclear Support 

Branch 79/01/17 2pp 


7903070310 Notice of violation from Insp on 791130 It 7918OA-07 

* Region 3, Chicago, Reactor Operations Nuclear Support Branch 
79/01/11 Ip 


7903070317 IE Insp Rept 50-834/78-29,50-265/78-31,50-293/70-30 It 
50-304/78-89 on 701130 Noncd/np 1 lance noted instrument 
procedure not followed resulting in unplanned reactor trip t< 
safetg injection on Unit 1 

KNOPiR C Region 3, Chicago, Reactor Operation* Nuclear Oupport 
Branch 79/01/11 Spp 


79030B0469 Act receipt of 790202 Itr informing NRC of steps taken to 
correct violations noted in IE Inap Repts 30-895/70-26 l< 
30-304/70-86 

DAVIS, A 9 Region 3, Chlcego, Fuel Facllitg ti Materials Safetg 

Branch 79/08/15 Ip 


7903080478 Responds to NRC ^0202 itr re vlolationa noted In IE insp 
Repts S0-89S/7B-26 1/ 30-304/78-26 Corrective action* gat 
rtleass data now gathered /nonthlg to expedite develap/nent of 
quarterlg average Required rept to be sent bg 790213 
REED, C CD/nmonuealth Edison Co 79/02/02 Spp 


7903080419 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safetg Features " 

KEPPLEHiU 0 Region 3/ Chicago, Offieo of the Director 77/02/16 

Ip 


7903190033 Notice of Issuance of A/aind 42 to DPR-39 b Amend 39 to 
I>Pft-4B, 

SCHUENCEfi,A Operating Reactors Branch t 79/02/16, Spp, 


7903230030 Utll'a reaponst dtd 700802 Indicates potential boron 
dilution Incident has been rtvieucd FSAR analgait of event 
still reprasenti aosl limiting case 

SCHMEHCERiA Oparatlng Raactori Branch 1 79/02/21 2pp 


7703010292 Requests amind to Llcensei DPR-39 b DPR~4B Submit* proposed 
Tech Spec changes providing for averpreiture protection 
for rtviaion of heatup b cooldown curves aa required bu 
10CFR50 App O 

REED,C. Com/nanwea 1 th Edison Co, 79/02/86 83pp 

7903I4O3D9 Arivista NRC about review of b plans for Cycle 4 reload core 
Stataa that application for amend to operating license it 
not required b that verlftcation o.p reload core design will 
ba perfor/aed at start of each reload cycle 
AEED, C, Commonuealth Edison Co 79/03/fl6 3pp, 


7903130307 Forward* response to NRC request for adfl Info re eioanslon 
of spent fuel itoragt capacity ^ 

MAUiJKTDN. W F. Commonwealth Ed I eon Co 77/03/07 14pp 


7903220507 Utii will be performing Insorvlcs Insp activities during 
upcoming refueling outage Insp will include manual 
ultrasonic, dge penetrant, eddy currant b visual insp of 
Class 1 b 2 components Imp scheduled 770309-790417 
HANDKE, N E Commonwealth Edison Co 79/02/16 Ip 


7903000343 Informs recipients of JE Bulletin 79-01, “Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAHCP Model S3CML should read 
6L3CML 

KEPPLERiJ 0 Region 3, Chicago, Office of the Director 79/03/01 
Ip 


7903150015 Forwards IE Bulletin 79-02, "Pipe 
Using Concrete Expansion Anchor Bolts " 
KEPPLERiJ 0 Region 3/ Chicego, Office 


Support Oete Fleie Ottlgiit 
of the Director 77/03/00 


Bulletin 79-03, “Long 1 tudl Me 1 Meld Defect* in 
ASHE 8A-ai2 Type 304 Stainless Steel Pipe Spaola 

Welding b Engineering Co. 

MEPPLEH.J 0 Region 3/ Chlcego, Office of the Director 77/03/18 
ip 


7903220242 Forward* requested addl Info in support of requist to eioand 
storage capacity of spant fuel pool 

NAU8HT0N, U F, CoeMonuealth Edison Co 79/03/19 jjpp 


7903080361 Forwards semiannual rept re radioactive 
b solid radloactlvi waste for Jul-Dec 1978 
WANDKE, N E Commonwea 1th Ed 1 eon Co 79/02/02, 


effluent disehtrgti 
33pp 


7903270131 Forwards licensing open ite/es status list. 
REED, C, Coaimonwealth Edison Co 79/03/17 9pp 


7903260850 Forward* /'Anpua 1 Interpretative Rept on 
Sampling Program in Lake Michigan near Zion b Wai 
ORDvratlng Statlonsj 1970 

'UANDKCi Commonuffla l th ^iftson C« 79/03/J2 ll 


Fl«h Egg (t Larv4f 
kffg«n 


79M2901S7 Forward* propoied Tech Spec change to permit increase 
1.93 In all^ahle LOCA peaking factor limit Amend explains 
basis for LOCA reanalgsti, Check for a/send fee end 
REEDiC. Commonuealth Edison Co 79/03/22 66pp 


7903860234 "Annuel Interpretative Rept 
Program in Lake Michigan near Zion b 
Btetlons, 1970 " 


on Fish Egg b Larvae BamplJing 
Waukegan Oaneratlng 


LAJEONE.U, J , CZAJKOWSKI/O P 
Co 70/18/13 I98pp 


ARNESON, R 0 


Commonuoal th Edison 


7903890118 Forwards proposed Tech Spec change 
requirement for cold rod drop tssts N/eheck 
REED* C Commonwealth Edison Co 79/03/23 


removing surval lienee 

for amend fee 
Spp. 


^’ 7 ™® ’7-°S3/03L-0. reclassified a* r.port.bl. 

WANDKEjN.E Commonusalth Edl«on Co, 79/02/21. Ip 


on 



DOCKET 50-304 Zion Nuclear Pooier Statloni Unit S 


DOCKETED SERIES ea 

770306040? Foruartf* ajrecmtnt of NRC< Lak 0*h or* Citlicn* <4 S*f» Havitl* 

Ltd 

QLM3TEAD, M J Branch 4 77/02/09. Ip 

7903070246 LER 77-0BS/03L-0 residual heat removal pump SB suction valve 
g HOV-87003 failed to open el rc trice 1 ly> plac Ing residual 

heat removal sys in degraded mode Caused 5? inoperable open 7903060411 Agreement re distribution «f info l< Insp of spent fuel pool 

limit sultch uhlch teas repaired to secure fair 6 reasonable settlement of proceeding. 

UENNERHOLMi J N Commonuieal th Edison Co 79/02/33 Ip Certificate of Svc enci 

OLMSTEAD. U J Branch 4 CORDARO>M Lakeshore Citizen* for Bafe 
Energg. UDHNSONrJ B Safe Haven 79/03/09 4pp 

7903160249 Forwards LER 79-0O8/O31.-0 

UANDKEi N E Commonuiealth Edison Co 79/03/07 Ip 


7903160231 LER 79~O0S/03L'O on 79020? when closing HSIV 2D for steam 
generator c leanup, valve began to closeithen reopened Caused 
bg failure of both DC solenoid valves to shift when 
energized After es»rclse<one valve replaced 
HELNICOFFiH A Commonuealth Edison Co 79/03/07 Ip 


7903290031 Forwards LER 79-009/03L-0 

MANDKEi N E Commonwealth Edison Co 79/03/12 ip 


7903290039 LER 79-009/03L-0 on 790210 MSIV partiallg opened Hgdraullc 
pump was raenergliedi causing MSIV to reclo-se Cause was 
combination of drain valve not opening after M3IV closure (< 
open accumulator leaking gas 

HELNICOFF. H A Commonuealth Edison Co 79/03/13 4pp 


7903280330 Forwards LER 79-01 O/OSL-O 

HANDKEi N E Commonwealth Edison Co 79/03/16 ip 


79O32803S3 LER 79-010/03L-0 on 790214 Channel 2LT-460 greater than 6X 
from Channel 2LT-461 Caused bg transmitter had zrro & span 
shifted Zero adjustment madei transmitter conservative for 
high t( low level trips 

HANSEN. P W Commonwealth Edison Co 79/03/16 Ip 


DOCKET 50-30S Keuaunea Nuclear Power Plant 


7903060026 EIA concluding proposed amend to License DPR-43 modifging 
spent fuel pool will not slgnlf icantlg affect qualitg of 
human environ 

* Office of Nuclear Reactor Regulation 78/12/01 20pp 


7903060031 Safetg evaluation supporting conclusion that proposed mod is 
acceptable because increase in occupational radiation 
riposure would be negligible 

* Office of Nuclear Reactor Regulation 7fl/12/0i llpp 


7903Z30039 Forwards Federal Register notice amending 10CFR73 93. 
"Requirements for Phgslcal Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage." to 
defer emplogee pat-down searches until 790801. 

OENTON.H R Office of Nuclear Reactor Regulation 79/02/23. Ip. 


7903130218 Forwards revised industrial securltg manual Withheld 
(ref 10CFR2 790). 

MATHEWS. E R Wisconsin Public Service Corp 79/03/07 tp. 


7903290103 Forwards industrial security plan.App A» safeguard 
contingencg plan. Plan withheld iref 10CFR2, 790) 

MATHEWS, E R Wisconsin Public Bervlce Corp 79/03/27. ip 


7903130311 Forwards joint motion t< agreement of NRC. Lakeshore Citizens 
tt Safe Heven Inc. i proposed form of order re agreement of 
settlement among partlas 

OLMBTEAD.M J Branch 4. 79/02/09 Ip. 


7903130919 Agreement bg interveners to withdraw from proceedings UI 
Public Svc Corp will provide info b agrees to seek suitable 
disposition of spent fuel, 

CARDARO. W Lakeshore Citizens for Eafe Energg KEANE. 3 E 
Wisconsin Public Service Corp OLHBTEAD. W J. Branch 4 
79/02/09. Spp 


7903130917 Joint motion bg parties containing interveners' request to 
withdraw, request for approval order (k order dismissing 
proceeding. 

CORDARO, W Lakeihore Citizens for Safe Energg UAL8H. P. W 
Uliconstn, State of OLM8TEAD, W J. Branch 4 79/02/09 8pp 


7903060711 Informs that NRC will not respond to applicant's 781228 
motion Responds to State of WI's interrogatories u/affldavlt 
of JN Donaheu b submits affidavits IjO complot* the record 
0LM8TEAD.W. J Branch 4 79/02/08 9pp 


790314099? Resolution opposing const of nuclear power plant In Putnam 
Countg.du* to safetg b environ reasons 
PANIER, J R Putnam County, lU 79/02/00. 3pp, 


7903080980 Dismisses procoed in 9 , psr motion of parties Need for hearing 
no longer exists. duo to withdrawal of intorvenors 

LAZO, R H Atonic Safety azid Licensing Board Panel. 79/02/14. 3pp 


7903270395 In responso to 790120 1 tr, forwards Info on spent fool 
storage at sii eslstlng nuclear power plants near Lake 
Michigan as of 781231 

DENTON, H R Office of Nuclear Reactor Regulation 79/03/08 6pp 


7903270377 Requests Info re spent nuclear fuel storage at tlx aitstlng 
nuclear plants near Lake Michigan. 

SCHAEFER, J Affiliation Unknown 79/01/20 2pp 


7903070262 Forwards Endorsenent 42 to NELIA Policy NF-204, Endareenent 
33 to HAELU Policy MF-71 . Endorsement a Co NELIA Binder EB-44 
b Endor sefflent 2 to HAELU Binder XB-44 

MATHEWS, ER Ml scons in Publ i c Service Corp 79/02/28 7pp 


7903200337 In response to 7B09S3 Itr. summer 1 tee Info re pressurlxer 
heatup rate Tech Spec inconsistency Reector coolant tys temp 
rats limited to 60 F per hour, due to design of Westlnghouse 
PWR Appropriate utils have been notified 

ANDERgDM.TM Meetinghouse Electric Corp 70/10/27 3pp 


79031 40S22 Forwards ravlsed vers 1 ont;! Entry ~Contro 1 Bys Hand’book. 
SAND??- 10331 Intrusion Detection Sy* Hand h oo k, 8 AN 076-09941 b 
Barrier Penetration Database. NUREO/CR-D 181 U/o end. 

MILLER, J R Division Of Operating Reactors 79/01/09 2pp. 


7903080173 Forwards mod to "Review b Acceptance of Spent Fuel 8to>rage 
b. Handling Application” provided on 780414. Involves pages 
IV-9 b IV-6 w/modlfied rationale b corrections 
0RIHE8.B. K Assistant Director for Engineer* b Projects 
79/Oi/IB. 4pp 


7903210326 Forwards responses to 790109 request for addl info re 
'’Ouallf icetlon of Reactor Physics Methods for Application to 
Kewaunee," b "Reload Safety Evaluation Methods." both 
proprietary b nonpropr 1 etarg venioni 

JAME8.E U. Wisconsin Public Bervlce Corp 79/02/14. 40pp 


7903210330 "Reload Safety Evaluation Hethuds. " nonproprietary version. 
» Uleconeln Public Service Corp 79/02/14 190pp 


7903210060 Notice of 790303 meeting w/WI Public Svc porp to 
discuss reload analysis b physics method* 

OLSHAN. L Operating Reactors Branch I. 79/03/01 Ip. 


7903210297 Forwards addl copies of "dual 1 fication of Reactor Physic* 
Methods for Application to Kewaunee " Vllthheld (ref 
10CFR2 790). 

STERN, M E Hi scons in Public Service Corp 79/03/16 Ip. 


7903140998 Forwards IE Insp Hept SO-309/79-01 on 790109-12 b 18-19. Mo 
noncomp llance noted 

FIORELLI.O. Region 3, Chicago. Reactor aperetlons Nuclear Support 
Branch. 79/02/09 2pp. 


7903140603 IE Inep Rept 80-309/79-01 on 790109-12 b 10-19. No 
noncdinp 1 lane e noted. Major area* liispac tad ' unresolved items, 
maintenance, nonroutin* event followup, lE circular followup, 
b independent Insp. 

CHOULEB.NC., BWANBON. E.R , WARNICK. R. F Regions, Chicago, 

Reactor Operation* Nuclaar Support Branch 79/01/31, 6pp. 


7903080387 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Feature*. " 

KEPPLER, J 0 Region 3, Chicago. Office of the Director. 79/02/16. 
Ip. 


79031400BB After considering 790102 response to NRC 761207 Jtr re items 
of noncompllancs. concludes that violations did occur es 
described. Forwards order imposing civil penalties, 

DAVIS. J O. Office of Inspection h Enforcement 79/02/22. 2pp. 


7903140091 Order imposing civil penalties for items of noncomplianes 
noted in amended notice of violation re litsp on 7B0903-09 b 
16 b 780609 

DAVie. J, 0 Office of Inspection t> Enforcement. 79/Q2/16. 4pp. 



m DOCKETED SERIES 

D&CKET 50-308 K«w*un*» NutUjr Poui*t Plant POCKET S0-30i Pralrl* Inland NucUar 8tation< Unit 2 


7903]4009& In rtiponat ts NRC 7S1207 ltr> takai «<caption to thift 
tuparvltar action at Itaai oP noncampllanci b allagationt of 
aigt waakuB** Foruardi fiiponsi to amandaif notlc* of 
violation b aniuer to anendad civil panaltie* notlco 
llEKER. P D Mlieotiiln Public Barvleo Corp 79/01/02 7pp 


7903140050 Act recaipt o» 790202 Ur Inlforming NfiC of ftspc tat an to 
eorract violation notad In IE In«p Rapt 80-308/70-23 
HINOjO A Region 3< Chleago> SaPaguardt Oranch 79/02/87 Ip 


7903140087 Atapondi to NRC 790112 1 tr ra violation notad in IE Inap 
Rapt SO-305/7S-23 Corractive actions uitlihald 
iraf 10CFR2 790) 

JAKESi E D Miseonaln Public Sarvlca Corp 79/08/08 Ip 


7903080369 In forma raelplants of IE Oullatin 79-01 1 "Environ 
Oual 1 f 1 eat ion of Class IE Eq.ulpnanti" dtd 790SOB> that valva 
Unit switch IdantlPted at HAHCO Hodal 83CfiL should read 
euacKL 

KEPPLER.J 0 Region 3. Chicagoi Offlca of the Director 79/03/01 

ip 


7903180058 Forwards IE Bulletin 79-02<‘'Plpa Support Base Plata Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLEHiO 0 Region 3. Chicago. Office of the Director 79/03/03 
ip- 


7903190570 Forwards IE Bullatln 79-03. "Longitudinal WaU Dafects in 
A8ME BA-312 Tgpa 304 Slalnleas Staal Pipe Spools 
tianufactured bg Youngstown Maiding b Enginatring Co." 

KEPPLERr J 0 Region 3. Chicago. Office of the Oiraetor 79/03/12 

IP 


79030S03B7 Forwards "Banlannual Effluent ReLaase Rapt. Uul g-Dec 1976 " 
JAKES. E M Wiaeonsin Public Sirvlea Corp 79/02/87. Ip. 


7903050390 "Baeilannual Effluant Relaas* Rept. Julg-Dec 1976 " 
« Wisconsin Public Service Corp 79/02/S9 23pp 


7903070371 Forward! "Annual Operating Rapt for 1973 " 

JAHES.E U. Wisconsin Public Service Corp 79/02/88 Ip 


7903070372 "Annual Operating Rapt for 1973 " 

a Wiaeonsin Public Bervlca Corp 79/02/89 1 tOpp. 


7903160119 Foruardd nonthlg operating rept for Feb 1979. 

HATHEWB.E R Hi scans in Public aervlce Carp 79/03/18 Ip, 


7903160188 Monthlg operating rept for Fib 1979 

VAULACE. J J Wliconsln Public Bervict Corp 79/03/05 Spp 


7903140255 Forwards LER 79-002/01 T-0 b 79-003/01T-0. 

KATHEW9.E R Hlsconsin Public Service Carp 79/03/07 Ip 


7903140894 LER 79-008/01T-0 on 790881. loss of aianual speed control 
for diesel generator lA Caused by worn giir in 
ignehrotiliing motor aseemblif of governor, Synchro-motor 
goar houaing replaced In-b ind. generator returntd to eve 
RUITER.O H, Irliacontln Public Sarvice Corp 79/03/07 3pp 


7903140306 LER 79-003'/01T-0 on 790883: high water level alarms received 
for lA b 18 spent futl pits Caused by auxiliary operator 
falling to varlfy proper valve line up when placing post- 
filter In operation following filter change-aut. 

RUITER.O H. Wisconsin Public Service Corp, 79/03/07, 2pp 


7903810006 Forwarde LER 79-004/03L-0. 

HATHEU61E.R. Wisconsin Public Servlci Corp. 79/03/16 Ip. 


7903210-009 LER 79-004/03L-0 on 790816. during steady state full power 
oparatl on. d 1 isel generator lA failed to etert during 
operability test.Causcd by brolcen rotor vane In primary elr 
itart motor Hotori replaced 

RUITER. S H. Wisconsin Public Service Corp 79/03/16. Spp. 


79032S0321 Forwards LER 79-002/0IX-1 

KATHEW81E R, Wltcontln Public Bervlca Corp, 79/03/22 Ip 


79032B0326 LER 79-008/01 X-l on 790221, diesel generator lA manuil spaed 
control failed Cauted by exceiilve wear to bronie pinion in 
synehTD-metor gear housing Pinion b limit switch replaced b 
atf jua-ted. 

NATHEWa. E. R. Mlieonsin Public Bervlee Corp, 79/03/88 4pp. 


7903130436 Re<iu»sts addl Info re fire protection engineer 
guallf icatlons b OA program criteria requirements 
SCKWENCER. A Operating Reactors Branch 1 79/02/06 Spp 


7903830035 Forwards Federal Register notice amending 10CFR73 55. 
''Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage. '' to 
defer employee pat-doun searches until 790801 

DENTQN.H R Office of Nuclear Reactor Regulation 79/08/83 tp 


7903130366 Forwards responses to NRC positions re fire protection 
program. as result of 781016 onsite insp 
KAYER.L 0 Northern States Power Co 79/03/09 S8pp 


79032703S5 Forwards safeguards contingency plan End withheld <r«f 
lOCFRa 7901 

KAYER.L 0 Northern States Power Co 79/03/23 Spp 


7903890152 Forwards "Annual Rept 1976 " 

BRUSVEN.A D Northern States Power Co 79/03/26 tp 


7903890154 "Annual Rept I97B " 

e Northern States Power Co 79/03/86 3Spp 


7903010294 Forwards Endorsement 36 to Policy KF-6S. Endors tmetit 40 to 
Policy NF-197> Endorsement 40 to Policy HF-51 b Endorsement 
4B to Policy NF-174 for calendar year 1979 
JOHNSON. R 0. Northern States Power Co 79/08/05 3pp 


7903010197 Forwards Endorsement 41 to Policy MF-31 b Endorsement 37 la 
Policy KF-6B.both for calendar year 1979 
JOHNSON. ft 0 Northern States Power Co 79/08/83 Spp, 


7903030173 Forwards mod to "Review b Acceptance of Spent Fuel Storage 
b Handling Application" provided on 780414 Involves pages 
IV-S b lV-6 y/modlfied rationale b corrections 
0R1HE6.D. K Assistant Director for Engineers b Projects 
79/OI/lB 4pp 


7903260809 Forwards Amends 33 b 87 to Licenses DPB-42 b DPn-60. 
raspee tivsly. sa f e ty evaluation b notice of issuance b 
aval labl 1 1 ty 

BCHWENCEft.A Operating Reactors Branch 1. 79/03/02 8pp 


790-3260811 Amends 33 b 27 to Licenses DPR-4S b DPR-60. rtsp tcbivtly. 
deleting reactor turbine trip bslou 507. power in both unite 
BCHHENCER.A Operating Reactors Branch 1 79/03/02, 7pp 


7903860815 Safety evaluation supporting Amands 33 b 87 to Ltcsnill 
0PR~48 b DPR-60, respectively 

s Office of Nuclear Reactor Regulation. 79/03/08 4pp 


7903260817 Notice of issuance b availability of Amende 33 b 27 to 
Licensee DPft-42 b DPR-60. respectively 

8-CHHENGEft. A Operating Reactore Branch 1 79/03/02 2pp 


7903090248 Revlaws background developments re Tech Specs ehanget to 
Incorporete App 1 requirements. al lowing for Offsite Dose 
Calculation Manual to be prepared by llcsnsea Unable to mest 
790315 submittal date Expects submittal by 790601 
MAYER. L 0 Northern States Power Co 79/03/05. ip 


7903800373 Provides add! info for license amend requested on 700110 le 
quantitative jus bl fl cation for refueling interval 
surveillance frequency 

MAYER. L 0 Northern Statei Power Co 79/03/15 3pp. 


7903140662 Forwards risponts to NRC 781804 Itr ra IE Insp ftaptl 
50-232/78-15 b 50-306/76-16 W/o end 
WACHTERfL J Northern States Power Co 78/18/21 Ip 


7903060502 Forwards IE Imp Rept 50-306/76-21 on 781186-89 b 1205-W t 
notice of vlolatlan. 

HEI8HMAN1R F Region 3. Chicago. Reactor Conetructlon b 

Engineering Support Branch 79/01/10 2pp. 


7903060SOS Notice of violation from Inep on 7Bt 126-89 b t205*0& 
a Ragien 3. Chicago. Reactor Construction b Engineering Buffert 
Branch, 79/01/09. ip, 



DOCKET 90-306 Prairie I eland Nuclear Statlorii Unit S 


DOCKETED SERIES 


7703080363 Inform* recipient* of IE bulletin 79-Oli “Environ 
Oual 1 f icatlon of Clsis IE Eiiui praen t . “ dtd 790300. that valve 
limit iwltch identified as NAHCQ Model S3Ci1U ahai^ld read 
SLSCML 

KEPPLERiJ O Region 3i Chicapo. Office of the Director 79/03/01, 

tp 


790319DO43 Forward* IE Bulletin 79-OS. ''Pipe Support Ba«e Flat* Design* 
Using Concrete Etpanslon Anchor Bolts " 

KEPPLER.J.O Region 3, Chicago. Office of the Director 79/O3/0B 

Ip 


7903160070 Act receipt of 7902S3 Itr infarning Nf)C of steps taken to 
correct violations noted In IE Insp Rept* 90-S8S/78-B3 fc 
30-306 /78-S3 

HEtSMHANiR. P Region 3. Chicago. Reactor Oparations Nuclear 

Support Branch 77/03/09 Ip 


790316D093 Responds to NRC 770S01 Itr re violations noted in IE ln«p 
Repts 30-363/70-33. I, 90-306/70-23 Corrective actions 
preventive malnt prodedurei for safeguards buses are being 
rewritten to comply u/Teeh Specs 

UACHTER.L. J Northern States Power Co 79/02/S3 tp 


770319D9S7 Porwardi IE Bulletin 79-03. “'Longitudinal Held Defect* in 
ASHE SA-313 Type 304 Stainlei* Steel Pipe Spools 
Manufactured by Vnungstouin Helding b Engineering Co " 

KEPPLERiU O Region 3, Chicago. Office of the Director 79/03/12. 

Ip 


79030S033S Forwards annual rept of occupational aiposure (< annual rapt 
of changes, tests b experiments 

MAYER. L □ Northern States Power Co 79/03/33 tp 


77 03020340 Annual rspts of 1779 occupational axposura. ehangei. tasts 
b experiments 

e Northern States Power Co 79/02/23 7pp 


7703060176 Forwards "Effluent & Malta Disposal Bemlannual Rept" for 
Jol-Dec 1976 

MAYER. L Q Northern States Fawar Co 77/02/37 llpp 


7703060336 Forwards "Oamlaiinua 1 Radioactive Effluents Release Rept." 
Jul-Dec 1776 

COUNalL.H 0 Northeast Utllttlee 79/03/01 Ip 


7703140317 Forwards monthly operating rept for Feb 1979 
MAYER, L D Northern States Power Co 79/03/13 tp 


770314031? Monthly operating rept for Feb 1779 

HUNSTAD.A A Northern State* I’'ow«r Co. 79/03/12. Spp 


7703260236 Forward* "Radiation Environ Monitoring Program. Annual Rept 
for 177B " 

MAYER, L □ Northern States Power Co. 77/03/2P ip. 


7903060508 IE Insp Rept 50-306/7B-21 on 701120-29 b 1303-06 
None amp 1 lance noted failure to follow procedure re 
nondestructive examination personnel <iua 1 if 1 cat ion b 
certification 

MARP. K D i DANIELSON, D H Region 3, Chicago, Reactor 

Construction b Engineering Support Branch 79/01/09 6pp 


7903070106 Forwards IE Insp Rept* SO-20S/70-22 b 30-306/70-32 on 
701212-14 No noncomp 1 iancB noted 

DAVIS. A B Region 3. Chicago. Fuel Facility b Materials Safety 

Branch 77/01/13 2pp 


7903070111 IE Insp Repts 30-202/70-22 b 30-306/7B-22 on 781313-14 No 
noncompliance noted Major areas Inspected routine environ 
protection 

OE9THANN, M J , EBBIO. T H Region 3. Chicago. Fuel Facility b 

Materials Safety Branch 79/01/10 6pp 


7903090003 Forwards IE Insp Rept 50-3O6/7B-24 on 701137-30 b 1301 No 
nottcompllance noted 

KEPPLER. d G Region 3, Chicago. Office of the Director 77/01/23 

2pp 


7903090004 IE Insp Rept 30-306/70-23 on 701129-30,1301 b 1230 No 
noncompl lance noted Major areas inspected surveillance of 
safety-related pipe sopporte b restraints 

YIN. I T, . DANIELSON. 0 H Region 3. Chicago, Office of the 
Director 79/01/19 lOpp 


7903130264 Forward* IE Insp Repts 30-202/79-03 b 30-306/79-02 on 
790115-17 No noncomp 1 lance noted. 

FIDRELLI.O Region 3, Chicago. Reactor Operations Nuclear Support 

Branch. 79/02/01 2pp 


7903130270 IE Insp Repts 3O--203/79-O2 b 30-306/79-03 on 790113-17 No 
noncamp I lance noted Major areas inspected training b 
retraining of licensed b unlicensed personnel, b licensed 
operator regual if 1 cation training program 

DANIELS. F T Region 3, Chicago. Reactor Dperatlons Nuclear 

Support Branch 79/01/31 3pp 


7903130477 Forwards IE Insp Repts 50-282/70-23 b 30-306/70-23 on 
761201-89 b notice of violation 

FiDRELLl.O Region 3, Chicago. Reactor Operations Nuclear Support 

Branch 79/02/01 2pp 


7703130400 Notice of violation from Insp on 701201-27 

FIDRELLI.O Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 77/02/01 Ip 


7703130482 IE Insp Rept* 30-802/70-23 b 30-306/70-23 on 7BI201-29 
Noncompl lance noted failure to follow test procedure 
FEIERABAND.C D . WARNICK, R F Region 3, Chicago, Office of the 
Director. 79/0t/26 9pp. 


7903220460 Forwards IE In*p Rept 30-202/79-01 b 30-306/79-01 on 
790102-31 b notice of violation 

FIDRELLI.O Region 3. Chicago, Reactor Operations Nuclear Support 

Branch 79/02/15 2pp. 


7903220463 Notice of violation from insp on 790102-31 

• Region 3. Chicago, Reactor Operation* Nuclear Support Branch 
79/02/14. Ip 


7903220470 IE Insp Rept* 50-203/79-01 b 50-306/79-01 on 790103-31. 
Noncompllance noted Insufficient measures to assure prompt 
corrective action b failure to establish insp program. 
FEIERABEND, C, 0 , MARNICK.R.F Regions, Chicago, Reactor 

Operations Nuclear Support Branch 79/03/14. 10pp. 


7903070475 Ack receipt of 790801 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-306/70-21. 

FIORELLtiG Region 3. Chicago. Reactor Construction b Engineering 

Support Branch 79/02/16 Ip 


790307047S Responds to NRC 790116 Ur re violation* noted In IE Insp 
Rept 50-306/70-81 Corrective actions test procedure will be 
revised to include 9oil composite grad* b past experience of 
two employee* was documented 

WACHTBR.L J Northern State* Power Co, 79/02/01. Dgp 

7903080342 Forward* IF Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

KEPPLER, d 0 Region 3. Chicago, Office of the Director 79/02/16 
ip. 


7903260230 "Radiation Environ Monitoring Program, Annua 1 Rept for 197B " 
WADLEY, 0 W Hate I ton Environmental Sciences Corp 79/03/06. 

Slpp. 


7903120217 LER 78-02 1 /Ol X- 1 on 70 1 1 2S: d ur 1 ng refue 1 Inp. loca 1 leak rata 
test revealed leakage through outer valve* in psnatration 
25A b 2SB« contalnnant purge In exce** of Tech Spec max. 

Caused by lnad«<iuBts seal at valve seat* Adjustment made, 

HONBTAD.A.A Northern Btates Power Co 79/03/07 Ip 


7903200410 Forward* LER 79-003/03U~0. 
MAYER, L O Northern State* Power Co, 


79/03/16 ip 


7903800416 LER 79-003/03L-0 on 790216* ovortemperatur* •umnlrg unit 
2TM-401B drifted b allowed high trip pressure Device 
recalibrated Device performance being evaluateif frequently. 
HUN9TAD, A A Northern States Power Co 79/03/16. tp. 


DOCKET 50-309 Maine Yankee Atomic Power Plant 


7903230039 Forward* Federal Register notice amending iOCFR73 BS. 
"Requirement* for Physical Protection of Lleeniid Actlvitie* 
in Nuclear Power Reactors Agalnet Industrial Sabotage. " to 
defer employee pat-down tearche* until 790801 
DENTON, H. R Office of Nuclear Reactor Regulation 79/02/23. 


ip. 


7903120210 Forwards LER 78-021/01 X-1 . 

HAVER, L.O Northern State* Powar Co 79/03/07 Ip 
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DOCKET 110-309 M«ln» Tank** Atodiic Power Plant 


7903300129& Faruards nadlfjed phtjilcal tecvrlty plan Plan withheld 
{pe# lOCFfla 790) 

OROCEi R H Kaine Yankee Abonlc Power Ce 79/03/83 Ip 


7903190?aa Raqueeti copg of ufcll retpenei to NRC 790S05 Ur re failure 
of hal f-capac Uv nain traniforner at facility 
• Affiliation Unknown 79/03/18 Ip. 


7903140828 Foruardt rtvietd vertiene Entry-Control Sys Handboakr 
8AND77-l033Mn true ton Detection Eye Kandbaek< SANDTA—OSOAf I< 
Barrier Penetration DatahaeeiNUHEO/CR-OlBl H/o end. 

HlLLERi J R Dlvition of Operatlnp Reactor*. 79/01/09 Spp 


79031S0S35 Forward* staff reeoflincndatlan* re general contenti of 
Offlit* Das* Calculation Manual to be eubisltted w/proposed 
radlologlcel effluent Tech Spec* 

ORIMESiD.K Aeslstant Director for Engineers t< Projects 
79/01/lB 4pp. 


7903140499 Requests description of transformer failure cause b sequence 
of events associated w/failure of tuo half-capacity nain 
transformers Requests assessment of why offsite pouer was 
unable to pick up station loads 

RElfriR H. Operating Reactors Branch 4 79/08/09 2pp 


7903090877 Provides info re pip* crack* in chemical vol control dut to 
escesslvt charging pump vibrations Plant records review 
showed positive displacement auelllary charging pump has 
operatsd for 39-h since plant was completed 
OROCEiR.H Maine Yankee Atonic Power Co 79/02/14 Spp. 


790327099A "Containment Pressure Model for Maine Yankee ECCS 
Performance Evaluation " 

OUIHOD.P J . SCKQRivI i TURHIOE. U C Maine Yankee Atomic Pouer Co 
79/02/87. a7pp 


7903800076 Forwards Amend 44 to Llcens* DPR-36 b notice of Issuance b 
avallabil Ity. 

RElDiR. If Operating Reactor* Branch 4 79/08/83 Spp 


7903880003 Amend 44 to License DPR~3b incorporating security plan into 
license condltioni 

RElDiR H Operating Reactors Oranch 4 79/08/83 Spp 


7903280089 Motica of issuance b availability of Amend 44 to Licinse 
□PR-36 

FAIRTILBjM 8 Operating Reactors Branch 4 79/08/83 Spp, 


790314033b Notification of 790880 meeting u/ME Yankee Power Co to 
discus* NRC Tsvteu of spent fuel pin storage concept 
NELEONiC Operating Reactors Branch 4 79/08/86 Ip 


7903070214 Forwards 9-traekrBOO BPI tape w/record length of 160 
charac ters/r scord b 80 records/block containing 
neteorologlca 1 data for Oan-Dec I97B Format b description of 
data on tap* also end W/o taps 

QRDCEt R H. Maine Yankee Atomic Power Co. 79/03/01 4pp 


7903S9D047 Confirms 790306 meeting to dlseusi dosimetry records 
maintained under Ifcense DPR-3i DPR-83i DPR-SDi b DPR-36 
EMITHiO H Region 1< Ph 1 ladelph lai Office of the Director 
79/03/Oi IP 


7903820181 Forwards proposed mods to radiological effluent Tech 0pacs b 
draft Offsite Dose Calculation Manual 

VANOENBUROHi 0 E Maine Yankee Atomic Power Co 79/03/19 79pp 


7903270941 AcV receipt of NRC 790117 accepting ECCB evaluation modal 
for LOCA analysat Future licensing calculations win usa 


7903120S1D Forwards IE Insp Rept 90-309/78-23 on 7B1218-8i b notici at 
vlolat Ion 

BRUNNERiE J Ragion 1< Ph i ladelphiai Reactor Operations Nuclear 

Support Branch 79/01/19 2pp 


7903120913 Notice of violation from Insp on 781818-81 

• Region ti Philadelphia* Office of the Director 79/01/16 

Ip 


7903180916 IE Insp Rept 90-309/76-83 on 781218-81 Noncomplianc* noted 
failure to properly control safety-related jumpors/bypasees 
LAZARUBi N J Region 1> Philadelphia* Reactor Operations Nuclear 

Support Branch 79/01 /16 1 Ipp 


7903120498 Forward* IE Insp Rept 90-309/79-01 on 700808-10 Na 
nortcomp 1 lance noted 

BMITKiO H Region 1* Philadelphia* Fuel Facility b Materials 

Safety Branch. 79/01/29 3pp 


7903180928 IE Insp Rept 90-309/79-01 on 790008-10 No noncomplfanci 
noted Major areas inspected contains results of an effluent 
sample split bstween licensee b NRC 

KOTTAN* J J I STOHR* J P Region 1* Philadelphia* Fuel Faelllta I 

Materials Safety Branch 79/01/83 4pp ' 


>903060649 Forwards IE Info Notice 79-03* "Limi torque Valve Otared 
Llm.lt Switch Lubricant '' 

DRIER* B H Region li Phi ladelphiai Office of the Director 
79/08/09 Ip 


7903080431 Forwards IE Info Notice 79-04* "Degradation of Engineered 
Safety Features " 

CRIER*B H Region li Phi Isdelphia* Office of the Director 
79/08/16 Ip 


7903080901 Informs recipients of IE Bulletin 79-01* "Environ 
Qualification of Class IE Equipment*" dtd 790808* that valve 
limit switch identified as NAMCO Model 63CML should read 
8L3CML 

ORtER<B H Region 1* Philadelphia* Office of the Director 
79/08/87. ip 


7903190284 Forwards "Effluent b Uaste Disposal Semiannual Rep t* tfulu'OeE 
J97B " 

OOHNSONiN P Maine Yankee Atomic Power Co 79/08/88 tp 


7903190886 "Effluent b Matte Disposal Semiannual Rept* Vuly-Dec 1970 > 
* Maine Vankte Atomic Pouer Co 76/18/31 Bpp 


7903190397 Forwards monthly operating rept for Feb 1979 
MOODY* D. E Maine Yankee Atomic Power Co 79/03/12 tp 


7903190863 Monthly operating rept for Feb 1979 

BiiBDRENi R M Maine Yankee Atomic Power Co 79/03/18 9pp 


7903120889 Forwards LER 79-003/03L-0 

HOOD* E C. Maine Yankee Atomic Power Co 79/08/88, Ip 


7903120834 LER 79-003/03L-0 on 790887, Channol A sigma meter relay 
setpoint drifted approx I peig below requirod actuation 
setpoint Caused by instrument drift Setpoint has been 
changed 

ANDEREDN* P L Maine Yankee Atomic Power Co. 79/08/88 Spp 


7903190881 Forwards LER 79-00S/O3L-0 

UOOOiE C Maine Yankee Atomic Power Co 79/02/28, tp 


' 7903190889 LER 79— 002/03L-0 on 790286 during test of roactoT protlllln 
systsat of relay contact* on reactor trip matrix relay* did 
not open reliably upon daenarg 1 zatlon of relay Cause 
undetermined. Paul ty contacts replaced 

ANDERSON* P L Maine Yankee Atomic Power Co 79/08/88 Spp 


'03090329 Provides Info requested in NRC 790809 Itr re failure of blif 
tilt main transformers 

MOODY* D E Maine Yankee Atomic Power Co, 79/03/02 6pp. 


03190299 Forwards LER 79-004/03L-0 

WQODiB, C, Maine Yankee Atomic Power Co 79/03/13 Ip 


7903190266 LER 79-004/03L-0 on 790283 Channel C MCD indicetion f*r 
Incore tilt b positive b negative SOTC limits were reading 
more nagatlva than other channtls. Caused by failed -flS volts 
DC power supply. Unit repleced, 

ANDERSON* P L Nain* Yankee Atomic Power Co. 79/03/13 ip 
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DOCKET 50-309 Maine Yankee Atomic Poiuer Plant 


790321O1S1 Provides RO 79-005/01X-0 Shoui cause order received 790313 
requiring cold shutdouin ulthin A8-h due to potential 
piping deficiencies in safety sys Facility shall be shutdoun 
coaled ulthin required time period 
UaODi E C Maine Yankee Atomic Power Co 79/03/14 Ip 


7903270519 Forwards LER 79-005/01 X-0 

HODOi E C Maine Yankee Atomic Power Co 79/03/S0 ip 


7903270525 LER 79-OO5/OiX-0 on 790313 order to show cause issued due 
to potential piping deficiencies in safety-related sys 
Since plant is now in cold shutdown> def Ic lenc ies no longer 
present safety concern 

ANDERSON' P L Maine Yankee Atomic Power Co 79/03/20 ip 


SOCKET 50-311 Salem Nuclear Generating Stationi Un 1 1 2 


7903060563 Provides info to assist in determining proper operating 
license fee for facility which util be ready for operation 
In Mar 1979 

PARfi.O D Light Water Reactors Branch 3 79/02/01 2pp 


7903020148 Transcript of 226th general meeting held 790208 in 
Washington' DC Discussed operating license application Si 
DabcDck-20S std nuclear steam supply sys Pp 1-126 

CARBON. M W ' PLEBSET. M S < EDERSDLE, J ACRS - Advisory Committee on 
Reactor Safeguards 79/02/08 182pp 


7903050328 Forwards list of incomplete preop era ti oral tests ti other 
items for which deferment is indicated until after core 
1 oad Ing 

MITTL'R L Public Service Electric t< Gas Co of New Jersey 
79/03/13 7pp 


7903070105 Notice of site visit on 790230-22 to discuss seismic 
qualification of safety-related equipment % perform site 
aud i t 

DROMERICK.A Light Water Reactors Branch 3 79/02/13 2pp 


79D3D90199 Summary of 790208 ACRS Committee meeting to discuss 
application for operating license Concluded committee would 
urlte favorable Itr 

DRDMERICR'A Light Water Reactors Branch 3 79/02/13 3pp 


7903190567 Permits withholding of proprietary rept “Fuel Grid Impact 
Loads for Salem Unit 2" dated 790112 (ref IOCFfi2, 790) 

PARR' D D. Light Water Reactors Branch 3 79702/26 2pp 


7903160018 Notification of 790303 meeting w/Publlc Bvc Electric tt Gas 
to discuss Tech Specs, 

DRDKERICK. A U Light Water Reactors Branch 3 79/02/27 2pp 


7903270616 Forwards NURE0-0S33i "Summary of Operating Experience u/ 
Recirculating Steam Ceneratorsi " which focuses oil recent 
problems u/degradatlon Believes continued plant operation 
does not constitute undue risk 

EISENHUTiD 0 Assistant Director for Bystoms fc Projects 
79/03/02 3pp 


7903120333 Forwards response to NRG request for addi Info re aufflelont 
auxiliary feedwater in event of tornado missile strike 
(Question 1 41 >i equipment qualification (Question 41 liParts 
1 through 81 ti updated pages to F8AR App D 
iiITTLi R L Public Service Electric ii Gas Co of New Jersey 
79/03/06 33pp 


79031303B4 Forwards "NAMCO EA-IBO Limit Switch Qualification Rept" it 
Automatic Switch Co test rept AQS2167B/TRi par NRC 790306 

Itr. 

NlTTLiR L Public Service Electric li Gas Co of New Jersey 
79/03/06 Ip 


7903130390 Qualification tests of solenoid valves by environ exposure 
to elevated temp, rad la tloni seismic simulation! vi bra t ion 
endurancai acc Ident radiation ti LOCA simulation 

• Public Service Electric ti Gas Co of New Jersey AO021678/TR, 
79/02/08 275pp 

7903130397 "NAMCO EA-iBO Limit Switch Oual 1 Pica t Ion Rept " 

e public Service Electric {< Gas Co of New Jersey 70/09/05 

60pp 

7903220412 Summary of 790303 meeting w/utll t, Westlnghouse re App A 
Tech Specs (. Identification of addl mod to standard Tech 
Specs for Uestinghouse PURs Attendee list end 
DROMERtCK'A Operating Reactors Branch 3 79/03/07 3pp 


7903130422 Submits updated responses to request for addl Infd re 
containment purge pressure Info will ba incorporated into 
FSAR In amend to application Teat procedure for performance 
of feedwater hammer test also cnc 1 

KITTL' R L Public Service Electric & Oas Co of New Jersey 
79/03/OB llpp 


7903270503 Responds to 790226-28 meeting request for addl info re 
selscnic qual ( f icatl on data on e 1 act r lea L. Instrument abion (k 
mechanical components 

MITTLiR L Public Service Electric fc Oas Co of New Jersey 
79/03/23 35pp 


790330OS57 Forwards lilt of Incomplete preop era 1 1 ocial tests 4c items for 
which deferment until after initial fuel loading is 
anticipated, 

MITTL' R L Public Service Electric gi Oas Co of New Jersey 
79/03/20 0PP 


7903200934 Forward* response to environ qualification items listed In 
Section 8 98 of SERi Suppl 3 Discusses electrical aqulpmenti 
including elec tr leal terminal blocks.elactrlcal cab las. 
motor-operated valves tc fan coolers 

MITTL'R L Public aervlcB Electric b Oas Co of New Jersey 
79/03/16 i6pp 


7903080224 Forwards copies of responses to 790119 request for addl Info 
re fire protection review U/2 aversiied drawings 
LIBRIZZI'F P Public Service Electric 4t Oas Co of New Jersey 
79/03/02 9pp 


7903230151 Forwards contingency plan revising Chapter 9 of security 
plan Identifies security measure* for physical protection of 
facility Withheld <ref 10CFR2 7901 

LIBRIZZI'F P Public Service Electric fc Oat Cn of New Jersey 
79/03/19 2pp 


7903090015 Opposes operating license on two grounds no solution 
to waste problem b no need for power demonstrated Mentions 
various factors to be considered before licensing should 
be granted 

BERRVHILLi-F Coalition for Nuclear Power Plant Postponement 
79/01/30 ip 


7903230109 3pp OSes storage of spent f uo 1 1 en 1 erg omen t of spent fuel 
pools It any storage tel thin the Township of Lower Allouays 
Creek' NJ Requests programs for permanent disposal outside 
Township 

DONELBCINiS CT Lower Allouays Creek. NJ 79/02/16 3pp. 


7903290206 Forwards resolution by Lower Alloways Creek Touniihip 
Committee against expansion of Increased spent fuel storage 
at Salem (• Hope Creek nuclear plants 
UTLLIANS.H A Senate 79/03/13 4pp 


7903080189 Forwards ANI Binder EB-72 << MAELU Binder XD-72 re secondary 
financial protection for plant. 

LIBRIZZI'F P, Public Service Electric tt Oas Go of New Jersey 
79/02/22 tlpp 


7903140495 Forwards ACRS “Rept on Salem Nuclear Oenerattng Qtatioit 
Unit 2 " 

PARR'D 0 Light Hater Roactors Branch 3 79/02/26 8pp. 


7903140502 Rept* on facility application Notes four outstanding Issues 
L six items requiring addl documantation. Recommends 
implementation of Reg Guide 1 197 Concludes plant can be 
operated at up to 3i 4i 1 MHt 

CARBON'H W ACRE - Advisory Committee on Reactor Safeguards. 
79/02/15 4pp 


7903200099 Forwards revised Page 3 af ACRE rept dtd 79021 9. H/enc 1 
tranimittel Itr dtd 790226 

PARR' 0. D Light Heter Reactor* Branch 3 79/03/01 3pp. 


7903200102 Forwards revised page thrae' of ACR8 rept dtd 7902fS. 
FRALEV'R F, ACRS - Advisory Committee on Reactor Safeguards. 
79/03/22 2pp 


7903060641 In response to 790110 Itr re discharge of employea who had 
made statements to NRC inspector R util representatives re 
allegad poor quality of painting worki advi see that employe* 
not fired h further invest igation not warranted 
OOSStCKiL. V Office ef the Executive Director for Operations. 
79/02/12 3pp 


7903060644 Requests update ra firing of eaiployse by Public Sve Electric 
L Oas. 

HUGHES' H J House of Rep. 79/Ol/iO Ip. 




DOCKET 50-311 Nuclear Oeneratinj Otation, Unil 2 

7903060652 Dlttuaeaa dl*char<)* of employee for allegedli; nallris falee 
ctateninte lo NRC inspector 

SHEHIWKEfihR E . RE1NP1UTH.0 M . MOBELEy. N C Division of Reactor 
Construction Inspection 73/05/12 Ip 


7903140303 IE Insp Ropts 90-311/79-05 on 790108-10 No noncompHanet 
noted Major areas inspected fire prevontion/protoc tlon 
program including work -ton tool proeeduresi design-change 
controls ti emergencv shutdown procedures 

OAGErL U I KaLTAYpP • EBNETERi S Region 1. Philadelphia, 

Reactor Construction i Engineering Support Branch 79/01/85 9pp 


7903000321 Forwards ''Evaluation of Reactor Coolant Sya Considering 
Subcompertment Pressur I latlon Following a LOCA, " in response 
to requests for addl Info Updates «< supersedes 760118 rapt S< 
includes info re reactor vessel supports 

MITTLiR L Public Service Electric t< Gas Co of New Jersey 
79/03/06 ip 


7903000326 "Evaluation of Reactor Coolant Bgs Considering 
BuheoiBpartment Presiuri lation Following a LOCA " 

• Public Service Electric & Oas Co of Hew Jersey 79/03/06 
99pp 


7903140054 Forwards IE Insp Repts 50-278/70-29 4i 50-311/78-94 on 
701217-790113 No non c omp 1 i anee noted 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/01/29 2pp 


7903140066 tE Imp Repts 90-278/70-29 «, 50-311/73-54 on 781217-790113 
No noncompllance noted ilajor areas inspected facility tour, 
log ti record reviews, fol louup on previous insp Iteiris 6 
preopera t tona I QA 

NORRHOLH.L J > KEIMIG.R R Region 1> Philadelphia. Reactor 

Operations Nuclear Support Branch 79/01/25 i3pp 


7903160139 Forwards forms reporting total amount of water diverted Prom 
wells each aenth & chloride analysis of water from wells for 
quarter ending 7B1231 

MIDURAiH J Public Service Electric (< Gas Co of Mew Jersey 
79/03/09 3pp 


7903060572 Forwards IE Insp Rapt 90-31 I/7B-41 on 781102 6 notice of 
violation Notice of violation withheld (ref 10CFR2 790) 

MARTIN, H 0 Region 1. Philadet phla. Bafaguards Branch 73/12/19. 

2pp 


7903140013 Forwards IE Insp Repts 90-278/70-31 ti 50-311/78-51 on 
701811-13 & 19-21 No noncompliance noted 

CARUSONiR T Region 1, Philadelphia. Reactor Construction t< 

Engineering Support Branch 79/01/31 2pp 


7903140019 IE Insp Repts 50-872/70-31 t, 90-311/70-91 on 701211-13 t 
19-21 No noncompl lanes noted Major areas inspected piping 
post-ueld heat treatment practices, tost procedures for 
containment structural integrity test t< plant insp tour 
TOTHiA 0 . BATEMAN, N N > HCGAUQHV. R U Region 1. Ph i ladelphle. 
Office of the Director 79/01/30 15pp 


7903060973 IE Insp Rept 50-311/78-41 on 701102 Noncompllance noted: in 
BNM protection area Rept withheld irtf 10CFR8 7901 
ROGERS. K Region 1. Philadelphia. Office of the Director 
DEULIN. J Region I, Philadelphia. Safeguards Branch. 70/12/14 

ip 


7903140621 Forwards IE Insp Repts 90-872/79-04 t< 50-311/79-08 on 
790104-09 No noncompllance noted 

CARLBQN.R T Region l. Philadelphia, Reactor Censtruetton b 

Engineering Support Branch 79/01/31 Spp 


7703080010 Forwards IE Insp Ripts 50-272/70-80 b 50-311/78-47 on 
781119-1216 No noncotnpliance noted 

BRUNNER. E J Region I. Philadelphia. Reactor Operations Nuclear 

Bupport Branch 79/01/10. 2pp 


7903000029 IE Insp Repts 50-272/70-20 & 50-311/70-47 on 761119-1216 No 
noncompl lance noted Major areas inspected log b records, 
plant cleanliness. Ileansee event followups. IE circulars, 
followup on previous insp Itemsitest procedures tc training 
NORRHOLM.L J . NICHOLASjH H . HEIHIG. R R Region 1. 

Phi ladelph la. Reactor Operations Nuclear Support Branch 79/01/19 
BOpp 


79030701S9 Forwards IE Insp Rept 90-311/70-96 on 701220-82 No 
nonEompltanc e noted 

BRUNNERiE.J Region 1. Philadi Iphta. Reactor Operations Nuclear 

Support Branch 77/01/18 Spp. 


7903140684 IE Insp Repts 90-878/79-04 b 50-311/79-08 on 790104-06 No 
nancomp 1 1 anc 9 noted Major areas inspected corrective action 
on post-ueld heat treatment b practices 

DORR.J 1 EBNETER.S D Region 1. Philadelphia. Reactor 

Construction b Engineering Bupport Branch 79/01/17 4pp 


7903140009 Forwards IE Insp Rept 50-311/79-07 on 790119-17 
No noneemp Itance noted 

CARLSON. R T Region 1. Philadelphia. Reactor Construction b 

Engineering Bupport Branch 79/08/01 Spp 


7903140089 IE Insp Rept 50-311/79-07 on 790119-17 No noncoeipUanie 
noted Major areas inspected quality verification records for 
tlectrlcal relay coordination study . 1 Icansee imp lementat i an 
of design changes 

TOTH. A D . CERNE. A C . HCOAUOHY. R U Region 1. Philadelphia. 
Office of the Director 79/01/31 7pp 


7903070163 IE Insp Rept 90-311/70-96 on 761280-38.No noncompllance 
neteil Major areas inspseted insp of new fuel receipt. Insp b 
storage b praparatloni for initial fuel loading 
KAUHANtO Region 1. Philadelphia. Office of the Director 
CAPHTON.D L Ragion t. Phi Isdelphia. Reactor Operations Nuclear 

Bupport Branch. 79/01/11 9pp 


7903090310 Forwards IE Insp Rapt 50-311/76-53 on 701226-89. No 
noncompllance noted, 

BRUNHERrE.J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/01/10 Spp 


7903090385 IE Insp Rept 30-311/70-53 on 701826-29 No noncompllance 
neted.Mijor areas Inspected. containment integrated laak rata 
teat b licensee action on previous insp findings 
SMITH. T H . GRAHAM. D , CAPHTON.D L. Region 1, Philadelphia, 
Reactor Operations Nuclear Support Branch 79/01/17. 6pp 


7903120457 Forwards IE Insp Rap Is 90-872/79-01 b 90-311/79-01 on 
790103-09 No noncompllance noted 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 

Suoaort Branch 7q/Ai/84 Spp 


7903210016 Forwards IE Insp Rept 90-311/70-59 on 701219-81 No 
noncompl lance noted 

8H1TH.0 H Region 1. Ph 1 ladelphie. Fuel Facility b Materials 

Safety Branch 79/02/05 Spp 


7903210017 IE Insp Rept 90-311/78-99 on 701219-21 No nonCCmp liancr 
noted, Major areas Inspected preoperatienal environ 
monitoring programs 

BHAN5AKY.M M , JACKSON, T 0 . BTOHR. J P Region t. Philadelphia. 

Fuel Facility b Materials Safety Branch 79/02/02 6pp 


7903210010 Forwards IE Insp Rept 50-311/79-04 on 790108-18 No 
nancomp 1 lance noted 

BRUNNER.E J Region 1. Philadelphia. Reactor Operations NueUar 

Bupport Branch 79/08/06 2pp 


7903210013 IE Insp Rept 50-311/79-04 on 790108-12 No noncamp lianei 
noted Major areas inspected administrative controls. owner 
organl lat Ion. ensl te operations. procedures b facility tour 
BAUNACK.W H. . CONTE. R. J . KISTER.H B Region 1. Philadelphll. 

Reactor Operations Nuclear Support Branch 79/02/05 i4pp 


7903200442 Forwards lE Insp Rept 50-311/79-09 on 790183-26 

BRUNNER.E Region 1. Philadelphia, Reactor Operations NucKir 

Support Branch 79/02/07. 2pp. 


7903200447 IE Insp Rept 50-311/79-09 on 790123-86 No noncomp 1 1 ante 
noted Major areas Inspected oysrall prtoparational test 
program tc plant tour 

MCMATT.T 0 . NICHOLAS. H H , CAPHTON.D L Region 1. 

Philadelphia. Reactor Operations Nuclear Support Branch 79/02/06 
7pp 


DOCKETED SERIES 


DOCKET 30-311 Salem Nuclear Oensrating Statiorti Unit 2 


7903060621 Forwarits IE Info Notice 79-03, ''Limitorqoe Valve Oearcd 
Limit Sultch Lubricant " 

0RIER>B K Region 1, Philadelphia, Office of the Director 

79/02/09 Ip 


7903070117 Ack receipt of 790123 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-272/70-30 6 
30-311/78-52 

SMITH.G K Region 1, Philadelphia. Fuel racilltg «< Materials 

Sofetg Branch 79/02/09 Ip 


7903070130 Responds to NRC 790102 1 tr rs Violations noted in IE Insp 
Repts S0-272/7B-30 t. 30-311/78-52 Corrective actions 
required safety analgsls nou rovleuied t< radioactive uaste 
compacting noiu done la/ssposure permit 

SCHNEIDER, F U Public Service Electric <4 Oas Co of Neu Uerseg 
79/01/23 6pp 


7903070132 Forwards IE Insp Repts 30-272/70-30 It 30-311/70-32 on 
781212-13 & notice of violation 

SMITH.O H Region 1, Philadelphia, Fuel Facllitg tk Materials 

Safety Branch 79/01/02 3pp 


7903070176 Notice of violation from insp on 791212-15 

a Region 1, Phi ladelphia, Fuel Facility & Materials Safety 
Branch 78/12/28 2pp < 


7903070181 IE Insp Repts 30-272/78-30 b 30-311/78-32 on 701212-13 
Noncompl lance noted liquid uaste disposal sys changed u/o 
safety eva luatl on, compac tor operator exposed u/o suitble 
radiation measurement It no monitoring during compacting 
UHITE.U R , CROCKER, H U Region 1, Philadelphia, Fuel Facility 

ft Materials Safety Branch 78/12/26 14pp 


7903130239 Ack receipt of 790116 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Rept 30-311/70-46 
Discusses understandings re strain gage commitments 
CARLSON, R T Region 1, Philadelphia, Reactor Construction & 

Engineering Support Branch 79/02/09 2pp 


7903130243 Responds to NRC 781219 Itr re violation noted in IE Insp 
Rept 30-311/70-46 Corrective actions strain gage 
measurements not considered formal part of structural 
Integrity test Tech Specs uere relaxed In 781208 revision 
MARTIN, T J Public Service Electric ti Oas Co. of Neu Jersey 
79/01/16 2pp 


7903130247 Foruards IE Insp Rept 30-311/78-46 on 7Bll2t)“22 6 notice of 
violation 

CARLSON, R T Region 1, Philadelphia, Reactor Construction t< 

Engineering Support Branch 78/12/19 2pp 


7903130290 Notice of violation from insp on 701120-22 

» Region 1, Philadelphia, Reactor Construction Si Engineering 
Support Branch 70/12/13 ip 


7903130293 IE Insp Rept 90-311/78-46 on 701120-22 Noncomp 1 lane e noted 
failure to Implement instrumentation check-out procedure 
for containment strain gages 

TOTH.A D , UALTON.O A , MCOAUOHY. R H Region i< Philadelphia. 

Reactor Construction S< Engineering Support Branch 78/12/13. 9pp 


7903300006 Foruards IE Insp Rept 90-311/79-00 on 790122-30 No 
noncompl lance noted 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/02/14. 2pp 


7903300007 IE Insp Rept 90-311/79-00 on 790122-30. No noncompliance 
noted Major areas inspected facllitg procedure scope, plant 
manual operating instructions, facility procedure format ti 
content of plant operating procedures 

QAUNACK, U H , CONTE, R J , KI6TER, H. 0 Region li Ph 1 ladelphia. 

Reactor Operations Nuclear Support Branch. 79/02/13 12pp 


7903080391 Foruards IE Info Notice 79-04, ''Oagradatlon of Engineered 
Safety Features " 

ORIEftiB.H Region li Philadelphia, Office of the Director 
79/02/16 Ip 


7903140064 Ack receipt of 781120 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Rept 90-311/78-26 
CARLSON, R T Region 1, Philadelphia, Reactor Construction fc 

Engineering Support Branch 79/02/16 Ip 


7903140079 Confirms eomplation of heat treatment procedure testing 
Concludes heat treatment had no detrimental effect on 
piping 

MARTIN, T J Public Service Electric Si Oas Co of Neu Jersey 
78/11/20 3pp 
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79031400B3 Responds to NRC 760627 Xbr re violation noted in IE Insp 
Rept 30-311/78-26 Corrective actions revleued field 
procedures, heat treatment records & stress calculation, & 
nondestructive examination of sample joints 

MARTIN, T J Public Service Electric & Oas Co of Neu Jersey. 
79/02/09 2pp 


7903300324 Forwards IE Insp Rept 90-311/79-03 on 790108-12 6 19-19 No 
none amp 1 lane e noted 

BRUNHERrE J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/02/16 2pp 

7903300328 IE Insp Rept 30-311/79-03 on 790108-12 U 13-19 No 
none omp 1 1 anc e noted Major areas Inspec ted. opera tional OA 
prog ram 

KEHOE.D V > NAPUDD.O . KISTER.H B Region 1. Philadelphia, 

Reactor Operations Nuclear Support Oranch 79/02/13 23pp 


7903130539 Ack receipt of 7902-02 Itr Informing NRC of steps take-n to 
correct violations noted in IE Insp Rapt 50-272/78-28 t< 
30-311/78-47 

DRIER. U H Region 1, Philadelphia. Office of the Director 

79/02/20 Ip 


7903130370 Responds to NRC 790110 Itr re violations noted In IE Insp 
Repts 30-372/70-28 J< 90-311/78-47 Corrective actions, tost 
engineers required to porform field insp of all POTT sys t< 

Items tagged u/orangs tags 

MARTIN.T J Public Service Electric & Oas Co of NeU Jersey. 
79/02/02 3pp 


7903130379 ForuiardS IE Insp Repts 90-272/78-28 it 90-311/78-47 on 
781119-1216 ft notice of violatlo-n 

BRUNNER, E J Region ti Philadelphia, Reactor Operatlans Nuclnor 

Support Branch 79/01/10 2pp 


7903130389 Notice of violation from Insp on 781119-1216 

» Region 1, Ph 1 1 ado 1 ph la. Reactor Operations Nuclear Support 
Branch 79/01/09 2pp- 


7903130396 IE Insp Repts 50-272/78-28 it 90-311/78-47 on 701119-1216 
Noncompklance noted failure to identify status of 
turned-over equipment & components at Unit 1. 

NOBRHOLM. L J Region i. Philadelphia. Reactor Operations 

Nuclear Support Branch 79/01/0? SOpp 


7903080499 Informs recipients of IE Bulletin 79-01, “Environ 
Qualif icatton of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model SSCML should read 
SL3CML 

DRIER, B 11 Region I. Philadelphia, Office of the Director 
79/03/27 Ip 


7903120209 Reepondf to IE Qullotin 79-01, "Environ Quol I# i cation of 
Safety-Related Electricpl Equipmont at Nuclear Power 
Plants " Outlinei changes to be made at first refueling 
outag e 

SCHNEIOERiE H Public Sarvico Electric it Oas Co of Neu Jarsey. 
79/03/06 9pp. 


7903280021 Foruards IE Bulletin 79-03. “Pip* Support Base Plato Designs 
Using Concrete Expansion Anchor Dolts ” 

QRIER.D H Region I. Philadelphia, Office of bho Direebor 
79/03/Oa Vp. 


7903120321 Foruards monthly rept for Jan 1979 for industrial waste 
treatment plant 

MIDURA.H. J Public Service Electric «< oas Co. of New Jersey 
79/02/14 3pp 


7903120213 Foruards wastewater treatment rept for Jan 1979 for sewage 
treatment plant 

MIDURA.H J Public Service Electric t< Oas Co of New Jersey 
79/02/19. 2pp. 


7903120219 Forwards discharging monitoring repts for Jan 1979 Hatls 
removed from main circulating water % collected on traveling 
screens have been deposited at Quinton landfill. 

MIDURA. H J Public Service Electric << Oae Co of New Jersey. 
79/02/28 i4pp 


7903160097 Forwards monthly operating rept for Feb 1979, for Industrial 
uaste treatment plant 

MIDURA.H J Public Service Electric 6 Oas Co of New Jersey, 
79/03/01 2pp. 


7903270492 FoTwards westeweter treatment rept for Feb 1979. 
MIDURA. H J. Public Service Electric << Oas Co of New Jerssy 
79/03/09 2pp. 



se docketed SERIES 

DOCKET 50-3li Salffni Nuclear Ostieratiog Station. Unit 2 7903l‘?0520 Forwards IE Info Notice 79-04, "Degradation of Englneeril 

____ — — — Safety Features “ 

ENQELKEN. R H Region Sr San Francisco. Office of the Director 
79033704S9 Forwards discharge monitoring repta for Fed 1979 79/08/(6 if 

HtDURA.H J Ptililic Service Electric t, Sas Co of Niu Jerseg 
79/03/U 14pp 

7903100484 Act receipt of 790314 Itr informing NRC of steps talen to 
correct vioJatlons noted In IE Insp Rept 50-313/7B-S3 
ENQELKEN. R H Region S. Ban Francisco. Office of the Director 
DOCKET 5-0-312 Rancho Seco Nuclear Generating Station 79/02/87 Ip 


7933230035 Forwards Federal Register notice amending 10CFR73 S3. 
"Retiuf renants for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage.'* to 
defer emploiiee pat-doivn eearches until 790B01 

OENTON. H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7933020330 Forwards internal cash flpui projection for 1979. balance 
sheet 4( statement of net revenue as of 701231. & projecte-d 
net revenues for 1979 budget gear 

HATTlNOSi J J Sacramento Municipal Utility District 79/02/86 

app 


79032901S6 Forwards "Annual Rept I97S " 

aUBRE. R P Sacramsnto Municipal Utility District 79/03/86 ip 


7903890161 "Annual Rept 1979 " 

e Sacramento Municipal Utility District 79/03/86 80pp 


7903140228 Forwards revised versions Entry-Control Sys Handbook. 
BAN077-1033J Intrusion Detection Bys Hendbeot. SAND76-09S4 j b 
Barrier Penetration Database. NUREO/CR-OISI U/o end 
HILLER, JR Dlvlslan of Operating Reaetors 79/01/09 3pp 


7903120B33 Forwards staff recommendations re general contents of 
Offsite Does Calculation Manual to be submitted w/proposed 
radiological effluent Tecli Specs. 

ORIMESi B K Assistant Director for Engineers b Projects 
79/01/19 4pp 


7903180161 Minutes of 8ubeem.niittee on Plant Arrangements meeting held 
in Hashingten. DC on 7B1025 to dlscusi review of Test Action 
Plan A-17i "Sys Interaction in Nuclear Power Plant" b Zion 
Station Interaction study H/Federal Register notice 
a ACR8 - Advisory Coomittee on Reactor Safeguards 79/01/19 27pp 


7903800138 Forwards Amend 87 to Licenea DPR-S4 b notice of iseuance b 
availability 

REIDjR Id operating Reactors Branch 4 79/02/23 3pp 


7903230132 Amend B7 to License tfR-S4. Incorporating current physical 
security plan into license 

REID.R H Opera-ting Reaetors Branch 4 79/02/83 2pp 


79032-00135 Notice of issuance of Amend 27 to License DPR-94 
FAIRTlLEi M B Operating Reactors Branch 3. 79/02/23 3pp 


7903060874 Responds to NRC 781115 ra^ueit that Tech Specs be revised to 
include requlremente of NUREO-0478 Submittal will be delayed 
until 790519 

MATTI-MOE, J. J Sacramento Munidpal Utility District 79/02/27. Ip 


7903860360 Raspondt to 771815 reviaw of pote-ntlal boron dulution 
Incidents. F8AR analysis still represents most limiting caia, 
Based on this responsoine further eetion is necessary 
RElDiR W Operating Reactors Branch 4 79/03/01 Spp 


7903800355 In response to 790124 reguest. forwards addl Info ra util's 
proposed Class II Lnstrumentation nod Cable routing b 
■qulpment location will be submitted by 790701 Requests 
commints within 30 days 

MATTIMOE.J J Sacramento Municipal Utility District 79/03/15 

2pp. 


7903093001 Forwards IE Insp Rept 50-312/79-01 on 790105-10 No 
nonconpliance noted 

CREWS, J L. Region 5. San Francisco. Reactor Operations Nuclear 
Support Branch. 79/02/02 2pp 


7903090002 IE Insp Rept 50-318/79-31 on 790105-10 No nonecnp I lance 
noted.Major areas inspacted. reportable occurrences Involving 
water hanneriloss of integrated control ays b eaceislve 
cooldown rate. 

FAULKENBERRY.B , JOHNSON, A. D. . MILLER.LF. Region 5. San 
Francisco, Reactor Operetlone Nuclear Support Branch, 79/08/01, 
App 


7903070448 Act receipt of 790202 Itr informing NRC of steps taken to 
correct violations contained In notice of violations dtd 
790110 

NORDERHUOtL R Region 5, San Francisco, Safeguards Branch, 

79/02/16 Ip 


7903130429 Responds to NRC 790124 itr re violations noted in IE Insp 
Rept 50-318/78-83 Corrective actions correct labeling of 
containers u/rad 1 oac ti vs matls 

MATTIMOE.J J Sacramento Municipal Utility District 79/08/14 
2pp 


79031304Q1 Forwards IE Insp Rept 50-312/78-23 on 781804-03 b 790103 b 
notice of violation 

ENQELKEN, R H Region S, San Francisco, Office of the Olrect-or 
79/01/24 2pp 


7903130405 Notice of violation from insp on 781804-00 b 790103 
ENQELKEN, R H Region S, San Francisco, Office of the Director 
79/01/84 Ip 


7903130492 IE Insp Rept 50-318/78-83 on 701804-08 b 790103 
Noncump 1 lane e noted labeling of container 

THOMAS, R D Region S, San Francisco, Fuel Facility b Materials 

Safety Branch 79/01/84 7pp 


7903140393 Informs recipients of IE Dulletln 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch identtflod as NAMCO Model 83CML should read 
8L3CML 

ENQELKEN, R H Region 5, San Francisco. Office of the Director 
79/02/87 Ip 


7903140SB3 States that IE Dulletln 79-01. "Environ Qual 1 f ica t j on of 
Class IE Equipment (correction)" was issued to listed 
licensees in Region 5 

» Region 5, San Francisco. Office of the Director 79/08/87 Ip 


7903150067 Forwards IE Bulletin 79-02. "Pipe Support Dase Plate Design 
Uling Concrete Expansion Anchor Bolts " 

ENOELKEN. R H Region 5. Ban Francisco. Office of the Director 
77/03/08 tp 


7903190016 Forwards IE Bulletin 79-03, "Longitudinal Meld Defects in 
ASME 6A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Holding b Engraving Co " 

ENQELKEN, R H Region S, Ban Francisco. Office of the Director 
79/03/12 ip 


7903210414 Forwards IE Circular 79-04, "Loose Locking Nut on Llmltsrqui 
Valve Operators " 

ENQELKEN, R H Region S, San Francisco, Office of the Director 
79/03/16 Ip 


7903260321 Forwards IE Circular 79-OS, "Moisture Leakage in Stranded 
Hire Conductors " 

EHQELKE-NiR H Region 5, San Francisco, Office of the Director 
79/03/80 ip 


7903160224 Forwards "Radiation Exposure, Environ Protection. Ef fluent t 
Haste Disposal," 1976 Annual Rapt 

HALBRIDOE.H C Sacramento Municipal Utility District 79/03/06 
Spp 


7903160835 "Radiation Exposure, Environ Protec tion. Effluent b Halle 
Disposal," 1978 Annual Rapt 

e Bacramento Municipal Utility District 78/12/31 lOSpp 


7903130879 Forwards monthly operating rapt for Feb 1979 

RODRIQUEZ, R J Sacramento Municipal Utility District 79/03/07 

ip 


7903130281 Monthly operating rept for Feb 1979 

COLOMBO, H W. Sacramento Municipal Utility District 79/02/80 

6pp 


7903130408 Forwards LER 79-008/03L-0 

HALBRIDQEtW C. Sacramento Municipal Utility District. 79/03/06 
ip 


7903130407 LER 79-002/03L-0 on 790805 while performing a periodic 
malnt, redundant unit A-300C failed to start Caused by 
Improperly sat ovareurrent relay, Relay reset b unit tested b 
declared operable 

COLOMBO, R U Sacramento Municipal Utility District 79/03/06 
Ip 



DOCKETED SERIES 


OaCKET 90-313 Arkansas Nuclear Onei Unit 1 


TVOSOHOSiiZ Forwards compensator!; measureB to be followed prior to 
Implementation of contingencg plan if facilitg securitg sgs 
is not operable Bg 770223 Plan withheld <reP lOCFRS 790) 
RUETERiD a Arkansas Power ti Light Co 79/0S/19 Ip 


7903060131 Forwards proposed fire protection Tech Spec changes U check 
for Clast II amend fee Changes add heat/smokr detectors & 
addl sprinkler sgs lones 

CAVANAUOH,U Ai kansas Power h Light Co 79/03/23 9pp 


7903230039 Forwards Federal Register notice amending 10CFR73 99i 
"Requirements for Phgslcal Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage)" to 
defer emplogee pat-down searches until 790001 

DENTON.H R Office of Nuclear Reactor Regulation 79/0S/S3 Ip 


7903230209 Ack receipt of 790201 t, 790216 submittals re securitg sgs 
Contingencg measures ere acceptable per I0CFR9O 94(p> 

REID>R M Operating Reactors Branch 4 STQLZi J F l-lght 

Water Reactors Branch 1 79/02/23 ip 


7903270009 Forwards request for addl info re proposed fire protection 
mods Suggests changes to meet acceptance criteria 
REIDiR W Operating Reactors Branch 4 79/03/05 9pp 


7903130312 Supersedes info in 790110 Itr re fire protection Util will 
now be able to provide emergencg power source for all fire 
detectors at Unit 1 

REUTER. 0 A Arkansas Power S, Light Co 79/03/07 ip 


7903210232 Forwards proposed fire test of cable penetration fire stops 
installed in metal lath b plaster walls Tested penetrations 
will represent “worst case" conditions Requests NRC review 
& comment as soon as possible W/overslied drawing 
RUETER. D A Arkansas Power & Light Co 79/03/09 42pp 


7903220237 Del loves NRC proposed firo protection tests S< logic mods are 
unnecessarg Implementation of logic mods impossible during 
790330 refueling outage Requests notification bg 7903S6 If 
sgs installation basis is insufficient 

RUETER, D A Arkansas Power «c Light Co 79/03/19 4pp 


7903230196 In response to 790309 request for addl info re fire 
protection, forwards 690Q30 lab rept "Protec towl re Heat 
Bensltive Cable (Line Tgpe Thermostat)." 

TRIHBLE, B C Arkansas Power & Light Co 79/03/20 7pp 


7903270400 Forwards safeguards contingencg plan submitted as App A to 
industrial securitg plan, w/revl s ions made to table of 
contents t, Section 8 Enel withheld (ref 10CFR2 790) 

TRIMBLE, D C Arkansas Power h Light Co 79/03/23 Ip 


7903200363 Forwards Endorsement 36 to NELIA Polieg NF-210 b Endorsement 
32 to MALEU Pol leg MF-74 

RUETER, D A Arkansas Power b Light Co 79/03/19 3pp 


7903140222 Forwards revised versions Entrg-Con trol Sgs Handbook, 
SAND77-i033Mntrusl on Detection Sgs Handbook, 8AND76-0594i b 
Barrier Penetration Database, NUREO/CR-OISI W/o end 
HILLER, J R Division of Operating Reactors 79/01/09 2pp 


7703120939 Forwards staff recommendations re general contents of 
□ffslte Dose Calculation Manual to be submitted w/proposed 
radiological affluent Tech Specs 

0R1ME5, D K Assistant Director for Engineers b Projects 
79/01/18 4pp 


7903070193 Forwards revised pages to correct omission in 701113 
revisions to Amend 37 to DPfi-91 b Amend 9 to NPF-6 H/encl 
revised environ surveillance organiiation charts 
STOLZ.J F Light Water Reactors Branch 1 REID.R W 

Operating Reactors Branch 4 79/01/31. 4pp 


7903070139 Requests addl Info within ID dags re requested changes to 
Tech Specs Info includes description of OA program, analgsit 
of moderator dilution accident b computation basis for 
revision oP flu*/flow 

REIDiR.W Operating Reactors Branch 4 79/02/06. 9pp 


7903060438 Forwards proposed Tech Spec b environ Tech Spec changee re 
raasiignment of U Cavanaugh He will continue to serve as 
officer of util W/encl Class II. amend fee 
PETTIT, A P Arkansas Power b Light Co 79/02/12, llpp 


7903090249 Requests that util eiplaln basis for concluding that 
blactrical design of facilitg Is acceptable In its present 
conf Iguration 

LAIMAS, 0. Plant Sgstems Branch 79/02/13, 3pp 
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79O30SOIS8 Forwards agenda for 790227 meeting w/AR Power b Lig)it Co to 
discuss Units 1 b 2 electrical power sg s, parti cularlg as 
applicable to Functioning of Startup Transformer 2 
91B9IN0, 0 3 Operating Reactors Branch 4 79/02/14 Spp 


7903200024 Forwards Amende 40 b B to Licenses DPR-51 b NPF-6, 
r espec tivetg, b notice of issuance b availebllitg 
REID.R W Operating Reactors Branch 4 STOLZ. J F, Light 

Water Reactors Branch 1 79/02/23 3p p 


79032B0032 Amends 40 b 8 to Licenses DPR-91 b NPF~6. reap actively, 
incorporating phgsical security plans into license 
REIDiRH Operating Reactors Branch 4 79/02/23 4pp 


79032B0096 Notice op Issuance & availability of Amends 40 b B to 
Licenses DPR-91 b NPF-A. respec tl ve I y 

FAIRTILE. M B Operating Reactors Branch 4 79/02/23 Spp. 


7903130404 Submits responses re startup testing raqUested bg NRC 
790109 b 790118 telcons b 790206 I tr. Current schedule 
calls for refueling shutdown bo begin 790323 Requests 
Issuance of Cycle 4 Tech Specs 

RUETER, D A Arkansas Power b Light Co 79/02/27 Spp 


7903210377 Responds to 781027 b 790103 lire re proposed mods to 
mitigate small break LOCA, ass uinin g loss oF offsite power b 
failure of one englnoared safejiuardB bus NRC finds mods 
acceptable 

HEIDiH W Operating Reactors Branch 4 79/03/01 .3pp 


7903160322 Discusses reasons for Class IV fee for 780719 cask handling 
amend application NRC retains original determination b 
requests addl ts. 30D within 19 dags 

HILLER, N □ License Fee Management Branch 79/03/09 2pp 


7903200291 Forwards changes to Tech Specs re radiological effluent 
rnonltoring Requests delay of imp lemantatlen for 90 days 
Offsite Dose Calculation Manual will be submitted 790401 U/ 

Class lit amend fee 

CAVANAUGH, hi Arkansas Power b Light Co 79/03/09 69 pp 


790-3190241 Provides answers to questions raised at 790227 meeting b 
documents info presented re calculation analysis of min 
voltage levels b oFPsite electric power sys 
REUTER, D A Arkansas Power b Light Co 79/03/13 t4pp 


7903200471 Forwards addl supp 1 b supporting documentation for 790119 
submittal of Tech Bpec change re steam generator tuba 
surveillance PrapDias critical tubes he excluded From 
sampling b Insp Intervals be independent for each group 
RUETERiD A Arkansas Power b Light Co 79/03/13 2pp 


7903300914 Authorizes refund of Clast III amend fee Cemmlsston has 
determined that refund is In order since 790110 requests ere 
suppl to 771019 application which Is under review 
MILLER, H 0 License Fee Management Branch. 79/03/14. ip 


7903220220 Responds to 760202 request b submits addl info r< reactor 
cavity annua Is seal ring Proposes installing p ermanent 
fix to prevent seal ring frem becoming a missile -no leter 
than Fall 19B0 No interim storage area Found 
RUETERiD A Arkansas Power b Light Co. 79/03/16. 2pp 


7903280283 Disagrees u/NRC assessment of amend fee as Class IV rather 
than Class III, but will remit addl 48, 300, concurrent w/plans 
b schedules for future handling of NAC-1 cask 
TRIMBLE, D C Arkansas Power b Light Co 79/03/22 Ip 


7903220310 Forwards IE Imp Rapt 90-313/70-22 b SO-369/78-29 on 
701218-790114 b notice of violation 

HAD8EM, 0 L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/01/30 2pp 


7903220312 Notice of Violation from Insp on 781210-790114. 

e Region 4, Dellas. Reactor Operations Nuclear Support Branch. 
79/Ol/SO lOpp 


7903220320 IE Insp Rept S0~3l3/7a-SS b 30-360/78-29 on 7B1218-7901 14. 
Noncomp 1 lance natBii:not maintaining jumper b bypass log, 
proper closure of fire doors, limiting con-dition for entering 
Mode 2 from Mode 3 b not following procedures 
WESTERHAN, T F . BOYTER, N C. , MADBEM. 0 L Region 4. Dallas, 

Reactor Construction b Engineering Bupport Branch. 79/01/30, 
iOpp. 


7903090360 Ack receipt of 790126 Itr Informing NRC of steps taken to 
correct violations noted in IE Imp Rents 90-313/76-21 b 
30-368/70-28 

MADBEN, G L. Region 4, Dallas, Reactor Operations Nuclear Support 
Branch, 79/02/07. Ip 
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DOCHET 50-313 Arlian(»» flut If »r Onei Unit 1 

7«?030?0373 Rflpondf to NRC 790103 1 tr r* violation* noted In IE Insp 
Rapt* 30-313/78-21 t< 5O-36&/70-20 Corrective action.* 
appropriate personnel havf been verbally reinstructed in 
proper method for ehanglns procedure from manual 
WILLIAMS. D H ATtansas Pouer b Lipht Co 79/01/2A Bpp 

7903080413 Forward* IE Info Notice 79-04) "Degradation of engineered 
Safety Features " 

SEYFRIT/K V Region 4. Dallas) Office of the Director 79/OZ/l* 
IP 

79D3090031 Informs recipient* of IE Bulletin 79-01) "Environ 
Qualification of Class IE equipment)" dtd 790200. that valve 
limit suitch identified at NAMCD Model 83CHL ihould read 
SL3CHL 

SEVFRIT. K V Region 4. Dallas. Office of the Director 79/02/27 
IP 


7903010301 Foruards semiannual radioactive effluent rept for third 6 
fourth fuartere of 19’7S 

RUETER.D A Ariansas Poiser U Light Co 79/02/23 ISpp 


7903190232 Forwards monthly operating rept for Feb 1979 
RUETER.D A Arkansas Peuier !< Light Co 79/03/03 Ip 


7903190230 Monthly operating rept for Feb 1979 

SHIVELY. C N Arlensa* Pouer t Light Co 79/03/00 5pp 


7903130372 Foraiard* LER 79-002/01T-0 

RUETER.D A Arkansas Pobtar & Light Co 79/03/03 2pp 


790313K'/‘l LER 79-002/0 1 T-0 on 790S05 during star t Up. nu c 1 ear 
instrumentation ua* not callbr as required by Tech Spec 4 1. 
Table < 1-1 Caused by personnel error Occurrence discussed 
le/shifl 

SHIVELY. C N Arkansas Pouier i Light Co 79/03/05 4pp 


7903370412 Forwards Non-Routine Sept 30-313/79-01 

REUTER. D A Arkansas Power & Light Co 79/03/16 Ip 


7903270417 Nin-Routino Rept 30-313/79-01 on 790216 temp differential 
across condenser exceeded Tech Spec limit Caused by 
eiCBssiye fish Impingement on water intake screen Isolation 
valves being cycled to wash off debris 
* Arkansas Pouer ti Light Co. 79/03/16 2pp, 


DOCKET SO-313 Donald C Coot Nuclear Power Plant. Unit t 


79D323003S Foruards Federal Register notice amending 10CFR73 53. 
"Requiriments for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Babotage." to 
defer emplpyee pat-ifoiiin searches until 790E01 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


790330D399 Forwards amended physical security plan Plait withheld 
(ref IOCFRE 790) 

DOLAN, J.E Indiana b Michigan Pouer Co 79/03/23 2pp 


7903300267 Forwards nod if led anended physical security plan Plan 
withheld (ref 10CFR2 790} 

DOLAN, J.E Indiana fa Michigan Power Co 79/03/26 Bpp 


7903270.39S In response to 790120 Itr. forwarding info on spent fuel 
storage at sis eiitblng nuclear pouer plants near Late 
Michigan as of 701231 

DENTON. H R Office of Nuclear Reactor Ragolatlon 79/03/00 6pp. 


79D3270397 Requests info re spent nuclear fuel storage at sit existing 
nuclsar plants near Lake Michigan 
SCHAEFER. J Affiliation Unknown 79/Ok/20 2pp 


7903090263 Foruards MAELU Endorsement 2 to Binder XD-4S fa Endorsement 3 
to Binder XB-64 

DDL AN. J E. Indiana fa Michigan Power Co 79/03/01 6pp 


79032B0357 In response to 780925 I tr. suaunari las info re pressuriier 
heatup rate Tech Epee Inconsistency Reactor coolant sy* temp 
rate limited to 60 F per hour, due to design bf Uestlnghouse 
PHR. Appropriate utils have hash notified 
ANDERSON. T.h Mbs ting house E'lectrlc Corp 70/10/27 3pp 


7903140-222 Foruards revised versions Entry-Control 3y* Handbook. 
SAND77-1033I Intrusion Detection 8ys Handbook, BAND76-0554i fa 
Barrier Penstratlon Database. NilREO/CR-0 1 01 U/o end 
HILLER, J.R. Division of OpBretlng Reactor* 79/01/09 2pp. 


79030B0173 Forwards mod to "Revieu fa Acceptance of Spent Fuel Btorsge 
fa Handling Application" provided on 700414 Involves pages 
IV-S fa lV-6 u/modlfled rationale fa corrections 
SRIMEB.B K Assistant Director for Engineers fa Project* 

79/01/18 4pp 


7903140265 In response to NRC 790103 1 tr. forwards Tech Spec changes 
reflecting evaluation of postulated fuel handling accident 
inside conta i-nnent 

DISBROW.R E Indiana fa Michigan Power Co 79/03/07 4pp 

7903300316 Foruards safety evaluation of potential for steam gencrelor 
uaCer hammer at plant 

BCHHENCER.A Operating Reactors Branch 1 79/03/14 2pp 


7903300319 Safety evaluation accepting design of feedwatei line* 1. 
feedwater ring fa administrative control on steam generator 
water rise rate Concludes design is adequate to reduce 
potential for water hammer 

* Operating Reactors Branch 1 79/01/31 18pp 


7903270461 Requests revisions to rod position indicator Tech Epees la 
remove references to pert length control rods fa change 
reporting requirements U/encl add! details fa revised Tech 
Epee pages 

D18BR0M, R E Indiana fa Michigan Power Co 79/03/19 16pp 


7903070407 Forwards IE Insp Repts 50-315/70-32 fa 50-316/78-30 on 
7BJ212-13 No none omp 1 i anc e noted 

DAVIS.A D Region 3. Chicago. Fuel Facility fa Materials Eaflty 

Branch 79/01/15 2pp 


7903070492 IE Insp Repts 50-315/78-32 fa 30-316/78-30 on 701212-13 No 
noncompl lance noted Major areas inspected routine 
confirmatory measurements Insp. Including discussion of 
results from previous special sample collection 
OREER.R J. . £8019. T H Region 3. Chicago. Fuel Facility fa 

Materials Safety Branch 79/01/10 7pp 


7903080486 Forwards IE Insp Repts 50-313/78-36 fa 30-316/78-37 on 
781107-09,13-17.20-22,27-30 fa 1201.04-08 No nontomp 1 ianc o 
noted 

FIORELLI. 9 Region 3. Chicago, Reactor Operations Nuclear Buppbri 

Branch 79/01/15 Zp p 


7903080491 IE Insp Repts 50-313/78-36 fa 50-316/78-37 on 701107-09. 
12-17. 20-22. 27-30 fa 1201,04-08 Nb noncomp 1 lance noted Major 
areas Inspected obsarvatlon of surveillance calibrations, 
malnt activities fa review of operations 

BAKER, K R . MARNICK.R F Region 3. Chicago, Office of the 
Director 79/01/08 lipp 


7903190110 Forward* IE Insp Repts 50-315/70-38 fa 50-316/70-39 on 
701211-15,10-22 fa 31 fa notice of violation 

FIORELLI. 0 Region 3. Chicago. Reactor Operations Nuclsar Suppert 

Branch 79/01/26 2pp 


7903190116 Notice of violation from insp on 781211-15.18-22 fa 91 
e Region. 3. Chicago. Reactor Operations Nuclear Support Brenth 
79/01/26 Ip 


7903150352 Foruards IE Insp Repts 50-315/70-38 fa 50-316/78-39 on 
781211-15.10-22 fa 31 fa notice of violation 

FtDRELLIrO Region 3. Chicago. Reactor Operations Nuclear Support 

Branch 79/02/01 2pp 


79031S03S5 Notice of violation from insp on 781211-15,18-22 fa 3k, 
e Region 3. Chicago. Office of the Director 79/01/26 ip 


7903150359 IE Insp Repts 50-315/78-30 fa 50-316/78-39 on 70121 1-lJ. IB-W 
fa 31. Noncomp 1 Lance noted high radiation area gates were 
found unlocked fa oiaiiit of togs was found ineffectual in 
producing corrective action 

BAKER.K R . UARNICK. R F Region 3, Chicago, Office of the 
Director 79/01/26 6pp 


7903060656 Ack receipt of 781221 Itr informing NRC of steps taken io 
correct violations noted in IE Insp Repts 50-315/78-27 fa 
S0-316/7B-31 

FlORELLl.O Region 3, Chicago, Reactor Operations Nuclear auppert 

Branch, 79/02/06 Ip 

7903060659 Responds to NRC 781109 Itr re violations noted In IE IbiP 
Repts 50-315/78-27 fa 30-316/70-31 Corrective action* new 
policy instituted for blocking alarms fa meeting w/personnel 
to prepare condition repts 

DOLAN. J. E American Electric Power Co,, Ine 78/12/21 3pp 


7903130059 Forwards IE Insp Repts 50-315/78-37 fa 50-316/78-38 on 
781S18-20 No noncomp 1 ianc e noted 

FIORELLI. 0, Region 3. Chicago. Reactor Operations Nuclear Supibfl 

Branch 79/02/08 2pp 
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DOCKET SO'OtS Donald C Cook Nuclear Pouer Plant. Unit 1 Poruarda LERs 7B-0&9/03L-0 b 79-000 /03L-0 

SIWLLER.D V Indiana «< Mlthlgan Power Cp 79/02/27 Ip 


7903130062 IE Insp Rept* 30-313/70-37 b S0-316/7B-3B on 701218-20 No 
none Qmp I lance noted Major areas Inspected callbr b 
surveillance of safety-related components, implenvnntatl on 
of ASNE Code XI b pump b valve test program 

REVES.L A . NCOREOOR.L 0 . STREETER. J F Region 3. Chicago, 

Reactor Operations Nuclear Support Branch 79/01/29 6pp 


7903220400 Forwards IE Insp Repts SO-31 5/79-01 b 30-316/79-01 on 
790130-0201 No noncomp I lance noted 

DAVIS. A B Region 3. Chicago. Fuel Fecllity b Materials Safety 

Branch 79/02/13 2pp 


7903220402 IE Insp Ropts 50-313/79-01 b SO-3 16/ 79-01 on 790130-0201 Mo 
noncompliance noted Major areas inspected radiological 
environ protection program 

OREER.R J . ESSIO, T H Region 3, Chicago, Fuel Facllitv b 

Materials Safety Branch 79/02/13 4pp 


79030B0349 Forwards IE Info Notice 79-04, "Degrada tion of Engineered 
Safety Features “ 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 79/02/16 
Ip 


79O3O0D3S2 Informs recipients of IE Bulletin 79-01, "Environ 
Qua 1 1 f i cati on of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model 33CML should road 
SI.3CML 

KEPPLER, JO Region 3. Chicago, Office of the Director 79/03/01. 
IP 


7903220337 Ack receipt of 790216 Ur Informing MRC of steps taken to 
correct violations noted in IE Insp Repts 30-319/78-29 b 
30-316/70-27 

HINO.d A Region 3, Chicago, Safeguards Branch 79/03/07 Ip 


7903220362 Responds to NRC 790129 Itr re Violations noted in IE Insp 
Repts 50-313/78-29 U 30-316/70-27 Clarifies commitments made 
in 790S06 tel con Details withheld (ref tOCFRB 790) 

OOLAN, J E American Electric Power Co , Inc DOLAN, J E Indiana 
b Michigan Power Co 79/0S/16 2pp 


79031S0012 Forwards IK Dulletln 79-02, “Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Dolts " 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/03/OB 
>P 


7903190333 Forwards IE Dulletln 79-03, "Longitudinal Ueld Defects in 
ASMS 6A-3I2 Type 304 Stainless Steel Pips Spools 
Manufactured by Voungstown Welding b Engineering Co " 

KEPPLER.d 0 Region 3, Chlcego, Office of the Director 79/03/12 
ip 


7903070361 Forwards "1970 Annual Operating Rept " 

SHALLER, 0 V Indiana b Michigan Power Co 79/03/01 2pp 


7903070364 "1978 Annual Operating Rept " 

SEGOR.R D , BVENS80N, D A , BHALLER, D V Indiana b Michigan Power 
Co 70/12/at ISpp 


7903090139 Forwards Oct-Dee 1970 monthly repts re impingement of fish 
SHALLER, 0 V Indiana b Michigan Power Co 79/03/0S t6pp 


7903810042 Forwards monthly operating rept for Feb 1979 
« Indiana b Michigan power Co 79/03/14 Ip 


SOCKET 30-313 Donald C Cook Nuclear Power Plant, Unit I 


■ 7903210044 Monthly operating rept for Fob 1979 

OILLETTiU T Indiana b Michigan Power Co 79/03/01 6pg. 


7903290140 Forwards "Radioactive Effluent Release Rept, Jol-Dee 1978 
DISBROU, R E Indiana b Michigan Power Co 79/03/19 2pp. 


7903290149 "Radioactive Effluent Release Rept.Uul-Dee 1970 " 
* Indiana b Michigan Power Co 70/12/31 9Spp. 


79D30203S? On 79D2S6, Unit 1 CD Diesel was inoperable & 1 AB Diesel 
started Field not established for 1 AB Dloeel, caveing it 
to bo declared inopereblc for seven minute* 

SMALLER. D V Indiana b Michigan Power Co 79/02/87. Ip 


7903030298 LER 78-069/03L-0 on 7B1010 axial flux dlffarenco monitoring 
alarm point discovered set above Tech Spec mart Caused by 
raising of alarm trip point during preoperatlonal test 
failure to return to Tequlrad value at end 

0EILMAN,T P Indiana b Michigan Power Co 79/03/27 2pp 


7903030302 LER 79-0O3/03L-0 on 790120 during review of completed 
surveillance tests, di scovered that test on solid state 
protection sys train A exceed 1-h limit Imposed by Tech 
Specs Caused by technician overlooking t-h limit 
DEILMAN. T P Indiana b Michigan Power Co 79/02/27 Ip 


7903060231 Forwards LER 79-004/03L-0 

SHALLER. D V Indiana b Michigan Power Co 79/02/20 Ip 


7903060237 LER 79-004/03L-0 on 790206 both doors of containment airlock 
were Inadvertently opened Caused by interlock cable being 
too loose to operate lacking mechanism Tension was adjusted 
& Interlock then tested satisfactorily 

LEASE, R S Indiana b Michigan Power Co 79/02/20 Ip 


7903130387 Forwards LERs 79-O0S/O3L-O b 79-006/03L-0 

BHALLER, 0 V. Indiana b Michigan Power Ca 79/03/07 Ip 


7903130364 LER 79-00S/03L-0 on 7S0624 unit was operated w/posltive 
moderator temp coefficient for 3-h Caused by rod withdrawal 
b consequent Xe build up Procedure being revised 
BEILMAM, T P Indiana b Michigan Power Co 79/03/07 Ip 


7903130360 LER 79-006/03L-0 on 790208 pressuriier relief tank dlaphragin 
ruptured, causing ice condenser inlet doors to be indicated 
open Caused by pressure surge in lower containment Unit 
shut down b doors closed 

CHADWELU, H M Indiana b Michigan Power Co 79/03/07 2pp 


7903190287 Forwards LERs 79-007/03L-0, 79-00B/03L-0 b 79-009/03L-0, 
SHALLER, D V Indiana b Michigan Power Co 79/03/13 Ip 


7903190293 LER 79-007/03L-0 on 790218- sue tion valve of west Centrifugal 
charging pump found closed Caused by mistaken closing 
following surveillance testing Incident is being reviewed 
CHADMELL.H H Indiana b Michigan Power Co 79/03/13 2pp 


7903190300 LER 79-00B/03L-0 On 790207 containment atmospharic air 
particulate b gaseous radiation monitoring tys pump was 
continuously tripping. Causad by misalignment of pump bypass 
flow adjustments due to normal pump wear Floui rats adjusted 
BELLMAN, T P. Indiana b Michigan Power Co 79/03/13 Ip. 


7903190316 LER 79-0a?/03L-D on 790223. In Mode 1 both emargoncy dtesol 
generators were iitoporable on separate occasions Caused by 
"AD" diesel generator running in parallel b other emergency 
generator out for malnt Operating procedures revised 
LEASE, R 0 Indiana b Michigan Power Co 79/03/13 2pp 


7903290029 LER 79-010/03L-0 on 790203: d I e s e 1 essential sve water check 
valves I-ESH-Ill b t-E8U-l]4 did not function properly, 

Caused by excessive wear at split disc hinge points. Discs 
replaced b maintenance insp procedures revised, 

BRONN. M S Indiana b Michigan Powsr Co. 79/03/20 Ip 


7903290033 LER 79-01 1 /03L-0 , on 790223 auxiliary feeduatsr diieharg# 
valva would not close from control room. Caused by loose 
connection In hot shutdown penel. Connection tightoned b 
correct velva operation verified. 

QEILMAN, T. P Indiana b Michigan Power Co. 79/03/20 Ip.. 


7903290036 LER 79-012/0'3L-0' on 790226 Containment air monitor pump 
overheated Caueed by luorn rubber spider In Lovejoy 
L-lOO coupling Spider replaced b air sampler retested. 

BROMN.H 8. Indiana b Michigan Powap Co. 79/0-3/20 ip. 


7903290039 LER 79-013/03L-0 on 7903C3 auxiliary feed valve FMO-213 
would not shut from control room Caused by broken wire In 
valva-'s motor operator Breakage it a result of vibration b 
use of solid conductor wire Wire replaced 
BROUN. M B Indiana b Michigan Power Co 79/03/SD tp 


7903290025 Forwards LERs 79-0 lO/O3L-0r 79-01 1 /03L-0. 79-01 2/03 L-0 b 
79-013/03L-0 

BHALLER, D V Indiana b Michigan Power Co 79/03/20 Ip. 


7903090231 Confirm* verbal rept to Inspector KR Baker on 790226 CD 
dtesol Inopereblei AO dioiel started to mo(t surveillance 
requirement One AB diesel field was not established, causing 
It to be inoperable seven minutes 

HENM10AM,J M Indiana b Michigan Power Co 79/02/27 Ip. 
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DOCKET 50'01£ Danai«i C Cook Nuclsar Poiuer Plant. Unit 2 


7903230033 Forward* Fodiral Rajistsr notice amending 10CFR73 59. 
“R«q.u i remtnt* for Physical Protection of Llreneed Activities 
In Nuclear Power Reactors Against Industrial Sabotage." to 
defer emploqee pat-d«wn searches until 790301 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/’a3 Ip 


7903300399 Forwards amended physical security plan Plan uithheld 
(rtf 10CFR2 790) 

DOLAN. J E Indiana & Michigan Pouter Co 79703/23 2pp 


790330'02A7 Forwards fliadified amended physical security plan Plan 
ultJihold (ref 10CFR2 790) 

SDLA)I. J E Indiana t. Hlchtgan Pouter Co 79/03/26 2pp 


7903270393 In rasponse to 790120 I tr. foruiarding info on spent fuel 
storage at six eilstins nuclear power plants near Late 
Michigan at of 781231 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/08 6pp 


7903270397 Requests info re spent nuclear fuel storage at sli eiisting 
nuclear plants near Lake Michigan 
SCHAEFER. 0 Affiliation UnlinauJn 79701/20 2pp 


7903090263 Forwards tlAELU Endorsonent 2 to Binder XB~43 & Endorsement 3 
to Binder XD'64 

DOLAN. J E Indiana {< Michigan Power Co 79/03/01 &pp 


79032S0357 In response to 76D92S Itr. summarl tes Info re pressurlzer 
heatup rate Tech Spec inconsistency Reactor coolant sys temp 
rate limited to &0 F per hour. due to design of Westinghouse 
PVIR Appropriate utils have been notified 

ANDERSON. T M Uestinghouse Electric Carp 7B/I0/27 3pp 


7903140222 Forwards revised versions Entry .^Control Sys Handboet. 
SAN077-10331 Intrusion Detection Sys Handboolt. SAND76-0594I' 4. 
Barrier Penetration Database. N(7RE0/CR-0t81 U/o end 
HILLER, .f R Division of Operating Reactors. 79/01/09 2pp 


7903080173 Forwards mod to "Review & Acceptance of Opent Fuel Storage 
ti Handling Application” provided on 780414 Involves feges 
JV-5 & 19-6 w/nodlficd rationale b corrections 
ORIHES.B K Assistant Director for Engineers t. Projects 
79/01/iB 4pp 


7903270461 Requests revisions to rod position indicetor Tech Specs to 
remove references to part length control rods t< change 
reporting requlrenvants U/enel addi details & revised Tech 
Spec pages 

DI8BRDN. R E. Indiana fi Michigan Power Co. 79703/19 J6fp 


7903070497 Forwards IE Insf Replt 90-319/76-32 t< 90-316/78-30 on 
76tS13-13 No none offlpl lance noted, 

OAVISi A B Region 3. Chicago. Fuel Facility b Haterials Safety 

Branch 79/01/15 2pp. 


7903070492 IE Insp ftept* 30-315778-32 b 50-316/78-30 on 781212-13 No 
none omplianc B noted Major areac inspected routine 
conf Irieetory measurements insp. including discussion of 
results from previous special sempie collection 
OREER.n J.. ESSICt T H Region 3 , Chicago, Fuel Facility b 

Mater tals safety Branch. 79/OI/iO 7pp 


7903080486 Forward* IE Insp Repts 90-315/78-36 b 50-316/78-37 on 
781107-09.13-17.20-22.27-30 b 1201.04-08 No noncompliance 
noted 

FIORELLI.O Region 3, Chicago. Reector Operations Nuclaer Support 

Branch 79701/iS -2pp 


7903080491 IE Insp Repts S0-3I3/7B-36 b SO-316/70-37 on 781107-09, 
18-17.20-23,27-30 b 1201,04-08 No none oaipl lance noted Major 
area* inspected observetiofl of surveillance calibrations, 
aiaint activities l< ravteia of operations 

BAKER. K R . HARNlCK.R F Region 3. Chicago. Office of the 
Director 79/01/08 lipp. 


7903190110 Forwards IE Insp Repts 90-319/78-38 b 90-316/7B-39 ©n 
781211-19,18-22 b 31 b notice of violation 

FlORELLli 0 Region 3, Chicago. Reactor Operations Nuclear Support 

Branch 79/01726 2pp 


7903190352 Forwards IE Insp Repts 50-313/78-38 b 30-316/76-39 on 
781211-15,18-22 & 31 b notice of violation 

FIORELUI.O Region 3, Chicago, Reactor Operations Nuclear Biiiporl 

Branch 79702/01 2pp 


7903190359 Notice of violation from insp on 781211-15, 18-22 b 3l 
* Region 3, Chicago, Office of the Director 79/01726 Ip 


7903150359 IE Insp Repts 50-315/78-38 6 S0-316/7B-39 on 70 121 l-IS, 19 -; J 
b 31 None ooip 1 lance noted high radiation area gates were 
found unlocked b maint of logs was found ineffectual in 
producing correctivi action 

BAKER. K R , UARMICK.R F Region 3. Chicago, Office of the 
Director 79701726 6pp 


7903060696 Ack receipt of 781221 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-315/70-27 b 
50-316/78-31 

FfORELLI.O Region 3, Chicago, Reactor Operations Nuclear Buppitl 

Branch 79/02/06 ip 


79O3O606S9 Responds to NRC 781109 Itr re violations noted In It Inip 
Repts 30-315/70-27 b 50-316/78-31 Corrective actions new 
policy instituted for bloclilng alarms b meeting w/personnel 
to prepare condition repts 

DOLAN, E American Electric Power Co , Inc 78/12/21 3pp 


7903130059 Forwards IE Insp Repts 50-315/78-37 b 50-316/78-38 on 
701218—28 No noncomp I lance noted 

FIORELLIiO Region 3, Chicago, Reactor Operations Nuclear Rup|ort 

Drench 79702/00 2pp 


7903130062 IE Insp Repts 50-315/7B-37 6 50-316/70-38 on 781210-20 
noncomp I lane e noted Major areas inspected calibr 6 
surveillance of safety-related components, implementat Ion 
of ASHE Code XT b pump b valve test program 

REVES.L A . HCflHECDfi.L 0 , STREETER. J F Region 3. Chicago, 

Reactor Operations Nuclear Support Drench 79/01/29 6pp 


7903220430 Forwards IE Insp Repts 30-315/79-01 b 50-316/79-01 on 
790130-0201 Mo noncompliance noted 

0AVI8, A B Region 3, Chicago. Fuel Facility b Materials Safety 

Branch 79/02/13 Spp 


7903220482 IE Imp Repts 50-315/79-01 6 50-316/79-01 on 790130-0201 M 
none dmpl lance noted Major areas inspected radiological 
environ protection program 

OREER.R J.. ESBIC, T H Region 3, Chicago, Fuel Facility b 
Materials Safety Drench 79/02/13 4 pp 


7903080349 Forwards IE Info Notice 79-04, "Degradation of Engliibtred 
Bafety Features " 

KEPPLER.J 0 Region 3, Chicago, Dfflce Of the Director 79/D2/15 
IP 


7903190240 Ack receipt of 790207 Itr informing NRC of stops taken t« 
correct violations noted in IE Insp Rept 50-316/78-39 
Informs that 790207 Itr attachment does not contain 
proprietary info 

HINS.J A Region 3, Chicago. Office of the Director 79702/87 

2pp 


7903190242 Responds to 790112 Itr re violations noted in IE Imp flepk 
90-316770-35 Requests Info withheld (ref lOCFn2 790) 

TILLINGHA3T, >/. American Electric Power Co . Inc 79/02/07 3pp 


7903080392 Informs recipients of IE Bulletin 79-01, "Environ 
auallf Ication of Class IE Equipment." dtd 790208. that valve 
llinit switch identified as NAMCB Model &3CML should read 
SL3CHL 

KEPPLER.J 0 Region 3, Chicago. Dfflce of the Director 79/03/DI 
IP 


7903220397 Ack receipt of 790216 Itr Informing NBC of steps taken lo 
correct violations noted In IE Insp Repts 50-315778-29 b 
30-316/78-27. 

KIND, J A Region 3. Chicago, Safeguards Branch 79703/07, ip 


7903220362 Responds to NRC 790129 Itr re violations noted In IE Inip 
Rept* 50-315/70-29 b 90-316/78-27 Clarifies commitment* made 
in 790206 telcon. Details withheld <ref 10CFR2 790) 

DOLAN. J £ American Electric Power Co , Inc DOLAN. J E Indian* 
b Michigan Power Co. 79/02/16 2pp, 


7903190116 Notice of violation from insp on 701211-19, 18-22 b 31 
e Region 3. Oitcago. Reactor Operations Nuclear Support Branch 
79/01726 ig 
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DOCKETED SERIES 


DOCKET 50-316 Donald C Cook Nuclear Pouer Plantt Unit S 


79031S001S Foruards tE Bulletin 79-02i "Pipe Support Dose Plate Designs 
Using Concrete Eipanslon Anchor Dolts " 

KEPPUEfij J 0 Region 3i Chicago. Office of the Director 79/03/09 
IP 


7903190535 Forwards IE Bulletin 79-03. "Longitudinal Held Defects in 
ASMS SA-313 Tgpe 304 Stainless Steel Pipe Spools 
Manufactured bg Youngstown Melding t. Engineering Co " 

KEPPUER. J 0 Region 3. Chicago. Office of the Director 79/03/ia 

ip 


7903210403 Forwards IE Circular 79-04. "Loobb Locking Nut on UmitorguB 
Valve Operators " 

ENOEUKEN. R H Region S. San Francisco. Office of the Director 
79/03/16 Ip 


7903070361 Forwards "1978 Annual Operating Rapt " 

SMALLER. D V Indiana << Michigan Power Co 79/03/01 2pp 


7903070364 ”1970 Annual Operating Rept " 

OEOOR. R D . SVEN8S0N. B A . SMALLER. D Y Indiana kt Michigan Pouer 
Co 70/13/31 15pp 


7903090139 Forwards Oct-Dee 1970 monthlg repts re impingement of fish 
SMALLER. D V Indiana (< Michigan Power Co 79/03/03 16pp 


7903210313 Forwards monthlg operating rept for Feb 1979 
SMALLER. D V Indiana (. Michigan Power Co 79/03/14 Ip 


7903810314 Monthlg operating rept for Feb 1979, 

OILLETT.W T Indiana tt Michigan Power Co 79/03/01 7pp 


7903290140 Forwards "Radioactive Effluent Release Rept.Oul^Dec 197B " 
D18BR0M. R E Indiana t> Michigan Power Co 79/03/19 Spp 


7903290149 "Radioactive Effluent Release Rept.Jul-Dec 1970 " 
« Indiana U Michigan Power Co 70/13/31 95pp 


7903050146 Confirms 790334 verbal rept which Informed NRC that safetg 
valve on moisture separator rehoater lifted for no apparent 
reason. Causing possible unmonltored release of radioactive 
steam Followup rept will be submitted bg 790310 
SMALLER. 0 V Indiana U Michigan Power Co 79/0S/S7 Ip. 


790314023S In response to 790387 rept AEO 79-001/04X-0 r« lifting of 
moisture separator reheater valve. forwards analysis of valve 
drain w/safetg closed 

SMALLER. D V Indiana L Michigan Power Co 79/03/07 3pp 


7903190249 Forwards LER 79-007/03L-0 

SMALLER. D V Indiana tt Michigan Power Co 79/03/13 Ip 


7903190256 LER 79-007/03L-0 on 790313 during surveillance test on 
containment pressure set 3>high-hlgh bistable trip point was 
found to exceed Tech Specs Caused bg drifting bistable, 

Bistable. Westinghouse Model iSV-BC-OHEA-F. was replaced 
RISCHLINO. J L Indiana tt Michigan Power Co 79/03/13 2pp 


DOCKET 50-317 Calvert Cliffs Nuclear Power Plant. Unit 1 


7903050540 Ack receipt of 700911 LNO contlngencg plan Req.uests addl 
Info for review W/questiennelre 

REID. R M Operating Reactors Branch 4 79/01/30 4pp 


7903150326 Notiflcatton of deficiencies in modlfleil amended securltg 
plans Forwards NRC position re deficiencies End withheld 
<ref 10CFR3 790) 

REID. R. M. Operating Reactors Branch 4 79/03/13. 2pp 


7903330035 Forwards Federal Register notice emending 10CFR73 59. 
'’Requirements for Phgslcal Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage." to 
defer emplogee pat-down searches until 790001 

DENTON. H R Office of Nuclear Reactor Regulation, 79/02/33, Ip, 


7903280343 Notification of 790314 meeting w/utll to hear appeal of NRC 
phgslcal search requirements implemented under modified 
amended securltg plan 

CONNER. E L Operating Reactors Branch 4. 79/03/07 Ip 


7903360341 Forwards safeguards contlngencg plan Info withheld <ref 
10CFR3 790) 

EVANS.V R Baltimore Oas h Electric Co 79/03/19 Ip, 


7903200307 Reviews nuclear plant fire protection rasp one 1 bl 1 i tie*, 
including or gani lat ion. f ire brigade train ing> c ontrol of 
combust i b Ids. con troi of ignition sources. fire fighting 
procedures i QA 

LUNDVALL, A E Baltimore Oas b Electric Co 79/03/33 4pp 


79030B030B Forwards "Annual Rept 1973 •' 

CORE. J M Baltimore Oas tc Electric Co 79/03/06 tp 


7903000311 "Annual Rept 1978 " 

e Baltimore Oas b Electric Co 79/03/06 33pp 


7903300365 Ack receipt of 790119 Itr re credits from reduction in Pee 
Requests crediting overpagment against Pee for DPR-69 due 
790510 b excess against DPR-53 due 790323 

SHOEMAKER, C L Baltimore Oas b Electric Co 79/03/22 ip 


7903060155 Forwards Endorsement 36 to Poltcg NF-ai6 for calendar gear 
1979 

SHOEMAKER, C L Baltimore Oas b Electric Co 79/03/01. 2pp 


790308 0343 Forwards amend of Condition 4, Endo-rsemont 30. to tIAELU Policg 
HF-76.effBetlve 790J01 

SHOEMAKER, C. L Daltlmure Oas b Electric Co 79/03/02. 2pp 


7903140332 Forwards revised versions Entrg-Contro,! Bg s Handbook. 
8AND77-10331 Intrusion Detection 8gi Handboo ):. SAND76-0854I b 
Barr ler Penetration Database. NUREO/CR-OIQ 1 M/o enc 1 
MILLER. J R Division of Operating Reactors 79/01/09 2pp 


7903120533 Forwards staff recommendations re general contents of 
Offsite Dose Calculation Manual to be submitted w/proposed 
radlolagical effluent Tech Specs 

GRIMES. B K. Assistant Director for Engineers b Projects 
79/01/10 4pp 


7903090413 Responds to 731113 request for changes In License DPR“S3 b 
DPR-69 Forwards request for addl info re proposed deletion 
of Condition 3 C. 3 re steam generator refill rate Also 
forwards 8ER re similar situation at Surrg Power Station 
REID.R H Operating Reactors Dranch 4 79/02/09 4pp. 


7903090413 Safetg evaluation re water hammers in feedwater piping due 
to rapid steam condsnsat 1 on. Summarl z es preventive measures, 

* Office of Nuclear Reactor Regulation.' lOpp. 


7903050563 Notice of 790301 meeting in Oe bhesda. MO, to discuss Baltimore 
Gas & Electric's LNO contlngencg plan 

CONNER.E L Operating Reactors Branch 4 79/03/14 Spp 


79D32103S3 Forwards Amend 36 b 19 to DPR-33 b DPR-69 rasp ec tivelg. EIA. 
notice of issuance b negative declaration 

REID. R U Qperatlng Reactors Branch 4 79/02/83 3pp 


7903210261 Amends 36 b 19 to DPR-93 b OPR-69. respec t Ivalg. c over Inp plan 
to investigate phgslcal b biological effects of condenser 
cooling water delta temp authorized bg Environ Tech Specs 
REID.R M Operating Reactori IBranch 4. 79/02/23 Bpp 


7903210264 EIA supporting Amends 36 b 19 to DPR-S3 b DPR-69, 
respective 1 g 

REID.R U. Opereting Reactors Dranch 4 79/03/83 Spp 


7903210360 Notice of Issuance of Amends 36 b 19 to DPR-53 b DPR-69. 
re spectl va I y. b negative declaration. 

FAIRTILE. h D Operating Reactors Branch 4 79/02/23. 2pp. 


7903020353 Submits Itr forwarding proposad amend to operating license 
Proposed emend concerns Cycle 4 operation 
ABM. R F Daltifflore Gas b Electric Co. 79/02/27. Ip. 


7903020356 Forwards proposed amend to operating 1 Icenic. Proposed amend 
concerns Cycle 4 operation. 

LUNOVALL.A E Baltimore Oas b Electric Co 79/02/S3 2pp. 


79030203S7 Proposed amend to opereting license concerning Cycle 4 
refueling. Evaluated design b performance during fourth fuel 
cycle at full rated power of 2.700 MMt. 

• Qaltlmore Oas b Electric Co. 79/08/23 lOOpp 


7903810051 Forwards Amend 37 to License DPR-53 b Amend 20 to DPR-69. 
security plan evaluation rept (withheld ref lOCFRS 790) b 
notice of issuance 

REID.R H Operating Reactore Branch 4 79/03/80. 3pp. 



DOCKETED SERIES 


■DOCKET !30-3l7 Calvert ClifTi Nuclear Power Plantj Unit 1 


7903210059 AdieinI 37 l< 20 to Licentes DPR-53 b DPR-694 respec t Ive 1 y. 
incorporatlns ap;»rov«d phyiical security plan 
RElDiR H Cperatlrv} Reactors Branch 4 79/02728 4pp 


7903210069 Notice 
to DPif-69 
REID<R U Op 


of issuance of Amend 37 to Uieense DPR-93 6 Amend 20 
eratinj Reactors Branch 4 79/02/28 2pp 


7903080446 Foruards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

ORIERi B H Region 1. Philadelphia. Office of the Director 

79/02/16 Ip 


7903140012 Act receipt of 79020S Itr informing NRC of steps talon to 
correct violations noted in IE Inap Repts 90-317/70—38 6 
90-018/78-34 

OBIERiQ H Region 1. Philadelphia. Office of the Director 
79/03/23 Ip 


7903230195 Act 771223 response re util review of potentla 
dilution IneldenitB FSAR analysis still represents most 
Uniting case Based on response, no further action is 
necessary 

REID.R W Operating Reactors Branch 4 79/OD/Oi 


1 boron 


2pp 


7903140015 Responds to NRC 790117 Itr re violations noted in IE tnig 
Repts 90-317/73-30 6 90-318/78-34 Corrective actions 
oversight of mgt controls sys improved to aid implementation 
of license reiioirenients • 

LUNDVALLiA E DaltimorB Oas 6 Electric Co 79/02/09 Dpp 


7903080331 Foriirards CEN-105iD I -P. "Rep t of Reconst I tut al»le-a4C Type 
Control Element Assembly Design for Use in B06E Reactor '* 
Affidavit reg.uestlng proprietary handling end 
LUNDVALL. A E Baltimore Oas 6 Electric Co. 79/03/09 9pp 


7903140018 Forwards IE Insp Repts 90-317/78-38 i< 80-310/78-34 on 
781212-15 & notice of violation 

ORIER.D H Region 1. Philadelphia. Office of the Director 
79/01/17 3pp ' 


7903080336 Forwards non-proprietary version of CEN-l09CD>-NPi "fiept of 
Reconstitutable B4C Typo Control Element Assembly Design for 
use in 60&E Reactor. " Supp 1 to amend application 
LUND9ALU. A E Baltimore Oas & Electric Co 79/03/05 Ip 


7903140022 Notice of violation from insp on 781212-19 l< mgt nsetlnp 
790104 

* Region 1, Philadelphia. Office of the Director 79/01/17 
2pp 


7903080338 "Bept of Reconst I tutab le-B4C Type Control Element Assembly 
Design for Use In BQ6E Reactor." nonproprietary 
KEEFER. C B . ANT HON V, A J Combustion Engineer! ng. Inc 
CEN-103(D)-NP 79/02/01 lOpp 


7903140029 IE Insp Repts 90-317/78-3B 6 90-318/78-34 on 7012l2~b5 
Noneonp 1 1 ance noted failure to comply u/Teeh Spec 3 0 4. to 
Include or ref instructions from functional test or 
document functional ac c aptabi 1 1 ty 

CONTE.R J . ZIHHERMAN, R P . JOHNSON. D F Region 1. Philadeipbli 
Office of the Director 79/01/09 24pp 


7903140440 Forwards final proposed version for Tech Spec changes re 
spare battiry Installation Proposed change is required prior 
to scheduled testing date of 790701 

ASH. R F Baltimore Oas U Electric Co. 79/03/12 Bpp 


7903160237 Foruards formal calculation supporting previously submitted 
abbreviated analysis demonstrating acceptable small break 
CCCB results u/o allowing credit for charging pump flew. dtd 
790216 

LUNOVALL. A E Baltimore Oas U Electric Co 79/03/13 15pp 


7903080910 Informs recipients of IE Bulletin 79-01. "Environ 
Oual if ication of Class IE Equipment." dtd 790200. that valve 
limit switch identified as NAMCO Model S3CKL should read 
SLSCML 

DRIER. B H Region 1. Philadelphia. Office of the Director 
79/02/27 ip 


7903020342 Forwards "Semiannual Effluent Release Rept " 

LUNDVAUL.A E Baltimore Oas 6 Electric Co 79/02/28 ip 


7903020344 "Bemlannuat Effluent Release Rapt. “ suppl Info 
• Baltimore Oat U Electric Co 79/02/28 t20pp 


7903160234 Advises that 790313 Itr from util constitutes suppl Info per 
previously submitted amend request! no addl fee it required 
OORE. J H Battlmare Oat k Electric Co 79/03/13 Ip 


7903210290 In response to 790209 request. forwards addl info on 
feedwater flow instability (steam genarator water hammer) 
tUKDVAl.L.A E Baltimore Oas k Electric Co 79/03/tS 19pp 


7903210300 Reipondi to 770902 request for certain Info re water hammer 
Dltcusits possible mods to water hammar In fieduater sys 
LUNDVALl-. A E. Baltimore Oat k Electric Co. 77/11/14 4pp 


7903210011 Forwards monthly operating rept for Feb 1979 
HERBON. 3 D Baltimore Oas k Electric Co 79/03/15 Ip 


7903210018 Monthly operating rept for Feb 1979 

HERS ON. 8 D Baltimore Oat b Electric Co 79/03/lS i3pp, 


7903080409 Forwards LBR 79-OOl/OlT-O 

HU8SELL.L B Daltimore Oat t. Electric Co. 79/02/23 Ip 


7903220256 Forwards marked-up copy of radiological effluent Tech Bpecs 
(i outline of proposed contents of Offsite Dose Calculation 
Manual Format request for amend will be submitted by 790415 
LUNDVALL. A E. Baltimore Oat te Electric Ce 79/03/15 IJOpp 


7903130173 Forwards IE Insp Rept 50-317/78-39 It S0-31B/78-39 on 
791219-21 No noneoeiBliance noted 

BRUNNER. E J Region ti Philadelphia. Reactor Dperatiens Nuclear 

Support Branch. 79/01/17 2pp 


7903130182 IE Insp Repts 50-317/70-39 k 50-318/78-39 on 781219-21 No 
noncompllancf rioted Mayer araas inspected licensee followup 
re IE Circular 78-08 k previous insp findings 
JOHNSON. D.F . KEIHIO.fl R. Region 1. Phtladelph te, Reactor 
Operations Nuclear Support Branch 79/01/17, 4pp 


7903140426 Forwards IE Insp Ripti 50-317/79-01 k 50-318/79-01 on 
790119-19 No noncompllanc e noted. 

BRUNNER. E.J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/02/01 2pp 


7903140431 IE Insp Repts 90-317/79-01 b 90-31B/79-01 on 790119-19 No 
noncompl 1 ance noted. Mayor areas inspected raaetor 
operations. IE bulletins b circulars, review of monthly status 
repts, 

JOKNBON.D F, . FOLEV. T Region 1. Philadelphia. Office of the 
Director KEIMIO.R. R Region 1. Philadelphia. Reactor 

Operations Nuclear Support Branch, 79/01/31 12pp 


7903050408 LER 79-OOl/OIT-O on 790809 found that license submltial 
operation at 2.700 MNt failed to indicate credit for one 
charging pump was taken In small break LQCA analysis 
Reanalysls concluded that 2.700 HUt was safe level 
CARROLL. J T Baltimore Oas b Electric Co 79/02/23 ip 


7903070304 Foruards LER 79-004/03L-0 

RUSSELL. L. 8 Daltimore Oas b Electric Co 79/03/01 Ip 


7903070318 LER 79-004/03L-0 on 790816 saltwater pump difcharg* chi* 
valve failed to open when started Caused by foreign debris 
lodged against disc Valve will be monitored closely during 
future operation to ensure problem Is eliminated 
OAVtS. 8 M . ROHNBY.K H Baltimore Oas b Electric Co 79/03/01 
Ip 


7903090178 Forwards LER 79-009/03L-0 

RUSSELL, L.B Ba Itlmore Oas b Elec trie Co 79/03/01 tp 


7903090182 LER 79-005/03L-0 on 790210 aiimuthal power tilt eiceedif 
Tech Spec max Caused by dropped control element assembly. 
Corrective action detailed in LER 79-003/03L-0 Unit 1 
CARROLL. J T. Daltimore Oes b Electric Co 79/03/01, If 


7903210120 Forwards LER 79-007/04T-0 

RUSSELL, L B Ba Itimore Oas b Elec trie 'Co 79/03/14 ip 


7903090509 Forwards IE Info Notice 79-03. "Limltorque Valve Oeared 
Limit Switch Lubricant " 

ORIERiB.M Region 1. Philadelphia. Office of the Director 
79/02/09. Ip. 
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7903210134 UER 79-007/04T-0 on 790223 «ol#urlc odd ua* discharged onto 
ground via storm drains near storage tank Caused bg pipe 
weld failure Spill Isolated 4< contalnedi leak located t< 
welded 

EKERT8. R F Daltlmore Oas t< Electric Co 79/03/14 2pp 


7903220210 Forwards LER 79-003/03L-0 

RUSSELLi L D Oaltimore Oas t< Electric Co 79/03/19 Ip 


7903220212 LER 79-003/03L-0 on 790213 control element assemblii 44 
cropped to bottom of core b could not be withdrawn Reactor 
power reduced to below 70'/l Caused bg loose connection on 
Terminal 21 of coil power programmer Connection tightened 
CARROLL. J T . MIERNICKI.M J Daltlmore Oas b Electric Co 
79/02/13 2pp 


7903290109 Forwards LER 79-006/03L-0 

RUSSELL. L D Baltimore Oas b Electric Co 79/03/22 Ip 


7903290110 LER 79-0Ot/O3L-0 on 790304 reactor coolant sgs leak off plug 
CVC-S13-CV was leaking Caused bg natural end life of valve 
packing Packing adjusted b leakoff line capped 

DAVIS. E M . ROMNEY, K M Daltlmore Oas b Electric Co 79/03/22 

ip 


DOCKET SO-318 Calvert Cliffs Nuclear Power Plant. Unit 2 


79O'3O9O340 Ack receipt of 700911 LNO contlngencg plan Roqueiti addl 
info for review U/questlonnatre 

FIEIO.R W Operating Reactors Branch 4 79/01/30 4pp 


7903190326 Notification of deficiencies in modified amended eecurltg 
plans Forwards NRC position re deficiencies Enel withheld 
iref 10CFR2 7901 

REID.R W Operating Reactors Branch 4 79/02/13 2pp 


7903230039 Forwards Federal Register notice amending 10CFR73 99, 
"Requirements for Phgslcal Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage." to 
defer emploge* pat-down searches until 790801 

DENTON.H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903220343 Notification of 790314 meeting w/utll to hear appeal of NRC 
phgslcal taarch requirements implemented under modified 
amended securitg plan 

CONNER. E L Operating Reoetors Branch 4 79/03/07 Ip 


7903260241 Forwards safeguards contlngencg plan Info withheld (ref 
J0CFfi2 790) 

EVANS, V R Baltimore Oas b Electric Co. 79/03/19 Ip 


7903200307 Reviews nuclear plant fire protection re sponiib 1 1 Ltles. 
Including organization, fire brigade training, c ontrol of 
combuitlblee, control of Ignition eources. fire fighting 
procedures b QA 

LUNDVALL. A E DaUiraoro Oas b Electric Co 79/03/22 4pp 


79030B030S Forwards "Annual Kept 1973 >' 

OORE.J M Baltimore Oae b Electric Co. 79/03/06 ip 


7903030311 "Annual Rapt 1973 " 

• Daltlmore Oas b Electric Co 79/03/06, 32pp 


7903280369 Ack receipt of 79011? Itr re credits from reduction in fee 
Requests crediting overpegment against fee for DPR-69 due 
790513 b Bkcess agalnet DPR-53 due 790023 
SHOEMAKER. C L Oaltimore Oas b Electric Co 79/03/22 Ip 


79030601SS Forwards Endorsement 36 to Pol leg NF-216 for calender gear 
1979, 

SHOEMAKER, C L Baltimore Oas b Electric Co 79/03/01 2pp. 


7903080243 Forwards amend of Condition 4, Endorsemenfc 30, to MAELU Pollcg 
MF-76, effective 790101 

SHOEMAKER, C.L. Baltimore <?as b Electric Co 79/03/02 2pp 


7903140222 Forwards revised versi one: Entrg-Control Bgs Handbook. 
SAND77-1033J Intrusion Detoctlon Sgs Handbook, 8AND76-0994I b 
Barrier Penetration Databaie. NUREO/CR-OiSl H/o end 
MILLER.O R Oivieion of Operating Reactors 79/01/09 8pp 


7903120539 Forwards staff recommendations re genaral contents of 
Offsite Dos* Calculation Manual to be lUbmltted w/proposed 
radiological effluent Tech Speci 

0RIHE8.D, K Aesletant Director for Eitglnaare b Projects 
79/01/10 4pp 


7903090412 Responds to 731113 request for changes in License DPR-S3 & 
DPR-69 Forwards request for addl Info re proposed delation 
of Condition 2 C 3 re steam generator refill rate Also 
forwards SER re similar situation at Surry Power Station 
REID, R N Operating Reactors Branch 4 79/02/09 4pp 


7903090563 Notice of 790301 meeting in Sethesda. NO, to discuss Baltimore 
Oas & Electric's LNO contingency plan 

CONNER. E L Operating Reactors Branch 4 79/08/14 2pp. 


7903210293 Forwards Amend 36 b 19 to DPR-93 b OPR-69 r espec tlwe 1 g, EIA. 
notice of issuance b negative declaration 

REID.R W Operating Reactors Branch 4 79/02/23 3pp 


7903210261 Amends 36 b 19 to DPR-S3 b DPR-69. res p ic 1 1 Ye 1 g. cover Ing plan 
to investigate physical b biological effects of condenser 
coaling water delta temp authorized bg Environ Tech Specs 
REID.R N Operating Reactors Branch 4. 79/02/23 Spp 


7903210264 EIA supporting Amends 36 b 19 to DPR-93 b DPfi-69. 
respect! velg 

REID.R N Operating Reactors Branch 4 79/02/23 2pp. 


79032 1026B Notice of Issuance of Amends 36 b 19 to DPR-B3 & OPR-69, 
respectively, b negative declaration 

FAIRTILE, M D OpoTatlng Reactori Branch 4 79/02/23 2pp. 


79032100SI Forwards Amend 37 to License DPR-S3 b Amend 20 to DPH-69i 
eecurltg plan evaluation rept (withheld ra# 10CFR2 7901 b 
noticeofissuance ' 

REID.R H Operating Reactors Branch 4 79/02/28 3pp 

7903210095 Amend 37 b 80 to Licenses DPR-S3 b DPR-69, respectively, 
incorporating approved physical security plan 
REID.R M Operating Reactors Branch 4. 79/02/2S 4pp. 


7903210069 Notice of Issuance of Amend 37 to License DPR-93 b Amend 20 
to DPR-69, 

REID.R M Operating Reactors Branch 4 79/02/2B 2pp 


7903000331 Forwards CEN-lOSfD >“P, "Rapt of Reeonst 1 tuteb lo-D4C TVp* 
Control Element Assembly Design for Use in BObE Reactor.” 
Affidavit requesting proprietary handling end. 

LUNDVALLiA E Baltimore Oas b Electric Co. 79/03/05 9pp. 


7903000336 Forwards non-prapri e targ version of CEN-109 ( BI-NP. "Rept of 
Reconstltutable B4C Type Control Element Assembly Design for 
use in GObE Reactor." Supp 1 to amend application. 

LUNOVALLiA. E Geltlmora Oae b Electric Co 77/03/05. Ip 


7903D8033S "Rept of Reconstl tutab le-B4C Type Control Element Assembly 
Dealgn for Use In BQbE Reactor." nonproprle tary. 

KEEFER, C.D , ANTHONY, A J Combustion Engineering, Inc 
CEN-109(DI-NP 79/08/01 10pp. 


7903140440 Forwards final proposed version for Tech Spec changes re 
spare battery installation Proposed change ie required prior 
to ichadulad testing date of 790701, 

ASH.R F Baltimore Oas b Electric Co 77/03/12. 8pp 


7903160837 Forwards formal calculation supporting previously submitted 
abbreviated analysis demonstrating acceptable small braak 
ECCS results w/o allowing cradlt for charging pump flow.dtd 
790216 

LUNDVALL, A £. Baltimore Oas b Electric Co 79/03/13. 19pp 


7903210298 In response to 790209 request, forwards addl Info on 
feedwater flow Instability (eteam generator water hammerl. 
LUNDVALL, A, E Baltimore Oae b Electric Co. 79/03/1 S. 19pp 


7903210300 Rasponde to 770902 request for certain info re water haeiaar 
Discusses poesible mods to water hammer in feedwater sgs 
LUNDVALL. A E Baltimore Oas b Electric Co 77/11/14. 4pp. 


7903220296 Foruarde marked-up copy of radiological effluent Tech Specs 
b outline of propoaad content* of Offsite Dose Calculation 
Kanual, Formal requeet for amend will be eubmltted by 790415, 

LUNDVALL, A E Baltimore Oas b Electric Co. 79/03/19. llOpp. 


7903330195 Ack 771883 reiponss re util review of potential boron 
dilution Ine Idents. FOAR analgel* still represents most 
limiting case Rased on response, no further action le 
neceesary. 

REID.R H Operating Reactors Branch 4. 79/03/01 2pp 
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7903130'173 Foruardt IE Irap Rapt 50-317/76-39 50-31B/78-35 ofl 

791319-Sl Mo nantPApliano notad 

BRUNNER, E J Ripion 1, Phlladalphta. Raactor Qperatlona Nuelear 

Support Branch 79/01/17 2pp 


7903130168 IE Inap Rtpfca 30-317/76-39 Sc S0-318/78-3S on 781219-81 No 
none omp I lane a noted Major araat Inepactad lleenaeo foliotiop 
r# IE Circular 76-08 It pravloua ln»p Mndinjs 
cJOHNBDN. D F . KEIMIO. R R Rajlon I, Philadelphia, Reactor 

Operations Nuclear Support Branch 79/01/17 Rpp 


79031404SA Foru/ards IB Imp Repvs SO-317/79-OI l< S0-31B/79-01 on 
790115-19 No non comp I lane a noted 

BRUNNER, E U Region 1, PMIadelphia, Reactor Operations Nuclear 

Support Branch 79/02/01 2pp 


7903140431 IE Jnsp Rapts SO-317/79-01 S, 50-318/79-01 on 79011S-1<7 No 
noneetnpl lance noted Major areas inspected reactor 
operations, IE bulletins !< e ireulars, review of monthly status 
repts. 

JOHNSON, D F , FOLEV,T Region 1, Philadelphia, Office of the 
Olraetor KEIMIO.R R Region li Philadelphia, Reactor 

Operations Nuclear Support Branch 79/01^31 12pp 


7903050809 Forward! IE Info Notice 79-03, "Llml torque Valve Oeared 
Ulaiit Switch Lubricant " 

QRIER.B H Region I, Phi ladelphia, Office of the Director 
79/02/09 Ip 


7903080446 Forwardt IE Info Notice 79-04, "Degradation of Enpineerid 
Safetg Features *' 

0R1ER,B H Region (, Philadelphia, Office of the Director 
79/08/16 Ip. 


7903I4D012 Acl receipt of 79020S Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/70-38 li 
50-31B/78-34 

DRIER, B H Region I, Philadelphia, Office of the Director 
79/02/23 ip 


7903090167 Forwards LER 79-007/03L-0 

RUSSELL, L D Baltimore Das 6 Electric Co 79/03/01 tp 


7903090175 LER 79-007/03L-0 on 790212 snubber 8-03D-8, 21 main stun 
isolation valve hydraulic supply sys, inoperable Caused by 
slightly bent piston rod Snubber replaced 

DAVIS, 8 M , MlERNICKl.M J Baltimore Oas & Electric Co 79/03/01 

2pp 


79O3O9O2S0 Forwards LER 79-O0B/O3L-O 

RUSSEL, L JB Saltimore Oas b Electric Co 79/03/01 Ip 


7903090868 LER 79-OOB/03L-0 on 790208 22D safety Injection tank Itvel 4 
prassure were below Tech Spec min due to fill valve not 
shutting tightly after being opened for drainage Tank 
refilled 6 valve successfully cycled several times 
CARROLL, J T Baltimore Oas b Electric Co 79/03/01 Ip 


790309026S Forwards LER 79-006/03L-0 

RUSSELL, L B Baltimore Oas b Electric Co 79/03/01 Ip 


790307026S LER 79-006/03L-0 on 790204 control element assembly moli«s 
inhibit failed to actuate within Tech Spec limits Caused by 
bad K2 relay on relay card Relay replaced it inhibit returned 
bo SVC 

DAVIHjS M , MIERNICRIiM J Baltimore Oas b Electric Co 79/03/61 
2pp 


7903290097 Forwards LER 79-009/03L-0 

RUSSELL, R 8 Baltimore Gas b Electric Co 79/03/22 tp 


7903890101 LER 79-009/03L-0 on 790826 svc water heat eichanger 
saltwater outlet throttle valve 21 failed to open on 
signal Cause unknown Valve will be repaired during nest 
outage 

CARROLL, J T , ROMNEY, M K Baltimore Oas 6 Electric Co 79/03/Sa 

Ip 


7903140015 Responds to NRC 790117 Itr re violations noted In IE Insp 
Rep'ts 50-317/7B-3B 8. 50-318/78-34 Corrective actions, 
ovarilght of mgt controls tys improved to aid Implementation 
of license requlTenente 

LUNDVALL, A E Baltimore Oas b Else trie Co 79/02/05. 3pp 


7903140010 Forwards IE Insp Rspts 3O-317/7B-30 b 50-318/70-34 on 
781212-15 b notlcs of violation 

QRlERtB.H. Raglon 1, Ph 1 ladslphia. Office of the Director. 
79/01/17 3pp 


7903140028 Notice of violation from Insp on 701812-15 b ngt matting on 
790104 

e Region 1, Philadelphia, Office of the Director 79/01/17. 

app 


7903140085 IE Inip Repte 50-317/78-39 b 50-310/70-34 on 781218-13 
None ompllance noted failure to comply w/Tich Spec 3 0 4, to 
Include or ref instructions from functional test or 
document functional acceptability 

CONTE, n J > ZIMMERMAN, R,P , JOHNSON, D F Region 1, Philadelphia, 
Office of the Director 79/01/09 84pp, 


DOCKET 50-320 Three Mile Island Nuclear Station, Unit S 


7903800374 Forwardc App C, "License Safeguards Contingency Plan " 
End withheld (ref 10CFR8 790) 

HEREEIN,J 0 Metropolitan Edison Co 79/03/15 Ip 


7903070285 Confirms 790221 telephone conference to settle Issuei i» be 
further heard, timing of hearing b submission of prepared 
test Imony, 

DUFLO, H E. Atomic Safety and Licensing Appeal Panel 79/02/06 Ip 


7903150200 Interveners' response per AUAD-509 in opposition to 
"de minimus'' theory Alleges theory ignores issue of 
significant b substantial releases of radon-228 to environ 
Certificate of Svc end 

KEPPORD,C Affiliation Unknown 79/02/19. 37pp 


7903130431 Confirms 790221 telcon re conference on 790305 Requitti 
notification If 790404-06 is not suitable for evidentiary 
haarlng 

DUFLO, M E Atomic Safety and Licensing Appeal Panel 79/02/21 Ip 


7903060510 Informs rtclpienti of IE Bulletin 79-01, "Environ 
Dual 1 fleet 1 on of Clast IE Equipment," dtd 790208, that valvt 
limit switch Idsntlfied as NAMCO Nodsl S3CML should read 
6L3CML 

ORIERiB. H Region 1. Philadelphia, Office of the Director. 
79/02/87 Ip 


7903080342 Foruerds "Seailannuel Effluent Release Rept. " 
LUNDVALL, A E. Baltimore Oas b Else trie Co 79/02/20 Ip 


7903020344 "Semiannual Effluent Release Rept," suppi Info 
« Baltimore Oas b Electric Co 79/02/88 120pp. 


7903210011 Forwards monthly operating rept for Feb 1979 
hERBDNrB D Baltimore Oas b Elactrir Co. 79/03/15. tp. 


7903810012 Monthly oparating rept fat Feb 1979 

MERBONiS D Blltlmore Oas b Electric Co 79/03/15 13pp 


7903230297 Forwards responses to ALAB-309 Thirty-day period for 
responses to documents shall run from 790305 

BHRUTBKItR M Atomic Safety and Licensing Appeal Pantl 79/03/61, 
Spp 


7903160293 Extends until 790322 time within which NRC may deteraini 
revlfw ALAD-saS 

CHILK, S. J Office of the Secretary of the Commission. 79/03/02 
ip 


7903160316 Confirms 790404 evidentiary hearings in Harrisburg, PA 
B)<RUTSKI,H M Atomic Safety and Licensing Appeal Panel, 79/63/41 

app. 


7903810305 Orders further evidentiary hearing on aircraft crash 
probability Itsue In Harrisburg, PA, on 790404 Parties shall 
inform ASLAB security force of names of repreientatlves. 

OUFLO, M E Atomic Safety and Licensing Appeal Panel 79/03/07 If 



DDCKET 90-3SO Three Mile Island Nuclear Station. Unit S 


7903090 MB 
OERETV, H 


Forwards Endorsement 39 to ANI Pol leg 
F OPU Service Corp 79/03/09 8pp 


NF-2aO 
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79030S0143 Responds to NRC 790109 Itr m violation noted in IE Insp 
Repts 90-209/70-24 8c 50-320/70-37 Corrective actions 
revision of valve tost procedures fc Insarvice insp tagging 
sgt uill be expanded to include valves 
HERBEIN. J O Metropolitan Edison Co 79/02/01 3pp 


79030901 9G Forieards Endorsement 28 to ANI Policy NF-220 
SERETY.H F OPU Service Corp 79/03/05 2pp 


7903280263 Foruards Endorsecnent 32 to MAELU pollcg MF-73 
OBRETY. H F GPU Service Corp 79/03/23 2pp 


790321029B Foruards Amend 49 i< 9 to Ulcenses DPR-50 tc DPR-73 
respectivelg if notice of issuance Securitg plan evaluation 
rept uithhcld <ref 10CrR2 790) 

VAROA.S A tight Water Reactors Branch 4 REID. R W 

Operating Reactors Branch 4 79/03/23 3pp 


7903210263 Amend 49 to License OPR-90 tc Amend 9 to OPR-73. incorporating 
cnodlfled acnendeci phgsieat seeuritg plan into license, 

REtD.R U Operating Reactors Branch 4 79/02/23 4pp 


7903210269 Notice of issuance of Amend 49 to License l)PR-90 tc Amend 9 
to DPR-73 

PAIRTILE.M B Operating Reactors Branch 4 79/02/83 3pp 


7903090232 Discusses details of ejctenslon from 770319 to 790419 for 
submission of final draft "Radiological Effluent Tech Specs 
for PHRi" (NUREO-0472) 

HERBEINiJ 0 Metropolitan Edison Co 79/03/03 2pp 


7903080146 Forcuards IE Insp Repts 30-289/70-24 L 50-380/78-37 an 
781218-14 tc notice of violation 

BRUNNER. E J Region li Philadelphia, Reactor Operations Nuclear 

Support Branch 79/Ol/OS 3pp 


7903083149 Notice of violation frocn insp on 761213-14 

• Region 1. Philadelphia. Reactor Operations Nuclear Support 
Branch 79/01/04 Ip 


7903060192 IE Insp Repts 90-809/70-84 tc 30-320/70-37 on 781812-14 
Noncompliance noted failure to impleakent survelllaneo 
procedure 

FOLEY, T . HI09IN3. J C . CAPHTON. D L Region 1. Philadalphla. 

Reactor Construction 6 Engineering Support Branch 79/01/04 0pp 


7903080943 Act receipt of 790130 Itr informing NRC of stops taken to 
correct violations notad in IE Insp Rept &0-38D/76-36 
ORIER.S M Region 1, Philadelphia, Office of the Dtractor 
79/02/13 ip 


7903080346 Responds to NRC 790109 Itr re vlolatian noted in IE Insp 
Rept 90-320/76-36 Corrective actions valve vorl fleet ion 
portion of procedure 8311-S was perforenad Ic personnel 
Instructed 

HERBEIN.J 0 fletropoUten Edison Co 79/31/30 3pp. 


7903270406 Forwards none omp 1 iance notification 77-01 re inadvertent 
transfer of oil L grease from industrial waste treatment 
lyf to Industrial waste filter sgs 

TROFFER.O J Metropolitan Edison Co 79/03/15 2pp 


79030B0949 Forwards IB Insp Repts 30-209/70-83 t< 90-320/7B-36 on 
781204-08 U 18-14 & notice of violation 

OURNNER.E U. Region 1. Fh i lado Iph 1 a. Reactor Operations Nuclear 

Support Branch 79/01/09 Spp 


7903890162 Forieards "Buppl Startup Rept " Final rept will be submitted 
within 90 dags 

HERBEIN.J 0 Metropolitan Edison Co 79/03/83 Ip 


7903000396 Notice of violation from insp on 70I8O4-OB it 18-14 

• Region 1. Philadelphia. Reactor □peretlons Nuclear Support 
Drench 79/01/09 Ip 


7903290163 "Buppl Startup Rept " 

0 Metropolitan Edison Co 79/03/83 47pp 


7933080091 Forwarde IE insp Rept 90-320/78-39 on 781820-89. No 
noncompl lance noted 

BRUNNER. E J Region 1. Philadelphia. Reactor Op'eratlons Nuclear 

Support Branch 79/01/18 2pp 


7903030096 IE Insp Rept 90-380/78-39 on 76tS8B-89 No noncomp 1 lance 
noted Major areas Inspected tronilent test generator trip 
from 96Z power tc prellmtnarg review of test data 
SETTENHAUSEN. U . MCNATT. T 0 . CAPHTON, 0 L Region 1. 

Philadelphia. Reactor Operations Nuclear Support Branch 79/31/10, 
4pp 


79031S0447 Forwards IE Insp Repts 90-209/79-01 tc 30-320/79-01 on 
790108-11 No noncompliance noted 

BRUNNER.E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/01/89 2pp 


7903190490 IE Insp Repts 90-289/79-01 tc 90-320/79-01 on 790108-11 No 
noncompllance noted Major areas Inspactod* shift logs, 
records, fac 1 1 1 tg tour during normal hours tc plant operations 
during backshift 

HAVERKAMP.D R Region 1. Ph 1 ladalph la. Reactor Optratlons 

Nuclear Support Branch KEIMIQ. R R Region 1. Philadelphia. 
Office of the Director 79/01/87 13pp 


7903200280 Forwards IE Iflsp Rept 50-320/79-02 on 790130-31 No 
noncompliance noted 

BRVNNER.E J Region 1. Philadelphia. Raactor Operations Nuclear 

Support Branch 79/02/07 2pp 


7903200893 IE Insp Rept 90-320/79-02 on 790130-31 No none omp 1 line e 
noted Major areas Inspected action on previous findings tc 
compliance w/Ilcenss regulations 

HAVERKAMP.D R . KEIMIOcR R Region I, Ph 1 lads Iph la. Rsacter 

Operations Nuclser Support Branch 79/08/06 3pp 


7903060643 Forward* IB Info Notice 79-03. "Limitoraue Valve Oeared 
Limit Switch Lubricant " 

ORIER.B K Region 1. Phlladelplila. Office of the Director 
79/02/09 1 p 


7903080186 Ack receipt of 790201 Ur Informing NRC of steps taken to 
correct violations noted In 16 Insp Repts 90-289/78-84 tc 
90-380/78-37 

BRUNNER.E J Region 1. Philadelphia. Reactor aperations Nuclear 

Support Branch 79/02/13 Ip 


79030BOS62 16 Il»*p Repts 90-209/78-83 tc 50-320/70-36 on 761204-00 tc 
13-14. Noncompl iance noted failure to perform surveillance of 
Isolation Valves located inside containment (Unit 8 dnlg) 

KEIMIO. R R > HAVERKAMP.D R . JOHNSON. J R Region 1. 

Philadelphia. Reecbos- Operations Nuclear Support Branch 79/01/09. 
IBpp 


7903140003 Ack receipt of 790301 Itr responding to IE Insp Repts 
90-209/70-22 tc 90-320/70-39 Utr will be withheld 
(ref 10CFR2 790) 

MARTIN. M.O Region 1. Philadelphia. Safeguarde Branch 79/03/13 

Spp 


7903030408 Forward* IE Info Notice 79-04. "Dearadatlon of Enginaeretf 
Safetg Features." 

ORIER.B H Region Ir Philadelphia. Office of the Director. 
79/02/16 Spp. 


7903800838 Forwards sunenarg of combined mgfc meotlng 80-889/79-04 
»c 90-320/79-09. held 790809 In King of Prussia. PA 
ORIER.B H Region 1. Philadelphia. Office of tha Director 
79/08/26 2pp 


7903200843 Sumirnarg of combined mgt meeting 90-239/79-04 l< 
90-320/79-09 held on 790809 to discuss IE insp programs tc 
objective* tc licensee's orgainzatlon. mgt controls. previous 
enforcement actions, operational status, plans U programs 
HAVERKAMP.D R. Region 1. PhUedtJphia, Office of the Director 
79/02/82 3pp 


7903080499 Informs recipient* of IE Bulletin 79-01. "Environ 
Qua 1 If i cation of Class IE Eguipment. " dtd 79080B. that valve 
limit switch Identified as .NAMCO Model asCML ehould read 
8L3CML 

ORIER.B H. Region 1. Philadelphia. Office of tho Director. 
79/02/27 I p 


7903160880 Forwards monthly operating rept for Feb 1979 
HERBEIN.J. 0 Metropolitan Edison Co, 79/03/18 tp 


7903160823 Monthly operating rept for Feb 1979 

LEN9EL.R A Metropolitan Edison Co. 79/03/09. 4pp 


7903060200 Feirwerd* L6R 79-009/03L-0. 

NERDEINiJ 0. Metropolitan Edison Co 79/08/86 Ip 



108 DOCKETED SERIES 


docket SO-320 ThT*B Mil» Islantf HueUar Station. Unit 2 

7'9[>30i0204 LER 79-00R/(33L“O an 790130 tUTveillanca Pequlrei! by T«eh 
Spac* fo-P Mo4» 3 not pop-formad after pump* tayged out Cauied 
bi| lack of clarity In ehuidoun pTocedurs sbutdoun ppocedupe 
uill be revietd for clapi f irat icn 

LENOEL. R A ftetpopoJ Itan Edison Co 79/OZ/'36 Ip 


790306D4SJ Foruarde LEB 79-OIO/OlT-O 

RERBEIN.J 0 Watpqpolltan Edlepn Co 79/03/2d> Ip 


79030fi0di2 LER 79-01 0/'OIT-O on 790214 during Mode 1.0 tdncentratton In 
boric add ml t tank oiceeded Toth Spec 1 Imlt. Caused by 
pereonncl eppop 

LE NOEL, ft A Metropolitan Edleon Co 79/03/2A 2pp 


7903070329 Fopuapde LER 79 -007/031-0 

HERBEIH. vl 0. MetropoUtan Edison Co. 79/02/2* Ip. 


7903070334 LEIl 79-007/03L-0 on 790126 while in Mode 5. travelling water 
tcreene Inoperable due to buildup df debrti causing high 
differential level acroia idle tcreen ly* Caused by 
procedural Inadequacy Procedural guidance established 
LENOEL. R,A Metropolitan Edison Co 79/03/26 2pp. 


7903120211 Forwards LER 7B-069/99X-0 

HEHBEIN. vj 0. HetropoUtan Edison Co 79/03/20 Ip 


7903120224 LER 7a-069/99X-0 on 701202 reactor trip occurred folloLied by 
safety injection ac tuat Ion. due to overfeeding of steam 
generator! Caused by mein feedwater regulating valve being 
pinned open Procedures revised to prevent recurrence 
LEN9EL. ft A Metropolitan Edison Co 79/0'3/2B 2pp 


7903280313 Forwards LEB 79-011 /03U-0 

LAWYER. L.L, Metropolitan Edison Co 79/03/20 Ip. 


79032B0319 LER 79-01 1/03L-0 on 790217 diesel generator OF-X-IB output 
pDuar fluctuated until reversed power cauied it to trip. 

Unable to determine dsfinlte ceuse Buepect wiring connection 
tightened & voltege rtadlngi teten to eniure operability. 

BTAlRiJ B Hatropolitan Edison Co 79/03/16 Ip 


7903300289 Transcript of public briefing on 79032? In Washington. DC. re 
incident at facility Discussion of prtlinlnary info & MftC 
response to events 

HENDRIE. J. M , OJLINSKY.V . KENNEDY. R. T Coiimlsslon 79/03/29. 

43pp. 


DOCKET 90-321 Edwin I Hatch Nuclsar PUnt. Unit I 


7903190341 Dsnlas 790130 request for delay In Implansntlng security 
plan bsyond 790233 date Suggests lininediate suppl to plan, 
describing c ompensetory mtesures for each Item raqulrlng 
addl time for completion. 

STELLD.9. Office of Nuclear Reactor Regulation 79/02/21 2pp 


7903230039 Forwards Federal flegliter notice emending 10CFR73 99. 
"Requlramente for Physical Protection of Licensed Activities 
in Nuclear Power Rfactori Against Industrial Eabotige." to 
defer employee pat-ifoun searches until 790801 

DENTON. H R. Office of Nuclear Reactor Rigulatton 79/03/23 Ip 


7903200133 Forwards Amend 64 to LUtnea DPR- 97 b Amind B to NPF-9 k 
notice of Issuance h availability. 

IPPDLITO. T. A. Operating Reactors Branch 3 79/02/26. 3pp 


7903290034 Informs that safeguard contingency plan submittal will bi 
delayed until 790330. due to revisions requested by NRC In 
790323 telcon 

EIIRENEPEftOER. W Oeorgla Power Co 79/03/23 tp 


,7903140222 Forwards revised versions Entry-Control Sys Handbook, 
&AND77-1033I I ntrus i on Detection Sys Handbook. SANO76-0SS4i b 
Barrier Penetration Da tabase. NUREC/CR-OIBI W/o end 
fllLLER.-J ft Division of Operating fteactors 79/01/09 2pp 


7903080173 Forwards mod to "Review b Acceptance of Spent Fuel Sterile 
b Handling Application" provided on 780414 Involves pages 
lV-3 b IV-6 w/modlfled rationale b corrections 
GRIMES. B K Assistant Director for Engineers b Projects 

79/01/10 4pp 


7903010295 Forwards NEDO-21 B09, "Hark I Containment Program, Downtoaet 
Reduced Submerg ence. Func 1 1 onal Assessment Rept " 

SOBON. L J General Electric Co .Nuclear Energy Products Dlv 
79/02/01. Ip 


7903010310 "Mark I Containment Program. Downcomer Reduced Submerginti. 
Functional Assessment Kept " 

HONG. K H General Electric Cn .Nuclear Energy Products Dlv 
NED0-2ie83 78/06/30 45pp 


7903020218 Notification nf 790214-15 meeting in Dethesda.MD 
u>/repr esenta t Ive of Mark I owners group to discuss 
Implementati on b resolution of Mark I long-term program b 
pool swell pressure load definition techniques 

CntMES.C Assistant Director far Engineers b Projects 79/02/C6 
IP 


7903150001 Forwards Amend 63 to DPR-S7. safety evaluation b notice of 
Issuance 

IPFQLITOi T A Operating Reactors Branch 3 79/02/09 2pp 


7903150003 Amend 63 to DPR-57 deleting need for trip of high prttluri 
coolant injection b reactor core isolated cooling steam line 
Isolation valves upon high differential temp condition 
between Inlet b outlet ventilation of pump rooms 
iPPOLITOi T A Operating Reactors Branch 3 79/02/09 Spp 


7903190004 8ER supporting Amend 63 to DPR-S7 

• Office of Nuclear Reactor Regulation 79/02/09 3pp 


79031S0007 Notice of issuance b availability of Amend 63 to DfR-97 
IPPDLITO. T A operating Reactors Branch 3 79/02/09 2pp 


79030IDD61 Forwards safety evaluation of interim assessment of 
mut t ip 1 e-consBcw 1 1 ve safety relief valve actuations, b 
sample Itr. 

EISENHUTi D 6 Assistant Director for Systems b Projects 
79/02/19 2pp 


7903010070 "Safety Evaluation Rept of Interim Assessments of MuUlfli' 
Coneecuttve Safety Relief Valve Actuations in Mark I 
Containment Plante " All plants are In conformance w/ 
acceptance criteria 

-s Aiilstanb Director for Systems b Projects, 79/02/19 lOff 


7903160213 FoirwardP proprietary rept NEDE-2394B-P, "Hark I Con te inisstil 
Program.Suppresiion Pool Swell Test Program. LOR Load Test- 
Oencrlc Sensitivity '' H/affldavlt for proprietary status 
Rept withheld (ref 10CFR2 790) 

SOBON, L, J Oeneral Electric Co .Nuclear Energy Products Dlv 
79/02/26 5pp. 


7903230011 "SER of Interim Assessments of H5IV Actuations in Hark I 
Containment Plante " 

• Aeeiitani Director for Engineers b Projects 79/02/27 I2p# 


7903230083 Forwards sefsty evaluation rept on Interim asseeenienti of 
multtpls-consecutlVB safety relief valve actuations 
Concludes that co.ntinued operation of Mark 1 DNR facllltlsi 
Is acceptable subj to corrective actions 

ORlMEB.a K Division of Operating Reactors 79/02/27. Ip. 


7903070296 Forwards Jan 1979 Mark I containment program activity 
review Lists meetings held b provides brief task-by-task 
summary. 

BQBON. L J Oenerel Electric Co .Nuclear Energy Products Dlv- 
79/02/28 llpp 
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bOCKET S0~32t Eduin 1 Hatch Nuclear Plant. Unit 1 


7903500143 Notification of 790316 ireoting u/Oeorgla Pouer In Qethaada. 
MDr to dlscuts licensee's submittal of Tech Specs on 
radiological effluents 

VERRELLI.D M Operating Reactors Drench 3 79/OS/SS 3pp 


7903060352 In response to 790129 request, forieard s addl info re 
processing of solid uiaste 

WHITMERiC P Georgia Pouer Co 79/03/01 4pp 


79O31S0459 Provides summarg of 790313 meeting in Dethesda.MD w/ 
representatives of Mark 1 owner's group program committee to 
diecuss generic Mark I program re eafetg relief valve loads 
H/eticl attendees list U meeting handouts 
SU> T> M Containment Sgstems Branch 79/03/01 16pp 


7903300035 Requests fees for amends to DPR-S7 ti NPF-S 

HILLER, tl D License Pee Management Branch 79/03/01 ip 


7903300303 rorwards proposed staff position for Mark I long-term 
program implementation schedules 

EISENHUT. D G Assistant Director for Sgstems it Projects 
79/03/01 4pp 


7903S00304 Directs recipients to send end sample Itrs to DUR Mark I 
facilities i equesting schedules (t commitments re expected 
mod completion dates. use of safebg relief valve discharge 
devices t< licensing foes for long-term program 
0R1ME9. B Assistant Director for Engineers & Projects 
79/03/01 0pp 


790309D170 Poruiards rsevaluation of containment leak rate test 
program ti proposed changes to Tech Specs reflecting 
provisions of updated program 

WHITHER. C P Georgia Power Co 79/03/09 9pp 


7903090103 "Containment Leak Rate Test Program" incorporating updated 
NRC positions 

* Georgia Power Co 79/03/03 50pp 


7903370100 Discusses status of Mark I containment long-term program 
Reiivests schedule showing time periods for installation of 
specific plant mods Discusses safetg relief valvo discharge 
device installation C< forwards staff evaluation 
S7ELLQ.V Division of □peratlng Reactors 79/03/lS 17pp 


7903360229 Util believes NRC erred In requesting pagment of *9.600 fee 
for proposed changes to Tech Specs Forwards fee it reserves 
right to request an exemption ti refund per 10CPR170 32 
WHITHER, C F Georgia Power Co 79/03/19 Ip 


7903270471 Forwards licensing application for third refueling Also 
forwards ropt NED0-24t79. Jan 1979. "Suppl Reload Licensing 
R* p t “ 

WHITHER, C,F Georgia Power Co 79/03/22 lOpp 


7903270403 "Buppl Reload Licensing Submittal for Unit 1, Reload 3 >' 
OALER.R.R , CNGEL, R C General Electric Co >Nucleor Energg 
Products Div NEDO-24179 79/01/31 26pp 


77030S0975 Responds to IE Bulletin 70-14, "Deterioration of Buna-N 
Components in A9C0 Solenoids " Parts ordered & replacement 
will begin during spring outage for Unit 1 Unit 2 change-out 
has not been scheduled 

8TAFFA, R W Georgia Power Co 79/02/09 2pp 


7903070509 Ac k receipt of 790126 Ur Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-331/7G-40 L 
50-366/78-49 

SUTHERLAND, J T Region 2, Atlanta, Fool Faeilltg t< Materials 

Safetg Branch 79/02/14 Ip 


7903070514 Responds to NRC 790104 Ur re violations noted in IE Insp 
Repts 50-321/7B-40 li 90-366/7B-49 Corrective actions aerial 
survegt scheduled for 1979 until soil s tabi 1 1 iat Ion is 
documented 

STAFFA.R M Oeorgla Power Co 79/01/26 Ip 


7903070917 Forward* IE Insp Repts 90-321/70-40 I 80-366/70-49 on 
7B12O4-O0 t( notice of violation. 

SUTHERLAND, wl T Region 2i Atlanta, Fuel Faeilltg L Materials 

Bafetv Branch 79/01/04 2pp 


7903070919 Notice of violation from Insp on 701204-00 

e Region 2, Atlanta, Fuel Faeilltg >i Material* Safety Branch 
79/01/04 Ip 


7903070525 IE Insp Repts 30-321/78-40 4. 90-366/70-49 on 701304-00 
Noncompllance noted deficiencies in OA procedures h semi- 
annual surveg s 

CUNNINOHAH.A L • HUFHAH, J M Region 2. Atlanta. Fuel Facility it 

Materials Safety Branch 79/01/02 4pp 


7903080933 Forwards IE info Notice 79-04, "Degradation of Engineered 
Bafatg Features " 

O'REILLVrU P Region 2, Atlanta. Office of the Director 
79/02/16 2pp 


79031S0283 Ack receipt of 790219 1 tr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-321/79-01 L 
90-366/79-01 

SUTHERLAND. J T Region 2, Atlanta. Fuel Facility & Hatarialt 

Safety Branch 79/02/26 Ip 


7903190287 Responds to NRC 790125 1 tr re violations noted in IE Insp 
Repts 30-321/79-01 t< 90-366/79-01 Corrective actions closer 
checking of unlocked high radiation doors, callbr of neutron 
instruments & review of qualifications 
STAFFA.R H Oeorgla Power Co 79/02/13 3pp 


7903130289 Forwards IE Insp Repts 90-321/79-01 L 30-366/79-01 on 
790103-09 it notice of violation. 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility tc Materials 

Safety Branch 79/01/29 2pp 


7903190292 Notice of violation from Inip on 790103-03 

e Region 2. Atlanta. Fuel Facility & Materials Safety Branch. 
79/01/23 2pp 


7903190297 IE Insp Bept 30-321/79-01 it 50-366/79-01 on 790103-03 
Noncompllance noted failure to keep entrance to high 
radiation area lacked, failure to label containers of 
radioactive matl t. failure to callbr survey Instrument 
HOBEY. C M . QID8DN. A. F Region 2. Atlanta. Fuel Facility l> 

Materials Safety Branch 79/01/23 7pp 


7903120332 Ack receipt of 790202 1 tr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-321/70-43 & 

90-366/78-53 

LEWlSiR C Region 2, Atlanta. Reactor Dperationi Nuclear Support 

Branch 79/02/27 1 p 


7903120393 Responds to NRC 790116 Ur re violations noted In IE Insp 
Repts 90-321/70-43 L 30-366/78-53 Corrective ac t tons: month 1 V 
readings on pressurlied containment penetrations were 
immediately per formed 

STAFFA.R H Georglo Power Co 79/02/02 ip 


7903120387 Forwards IE Insp Repts 30-321/78-43 4i 30-366/78-53 on 
701111-1219 it notice of violation 

LONO.F J Region 2, Atlanta. Reactor Operations Nuclear Support 

Draneh 79/01/16 2pp 


7903120393 Notice of violation from Insp on 701111-1219 

« Region 2. Atlanta, Reactor Dperations Nuclear Support Branch. 
77/01/16 Ip 


7903120400 IE Insp Repts 50-321/78-43 «< 50-366/78-33 on 781111-1215 
Noncompllance noted, failure to follow standing orders 
DANCE, H C Region 2, Atlanta,' Reactor Operations Nuclear 

Support Branch 79/01/19 Spp 


79030B027B Informs recipients of JE Bulletin 79-01. "Envlrnn 
Qual If lea tlon of Class IE Equipment." dtd 790208. that valva 
limit twitch Idantifled as NAHCO Model 63CML should read 
BL3CML 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/02/20. 2pp 


7903130163 Ad receipt of IE Insp Repts 30-321/79-02 S. 50-366/79-02 
on 790114-16 No proprietary Info. 

BTAFFAiR.M Georgia Pouer Co 79/02/28, Ip. 


7903130173 Forwerds IE Insp Repte 50-321/79-02 4< 90-366/79-02 on 
790114-16 No noncompliance noted. 

KENNA,H D Region 2, Atlanta, Safeguards Branch. 79/02/06 

2pp 


7903130170 IE Insp Repts 50-321/79-02 it 50-366/79-02 on 790114-16. No 
noncompllance noted. Major areas Inspected: seeuri ty plan, 
physical barrier. lighting, access control << compensatory 

measure*. 

FUCHKO.O H , 0ILLE6PtE,F.P Region 2. Atlanta. Safaguards 

Branch 79/02/06 4pp 
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DOCi^ET 50-3S1 Edwin I Hatch Hue I ear Plant. Unit 1 


7'703H0S2ft Forward* IE fnfo Bulletin 79-02 j "Pip* SJpport Base Plate 
Dttlgnt Ucing Concrete Expansion Anchor Bolts " 

O'HEII-tY. JP Refiion 5, Atlanta. Office of the Director 
79/03/08 2pp 


7703210142 Foruards IE Bulletin 79'03. "Lang 1 tud Inal Held Defects in 
ASHE SA-312 Ti;pe 304 3ta Idles* Steel Pipe Spools 
Hanufac tured tg Youngstowd Heldlng U Englnrertdg Co " 

Q'HEILLYiJ P Region 2. Atlanta. Office of the Director 
79/03/12 ip 


77032i0072 Act receipt of 790306 Itr informing HOC of steps taien to 
correct violation noted in IE Inep Rept* 30-321/73-34 fc 
S0-366/7B-42 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facitltg S. Materials 

Safetg Branch 79/03/14 Ip 


7703360076 Responds to HRC 790306 Itr re violation noted in JS tnsp 
Repts 50-321/73-34 l< S0-366/7B-42, Correc 1 1 ve actions 
resurveg will he conducted u/callbrated ins tronents. 
instruments will henceforth be checked before use 
STAFFA.B M Oeorgla Power Co 77/03/06 Ip 


7703270937 Ac k receipt of 770307 Itr Id forming HRC of steps taken to 
correct vlolatlods noted in IE Inep Rapt* 50-331/77-03 & 
30-366/77-03 

■-EU18. R C Region 3/ Atlanta. Reactor Operations Nuclear Support 

Branch 77/03/14 Ip 


7703270948 Respond* to MRC 770215 Itr re violation* notad In IE Insp 
Rept 90-321/79-03 l< 90-366/79-03 Corrective actiods revision 
of plant procedure to require proper notification of 
personnel re drgwell sump leakage 
8TAFFA, R H Oeorgla Power Co 79/03/07 jp 


7903270593 Forwards IE Insp Rept* 90-321/77-03 6 90-366/79-03 on 
770108-12 Si notice 0-f Violation. 

LEHIS. A C Region S. Atlanta. Reactor Operations Nuclear 

Support Branch 77/02/15 2pp 


7703270560 Notice of violation from insp on 790109-12 

LEHIS.R. C Region 3> Atlantai Reactor Operations Nuclear 

Support Branch 79/03/14. Ip 


7703270966 IE Insp Repts 50-321/79-03 6 50-366/79-03 on 790108-12 
None oMp] lance noted failure to follow procedures 
« Region 3. Atlanta. Office of the Director 79/02/14 llpp 


79O3S10993 Forwards IE Circular 7?-04f "Looss Locking Hut on Llmitoriiue 
V-alve Oparators *' 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
77/03/16 2pp. 


79'0'3050341 “Annual Operating Rept for 1978 " 
MANRV.M Oeorgia Power Co 79/02/23 57pp 


7903120313 Forwards "Semiannual Rept Plant Radioactive Effluent 
RaleasaSi" for JuIv-Bbc 1978 
KANRY.H Oeorgla Power Co. 79/03/88 Ip. 


7903120316 “Semiannual Rept Plant Radioactive Effluent Releases." 
Julg-Dac 1973 

MANRY.H Oeorgia Power Co. 79/02/88 87pp 


7-^03140280 Forwards monthlg operating rapt for Fab 1979. 
MANRY.H Oeargia Power Co 79/03/0? Ip 


7703140284 Monthly operating rept for Feb 1979 
WILBON. B Oeorgia Power Co 79/03/05 Itpp 


77'03'2004DO Notirtas NRC that sampling freiiuencg for entrainment 
fnonltoring b Inpingaiivint monitoring ha* been changed from 
sumialcly to monthly, effective 790301 M/encl sections of 
environ Program Description Document 
WHITHER. C F. Oeorel.. o- ~ ” >/03/13 3pp, 


7903270392 LER 79-017/03L-0 on 790287 variations occurred in HPC 1 
turbine speed during normal operation while attempting tost 
of HPCI pump rate flow Caused by turbine control loop 
failure Controls recalibrated 6 actuator replaced 
NDC.B T Oeorgia Power Co 79/03/14 Ip 


7903300269 Forwards LER 79-018/03L-0 

HANRY.M Oeorgia Power Co 79/03/33 Ip 


7903300274 LER 79-01Q/O3L-0 on 790310 plant sve water not Valued in ta 
IB diesel generator Caused by plant sve water maint 
procedure HNP-2-6200 dot specifying correct valve alignment 
Temporary procedure change made 
BAXLEY, a X Oeorgia Power Co 79/03/23 Ip 


7903300238 Forwards LER 79-0i9/03L-0 

MANRY.M Oeorgia Power Co 79/03/26 Ip 


7903300247 LER 79-O19/03L-O on 790313 five input summer Q31-R604 out cf 
toleranca for over 2 hours Caused by leaky transistor 
Transistor replaced 6 Instrument calibrated satisfactorily 
NIXiR T Oeorgia Power Co 79/03/26 Ip 


79O330O2SO Forwards LER 79-0I7/03U-1 

MANRY.M Georgia Power Co 79/03/26 Ip 


7903300255 LER 79-01 7/03L-1 on 790327 variations in Speed of HPCt 
turbine occurred during test Caused by turbine control loop 
failure Controls calibrated 6 actuator determined to be 
inoperable Actuator was replaced 
NIX.R T Georgia Power Co 79/03/26 Ip 


DOCKET 50-322 Shareham Nuclear Power Station 


79030S02B4 Forwards Shoreh am-un 1 yue response to NRC questions re pool 
swell height Respe-nse establishes max pool swell height 
Responses withheld Iref tOCFR2 790) 

ND9ARR0. -J P Long Island Lighting Co 79/02/16 Ip 


7903150113 Informs that util is required to provide an Offsite Dose 
Calculation Manual u/proposed Tech Spec* Forwards NRC 
recommendations for manual's general contents 
VARGA, 3 A Light Hater Reactors Branch 4 79/02/16 7pp 


790316DD18 Discusses two issues re vibratory loads.per reevalua t Ion of 
equlpniEnt qua! if i ca t Ion for seismic ti hydrodynamic loads 
Forwards request for addl Info 

BDVD. R 8 Division of Project Management 79/02/23 7pp 


79D3D70265 Bubmite c lari ficati on of applicable code edition utiliied 
for Installation of piping tr related components Invoked 
newer versions of ASME Code ed i ti ons. add enda 6 code cases 
per provisions pf Section NA-U40 of ASME III Code 
NOVARRO. J P Long Island Lighting Co 79/02/28 3pp 


7903120858 Responils to 790126 request for addl info ti enc 1 ffumniary of 
positions re Mark 11 Issues t< current status of outstanding 
lead plant load acceptance criteria Overall Mark II generic 
acceptance criteria position was submitted 781218 
NOVARROivl. P Long Island Lighting Co 79/03/09 Bpp 


7903270043 Notification of 790319 meeting w/Mark II lead plants to 
discus* mechanical & equipment qualification Meeting 
cancelled 

PELTIER. 1 A Light Water Reactor* Branch I 79/03/0B 4pp 


7903230009 Notification of 790381 meeting in Los Goto*. C A w/ 
representatives from Mark II owners group to discuss Hark II 
LQOA Si safety relief valve pool dynamic loads. 

ANDERSON. C J Containment Systems Branch 79/03/12 iSpP 


7903200440 Motif ication of 790315 meeting w/Mark II lead plants In 
Bethaeda. HD. to discuss mechanical tt electrical equipment 
quel If lea ti on 

PELTIER. I A Light Water Reactor* Branch 1. 79/03/19 4pp 


7903290312 Requests addl Info re capability of nuclear steam supply 
sys to respond to postulated ATW9 transients W/ltr to major 
vendor* requesting Info U forwarding NUnEO-0460, Vol 3 W/o 
tncl 

VASSAL LDj 0 B Assistant Director for Light Water Reactors 
79/03/15 3pp 


7903210046 Forwards "Asymmetric LOCA Pool Boundary Load for Mark II “ 
80BON, L J, Oenaral Flectric Co iNucltar Energy Products Dlv 
79/03/16 Jp 
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DDCKEf 30-382 Sharehara Nutlaar Pduibp Station 


7903210037 “Asymmetric LOCA Dubble Pool Boundary Load For Mark II “ 
UPPALi 1 8 Oeneral Electric Co i Nuclear Eneryy Products Dlv 
79/03/16 ISpp < 


7903270466 Proposes discontinuation nf Wading Diver fish (< benthos 
sampling program since river Is not uninue or unusual 
ecDsystam Foriuards program data 6 analysis for -Jan 1977- 
June 1978 

NDVARROtJ P Long Island Lighting Co 79/03/19 17pp 


7903S30164 Resubmits seismic qualification info to Include 
effects of vibratory hydrodynamic loads Scenario for cold 
sbutdoun b summai y of equipment listing end 
NDVAftnO.J P Long Island Lighting Co 79/03/30 23pp 


7903230166 “Oua 1 1 f i ca 1 1 on Summary of Equipment " 
* Stone U Webster. Inc 79/03/20 450pp 


79032802BB Formards “Vent Clearing Pool Boundary Loads For Mark II 
Plants." presenting alternative load spec based on 
conservative application of 4T test da ta> rep lac ing spec 
Identified in NURE0-04B7 

SOQON.L J General Electric Co 79/03/20 6pp 


79032900B3 Forwards proprietary copies of alternate load spec Info 
document applicable to uetuell walls. to replace Info in 
MUREC-04B7 End withheld iref 10CFR2 790> W/affldavit 
SOQONj L d General Electric Co .Nuclear Energy Products Div 
79/03/20 5pp 


79031SD379 Forwards addl info re SER open items 2. 9 & SO fc confirmatory 
issues 1.13.16 b 17 Submittal on 790313 will provide addl 
Info re items 3 b 8 Also forwards addl Info re reactor 
recirculation pump seal integrity 

NOVARRO.J P Long Island Lighting Co 79/03/13 34p p 


7703270313 Forwards safeguards contingency plan, to be withhold <ref 
H>CFR2 790) W/affidavlt 

NOVARRO.J P Long Island Lighting Co 79/03/23 2pp 


7703090343 Forwards US Court of Appeals orders dtd 781189 & 761109 
Shoreham appeal is being held in abeyance pending issuance 
of final fuel cycle rule by NRC 
HOEFLINO. R K Branch 4 79/01/31 8pp 


7903210318 Responds to applicant's motion for summary disposition 
Requests ASLQ order re intervenor's earlier motion for 
protective order Certificate of SvC one 1 
LlKEd Buffplk County. N/ 79/02/22 2p p 


7903220397 Applicant's reply to Suffolk County's 790207 motion for 
.protective order Urges denial of motion as unfounded b 
urges that motion for summary disposition bo granted 
Certificate of Bve end 

WHITTEMORE, F C Hunton b MilUams 79/02/22 5pp 


7903220394 Requests that if discovery is still des i red . Suffol k County 
should execute agreement re disclosure of confidential info 
HHITTEHQRE. F C Hunton b Williams 79/08/23 2pp 


7903210309 Order r« applicant's motion For summary disposition of 
second group of contentions of Suffolk County. NY ASLD order 
re first group of contontlons similarly applies to this 
mot 1 on 

DDMERS. E S Atomic Safety and Licensing Board Panel 79/03/00 
2pp 


79032201Q6 Order re NRC 's 790118 motion to compel Denies 

Suffolk County's request for protective order Directs County 
to respond to certain NRC interrogatorlas 

DOWERS. E 3 Atomic Safety ‘and Licensing Board Panel 79/03/09 
7pp 


7903020394 Requests info on evacuation plans for Suffolk County 
residents Itv case of accident at any of 3 nearby nuclear 
plants Expresses concern re safety of Inhabitants within 
prescribed “ emergency planning i one " 

ARM. 0 Affiliation Unknown 79/01/03 3pp 


7903080148 Certificate pf Sve of Amend 31 to license application 
MORIM.J P Long IsUnd Lighting Co 79/08/27, ip 


7903050249 Requests copies of Long Island Lighting Co's response to NRC 
790123 request for addl financial info 
LIKE,! Reilly, Like b Schneider 79/01/29 Ip 


7903010034 Ack receipt of 790105 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-388/78-16 
CARLSON. R T Region 1. Philadelphia. Reactor Construction & 

Engineering Support Branch 79/01/23 Ip* 


7903090351 Denies petitioner's Class 9 accident contention Holds in 
abeyance remainder of petition pending Issuance of final 
fuel cycle rule 

FISHER, 0 A US Court of Appeals for District of Columbia 
circuit 78/11/29 2pp 


7903090358 Finds petition re Class 9 accidents to be w/o merit b 
petition claiming NRC failed to give adequate consideration 
to incremental effect of facility re nuclear fuel cycle to 
have merit Remands case to NRC for further consideration 
FIBHEfliO A U B Court of Appeals for District of Columbia 
Circuit 76/11/09 2pp, 


7903090111 Requests views re discovery of confidential documents b 
whether. In light of recent protective order in another 
proceeding, access may be had u/o application to ASLB 
LIKE, I Reilly, Like b Schneider 79/02/06 Spp 


7903140484 Responds to NRC motions to compel responsive answers b for 
protective order Responses dtd 781130 are adequate, 
aspaclally at this stage Related correspondence b 
Certiflcete of 8vc enc 1 

LIKE. I Suffolk County, NY 79/02/07 Opp 


7903140429 Opposes applicant's 7B181S request for summary dlipostion 
of County's contentions 4 a (vl 1 )< ( x )i 7a ( 1 i }-l 1 1 1 >. ( vl }-< vl 1 )> 
12a(viill b 14 Moves for protective order Summary 
disfOiltion is premature Certificate of Sve end. 

LIKE. I Suffolk County, NY 79/02/07 Spp 


7903210219 Notes that 8AND77-I9a7 contains pottntlaUy relevant info re 
Issue of spent nuclear fuel sabotage. Forwards copy of 790188 
unclassified transmittal memo Mill forward staff assessment 
of info when available 

HOEFLINO. R K Branch 4 79/08/07 Spp 


7903120434 Responds to 790129 Ur requistlng Info Informs that Info In 
amtnd to FBAR will be sent to all' parties in proceeding when 
aval lable 

HOEFLINO.R K Branch 4 79/08/14 Ip 


7903010036 Responds to NRC 781189 Itr re violations noted In IE Insp 
Rept 50-322/78-16 Corrective ac t ion: reins p of manual 
sblalded metal arc welds b protective coverings on 
iwi tchgear 

WOFFORD. A M Long Island Lighting Co 79/01/05 Spp 


7903010041 Forwards IE Insp Rept 50-388/78-16 on 781084-87 b notice nf 
viola tlon 

CARLBQN, R T Region 1. Philadelphia, Reactor Constructlan & 

Engineering Support Branch 78/11/89, Spp. 


790301D043 Notice of violation from Insp on 781084-87 

e Region 1, Phi ladelph la. Office of the Director 78/11/23 
Spp 


7903010048 IE Insp Rept 50-388/78-16 on 781024-27. None ompl lance noted 
nonconforming shop welds on polar crane b failure to 
maintain switchgear cleanliness, 

TOTH, A D , DURR. J P . MCOAUQHY. R M Region 1, Philadelphia, 

Reactor Construction b Engineering Support Branch 78/11/82 
t6pp 


7903140027 Forwards IE Insp Rept 50-388/79-01 on 790109-12 No 
none ompl lance noted 

BRUNNER. E J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/01/26 2pp 


7903140033 IE Insp Rept S0“322/79-(ll bn 790109-18. Ne none amp 1 lane e 
noted, Major areas inspected preoparational test program 
revl eiui implementa t ion (t plant tour Attended onsite NRC 
caseload forecast panel meeting 

BRIGOB. C E , MCCABE, E C Region 1, Ph 1 lerielph ia. Reactor 

Operations Nuclear Support Branch TOTH, A Region 1, 
Philadelphia, Office of the Director 79/OI/SS 4pp 


7903050536 Forwards IE Info Notlcs 79-03, "Llml tarqus Valv> Otared 
Limit Switch Lubricant." 

ORlERiB H. Region 1. Philadelphia, Office of the Director. 
79/08/09 Ip 


7903080410 Forwards IE Info Notice 79-04. "Degredation of Engineered 
Safety Features, “ 

GRIER. B H Region 1, Philadelphia, Office of the Director. 
79/08/16. 2pp 
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79Q308049& iDf^rmt nclplents of IE Bulletin 79-01i “Environ 
Qu«l i f 1 tail an of Claia IE Equl pnient> “ dtd 79020Bi Ihat valvr 
Unit awitch Idvntiflsd aa NAIdCO Hodel S3CHL ihould read 
BUBCKL 

OniERi B H Riglon l> Ph Had i lphta< Office of the Director 
79/02/27 Ip 


7903290011) Forward* preservice in*p program procedures Q0AO4&7 Revltion 
4. B0AO47O Revision I, QDAO4G0 Revision liB0A0474 Revision 1, 

BOA0467 Revlsont 3 t< 4 

NDVARRO, J P Uong Island Lighting Co 79/03/13 Ip 


7903290017 "Ultraionic Eiamlnatlon Proeedgra* for Closure Head li Flange 
Walds " 

a Long Island Lighting Co 7Q/I0/30 26pp 


79432702G& In order to complete scheduled mod s i reque s ts ectenslen of 
completion date of const permit CPPR-39 to 790630 t< 
completion date of const permit CPPn-69 to B00529 
CRANE.P A Pacific Oas U Electric Co 79/03/21 2pp 


790306043S Due to delags ;n mfg. fire dampers cannot be installed before 
plant operation Area adjacent to switchgear room u/ 
ventilation ducts is posted “No Storage" & will bo insp 
da 1 Ig 

CRANEiP A Pacific Oas ti Electric Co 79/02/26 Ip 


7903190320 Forwards emergency operating procedure DP-4<0P-5i L 0P-)S 
u/rewrltten warnings re posslbilltg of ATWS event L 
Instructions for operator actions to mitigate ATMS affects 
CRANE.P A Pacific Oas U Electric Co 79/03/09 tp 


7903290018 "Automated Ultrasonic Examination Procedures for Reactor 
Vessel Notile Welds " 

• Long Island Lighting Co 7G/11/03 33pp 


7903290020 “Automated Ultrasonic Eianinatton Procedures for Reactor 
Vessel Welds “ 

e Long Island Lighting Co 70/11/03 29pp 


7903290021 "Ultrasonle Eiamination Proeadurei for Closure Head ti Flange 
Welds " 

* Long Island Lighting Co 78/10/30 26pp 


7903200318 Atk receipt of 701127 Itr L interim rept re safety relief 
valve sgs design deficiency NftC will evaluate rept 
CARLSON. R T Region 1. Philadelphia. Reactor Construction L 

Engineering Support Branch 79/01/26 Ip 


7903200322 Updates status of corrective actions re deficiency In design 
of safety relief valve sgs Safety relief valve load 
assesement will be completed In March 1979. final rept will 
be submitted by 790901 

KOVARROtJ P Long Island Lighting Co 78/11/27 2pp 


DOCKET 90-323 Diablo Canyon Nuclear Pouer Plant. Unit 2 


7903090358 Forwards responses to Questions 220 1 through 220 6 from NRC 
780729 Itr Requests certain data ha withheld 
Iref 10CFR2 790) 

CRANE.P A Pacific Oas 1< Electric Co 78/12/27 40pp 


7903090303 Forward f addl mail re fault current protection for 
containment electrical penetrations In response to NRC 
781018 Itr 

CRANE.P.A Pacific Oas L Electric Co 79/02/26 129pp 


7903130399 Forwards info re tests of molded circuit breakers, 
ventilation control logic cabinet it fan cooler controllers, 
to permit continuation of review of selsnlc retesting of 
Class IE electrical equipment 

CRANE.P. A Pacific Oss I. Electric Co 79/03/01 Bpp 


7903270892 Forwards NUREO-0923. "Summary of Operating Etparlence 
w/Reclrculating Steam Oeneretors. " which focusee on recent 
problems ui/degratfalion Believes continued plant operation 
does not constitute undue risk 

ElfiENHUT. D O Assistant Director for Systems b Froiect* 
79/03/02. 3pp * 


7903190323 Emerganey operating procedures 0P-4r OP-9 b DP -19 covering 
loss of electlcal power. reactor trip b loss of feedwater 
f low 

fr Pacific Oas b Electric Co 79/03/02 llpp 


7903290104 Forwards safeguards contingency plan Withheld 
(ref 10CFR2 790> 

CRANE.P A Pacific Oas b Electric Co 79/03/23 ip 


7903070440 Forwards joint intervenors ' request for directed 
cert if icat i on. which was not served on ASLAQ chairman b 
membere by 781231 filing date 
BTEELE.M FleUchaker. D 6 79/01/03 Ip 


7903070446 Addl typographical correction to 790104 joint intervenors' 
request for directed certification 
FLEIBCKAKER. D S Fleischaker. D 8 79/01/09 Ip 


7903140619 Expresses concerns for earthquake b waste disposal prablro! 
Feels sufficient safeguards are lacking 
LEE. D Affiliation Unknown 79/01/06 Bpp 


7903140623 Believes granting license would increase cancer b deformity 
cases Points to lack of solution to nuclear waste problem 
Urges return to simpler life of conservation b safe use of 
energy 

ADAMS. E Affiliation Unknown 79/02/07 ip 


7903140627 Believes health b safety of CA will be endangered if iitinii 
Is granted Motes numerous mishaps In nuclear Industry 
Opposes granting of license 

OPALACH.D Affiliation Unknown 79/02/09 Ip 


7903140629 Expresses concern for location of plant on Hosgrl earihqvsll 
fault Does not consider this prudent. Urges Board to 
demonstrate responsibility to public health l< safety by 
closing plant 

CHARUICK. J Affiliation Unknown 79/02/07 Ip 


79030S0987 Corrects suppl to joint Intervenors' request for directii 
certification, delivered to Board 790110 Changes last 
santance, 

FLEISCHAKER. D 8 rieischaksT. D 8 79/01/lS Ip. 


7903090033 Forwards proposed subpoenas for M Trifunae b E Luco as pir 
ALA19-9I9 Certificate of 8vc end. 

FLEIBCKAKER. D a Fleischaker. D 8 PHILLlPS.dR . KR18T0VICH.8, 
Center for Law In the Public Interest 79/01/26 9pp 


7903130309 Responds to queetlons from NRC re netural circulation boron 
mixing teet pr oeedur e. conf irnatlon of fire uater tank piping 
design criteria. fault currant protection for containment, b 
electrical penetratlone 

CRANE.P.A. Pacific Oas & Electric Co 79/03/07 2pp 


7903160243 Forwards Addendum 2 to Wyle Lab test rept ''Seismic 
of Bafaty-Related Electrical Equipment " Requests 
acknohfledgmint of receipt. 

CRANE.P A Pacific Oat b Electric Co 79/03/09 Ip. 


Testing 


7903090196 Requests Issuance of subpoena to C Hall for testimony r« 
seismic issues Proposed subpoena b Certificate of 8vc end 
FLEISHAKER.D 3 Fleischaker. D B PHILLIPS. J R . RRIBTOVICH.B 
Center for Law in the Public Interest 79/01/30 Spp 


79030S0004 Opposes comml ssionlng of facility insists It must be able to 
withstand max earthquake at site Suggests evaluation of 
non-nuclear alternative Boubts need for extra generating 
capac 1 ty, 

BOWMAN. D M. Affiliation Unknown. 79/02/01 Ip 


7903160249 Addendum 2 to Wyte Lab test rept “Seismic Testing of Bafetu- 
ftelated Electrical Equipment " ’ 

OOAD.L F. 1 BHIPWAY. 0 n a.. - • — ectric On 7 <»/ni>/n -7 


790305000S Wants facility stopped now Finds it dangerous 
BUR0E8S. 0 Affiliation Unknown 79/02/01 Ip 


'903050006 Urges facility be denied operating license 
FERN. 8 Affiliation Unknown 79/02/03 Ip 


'903030000 Urges dsnial of license to facility, since it is built cn • 
fault line in an area prone to tremors 
HARROW. (S Affiliation Unknown 79/01/29 Ip 
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DOCKET 30-323 OiAblo Cangon Nuclear Power Planti Unit 2 


7903030009 Delieve« fission power is a mistake Opsratini) permit should 
have been obtained prior to const Forwards own statement on 
participation in 780806 demonstration against facility Cites 
Nuremberg principle 

OENNEEN. U Affiliation Unknown 79/02/13 3pp 


7903030236 Forwards consultant's rept re impact force on fuel assemblg 
sparer grldsi caused bg asymmetric loads during blowdown 
following a (.OCA Grids may be more sonsitivo to core plant 
motion than originally believod 
ODDDARD'R U Sranch S 78/09/ I 9 Spp 


7903140342 Corrects typographical error in 790202 answers to NRC first 
set of suppl interrogatories 

ME18S>a L Pacific Gas «i Electric Co 79/02/06 ip 


7903300372 Reituests qualification of tost data be established to NRC 
satisfaction prior to first refueling outage re environ 
qualification of power cable 

CRANEiP A Pacific Gas & Electric Co 79/02/13 ip 


7903220203 Urges plant not be openedi based on seismic evidence b recent 
criticism of Rasmussen Rept 

CAHP8ELL. T Affiliation Unknown 79/02/23 ip 


7903320222 Urges that Diablo Cangon not be opened b that const 
be stopped at San Onofre 

BVERSiA Affiliation Unknown 79/02/22 Ip 


790322024B Opposes opening of plant because of seismic b waste disposal 
problems 

HOLLIN09HEAD. S Affi 1 iatlon Unknown 79/03/07 Ip 


7903220232 Opposes opening of plant because of risks including natural 
d 1 safter> sabotage b waste disposal 
KOENIG. U Affiliation Unknown 79/02/26 Ip 


7903220234 Urges NRC stop plant const 

GROSSMAN. J Affiliation Unknown 79/02/28 Ip 


7903220239 Requests NRC stop opening of Diablo Canyon b stop constr 
at San Onofre on basis of unresolved safety questions 
0L8EN.P Affiliation Unknown 79/02/23 Ip 


7903140421 Requests prompt submittal of NRC documentation on ATUS so 
generic safety issue may be resolved 

BOWERS. E B Atomic Safety and Licensing Board Panel 79/02/26 

2pp. 


790319QSSB Forwards NRC motion to receive affidavits of DP Allison b 
AC Thadani re status of ATHB b NUREO-0460. Vol 3, into 
evidence Related documents end Completes NRC submittal re 
generic items 

KBTCHEN.E 0 Branch 4 79/03/02 2pp 


7903190864 Motion to rBcelve affidavit of DP Allison b AC Thadani re 
status of ATUS. b NURCG-0460. Vol 3. into evidence Affidavit b 
NUREG end 

KETCHEN.E 0 Branch 4 79/03/08 18pp 


7903I90S41 Moves that ASLD receive NRC radon testimony. Including 
Parkins record. Into ovldenec Perkins record b Certificate of 
Sve an cl 

KETCHEN.E 0 Branch 4 79/03/03 SOOpp 


7903190064 Forwards IE Insp Repts 90-27S/79-01 b 30-323/79-01 on 
790182-0201 No noncomp 1 iance noted 

SPENCER. 0 8 Region 3. Ban Francisco. Reactor Construction b 

Engineering Support Branch 79/02/09 2pp 


7903190071 IE Insp Repts 30-273/ /9-01 b SO-323/79-Ol on 790122-0201 
noncompllance noted Major aroas inspected license action on 
previous findings. electrical b Instrumentation work 
observotlon b record review of seismic trip sys 

KIRSCH. D F . HUTSON. T H . HAYNES. R C Region 3, Ban Francisco 

Reactor Construction b Engineering Support Branch 79/02/08 
llpp 


7903190310 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

ENGCLKENiR H Region 3. San .Francisco. Office of the Director 
79/02/lA Ip 


7903260064 Forwards IE Insp Rept 30-323/78-17 on 781810-81 No 
noncomp 1 lance noted 

BOOK. H E Region 3. 8an Francisco. Fual Facility b Materials 

Safety Branch 79/02/21 8pp 


7903260082 IE Insp Rept S0-323/7B-17 on 781810-21 Mo noncompllance 
noted Major areas inspucted provious insp findlngsi emergency 
procedures, rad 1 at ton protection s taf f ing. r esp 1 rator y 
concerns. lOCFR b 8NH license requirements 

NORTH. K S . FISH.R F . BOOK. H E Region 3. San Francisco. Fuel 

Facility b Materials Safety Branch 79/08/81 6pg 


7903140363 Informs recipients of IE Bulletin 79-01. "Environ 
Gua I if ication of Class IE Equipment. ” dtd 790S0Bi that valve 
limit switch identified as NAHCO Model S3CML should read 
SL3CML 

ENGELKEN. R H Region 3. San Francisco. Office of the Director 
79/02/27 ip 


7903140383 States that IE Bulletin 79-01. "Environ Oualif ication of 
Class IE Equipment (correction)" was issued to listed 
licensees in Region 3 

* Region 3. San Francisco. Office of the Director 79/08/27 Ip 


7903130063 Forwards IE Bulletin 77-02. "Pipe Support Baee Plate Design 
Using Concrete Expansion Anchor Bolts “ 

ENGELKEN. R H Region 3. San Francisco. Office of the Director 
79/O3/0S Ip 


7903190406 Forwards IE Bulletin 79-03. "Longitudinal Weld Defects in 
A6ME BA-318 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding b Engineering Co " 

ENGELKEN. R H Region 9. San Francisco. Office of the Siractnr 
79/03/12 Ip 


7903260317 Forwards IE Circular 79-03. "Moisture Leakage in Stranded 
Wire Conductors " 

ENOELKEN.R H Region S, San Francisco, Office of the Director 
79/03/20 Ip 


7903050244 Informs of matl test results one length of iron failed bend 
test b supplier removed from approved list M/o end 
CRANE. P A Pacific Gas b Electric Co 79/01/31 Ip 


7903320039 During flushing of piping lys. facility control tank was 
inadvertently overpressur i led Forwards program to be 
followad if insp reveals vessel integrity indications 
unacceptable to ASHE Code 

CRANE, P A Pacific Gas b Electric Co 79/02/09 2pp 


7903090098 Ack receipt of 790131 1 hr which provided a final rept per 
10CFR5O 58 (e> ra motl certifications 

ENOELKEN.R H Region S. San Francisce, Office of the Director 
79/02/12 ip 


7903070002 Transcript of 790212 hearing in Avila Beach, CA Pp 9866-9377 
b 9370-9462 (In-camora session net includedl 

BOWERB,E I MARTIN. W 0 . BRIGHT. 0 O Atomic Safety and Licensing 
Board Panel /9/02/12 llSpp 


7903060008 Transcript of 790213 hearing in Avila Beach, CA Pp 9463-9717. 
BOWERa. E , MARTIN. W E . BRIGHT. 0 0 Atomic Safety and Licensing 
Board Panel. 79/02/13 SSSpp 


7903070006 Transcript of 790214 hearing in Avila Beach. CA Pp 9710-9939 
BOWERS, E.. MARTIN. W E . BRIGHT, O O Atomic Safety and Licensing 
Board Panel 79/02/14 aS8pp 


/9030B0523 Transcript of 790215 hearing in Avila Bench, CA Pp 9.940- 

10 , 182 . 

BOUENS.E a , MARTIN. W E . BRIOHTV.d.O Atomic Safety and Licensing 
Board Panel 79/08/15 840pp 



DOCKETED SERIES 


DOCKET S0-3S4 BrunauUi: Steam Elettric Plant. Unit S 


7903140030 Notlflcatlan o7 790309 meeting ui/Carollns Power 1. Light Co 
In Sttheide. no re itatu* af fire protection mod a. inc luding 
deeign detail ii imp 1 etneniation icheduie for faclliti;. 

HAfWOlfiJN Operating Raaetora Branch 3 79/03/01 Ip 


7903000328 Rcqueeta anend to Uicentes DPP-42 l< DPA-71 re fire 
protection plan Claes I ti 1 1 amend fee inel 
UTLEV. e E Carolina Power fc Light Co 79/03/04 3PP 


7903190243 Forwards info re sfeatui of fire protection nod requested bg 
NPC for issuance of reload license anend for itartup 
Provides rsvleui of nods that will 4 will not be completed 
prior to startup 4 madified Tech Spec pages 
HCDOFFIE. K A Carolina Power 4 Light Co 79/03/lS 102pp 


7903280294 Forwards addl clarLfging info re acceptance tests on remote 
Shutdown nods 4 loading dock fire doors 
UTLEY. E E. Carolina Power 4 Light Co 79/03/22 3pp 


7903270501 Forwards contingencg plans. to be withheld (ref 10CFP2 790) 
UTLEY. E E Carolina Power 4 Light Co 79/03/23 2pp 


7903140222 Forwards revised versions Entrg-Cantrol Sgt Handboot. 
SAND77-10331 Intrusion Detection Sgs Handbaok. 8AN074-0554I & 
Barrier Penetration Databasa. NUREa/CR-OIBl U/o end 
HILLER. U R Dlviilan of aperatlng Reactors 79/01/09 2pp 


7903080173 Forwards mod to "Revieu 4 Acceptance of Spent Fuel Storage 
4 Handling Application" provided on 7S04I4 Involves pages 
IV-S 4 IU~4 u/modifted rationale 4 corrections 
ORIHEB. B K Assistant Director for Engineers 4 Projects 
79/01/18 4pp 


7903010295 Forwards hCED0-21&B9r "Hark 1 Contalnnent Program. Downcomer 
Reduced Submergence. Func ti onal Assessment Rept “ 

SOBOK. L J Qeneral Electric Co .Nuclear Energy Products Div 
79/02/01 Ip 


7903200036 Forwards Amend 21 to License OPfi-71. Amend 45 to DFR-42 
notice of Issuance 4 availability 

IPPOLITD. T A Operating Reactors Drench 3 79/02/23 3pp 


7903200040 Amend 21 to License DPR-71 4 Amend 45 to OPH -62 
Incorporating current physical security plan into license 
IPPOLITD. T A Operating Reactors Branch 3 79/02/23 4pp 


7903200042 Notice of issuance of Amend 21 4 45 to Licenses DPR-7 
OPR -62. respectively 

IPPOLITD. T A Operating Reactors Branch 3 79/02/23 2pp 


7903160213 Forwards proprietary rept NEDE-23S4S-P, “Mark I Contalne 
Program. Suppression Pool Swell Test Program.LDR Load Tost- 
Oenerlc Sensitivity " W/a ffi davit for proprietary status 
Rept withheld (ref iOCFR2 7901 

SODDNi L J Qeneral Electric Co .Nuclear Energy Products Div 
79/02/26 Spp 


79032203S2 Forwards request for addl info for suppl to fire protec 
8ER re Amends II 4 37 to Licenses DPR-71 4 DPR-62. 
respectively Heads to resolve questions prior to return to 
pouter opera tlon after refueling outages 

IPPOLITD. T A Operating Reactors Branch 3 79/02/27 Spp 


7903230011 “SER of Interim Assessments of HSIV Actuations in Hark 
Containmint Plants “ 

a Assistant Director for Engineers 4 Projects 79/02/27 I 


7903230083 Forwards safety evaluation rapt on interim assessnients 
multiple-consecutive safety relief valve actuations 
Concludes that continued operation of Mark 1 BUR facilities 
is acceptable subj to corrective actions 

ORlMESi D K Division of Operating Reactors 79/02/37 Ip 


7903070256 Forwards Uan 1979 Mark I containment program activity 
review Lists meetings held 4 provides brief task-by-task 
summary 

SOBDNp L U General Electric Co . Nuclear Energy Products Div 
79/02/38. lipp 


7903010310 "Hark I Containment Program. Downcomer Reduced Submergence. 
Functional Assessment Rept " 

HQNO.K M General Electric Co .Nuclear Energy Products Div 
NEDa-2iaaS. 78/06/30 45pp 


7903020216 Notification of 790214-15 meeting in Dethesda.MD, 
w/representative of Hark ] owners group to discuss 
Implsmentatlon & resolution of Hark I long-term program 4 
pool swell pressure load definition techniques 

ORIHEB.C Assistant Director for Engineers 4 Projects 79/03/06 
If 


7903120012 Requests proposed change te Tech Specs deleting option "or 
tike the action required by Table 3 3 1-1 (and 3 3 2-11" In 
Spec 3 3 l.to prevent improper actions in event of 
inoperable channels 

IPFOLIIO, T A Operating Reactors Branch 3 79/02/13 i7pp 


7903120459 Provides summary Of 790213 meeting in Bethesda.WD w/ 
representatives of Hark I owner's group program committee to 
discuss generic Hark I program re safety relief valve luads 
H/encl attendees list 4 meeting handouts 
811.T M Containment Systems Branch 79/03/01 16pp 


7903300283 Forwards ps oposed staff position for Mark I long-term 
program implementation schedules 

EISENHUT.D O Assistant Director for Systems 4 Projects 
79/0 3/0 i 4pp. 


7903200304 Directs recipients to send end sample Itrs to DHR H 
facilities requesting schedules 4 commitments re espected 
mod completion dates. use of safety relief valve discharge 
devices 4 licensing Pees for long-term program 
ORIMfeS.B Assist-ant Director for Engineers 4 Projects 
79/03/01 Bpp 


7903030586 Forwards Amend 20 to DPR-71 4 Amend 44 to rPR-63. safety 
evaluation & notice of issuance 

IPPOLlTDiT A Operating Reactors Branch 3 79/02/14 2pp 


7903080306 Forwards suppl info re onsite emergency power sys dagr 
grid vol tag e mod s 

UTLEY) E E Carolina Power 4 Light Co 79/03/06 t6pp 


79030B0530 Amend 20 to DPR-71 changing Tech Specs re containment 
atmosphere control standby gas treatment sys 
IPPDLITO. T A Operating Reactors Branch 3 79/02/14 Spp 


7903080534 Amend 44 to DPR-62 changing Tech Specs re containment 
etmotphcre control standby gas treatment sys 
IPPOLITD. T. A Operating Reactors Branch 3 79/02/14 Spp. 


7903080538 Safety evaluation supporting Amends 20 4 44 to Llcensis 
DPR-7i 4 63. respec tively 

• Office of Nuclear Reactor Regulation 79/02/14 Spp 


790327D090 Discusses status of Mark I containment long-term pragr 
Requests schedule showing time periods for installation of 
specific plant mods Discusses safety relief valve discharge 
device Installatiun 4 forwards staff evaluation 
8TELLO. V Division of Operating Reactors 79/03/12 I7pp 


7903190205 Responds to 781221 request for addl Info re startup ph 
tests Describes test te be performed following refueling 
outages 

UTLEY. E E Carolina Power 4 Light Co 79/03/16 7pp 


7903080540 Notice of issuance of Amsnd 20 to OPR-71 4 Amend 44 to 
DPR-62 operating licaneas 

IPPDLlTOiT A Operating Reactors Branch 3 79/02/14 2pp 


7903230174 Forwards NEDO-24 179. "Supp I Reload Licensing Submittali 
Revision 1. 

UTLEY. E E Carolina Power 4 Light Co 79/03/21 Bpp 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations. 4 
sample Itr 

EISENHUT.D 0. Assistant Director for Systems 4 Projects 
79/02/15 2pp. 


7903010070 "Bafety Evaluation Rept of Interim Assessments of Kultlole- 
Coneeeutive Bafety Relief Valve Actudtiant in Mark I 
Containment Plants." All plants arc In conformance w/ 
acceptance rrje*--'- 


7903230178 “Suppl Reload Licensing Bubml ttal. Reload 2 
(Recirculation Pump Trip Feature)," Revision 1 
ERVJH.A M . BRUODE. R □, Carolina Powar 4 Light Co N€Da-84t 
79/03/01 44pp 


7902280090 Forwards IE Info Notica 79-01, "Bergan-Paterson Hydrau 
Bhock 4 Sway Arrestors IH8SA) " 

O'REILLY, d P. Region 2, Atlanta, Office of the Director 
79/02/02 Spp 


ojects 79/02/13 lOpp 
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DOCKETED SERIES 

BOCKGT SO-334 Brunswick Steam Electric Plant. Unit S 7903190194 L 


.Efi 79-009/031.-0 on 790S07 Be r gen-Pat e pson enubher 
2E41 -61S599 had IQU fluid 1 evel Caused bg leaking seal Seal 
was replaced 

TGLLISDN.A C Carolina Power 4 Uipht Co 79/03/OB Spp 


79030S0S93 flesponds to IE Bulletin 7B-14. "Be ter 1 ora t i on of Duna-N 
Components in ASCB Solenoid " Seven gear recommended life 
for presentlg inservice Huna~N matl Investigated Schedule 
for replacement of all Buna-N components developed 
UTLEV.E E Carolina Power 8< Light Co 79/03/02 3pp 


79fr3200171 Forwards IE Insp Rapt 50'-324/79-03 on 790116-19 
Ho noncomp 1 iance noted 

KENNA.W B Region 2. Atlanta. Safeguardi^ Branch 79/03/12 2pp 


7903200177 IE Insp Rept 50-324//9-03 on 790116-19 No noncompliance 
noted Major areas inspected facilitg organ! zat ion. sh Ipp Ing 4 
receiving, storage 4 internal control, inventory, records, rept 
U mgt of matl control sgs 

HOBOES. J M . UILLIAMS.O H Region 3. Atlanta. Safeguards 

Branch 791’03/OS 3pp 


79O32S0053 Forwards IE Insp Repts 90-324/79-01 4 50-325/79-01 on 
790109-12 No noncomp 1 lance noted 

LGUI8.R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/02/14 2pp 


7903200099 IE Insp Repts 30-324/79-01 4 90-329/79-01 on 790109-12 No 
noncomp] lance noted Major areas inspected refuel shutdown 
planning, annua 1 emetgeneg plan di ill. plant iour.LER review. 

IE circular 4 bulletin review 

RILEV, D H . DYER. J A . DANCE, H C Region 2. Atlanta, Reactor 

Operations Nuclear Support Branch 79/02/14 4pp 


79030B0939 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/02/16 2pp 


79030B0296 Informs recipients of IE Bulletin 79'*01. "Environ 
Oual If i cat 1 on of Class IE Equipment." dtd 790308, that valve 
limit switch identified as NAMCO Model 5GCML should read 
BL3CML 

D'REILLY.J P Region 2, Atlanta, Office of the Director 
79/02/20 2pp 


7903140463 Forwards IF Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Expaneion Anchor Dolts " 

D'REILLY.J P Region 2. Atlanta, Office of the Director 
79/O3/0B 2pp 


7903210119 Forwards IE Bulletin 79-03, “Longitudinal Ueld Defects in 
ABME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Melding 4 Engineering Co " 

O'REILLYiJ P Region 2, Atlanta, Office of the Director 
79/03/12 2pp 


7903210960 Forwards IE Circular 79-04. "Loose Looking Nut an Limltorqua 
Valve Operators " 

D'REILLY.J P Region 2. Atlanta. Office of the DiTector 
79/03/16 2pp 


7903090204 Forwards “Semiannual tnvli on 4 Effluent Rept" for Jul-Dec 
1973 

FURR, B J Carolina Power 4 Light Co 79/03/01 Ip 


7903090207 "Semiannual Environ 4 Effluent Repfc" for Jul-Dec 1970 
a Carolina Power 4 Light Co 70/12/31 lllpp 


7903190297 Forwards monthly operating rept for Feb 1979 
FURR. D J Carolina Power 4 Light Co 79/03/09 Ip 


7903190269 Monthly operating rept for Feb 1979 

MILLIB, E Carolina Power 4 Light Co 79/03/01 9pp 


7903070300 Forwards LER 79-003/03L~0 

FURR.B J Carolina Power 4 Light Co 79/02/27 Ip 


7903070313 LER 79-003/03L-0 on 790130 reactor scrammed on average power 
range monitor high flux Caused by stem-disc separating, 
causing a momentary pressure spike Repairs to appropriate 
va Ive will be made 

TDLLIBON.A C Carolina Power 4 Light Co 79/02/27 Ip 


7903200167 Reportable event on 790227 feedwater pipe whip restraint was 
installed incorrectly on Line A Condition should not cause 
damage to drywell liner Measures for a permanent solution 
are being investigated 

TOLLIBON.A C Carolina Power 4 Light Co 79/02/27 2pp, 


7903190101 Forwards LER 79-009/03L-0 
FURRr B, J Carolina Power 4 Light Co 


7903200430 Forwards LER 79-007 /OIT-O 

FURR, a J Caroline Power 4 Light Co 79/03/13 kp 


7903200444 LER 79-007/01T-0 on 790227 during reactor annulus 
pressuri I atiun ana 1 ysi s, pipe whip restraint in each unit did 
not confurm Caused by improper design of restraint Architect 
4 owner will design addl restraint 

TOLLIBON.A C Carolina Power & Light Co 79/03/13 Ip 


7903230147 Forwards LER 79-O12/03L-0 

FURR, B J Carolina Power 4 Light Co 79/03/13 Ip 


7903230179 LER 79-012/03L-0 on 790S19 Snubber 2-El 1 -B9BS480 Was folly 
extended Caused by loose pipe clamp Snubber 4 clamp were 
repositioned & bolted into place 

TOLLIBON.A C Carolina Power 4 Light Co 79/03/13 Ip 


7903270444 Forwards LER 79-013/031.-0 

FURR.D J Carolina Power 4 Light Co 79/03/21 Ip 


7903270491 LER 79-013/D3L-D on 770220 after maint.callbr on suppression 
pool level transmitter CAC-LT-2601 found to be 1/2 inch 
below spec Caused by transmitter being out of calibr 
Instrument recal Ibr 

TQLUIBDN.A C Carolina Power 4 Light Co 79/03/21 2pp 


790327032B Forwards LER 7B-072/03X-0 

Fl/RR.B J Carolina Power 4 Light Co 79/03/21, Ip 


7903270S32 LER 70-O72/O3X-O on 781101 during rod block monitor periodic 
testrChannel A found out of calibr Caused by setpoint drift 
Monl tor recal 1 br 

* Carolina Power 4 Light Co 79/03/21 Ip 


DOCKET 50-325 Brunswick Steam Electric Plant. Unit 1 


7903070375 Certain required info re fire protection found to be 
missing NRC must review design details in order to judge 
acceptability 4 resolve discrepancies prior to returning 
facility to power operation after 1979 refueling outages, 
tPPOLlTO. T A Operating Reactors Branch 3 79/02/St 3pp 


7903230033 Forwards Federal Register notice amending 10CFR73 33i 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 790001 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903060330 Responds to 790221 request for addl design details re fire 
protection mods per 0ER Section 3 1 Forwards info on fire 
retardant coating. remote shut down, barr i ere. communic at ions, 
battery room cables 4 water damage protection. 

UTLEV.E E Carolina Power 4 Light Co. 79/03/01 9pp 


7903160030 No ti f 1 ca 1 1 on of 790309 meeting w/Carollna Polder 4 Light Co 
In Dethesda.MD re status of fire protection mod s> Inc 1 ud ini 
design detail 4 implementation echedule for facility 
HANNON. J N Operating Reactors Branch 3 79/03/01 Ip 


7903080320 Requests amend to Licenses DPR-62 4 DPR-?! re fire 
protection plan, Class I 4 tl amend fee end. 

UTLEV.E E Carolina Power 4 Light Ce 79/03/06 OPP 


7903080213 Identifies mod s. d J sc ussed in NRC fire protection SER> that 
will not be completed by 790408 startup date Provides 
reasons for delays 4 projected completion dates U/encl mods 
lists 

UTLEV.E, E. Carolina Power 4 Light Co 79/03/07 Spp. 


7903190263 Forwards info re status of fire protection mod reituestsd by 
NRC for issuance of reload license amend for startup 
Provides review of mods that will 4 mill not be completed 
prior to startup 4 medlfied Tech Spec pages 
MCDUFFIE, M A Carolina Power 4 Light Co 79/03/13, 102pp 


7903280286 Forwards addl clarifying info re acceptance tests on remote 
shutdown mods 4 loading dock fire doors 
UTLEV.E E Carolina Power 4 Light Co 79/03/22 3pp. 


79/03/08 Ip 


DOCKETED SERIES 


DOCKET 30-323 Orunsultk Staam Electric Plent> Unit I 


790327-0501 Fo-ruard» coni ingeneij plans* to be withheld (ref lOCFfiS 790) 
UTLEV. E E CarcHtifl Power |i Lijht Co 79/03/23 2pp 


99(}31<40222 Foruards revised versions Entr J-Cafitrcl Sgs Handbool, 
8AN077-1033t Intros ion Detection Sgs Handbook* BAND74-0854i U 
Barrier penetration Database* NUREO/CR-0161 H/o enc 1 
HILLER* a R Division of OperaCinp Reactors 79/01/09 2pp 


7903080173 PorwariSs nod to "Review Si Acceptance of Spent Fuel Storage 
t< Handling Application" provided on 7804J4 Involves pages 
IV-5 *< IV-fi w/modifled rationale i. corrections 
CRIMES* Q K Assistant Director for Engineers & Proiects 
79/01/18 -Ipp 


7903010S93 ForwaTds NEDO-BiB05* "Hark I Containment Program. Douncoraer 
Reduced Subaerg ence* Functional Assessment Rept 
SOEQN* L. if general Electric Co .Nitclear Energy Products Div 
79/02/01 Ip 


7903010310 "Hark I Containment Program* Oownconer Reduced Submergence* 
Functional Assessmatit Rept " 

WOHO* K if Oemeral Electric Co pNuclear Energy Products Oiv 
NE Da-21 BBS 79/O&/30 ASpp 


7903020218 Notification of 790214-lS nesting in Bethesda.HD. 
w/r«presentative of Mart I owners group to discuss 
Imp 1 ementa t Ion & resolution of Hark i long-term program ti 
pool suell pressure toad definition techniques 

ORIHES.C Assistant Director for Engineers tc Projects 79/02/06 

Ip 


7903120012 Requests proposed change to Tech Specs deleting option "or 
take the action required by Table 3 3 i-1 (and 3*3 2-11" In 
Spec 0 3 Itto prevent improper a-ctioos in event of 
inoperable channels 

IPPOLJTOi T A Operating Reactors Branch 3 79/02/12 17pp 


7903080526 Forwards Amend 20 to DPR-71 tc Amend 44 to 0PR-6S> sa-f e by 
evaluation h notice of Issuance 

IPPOLITO.T A Operating Reactors Branch 3 79/02/14 2pp 


7903000830 Amend 20 to DPR-71 changing Tech Specs re containment 
atmosphere control standby gas treatment sys 

IPPOUlTO* T A Operating Reactors Branch 3 79/02/14 5pp 


7903080834 Amend 44 to DPR-62 changing Tech Specs re containment 
atnoephere control standby gas treatment sys 

IPPOLITO.T A Operating Reactors Branch 3 79/02/14 Spp 


79030GD53S Safety evaluation Supporting Amende 20 -It 44 to Licenses 
DPR-71 N 62* respec tive ly 

« Office of Nuclear Reactor Regulation 79/02/14 Spp. 


79O30B084D Notice of issuance of Amend 20 to DPR-7i & Amend 44 to 
DPR-62 operating licenses 

IPPOLlTOiT. A Operating Reactors Branch 3 79/02/14 2pp 


7903010061 Forwards Safety avaluatlen of interim assessment of 
multiple-consecutive safety relief valve actuations. !< 

■amp la Itr 

EI6ENHUT>0 0 Asslitanl Director for Systems & Projects 
79/02/15. 2pp 


7903010070 "Safety Evaluation Rept of Interim Assessments of Multiple- 
Consecutive Safety Relief Valve Actuations in Mark I 
Ccintainment Plants *' All plants are in conformance ui/ 
acceptance criteria 

» Assistant Director for Systems 6 Projects, 79/02/15 lOpp 


7903200036 Forwards Amend 21 to License DPR-71. Amend 45 to DPft-62 E 
notice of issuance L availability 

IPPOLITO* T A Operating Reactors Branch 3 79/02/23 3pp 


7903200040 Amend 21 to License DPR-71 ft Amend 43 to DPJl-62 
incorporating current ph-ysical security plan into license 
IPPOLITO.T A Operating Reactors Branch 3 79/02/23 4pp 


7903200042 Klotjce of issuance of Amend 21 $c 48 to Licenses DPR-71 N 
DPR-62* respectively 

IPPOLITO.T A Operating Reactors Branch 3 79/02/23 2pp 


7903160213 Forward* proprietary rept NEDE-aa84S-p, "Merk I Containment 
Progran*! Buppresii-on Pool BweH Test ProgramiLDfi Load Test- 
Oeneric Sensitivity " tf/afftdavit far proprietary status 
Rapt withheld (ref 10CFR2 7901 

SOBON.L J Oeneral Electric Co .Nuclear Energy Products Div 
79/02/26 Spp 


7903220382 Forwards request for addi info for suppi to fire proteelim 
SEH re Amends U t* 37 to Licenses DPR-71 !< DPR-62, 
respectively Needs to resolve questions prior to return to 
power operation after tefueling outages 

IPPOLITO.T A Operating Reactors Branch 3 79/02/27 3pp 


7903230011 "SER of Interim Assessments of MSIV Actuations in Mark 1 
Containment Plants " 

♦ Assistant Director for Engineers {/ Projects 79/02/27 IJjg 


7903230DG3 Forwards safety evaluation rept on interim assessments of 
fflul tip J e-c onsecu t i ve safety relief valve actuations 
Concludes that continued operation of Mark 1 BUR facilities 
Is acceptable subj to corrective actions 

0RIMES.8 K Division of Operating Reactors 79/02/27 ip 


7903070286 Forward* Jan 1979 Mark I containment program activity 
review Lists meetings held {< provides brief task-fay-tasli 
suitinary 

SOB OR I L J Oeneral Electric Co .Nuclear Energy Products Qlv 

79/02/28 llpp 

7903120459 Provides summary of 790213 meeting in Bethesda. MD u/ 
representatives of Hark I owner's group piogram commi thee to 
discuss generic Mark I pi ogram re safety relief valve 1 uad s 
(d/enci attendees list ti meeting handouts 
3U( T H Containment Systems Branch 79/03/01 16pp 


79032002B3 Forwards pi oposed staff position for Mark I long-term 
program implementation schedules 

EISENHUT.D G Assistant Director for Systems !. Projects 
79/03/01 4pp 


7903200304 Diiects leclpients to send end sample Itrs to BHR Hark f 
facilities requesting schedules f< commitments re eipecled 
mod completion dates. use of safety relief valve discharge 
devices 6 licensing fees for long-term program 
CRIMES.B Assistant Director for Engineers t< Projects 

79/03/01 Bpp 


79030B0306 Forwards suppi Info re onsite emergency power sys degraded 
grid vai tage miods 

UTLEY. E E Carolina Power 4. Light Co 79/03/06 16pP 


7903270-090 Discusses status of Mark I containment long-term program 
Requests schedule showing time periods for installation of 
specific plant mods Discusses safety relief valve discharge 
device installation U forwards staff evaluation 
8TELL0. 9 Division at Operating Reactors 79/03/12 17pp 


7903190205 Responds to 781221 request for addl info re startup phyitti 
tests Dkscribes test to be performed following refueling 
outages 

UTLEY. E E Carolina Power & Light Co 79/03/16 7pp 


7903130008 Forwards IE tnsp Rapt 80-328/79-04 on 790US-19 Mo 
Tioncomplianc e n-o ted 

MURPHY. C C Regitin 2. Atlanta. Reactor Construction & Enginterln 

Support Branch 79/02/01 2pp 


7903130007 IE Insp Rept 50-328/79-04 on 790115-19 No none ompl ian*« 
noted Major areas inspected ultrasonic Insp of reactor 
recirculation inlet noizte safe-ends t< stainless steel coro 
spray piping 

SLAKE. J J Region 2. Atlanta. Reactor Construction t< 

Engineering Support Branch CONUON. T E Region 2, Atlanta. 
Office of the Director 79/02/01 3pp 


7902200090 Forwards IE Info Notice 79-01. "Bergen-Paterson Hydraulic 
Shock k Sway Arrestor# (HSSA) " 

O'REILLY. J P Region 3, Atlanta. Office of the Director 
79/02/02 Spp 


7903080593 Respo-ntfs to IE Bulletin 70-14. "Deterioration of Duna*M 
Components in A3C0 Solenoid " Seven year recommended life 
far presently in-service Duna-N matl Investigated Schedule 
for replacement of all Duna-N components developed 
UTLEY. E E Carolina Power it Light Co 79/02/02 3pp 


7903200053 Forwards IE Insp Repts 30-324/79-01 & 30-328/79-01 on 
790109-12 No none ompliance noted 

LEWia.R C Region 2. Atlanta. Reactor Operations Nuclear Supper' 

Branch 79/02/14 2pp. 


79032SOOS9 IE Insp Repts 30-324/79-01 b 30-325/79-01 on 790109-12 Ni 
none amp 1 jance noted Major areas inspected refuel shutdown 
planning, annual emergency plen drill, plant tour.LER review. 

IE circular N bulletin review 

RILEY. B W . DYER.J A . DANCE. H C, Region 2. Atlantar Reactor 
Operations Nuclear Support Branch 79/02/14 4pp 



DOCKETED SERIES 


DOCKET 9D~32S Bi'unsuicli Stedm Electric Plenti Unit i 


7903080933 Forward* IE Info Notice 79-04» ''Degradation of Engineered 
Safetg Feature* “ 

□ 'flEILl.Y»J P Region 2» Atlantai Office of the Director 
79/02/ ii Spp 


7903080296 Informs recipients of IE Bulletin 79-01. "Environ 
Qual i f Icoti on of Class IE Equipment." dtd 790208. that valve 
limit switch identified as NAMCO Model B3CML should read 
SL3CMU 

O'REILUY.J P Region 2. Atlanta. Office of the Director 
79/03/2B 2pp 


7903140469 Forward* IE Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Espansion Anchor Bolts " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/OB 2pp 


7903210119 Forwards IE Bulletin 79-03. "Longitudinal Ueld Defects in 
ASME SA-312 Tgpo 304 Stainless Steel Pipe Spools 
Manufactured bg Youngstown Welding t< Engineering Co " 

O'REILLY. J P Region 2. Atlanta. Office of the Dlrectoi 
79/03/12 2pp 


7903210568 Forwards IE Circular 79-04. "Loose Locking Nut on Llmltorque 
Valve Operators " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/16 2pp 


11B 

7903120214 Forwards response to Items 11-13 of NRC 790119 request for 
addl info Responses will be included in Amend 61 to FSAR 
Louse parts monitoring sgs will be installed during 790430 
refueling outage 

OILLELAND. J E Tennessee Valley Authority 79/03/06 lOpp 


790313035B In response to 78I20B request. faruarde quail fleation data on 
Limitorque valve operators Dpcumentatl on of submittal of 
this info will be included In Amend 6l to FSAR 
OtLLELANDiJ E Tennessee Valley Authority 79/03/07 Ip 


790-3190302 Forwards proposed environ Tecrh Specs to facility operating 
1 icense 

OILLELAND. J E Tennessee Valley Authority 79/03/09 19pp 


7903160241 Forwards draft radiological effluent Tech. Spec modified to 
reflect plant design Esplai-ns reasons for not addressing 
waste sol id 1 f i ca t ion or Offsite Dose Calculation Manual 
OILLELAND. 3 E Tennessee Valley Authority 79/03/12 89pp 


7903210023 Forwards revised response to Question 2 of 760920 request 
for addl info re monitoring requ 1 reraents of roactor ceoling 
sgs trip test 

OILLELAND.J E Tennessee Valley Authority 79/03/16 9pp 


790329019B Forwards responses to Questions 3 & lO of 790119 request 
for add! info 

OILLELAND. U E Tennessee Valley Authority 79/03/23 4pp 


7903090204 Forwards "Semiannual Environ t. Effluent Rept" for Jul-Dec 
1978 

FURR. B J Carolina Power h Light Co 79/03/01 ip 


7903090207 "Semiannual Environ 1< Effluent Rept" for Jul-Dec 1970 
s Carolina Power tt Light Co 78/12/31 lllpp 


7903090214 Forwards “Annual Operating Rept 1978 " 

FURR.D J Caiollna Power 6 Light Co 79/03/01 Ip 


7903270063 Forwards 6ER INVREO-OOl 1 ) 

VAROA. S A Light Water Reactors Branch 4 79/03/14 2pp 


7903270066 Notice of availability of SER lNUREO-0011) 

VARGA. a A Light Water Reactors Branch 4- 79/03/14 ip 


7903270071 EER for facility 

e Office of Nuclear Reactor Regulation NUREO-OOII 79/03/14 
300pp Available at NTIS 


7903090217 "Annual Operating Rept 1978 " 

B Carolina Power 6 Light Co 78/12/31 71pp 


7903060167 Notification of meeting on 790212 to discuss facility fire 
protect! on 

SILVER. M Light Mater Reactors Drench 4 79/02/06 3pp 


7903190257 Forward* monthly operating rept for Fob 1979 
FURR. B J Carolina Power t< Light Co 79/03/09 Ip 


790-3190269 Monthly operating rept for Feb 1979 

WILLIS. E Carolina Power t< Light Co 79/03/01 9pp 


79031S02S9 Forwards Revision 3 of responses to NRC questions re fire 
protectlen review Answers open items from proIlmlnBry 
evaluations Figure* 6 evertlzed draulng* to suppi responses 
encl 

OILLELANDiJ E Tennessee Valley Authority 79/03/08 100pp. 


7903200167 Repot table event on 790227 feedwater pipe whip restraint was 
installed incorrectly on Line A Condition should not cause 
damage to dryuell liner Measures for a permanent solution 
are being investigated 

TOLLISON.A C Carolina Power h Light Co 79/03/27 2pp 


DOCKET 90-326 Unlv of California at Irvine Res Reactor 


7903130014 Forwards IE In»p Rept 90-326/79-01 on 770207-08 No 
noncompliance noted Insp Rept withheld <ref 10CFn2 790) 
NORDERHAUOi U R Region 9. San Francisco. Safeguards Branch 

79/02/20 ip 


7903260242 Forwards safeguards contingency plans Plans withheld 
(ref 10CFR2 7901 

OILLELAND. J E Tennessee Valley Authority 


7903160170 Forward* "Annual Rept 197Q " 

OILLELAND. J E Tennessee Valley Authority 


7903160217 "Annual Rept 1978 " 

* Tennessee Valley Authority 79/03/16 


79030S023S Forwards Amend 60 to facility F6AR 


79/03/21 

IP 

79/03/16 

ip. 

42pp 


79/03/02. 

IP 


7903270386 Submits annual rept for TRIGA reactor for Jul 1977-Junr 
1976 Because rept is late. Inc ludes matl related to unloading 
U reloading of reactor from Dct 6 Nov 1978 
HILLER. G E California. Univ of. Irvine 79/03/21 Ip 


7903270389 Annual rept for Jul 1977-Juno 1978 

HILLER. 0 E. California. Unlv. of. Irvine. 78/06/30 40pp 


7903090299 Amend 60 to FSAR Contains revisions to Chapters 3.9.6 h 7. 
responses to NRC ques 1 1 ons. f urth er documentation of 
previously transmitted Items, miscel laneous FSAR test 
changes V Instruction* 

« Tennessee Valley Authority 79/03/02 212pp 


7903210343 Forward* affidavit certifying that copies of Amend 60 to 
FSAR were served on 790314. 

mills, L M Tennciser Valley Authority. 79/03/14 2pp 


DOCKET 90-327 Sequoyah Nuctoar Plant, Unit I 


7903140142 Forwards recommendations for general contents of Offsite 
Dose Calculation Manual. required to bo submitted u/proposed 
Tech Spec* implementing 10CFR90 36a 

VARGA, S A Light Water Reactor* Branch 4 79/02/16 7pp 


7903070396 Documents 790220 conversation in Atlanta. GA Forwards 
responses to questions it requests changes in draft Natl 
Pollution Discharge Elimination By* Permit TN0024490 prior 
to public notice 

MOORE, H 0 Tennessee Valley Authority. 79/02/28 4pp 


7903060422 In response to 790109 1 tr, forwards requested Info re piping 
sye support base plates, 

OILLELAND. J E Tennessee Valley Authority 79/03/02 90pp 
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DOCKETED SERIES 


C'aCKET 30-3S7 Sequoyah Nuclsar Plants Unit 1 


7W3070IB3 Forwards IE Insp flapt 50-327/79-01 on 790102-09 No 
noncoflip 1 i«nc« noted 

HURPHYi C E Region 2> Atlanta) Reactor Construction t< Enf Inter Ins 

Support Branch 79/01/lS 2pp 


7903070053 Form ends IE In»p Kept 50-327/7 B -45 on 781287-29 No 
noncomp 1 1 once noted 

LDNOtF J Region 2i Atlanta- Reactor Operations Nuclear Support 

Branch 79/01/10 2pp 


7903070037 IE Insp Rept 50-327/78-49 on 701227-29 No non compi lance 
noted Ha^or areas inspected lee loading ac tlvi t i es. coup 1 eted 
preopcrationa 1 test proceduresj resolution of previous 
insp Itoeis b Facility tour 

DONAT. T J . BELIBUE.O, A . DANCE. H C 11 eg Ion 2, Atlanta. Rose tor 

Operations Nuclear Support Branch 79/01/17 Epp 

7903070'173 Forwards IE Insp Rept 90-327/70-39 on 7B12O5-O0. 1 1-1 9 !< 
13-19 No noncoRip 1 i anee noted 

LONOt F J Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/01/19 2pp 


7903070177 IE Insp Rept 50-387/70-39 on 7012O5-OB. 1 1-1 5 b 18-19 No 
nonceaipl lance noted Kajor areas Inspected procedures b 
activities necessary to Implement operational QA program 
MCDONALD. U A ■ ASKENDEN. M C . KELLOOO. F J Region 3, Atlanta. 

Reactor Operations Nuclear Support Branch 79/01/19 41pp 


790313020h Forwards IE Insp Rept 50-387/79-02 on 790103-03 No 
noncomp 1 lance noted 

LONO. F J Region i. Philadelphia. Reactor Dperationi Nuclear 

Support Branch 79/01/25 Spp 


7903130214 IE Insp Rept 50-327/79-02 on 790103-05 No noncompl lar ce 
noted. Ml /or areas inspected witnessing preoparational test 
TOA-ISG (31. revl ew of applicant response to previous Iteais 
b plant tour 

DONAT. T Jt . MARTIN. R 0 Region 3. Atlanta. Reactor Operations 

Nuclear Support Branch 79/01/24 3pp 


7903140509 Forwards IE Insp Repts 50-027/79-04 b 90-328/79-02 on 
7901tb-19 tt« noncompl tance noted 

MURPHY. C E Region 2> Atlanta. Reactor Construction b Engineering 

Support Branch 79/02/05 2pp 


7903140910 IE Insp Repts 50-327/79-04 b 90-328/79-02 on 790116-19 No 
noncompllanee noted Major areas inspected safitit-rela tsd 
pipe support b restraint sysj progress of installation of 
satety-re lated ma/or mechanical components 
VALLIBN. E d . BRYANT. J C Region 2. AtlantS. Reactor 

Construction b Engineering Support Branch 79/82/02 3pp 


7903140492 Forwards IE Insp Repts 50-327/79-03 b 90-328/79-01 on 
790115-17 No noncompllanee noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction b Engineering 

Support Branch 79/02/06 2pp 


7903140499 IE Insp Repts 90-327/ /9-03 b 50-328/79-01 on 790119-17 Mo 
noncompl lane a noted Major areas inspacted reactor coolant 
pressure houndarg piping activities b recordsi lofety-rs lated 
piping activities b recordsihousekeepf ng b general const 
CRDNLEY.BR . CDNLON.T- E Region 2, Atlante. Reactor 

Construction b Engineering Support Branch 79/02/09 6pp 


7902210164 Forwards IE Hull ct in 79-01. "Environ Qualification of Class 
IE Equipment " tf/list of 1 1 systemetic evaluation frog ran 
plants for which no action is required 

O'REIl-LV.J P Raglan 2. Atlanta. Office of the Director 
79/08/08 2pp 


7903310039 Forwards lE Insp Rept 90-327/79-06 on 790116-19 No 
noncompllanca noted 

MURPHY. C E Region 3, Atlenta. Reactor Construction & Engineering 

support Branch. 79/02/09 8pp 


7903210043 IE Insp Rept 90-327/79-06 on 790116-19 No noncompllanee 
noted Major areas inspected preservJcs insp program, 
procedures. «ior b activities b records 

UANDQORN.P K t CONLON. T E Region 2. Atlanta. Reactor 

Construction b Englnaering Support Branch 79/02/09 3pp 


7903020376 Forwards IE Info Notice 79-04. 'Dt gradation of Engineered 
Safety Features •• 

O'REILLY. J P Region 2. Atlanta. Office of the Director. 
79/08/16 2pp 


7903000300 Informs recipients of IE Bulletin 79-01. "Environ 
OUal if ication of Class IE Equipment." dtd 790208. that valve 
limit switch 1 (font if led as NAMCO Model 83CHL should read 
SU3CHL 

O'REILLY. 3 R Region 2. Atlanta. Office of the Director 
79/02/86 2pp 


79'03l 40552 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plats 
Osslgns Using Concrete Expansion Anchor Bolts " 

O'REILLY. 3 P Region 2. Atlanta. Office of the Director 
79/03/08 2pp 

7903300014 Act receipt of 790129 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-327/78-41 
MURPHY. C C Region 2. Atlanta. Reactor Construction b Englnssring 

Qupport Branch 79/03/09, 2pp 


7903200018 Responds to NRC 790105 itr re violations noted in Hi Insp 
Rept 50-327/78-41 Corroctlvr actions dally callhr on 
equipment b ultrasonic test instrument rccallbr 
OILLELAND. J E Tonnes see Valley Authority 79/01/29 3pp 


7903200023 Forwards 16 Insp Rept 90-327/7B-41 on 781211.13-19 b nutlce 
of violation 

MURPHY. C E Region 2. Atlanta. Reactor Construction b 

Engineering Support Rranch 79/01/05 2pp 


7903200031 Notice of violation from insp on 781211,13-15 

» Region 2. Atlanta. Office of the Director 79/01/03 Ip 


7903200038 IE Insp Rept 30-327/70-41 on 781211.13-15 Noncompllanee 
noted ultrasonic test procedure failed to provide for dally 
callhr b failui e to follow procedural instrument calibr 
riquirements 

VANDOORN. P K Region 3, Atlanta, Office of the Director 
CONLON. T E Region 3. Atlanta, Reactor Construction b 

Engineering Support Branch 79/01/03 9pp 


7903210007 Forwards IE Bulletin 79-03. "Longitudinal Weld De facts in 
ASMS SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Voungstoun Welding b Engineering Co " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/12 2pp 


7903320020 Forward's IE Circular 79-04. "loose Locking Nut on Limltorqua 
Valve Operators “ 

O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/03/16 2pp 


79O3S00I46 Telcon rept TVA notified resident inspector of design 
problem in essential raw cooling water piping Break in Class 
H piping would result in excessive lose of water not 
considered In siring pump capacity 
a Tennessee Vallay Authority 79/01/29 Ip 


7903220836 Submits final rapt on deficiency b corrective actions re 
heating b ventilating ductwork hangers 

OILLELAND.-J E Tennessee Valley Authority 79/01/89 2pp 


7903800191 Telcon Rept Dynalco Type RT 2489 relay tachometers purchased 
about 1971 have failed on one Unit 1 b two Unit 8 diesel 
generetors lenur diodes in power supply have shown evidence 
of overheating prior to failure 
a Tennessee Valley Authority 79/01/30 Ip 


7903820160 autmits first Interim rept on deficiency b corrective 
actions re metal shavings in valve operators 
OILLELAN'Di J E Tennessee Valley Authority 79/02/01 8pp 


7903200072 Final rapt submitted 790104 for const deficiency reported en 
780720 incorrectly stated corrective actions ra installation 
of thin steel plates Plates have not been installedi wil 1 he 
installed by 790315 

OILLELAND.J E. Tennessee Valley Authority 79/02/OS Ip 


7903200163 Telcon rept TVA notified Region II that movement of steel 
containment vessel llnea was overlooked In design of smell 
lint supports Small linos are being reanalyicd b supports 
will be redesigned per analysis 
* Tennessee Valley Authority 79/02/05, Ip 


DOCKET 50-320 Sequoyah Nuclear Plant, Unit 8 


7903140142 Forwards recommendations for general contents of Offilie 
Dote Calculation Manual, required to be submitted u/proposed 
Tech Specs Implementing 10CFR90 36a 

VAROA.E A Light Water Reactors Branch 4 79/08/16 7pp 
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SOCKET 90-3SB Sequoijah Nuclear Planti Unit S 


7?03O7039£i Documents 7?03S0 conversation In Atlanta>GA Forutartfs 
responses to questions U requests changes In draft Natl 
Pollution Discharge Elimination 8gs Permit TN0034430 prior 
to public notice 

KOOREiH G Tennessee Valley Authority 79/0S/36 4pp 


7903060422 In response to 790109 ltr> forwards requested info re piping 
sys support base plates 

OltLEtAND. J E Tennessee Valley Authority 79/03/02 50pp 


7903120214 Forwards response to Items 11-15 of NRC 790119 requast for 
addl info Responses will be Included in Amend 61 to FSAR 
Loose parts monitoring sys will be installed during 790430 
refueling outage 

CILLELANDi U E Tennessee Valley Authority 79/03/06 lOpp 


7903190358 In response to 7B120B request) forwards qualification data on 
Uiotltorque valve operators Documentation of submittal of 
this info will be included in Amend 61 to FSAR 
OILLELANDtU E Tennessee Valley Authority 79/03/07 ip 


7903190302 Forwards pi oposed environ Tech Specs to facility operating 
I icense 

OILLELAND.J E Tennessee Valley Authority 79/03/0? 15pp 


7903160241 Forwards draft radiological effluent Tech Spec modified to 
reflect plant design Explains reasons for not addressing 
waste solidification or Offsite Dose Calculation Manual 
DILI eland. J E Tennessee Valley Authority 79/03/12 QSpp 


7903210023 Forwards revised response to Question 2 of 780920 request 
for addl info re monitoring requirements of reactor cooling 
sys trip test 

OILLELAND.J E Tennessee Valley Authority 79/03/16 Spp 


790329015b Forwards responses to Questions 3 L 10 of 790119 request 
for addl info 

OILLELAND.J E Tennessee Valley Authority 79/03/23 4pp 


7903270063 Forwards SER (NUREO-001 1 > 

VABOA. 3 A Light Mater Reactors Branch 4 79/03/14 2pp 


7903270066 Notice of availability of SER (NUREG-001 I ) 

VARCA.6 A Light Water Reactors Branch 4 79/03/14 Ip 


7903270071 SER for facility 

ft Office of Nuclear Reactor Regulation NUREO-OOlt 79/03/14 
3O0pp Available at NTIS 


79030B0167 Notification of meeting on 790212 to discuss facility fire 
protection 

SILVER. H Light Water Reactors Branch 4 79/02/06 Spp 


7903190239 Forwards Revision 3 of responses to NRC questions re fire 
protection review Answers open items from preliminary 
evaluations Figures tt overslied drawings to suppl responses 
enc 1 

OILLELAND.J E Tennessee Valley Authority 79/03/OB lOOpp 


7903260242 Forwards safeguards contingency plant Plant withheld 
(r«f 10CFR2 790> 

OILLELAND.J E Tennessee Valley Authority 79/03/21 ip 


7903160170 Forwards "Annual Rept 1978 " 

OILLELAND.J E Tennessee Valley Authority 79/03/16 Ip 


7903160217 "Annual Rept 1978 " 

ft Tennessee Valley Authority 79/03/16 42pp 


7903080299 Forwards Amend 60 to facility FSAR 

OILLELAND.J E Tennessee Valley Authority 79/03/02 Ip 


7903090299 Amend 60 to FSAR Contains revisions to Chapters 3.9.6 L 7. 
responses to NRC questions. further documentation of 
previously transmitted items. miscellaneous FSAR text 
changes 6 Instructions 

ft Tennessee Valley Authority 79/03/02 212pp 


7903210342 Forwards affidavit ce;'tlfying that copies of Amend 60 bo 
FSAR were served on 790314. 

HILLS. L H Tennessee Valley Authority 79/03/14 2pp 


7903220190 Responds to NHC 78b20S Itr re violations noted in IE Inep 
Repte 90-327/77-30 L 90-328/77-21 Corrective actions 
lighting transformer support redesigned, analyied t. 

Installed 

OILLELAND.J E Tennessee Valley Authority 79/01/09 2p 


7903010049 Forwards IE Insp Hepts 30-327/78-44 b 50-320/79-29 on 
781216-22 No none ompl lane e noted 

SUTHERLAND. J T Region 2. Atlanta. Fuel Pacllltv h Materials 

Safety Branch 79/01/11 2pp 


7903010030 IE Insp Rept 90-327/78-44 b 90-328/78-29 on 781318-22 No 
noncompl lance noted Major areas Inspected status of 
preoperational testing for radwaste sys b status of 
radiation protection program 

JACKSON. L L . OIBSON. A F Region 2. Atlanta. Fuel Facility b 

Materials Safety Drench 79/01/10 4pp 


7903140905 Forwards IE Insp Repts 50-327/79-04 b 90-328/79-02 on 
790116-19 No noncompl 1 aitce noted 

HURFHY.C E Region 2. Atlanta. Reactor Construction b Engineering 

Support Branch 79/02/05 2pp. 


7903140910 IE Insp Repts 90-327/79-04 b 90-328/79-02 on 790116-19 No 
noncomp 1 lanes noted Major areas inspected safsty-related 
pipe support b restraint sy si progr a so of installation of 
safety-related major mechanical components 
VALUISH.EJ. BRYANT. J C Region 2. Atlanta. Reactor 

Construction b Engineering Support Branch 79/02/02 3pp 


7703140492 Forwards IE Inep Repts 90-327/79-03 b 50-328/79-01 on 
790113-17 No none omp 1 I ance noted 

MURPHY. C E Region 3. Atlanta. Reactor Construction b Engineering 

Support Branch 79/02/06 2pp 


7903140499 IE Insp Repts 50-327/79-03 b 30-338/79-01 on 790119- 17 No 
noncompl lance noted Major areas Inspected reactor coolant 
pressure boundary piping activities b recordsj safety-re lated 
piping activities b rsc ordsi house basp 1 ng b general const 
CROWLEY. B R . CDNLON. T E Region 2. Atlanta. R« actor 

Construction b Engineering Support Branch. 79/02/05 6pp 


7902210164 Forwards IF Bulletin 79-01. "Environ Qua 1 if lea tion of Class 
IE Equipment " M/llst of 11 systematic evaluation program 
plants for which no action Is required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/02/03 2pp 


7903080300 Informs recipients of IE Bulletin 79-01. "Environ 
Qua 1 1 f icatlon of Class IE Equipment." dtd 790208. that valve 
limit switch identified as NAHCO Model 83CML should read 
8L3CHL 

O'REILLY.J P Region S> Atlanta. Office of the Director. 
79/03/28 2pp 


7903140332 Forwards IE Info Bulletin 79-08. "Pipe Support Base Plata 
Designs Using Concrete Cipension Anchor Bolts " 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/03/03 2pp 


7903210087 Forwards IE Bulletin 79-03. "Longitudinal Weld Defects in 
A8ME 8A-318 Type 304 Stainless Steel Pipe Spools 
Manufactured by Voungstown Melding b Engineering Co " 

O'REILLY.J P Region 3. Atlanta. Office of the Director 
79/03/12 2pp 


7903220028 Forwards IE Circular 79-04. "Loose Locking Hut an Llmltorque 
Valve Operators. " 

O'REILLY.J P Rtglan 8. Atlanta. Office of the Director. 

79/03/16 2pp 


7903200146 Telcon rept TVA notified resident inspector of design 
problem In essential raw cooling watar piping. Braak In Class 
H piping would rasult in excessive lose of water not 
considered in siting pump capacity, 
ft Tanncsxec Valley Authority 79/01/29 Ip 


7903220236 Submits final rept on daflcteney b c or r active actions re 
heating b ventilating ductwork hangars 

OILLELAND.J E Tennessee Valley Authority. 79/01/89, 2pp. 


7903200191 Telcon Rept Dynalco Type RT 2429 relay tachometers purchased 
about 1971 have failed on one Unit i b two Unit 2 diesel 
generators Zener diodes in power supply have shown evidence 
of overheating prior to failure. 

« TannestCft Valley Authority. 79/01/30 Ip. 


7903220188 Submits first interim rept on deficiency b corrective 
actions re metal shavings in valve operators 
OILLELAND.J E Tennessee Valley Authority. 79/02/Dl. 2pp 


7903200072 Final rept submitted 790104 for const deficiency reported on 
7B0720 incorrectly stated corrective actions re installation 
of thin steel plates Plates have not been installed! ulll be 
installed by 790219. 

OILLELAND.J E Tennkssae Valley Authority 79/02/05 Ip 
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DOCKET 30-3Se Seituoijah Nuclear Planfc> Lin it 3 


7903300163 Tel ton rapt TVA notified Res ton movemant of steel 

cantalnnent vessel lines uas overlooted in design of small 
line supports Saiatl lines are being reanalgied U supports 
Uill be redesigned per analysis 
* Tennessee Valley Authority TV/OS/OJ Ip 


DOCKET SO-329 Midland Plant. Unit 1 


7903070074 Notifltatlon nf 7902B2 meeting in Be thes d a . MD. to discuss 
Itams resulting from NRC safety review of FBAR 
HOODi D Light Water Reactors Branch 4 TV/OS/OB 3pp 


7903190133 fieq,uests by util to withdraw info submitted per KRC request 
have not been granted Info submitted in response to requests 
231 10 b 231 13 to be placed In RDRicoples of responses 
enc 1 

VAROA. B A Light Water Reactors Branch 4 79/02/13 Bpp 


7903140460 Informs that util Is required to provide an Offsite Dose 
Calculation Manual u/proposed Tech Specs Forwards NRC 
rccommendatldns for general contents of manual 
VAROA. 8 A Light Water Reactors Branch 4 79/02/16 7pp 


7903130113 Confirms plans for 790223 meeting in Olen Ellyn. IL to 
discus* circumstances re settlement of diesel generator bldg 
t) p lant area f i 1 1 

MEPPLER. JO Region 3, Chicago. Office of the Director 79/02/20 

*P 


7903080137 Summary of 760116 meeting ri cast drop containment sump 
models tests b steam line treat analytical techniques Ulsts 
of attendees. handouts b vieugraphs attached 

HOODfD S Light Water Reactors Branch 4 79/02/22 30pp 


79031 SOOOB Summary of 790117 meeting M/Consumer* Power Co. Bechtel 
Asiociatts & SbW re changes to facility designs which have 
occurred since issuance of const permits, b conformance to 
rig guides on OA during operations phase 

HOOD. D S. Light Water Reactors Branch 4 79/02/'27 2lpp 


7903070230 Forwards aquatic ecology eipnltorlng activities for 
preoperat 1 anal b oparation assessments of T1 ttabjuessi* 
River Requssts NRC to canfirm adequacy of program 
HOWELL. 8. H Consumers Power Co 79/02/26 7pp 


7903270058 Notification of 790306 site visit to observe preload Ing 
program for consolidation of backfill beneath diesel 
generator bldg 

HDOD.D Light Water Reactors Branch 4 79/02/26 3pp 


7903080301 Forwards 790209 aquatic ecology assessment scope statement 
for T1 ttabawassee River b 790226 Itr to UH Regan re aquatic 
ecology monitoring program 

LATVAITIS.P fl. Coniumors Power Co 79/03/01 2&pp 


7903260192 Forwards Round One requests for eddl Info by 79D5D1 re 
proposed Initial test program W/encl erratta sheet for 
pravlous requests 

VAROA. B A LigVt Water Reactors Branch 4 79/03/01 17pp 


7903120239 Forwards Certificate of 6vc of Amend 38 to util's license 
application upon Chatterton. Ranch. Out taf son b Argonne Natl 
Lab 

BACON. J L Consumers Power Co 79/03/06 2pp 


7903800184 Forwards ovarslied suppl raf drawings (Piping Isometric. 
Co-istrellvd Copy 1 b Piping b Instrument Controlled Copy 7)i 
per Reg (7ulde i 70iRevislon 2 Thest drauings replace all 


7903300019 Forwards revised distribution list for Environ Rapt suppt b 
amend 

OUNCAN. M Oivision of Site Safety b Environmental Analysis 
79/03/13 5pp 


7903020196 Settlement b termination of special proceeding Since 
Comptroller General held that NRC was not responsible for 
investigative f ees. c onsiders issue settled Id/supportlng 
documrnta 1 1 on 

EILPERIN.BF Office of the General Counsel 79/01/16 13pp 


7903160290 Informs of Cetisumers Power's new long-term forecast Of 
electric demand New forecast predicts average compound 
increases in power peat demand of 3 4!! annually for 1979-Sa 
b 3 8'/. annually for 1979-92 

GIBBS. M E Ishem. Lincoln b Beale 79/02/15 2pp 


7903260014 No objection to granting Consumer Power Co's motion 
CHERRV.M H Cherry, Myron M 79/02/15 Ip 


7903200097 Forwards descriptions of const deficiencies per 
10CFR50 SSie) since notice of hearing for operating license 
proceeding uas issued on 761012 

OIDBS. M E [sham. Lincoln b Deale 79/02/19 Ip 


7903090119 Addendum to NRC 790202 order Strites seven orders b nemos 
from the record b dismisses w/prajudice chaiges contained 
there In 

CHILK. S J Office of the Secretary of the Commission 79/08/21 
2pp 


79O33D0S98 Noti float ion of 790403 meeting w/util in Beth e sda > MD. to 
discuss status of safety b environ review schedule for 
facility 

HOQD.D S Light Water Reactors Branch 4 79/03/23 2pp 


79030 90229 Forwards "1978 Annual Rept " 

PERBV. P Consumers Power Co 79/03/0S Ip 


7903090231 "1978 Annual Rept ■' 

a Consumers Power Co 76/12/31 40pp 


79030103D2 Forwards Amend 39 to application for const permits as 
Revision IS to FEAR, b new suppl i eferencs drawings on 
piping 1 sometri ce. p 1 ping b instrument diagrams 
HOWELL. S H Consumers Power Co 77/02/26 2pp 


7903010304 Revision 16 to FSAR.Vals I b 2 
a Consumers Power Co 79/02/26 li400pp 


7903200369 Forwards FSAR page 3 6-52a. orlg ina) ly submitted via RlvisIdP 
B b deleted due to Revision 14 Instruction sheet error 
HOWELL. S D Consumers Power Co 77/03/08 2pp 


7903010296 Recommends water quality perameteri for pre- b post- 
operational monitoring in Ti ttabawassee River Requests 
approval of water quality monitoring program Lists water 
quality monitoring procedures to be employed 
LATVAITIS. F 6 Consumers Power Co, 79/02/21 4pp 


79030103SI Forwards IE Insp Repts 30'a29/7e-lS b 90-330/78-13 an 
781101-03 b notice of violation 

HEIBHHANiR F Region 3. Chicago. Reactor Construction & 

Engineering Oupport Branch 78/12/26 2pp 


79D30103S7 Notice of violation from insp on 781101-03 

a Region 3. Chicago. Office of the Director 78/12/27 Ip 


7903010361 IE Insp Repts 90-329/78-13 b 50-330/78-13 on 781101-03 
Noncompt lane B noted inadequate control of welding 

NESCOTT.H a I NAIOU, ti R . HAYE6. D W Region 3. Chicago. Reactor 

Construction- b Engineering Support Branch 76/12/27. t7pp 


7903020267 Forwards IE Insp Repts 30-329/70-17 b 30-330/78-17 on 
761107-07 b notice of violation 

HElSHHAN.ft F Region 3. Chicago. Reactor Construction b 

Engineering Support Branch 79/01/06 2pp 


7903020266 Notice of violation from insp on 761107-09 

a Region 3. Chicago. Office of the Director 76/12/26 Ip 


7903020270 IE Insp Repts 50-327/78-17 b 50-330/76-17 on 761107-09 
Noncompt lance noted faiture to follow instructions re 
personnel airlocli repair -welding 

VANDELi T E . HANBENibl A > HAYES. D M Region 3. Chicago, Off ter 
- he Director 78/12/26 4pp 
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OOCKCT 50-329 Midland Plant. Unit I 


7?O3ja0379 Forwards IF Imp Repts 50-339/70-19 U 3O-330/7S-19 on- 
791213-14 No none odip 1 lane 0 noted 

HEISHHAN. R F Region 3> Chicago. Reactor Construction & 

Engineering Support BrancH 79/01/29 2pp 


7903130391 IE Insp Repts 50-339//a-19 t< 30-330/70-19 on 781213-14 No 
noncomp I iance noted Major areas Inspected installation of 
safety-related hangers it restraints including revieui of 
specsi drawings# f. QC procedures 

VINi I T . DANIELSON# D H Region 3. Chicago. Reactor 

Construction & Engineering Support Branch 79/01/26 7pp 


7903060SB6 Act receipt of 790H9 Itr inforeiing NRC of steps taken to 
correct violations noted in Insp Repts 50-329/78-03 & 

30-330/78-03 

HEISHMAN.R F Region 3. Chicago. Reactor Construction it 

Engineering Suppoi t Branch 79/02/08 Ip 


7903130030 Forwards IE Insp Repts 50-329/70-21 J< 50-330/70-21 on 
701002-31 No noncompl lance noted 

MEISHMANiR F Region 3# Chicago# Reactor C-onstruction !< 

Engineering Support Branch 79/02/0B 2pp 


7903130036 IE Insp Repts 50-329//8-21 & 90-330/70-21 on 781002-31 No 
noncompl I ance noted Major areas inspected site condition, 
seismic qualification of battery rac k s. schedu 1 ing analysis, 
reactor coolant pipe restraints. t< electrical equipment 
CdQKi R J . HAVES. D W Region 3. Chicago. Reactor Construction J. 

Engineering Support Branch 79/01/30 6pp 


790-3000383 Forwards (E Info Notice 79-04. '*Degradat i on of Engineered 
Safety Features " 

REPPLER.J & Region 3, Chicago, Office of the Director 79/02/16 
ip- 
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7903270394 Forwards nonconformance repts for Fet 1979 »n accordance 
u/condltlon of ALAB-i06 memo (< order dtd 730326 & Amend 1 
of const permit Includes nonconformance repts from Bechtel. 

B&U t< Bechtel quality action requests 

HONELL. S D Consumers Power Co 79/03/23 200pp 


7902030127 Final < ep I informing of comp 1 et ion. ap prova 1 S< rslsoSB o-f 
repair design to reactor coolant pump motor flanges Design 
deficiency resolved and is now in compliance with stds 
HOUELL. 0 H Consumers Power Co 79/0-1/31 Ip 


7903060303 Ack receipt of 790126 interim dsficiency rept re heater 
wiring control roam air filtering units 

HEiSMAN.R f Region 3. Chicago. Reactor Construction 4< 

Engineering Support Branch 79/02/09 Ip 


7903090220 Ack receipt of 790131 final rept re Class IE station 
battery Mill complete review ti Inforoi util of conclusions 
during future insp 

FIORELLI.Q Region 3, Chicago. Reactor Construction t. Engineering 

Support Branch 79/02/13 Ip 


7903080360 Ack receipt ef 790201 Interim ropt re reactor bldg spray 
piping supports 

FIQRELLIiO Region 3, Chicago. Reactor Operations Nuclear Support 

Branch 79/02/13 ip 


79031S03S9 Ack receipt of 790131 final rept re reactor coolant pump 
motor flanges Mill complete review during future insp 

FIORELLI.Q Region 3. Chicago. Reactor Construction b Engineering 

Support Branch 79/02/13 Ip 


79033DD-346 Forwards two Interim repts omitted from 790219 Itr which 
should have been submitted by util to NRC 
0IDD8.KE Isham. Lincoln b Beale 79/02/20 I4pp. 


7903130231 Ack receipt of 790207 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-329/78-17 b 
30-330/70-17 

FIORELLI.Q Region 3, Chicago. Reactor Construction b Engineering 

Support Branch 79/02/27 Ip 


7903130244 Responds to NRC 790103 Itr re violations n-oted in IE Insp 
Repts 50-329/70-17 «. 50-330/70-17 Corrective actions 
nonconforming welds will be corrected by vendor by 790330 
U/ancl vendor documentation 

HOWELL, S H Consumers Power Co 79/02/07 20pp 


7903300313 Forwards IE Insp Repts 50-329/79-01 «. 50-330/79-01 on 
790206-08 No none omp 1 ianc e noted 

FIORELLI.Q Region 3. Chicago# Reactor Construction b Engineering 

Support Branch 79/02/20 2pp 


7903300310 IE Insp Repts 50-329/ /9-01 I. 30-330/79-01 on 790206-08 No 
noncofflp 1 lance noted Major areas inspected installation of 
safety-related hangers b restraints including review of 
drawings b QC procedures 

VIN.LL T Region 3# Chicago, Office of the Director 
OAMIELSON, D H Region 3. Cbicago, Reactor Construction b 

Engineering Support Branch 79/02/16 Spp 


79O3OB0336 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model 83CML should read 
BtaCML 

KEPPLER.O Q Region 3, Chicago. Office of the Director 79/03/01 

Ip 


790322D340 Ack receipt of 790201 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/70-15 b 
50-330/70-13 

FIDRELLIiO Region 3. Chicago. Reactor Constriictinn b Engineering 

Support Branch 79/03/07 ip 


7903220348 Responds to NRC 781228 itr re violation noted in IE Insp 
Rept 50-329/78-13 it 50-330/78-15 Corrective actions 
corrective action rept written for welds b welded studs 
found to be in conformance 

HOWELL. 8 H Consumers Power Co 79/02/01 4pp 


79D31S002? Forwards IC Bulletin 79-02. "Pipe Support Base Plate Designs 
Using Concrete Eipanslon Anchor Bolts ■' 

KEPPUERi U C Region 3. Chicago. Office of the Director 79/03/00 

Ip. 


7903190549 Forwards IE Dulletln 79-03. "Longitudinal Weld Defects in 
ASMS SA-312 Type 304 Stainless Steel Pips OpooU 
Manufactured by Youngstown Welding' b Engineering Co " 

KEFPLER.U 0 Region 3, Chicago, Offieo of the Director 79/03/12 

Ip 


7903200009 Ack receipt of 790223 interim rept re settlement of diesel 
generator foundations b bldg Will review final rapt upon 
receipt 

FIORELLI.Q Rag Ion 3. Chicago. Office of the Director 79/03/05 
ip 

7903130315 Forwards Interim Hept 2 on status of component qualif Ication 
test documentation re-review 

HOMELL, 6 H Consumers Power Co 79/03/09 ip 


7903130331 Interim Rept S on seismic b environ component qualification, 
giving status of corrective action in process U/ 

"Qua 1 i f i cation Status Rept. Re vl s 1 on 5 “ 
e Consumers Power Co 79/02/22 3Epp 


7903I3O3Q7 Forwards final deficiency rept re air filtering units 
HOMELL. a H Consumers Power Co 79/03/07 Ip 


7903130394 Final rept on deficient air filtering units 0VM-7BA b B b 
0VM-94A b B Vendor notified util of improper control wiring 
Miring will be replaced b drawing will be revised 
• Consumers Pauer Co 79/O2/0P 2pp 


7903150336 Submits final deficiency rept of small break analyels b HPI 
cross-connect modification effect BbM 790226 concurrence Itr 
end 

HOWELL. 8 H Consumers Power Co 79/03/12 3pp 


7903210034 NO’tiflcatlon of decision not to pursue complete engineering 
evaluation to ds'’fine plant response to pressurlicr heater 
unava 1 lab 1 1 1 ty during plant hot shutdown 
HOMELL. 8 H Consumers Power Co. 79/03/16 2pp 


7903210133 Provides Interim deficiency rept re reactor bldg 
spray piping supports meeting ABME allowable stress specs. 
Notification that either interim or final rept will be sent 
by 790501 

HOUEUL. 8.H Consumers Power Co 79/03/16 ip. 


7903230158 Interim ITT Qrlnnell rept indicates that six anchors are 
within ASHE Bection III Code requirements re allowable 
stress. Addl rtpt. either Interim or final, will be sent on or 
before 790501 

HOWELL. 8 H. Consomers Power Co 79/03/16 Ip. 


DOCKET 50-330 Midland Plant, Unit 2 


7903070074 Notification of 790222 meeting in Be the s da. MD. to dleeuts 
Items resulting from NRC safety review of F9AR 
HOOD, D Light Mater Reactors Branch 4 79/02/06 3pp 


79030-10308 Monthly nonconformance rept for Jan 1979 
HOMELL, B H Consumers Power Co 79/08/22 40Opp 
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DOCKET 50-330 Midlard Plant* Unit 5 7903160S90 Inforn'* of Consumers Potuer's new long-term Porseaft of 

~~~ electrlt rfemand New forecast predicts average compound 


7903190I3S PedUBst-s bv util to wlthdrau info submitted per NRC request 
have not been granted Info submitted in response to requests 
231 10 it 231 13 to be placed in PORjcoplas of responses 
rnc 1 

VAROAiS A Light Hater Reactors Oranch A 79/03/19 3pp 


79031404BO Informs that util is required to provide an Offsite Dose 
Calevilation Manual u/ppoposed Tech Specs Forwards NRC 
recommendations for general contents of manual 
VAftOAi S A Light Hater Reactors Branch A 79/03/16 7pp 


7903130119 Confirms plans for 790323 meeting in 01 en EllgmlL to 
discuss circumstances re settlement of diesel generator bldg 
h plant area fl I1 

KEPPLERjJ 0 Region 3* Chicago* Office of the Director 79/03/20 

ip 


7903030137 Sucnmerg of 7B0116 meeting re cask drop containment tump 
models tests U stearn line break analytical techniques Lists 
of attendees* handouts viewgraphs attached 

HOOD, D 5 Light Hater Reactors Branch 4 79/03/22 30pp 


7903180000 Bummary of 790117 meeting u/Consuners Power Co, Bechtel 
Associates ti B&H re changes to facility designs which have 
occurred since Issuance of const permits, h conformance to 
reg guides on QA during operations phase 

HOOD* 0 8 Light Hater Reactors Branch 4. 79/02/27 Slpp 


7903070230 Forwards aquatic ecology monitoring activitlBS for 
preoperatl onal t< operation assessments of Tl t tabawas see 
River Requests NRC to confirm adequacy of program 
HDHEtU. S H Consumers Pauer Co 79/03/20 7pp 


increases in power peas demand of 3 aa annually for 1979-6B 
«, 3 27. annually for 1979-92 

OIDDS.H E Isham, Lincoln it Beals 79/03/19 2pp 


7903B60014 Mo objection to granting Consumer Power Co's motion 
CH£RftV,M M Cherry. Myron H 79/03/15 Ip 


7903200097 Forwards descriptions of const deficiencies per 
iOCFROO 55<e) since notice of hearing for operating license 
proceeding was issued on 781012 

OIBBS.M E Isham. Lincoln & Beale 79/03/19 Ip 


7903300393 Wot i flea ti on of 790403 meeting u/util in Be th esda, HD. is 
discuss status of safety b environ review schedule for 
fac i 1 1 ty 

HDOD.D S Light Water Reactors Branch 4 79/03/23 2 pp 


7903090229 Forwards '<1973 Annual Rept " 

PERRY.P Consumers Power Co 79/03/05 Ip 


7903090331 ''197B Annual Rept " 

* Consumers Power Co 76/13/31 40pp 


7903010302 Forwards Amend 59 to application for const permits as 
Revision IB to FSaR* b new suppl reference drawings on 
piping Isoms tries, piping b instrument diagrams 
HOWELL, 8 H Consumers Power Co 79/02/36 3pp 


7903010'304 Revision 13 to FSAR.Vols 1 b 2 
• Consumers Power Co 79/03/26 l.AOOpp 


79032700’92 Notification of 790306 site visit to observe preloading 
program for consolidation of backfill beneath diesel 
generator bldg 

KCXDOj 0 Light Hater Reactors Branch 4 79/03/3B 3pp 


79030BD301 Forwards 790209 aquatic ecology assessment scope statement 
for Tltfcabawassee River b 790223 Itr to HH Regan re aquatic 
ecology monitoring program 

UATVAITlSiP D Consumers Power Co 79/03/01 S6pp 


7903860192 Forward* Round One requests for addl info by 790501 re 
proposid initial test program H/enc I arratta sheet for 
previous requests 

VAROAiS A Light Hater Reactors Branch 4 79/03/01 17pp 


7903120389 Forwards Certificate of 8ve of Amend 50 to util's license 
application upon Chattsrton* Ranc k, Gustafson & ATConne Natl 
Lab 

BACON* 0 L Consirmere Power Co 79/03/06 2pp 


7903300184 Forwards oversiied suppl ref drawings (Piping Isometric* 
Controlled Copy 1 b Piping it Instrument Controlled Copy 71, 
per Reg Guide 1 70, Revision 2 These dreulngs replace all 
previous submittals 

HOWELL, B H Consumers Power Co 79/03/09 IBBpp 


7903020394 Forwards Amend 60 to util application for const permits b 
operating licenses Including Revision 6 to Environ Rept 
HOWELL, S H Consumers Power Co 79/02/27 2pp 


7903030355 Revision 6 to Environ Rept containing updated natl a* 
detailed in application page 
* Consumers Power Co 79/02/87 3Bpp 


7903190191 Forwards revised distribution list for Environ Rept suppls b 
amind, rep lac ing all prtvlous ones sent 

BUNCANiM Environmental Project Branch 2 79/03/09 9pp 


7903ia036B Forwards affidavit of sve of Amend 60 to Environ Rapt 
DADUD, L Consumers Power Co 79/03/06 4pp 


7^3^00019 Forwards revised distribution list for Environ Rept suppl b 

BUNCANrH Division of 8ite Sefety b Environmental Analysis 
79/03/13 9pp ’ 


7903010236 Recommends water quality parameters for pro- b post- 
operational monitoring in Ti ttabawassoe River Requests 
approval of water quality monitoring program Lists water 
quality monitoring procedures to be employed 
LATVAITIS* P B Consumers Power Co 79/02/31 4pp 


7903010391 Forwards IE Imp Repts 90-329/70-19 b 50-330/70-15 on 
761101-03 b notice of violation 

HEISHMANiR F Region 3, Chicago, Reactor Construction L 

Engineering Support Dranch 70/13/28 2pp 


7903010397 Notice of violation from insp on 781101-03 

* Ragton 3, Chicago. Office of the Director 78/12/27 tp 


7903020267 Forwards IE Insp Repts 90-329/78-17 b 90-330/70-1/ en 
781107-09 b notice of violation 

HEISHHANrR F Region 3, Chicago. Reactor Construction b 
Engineering Support Branch 79/01/06 2pp 


7903080260 Notice of violation from Insp on 781107-09 

• Region 3, Chicago. Office of the Director 70/J2/26 tp 


79030S0270 IE Insp Repts 50-389/78-17 b 90-330/78-17 on Vail07-59 
None bmp 1 lanc e noted failure to follow instructions re 
personnel airlock repair welding 

VANDEL.T E , HANSEN, M A . HAYES. 0 H Region 3, Chicago. DfMte 
of the Director 7B/12/26 4pp 


7903130379 Fortiards IE Insp Repts 90-329/78-19 b 90-330/7D-k9 on 
781213-14 No noncomp 1 lance noted 

HBISHMAH, R F Region 3. Chicago, Reactor Construction b 

Engineering Support Branch 79/01/29 Spp 


7903130391 IE In«P Repts 50-329/78-19 b 90-330/78-19 on 781313-14 Nt 
noiicompl lance noted Major areas inspected installation of 
safety-related hangers b restraints including review of 
specs, drawings, b OC procedures 

YIN, I T j DANIELSON, D H Region 3, Chicago, Reactor 

Construction b Engineering Support Dranch 79/01/26 7pp 


7903060SB6 Aek receipt of 790119 Itr informing NRC of steps taken te 
correct violations noted in Insp Repts 90-329/70-03 b 
80-330/78-03 

HEISHMANiR F Region 3, Chicago, Reactor Construction U 
Engineering Support Oranch 79/02/08 Ip 


79^020196 Settlement b terminat ton of special oreeeitf inn. Since 
Comptroller General held that NRC was not responsible for 


Investigative fees, considers issue settled H/suoportino 
documentation * 
EILPEBIN, B F Office of the General Counsel 79/01/18 


12pp 


7903130090 Forward! IE Insp Repts 90-329/78-21 b 50-330/78-21 on 
781002-31 No noncempk lance noted 

HEISHMANiR F Region 3, Chicago, Reactor Construction b 

Engineering Support Branch 79/02/08 2pp 
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DOCKET SO-330 Hidland Plant, Unit S 


79D3130056 IE Insp Repts SO-329/70-21 4< 50-330/78-21 on 781002-31 No 
nontompl lance noted Major areas Inspected site condition, 
seismic qualification of battery rac ka, schedul Inj analysis, 
reactor coolant pipe restraints, b electrical equipment 
COOK.n J , HAYEa, D W Region 3, Chicago, Reactor Construction S 

Enginaerlng Support Branch 79/01/30 ^pp 


790305^83 Forwards IE Info Notice 79-04, "Degrada 1 1 an of Engineered 
Safety Features " 

KEPPLEB.J 0 

ip 


Region 3, Chicago, Office of the Director 79/02/14 


7903000560 Ack receipt of 790201 intortm rept 
piping supports 

FIORELLI.O Region 3, Chicago, Reactor 

Branch 79/02/15 Ip 


re reactor 
Dp era t ions 


bldg spray 
Nuclear Support 


7903120559 Ack receipt of 790131 final rept 
motor flanges Hill complete review during 
FlGRELLliG Region 3, Chicago, Reactor 

Support Branch 79/02/15 Ip 


re reactor coolant pump 
future insp 

Construction b Enginsering 


7903300S46 Fo^rtuards two interim repts amltted fr 
should have been submitted by util to NRC 
OIDBB, M E Isham, Lincoln b Beale 79/02/28 


□tn 790219 Itr Which 
Mpp 


7903130231 Ack lecoipt of 790207 Itr Informing NRC of steps 
correct violations noted In IE Insp Repts 50-329/70-17 b 
50-330/78-17 

FfORELLI, 0 Region 3, Chicago, Reactor Construction b 

Support Branch 79/02/27 Ip 


taken to 
Engineer! ng 


7903200089 Ack receipt of 790223 interim rept re settlement of diesel 
generator foundations b bldg Will review final rept upon 
receipt 

FIORELLl.O Region 3, Chicago, Office of the Director 79/03/05 
ip 


7903130244 Responds to NRC 790103 Itr re violations noted in IE Insa 
Repts 50-329/7B-17 b 50-330/78-17 Corrective actions 
nonconforming welds will be corrected by vendor by 790330 
M/encl vendor documentation 

MONELL, S H Consumers Power Co 79/02/07 20pp 


7903J3031S Forwards Interim Rept 2 
test documentation re-review 
HOWELL, S H Consumers Power Co 


on status of component qualification 
79/03/09 Ip 


7903300313 Forwards IE Insp Repts 50-329/79—01 
790206-00 No noncomp I iancB noted 
FIORELLtfO Region 3, Chicago, Reactor C 

Support Branch /9/02/2B 2pp 


b 50-330/79-01 on 
onstruction b Englnaering 


7903130331 Interim Rapt 2 on seismic b environ component 
giving status of corrective action in process. 11/ 

"Oual i fieat ion Status Rep t. Ravis i on 5 “ 

• Consumers Power Co 79/02/22 3app 


qualification. 


790330031B IE Insp Repts 50-329/79-01 b 50-330/79-01 on 790206-03 No 
noneompliance noted Major areas Inspected Installation of 
safety-related hangers b restraints Including rEvlau of 
drawings b OC procedures 

YIN.LL T Region 3, Chicago, Office of the Director 
DANIELSON, D H Region 3, Chicago, Reactor Construction b 

Engineering Support Branch 79/02/16 5pp 


7903130387 Forwards final deflciervey rept re air filtering 
HOWELL, 9 H Consumers Power Co 79/03/09 ip 


units 


Final rept an deficient air filtering units DVtl-ySA b B b 
Ovn-94A b D Vendor notified util of improper control wiring. 

Wiring will be replaced b drawing will be revis ed. 
e Consumers Power Co 79/02/08. 2pp 


7903080356 Informs recipients of IE Bulletin 79-01, "Environ 
avallflCBtion of Class IE Equipment," dtd 790208, that valve 
limit switch Identified as NAMCO Model 83CML should read 
SL3CHL 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/01 

>P 


7903150336 Submits final deficiency rept of small break analysis b HPI 
cross-connect modification effect.DbW 790226 concurrence Itr 
enc 1 

HOWELL, 9 H Consumers Power Co 79/03/12 3pp 


7903220340 Ack receipt of 790201 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/70-15 b 
50-330/70-15 

FI0RELLI,0 Region 3, Chicago, Reactor Construction b Engineertno 

Support Branch 79/03/07 Ip » s 


7903220348 Responds to NRC 701228 Itr re violation noted in IE Insp 
Rept 50-329/78-16 b 50-330/78-15 Corrective actions 
corrective action rept written for welds b welded studs 
found to be in conformance 

HDHELL, 8 H Consumers Power Co 79/02/01 4pp 

7903150029 Forwards IE Bulletin 79-02. "Plpo Support Base Plate Designs 
Using Concrete Eipansion Anchor Bolts " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director. 79/03/00 

* P 


7903210034 Notification of decision not to pursue complete ingineat'ing 
evaluation to define plant response to pressurlier heater 
unaval lab 11 1 ty during plant hot shutdown 
HOWELL, 6 H Consumers Power Co 79/03/16 2pp 


7903210133 Provides interim deficiency rept re reactor bldg 
spray piping supports meeting ASME allowable stress specs 
Notification that either Intarlin or final rept will be sent 
by 790SOI, 

HOWELL, 8 H Consumers Power Co 79/03/16 Ip 


7903230158 Interim ITT Orlnnell rept indicates that slk anchors are 
within ABME Section III Code requirements re allouiable 
stress Addl rept, either interim or final, will be sent on or 
before 790501 

HOWELL, 8 H Consumers Power Co 79/03/16 ip 


7903190549 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASME 9A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding b engineering Co " 

KEPPLER, d 0 Region 3, Chicago, Office of the Director 79/03/12 

•P 


7903010308 Monthly nonconformance rept for Jan 1979 
HOWELL. S H Consumars Power Co 79/02/22 400pp 
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7903230035 Forwards Fedtral Register notice amending 10CFR73 S5, 
'’Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 790801 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 ip, 


7903270394 Forwards nonconformance repts for Feb 1979 in accordance 
w/tondition of ALAB-106 memo b order dtd 730326 b Amend 1 
of const permit Includes nonconformance repts from Bechtel, 

BbW b Bechtel quality action requests 

HOWELL, S D Consumers Power Co 79/03/25 200pp 


79020S0127 Final rspt Informing of comp let ion, approval b release of 
repair design to reactor coolant pump motor flanges Design 
deficiency resolved and is now In compliance with stds 
HOWELL, 8 H Consumers Power Co 79/01/31 Ip 


7903060503 Ack receipt of 790126 interim deficiency rept re heater 
wiring control room air filtering units 

HE13MAN.R F Region 3, Chicago, Reactor Construction b 

Engineering Support Branch 79/02/08 ip 


7903080220 Ack receipt of 790131 final rept re Class IE station 
baitary Will complete review b inform util of conclusions 
during future insp 

FlORELLIiO, Region 3, Chicago, Reactor Construction b Engineertno 
'’••"Kort Branch 79/02/15 Ip 


7903120280 Forwards facility security project schadul c. Enel withheld 
Iraf J0CFR8 790) 

LJUiL. Iowa Electric Light b Power Co 79/03/05 Ip 

7903190244 Forwards info re compensatory measures during implementation 
of security pro j ec t, rep 1 acing info submitted on 790119.En«l 
withheld <r#f I0CFR8 790) 

LIU,L loua Electric Light b Power Co 79/03/09. ip 


7903200386 Anticipates submitting fire hazard analysis by 790430 
LIU, L Iowa Electric Light b Power Co 79/03/14. Ip. 


7903270335 Bubnlts Chapter 8 of modified security plan Enel withheld 
<ref 10CFR2, 790). 

LIU, L Towa Electric Light b Power Co. 79/03/19 Ip 


7903150260 Forwards Endorsement 40 to NEtIA Policy NF-214 b Endorsement 
33 to HAELU Policy MF-72 for calendar year 1979. 

LOWENBTEINiR Lowtnstein, Newman, Rt Is, Aralrad b Toll 79/03/18 
3pp. 
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7?0314032S' ForiiiarJe revised versions Encry-Control Sy* Mandbook. 
SAND77- 1 033i Intrusion Detection Sys Handbook. SAND7A-0534i * 
Sarrlar Penetration De tabase. MUHEO/Cfi-OlSl W/o end 
HILLER. J R Dtvisloii of Operating Rsatlors 79/01/09 2pp 


7903080173 FaruardS mod to "Review I. Acceptance of Spent Fuel Storage 
& Handling Application" provided on 760414 Involves pages 
1V/-9 & IV~& u/modf f led rationale tt corrections 
OJirKEQ.B R Assistant Director for Engineers 8« Projects 
74/Ql/ia 4pp. 


7903010299 Forwapils NEDO-21809. “Mork I Contalnraont Program. DounCOfner 
Reduced Submergence. Functional Assessment Rapt " 

SODOM. L J General Electric Co .Nuclear Energy Prodweti Div 

79/oa/Ol. Ip 


7903010310 “Mark ! Containment Program. Downcomer Reduced Submergence. 
Functional Assessment Rept " 

UDNG. K t> General Electric Co .Nuclear Energy Products Div 
NED0-21BB5 76/06/30 49pp 


7903020216 Notification of 790214-19 meeting In So t hesda. MD. 
u/representatlve of Hart I ounert group to discuss 
Imp limentetlon «< resolution of Marl I long-term program tt 
pool swell pressure load definition techniques 

GRIMES. C Assistant Director for Engineers «< Projects 79/02/06 

Ip 


7903090120 Forwards planned actions re Implctnentatlon of personnel 
search requirements as outlined in Ofc of Nuclear Reactor 
Regulation staff position Enel withheld Iref 10CPR2 790> 

KEPPLERi J 0 Region 3. Chicago. Office of the Director 79/02/0B 
ip 


7903160277 Confirms telecon of 790302 re obstruction to the flushing 
action uithtn recirculation line Inlet thermal sleeve b 
nottle annulus 

LIV.L, Iowa Electric Light 6 Power Co 79/02/49 Ip 


7903140337 Unique Rtpt 76-1 on 731113 during insp of HPCI turbine, two 
reversing chambers were found w/sectioni broken St missing, 
three w/crack Indications 6 two retaining cap screws ui/heads 
missing Cause undeternineif All parts riplaced 
HAMMOND, E.L Iowa Electric Light It Power Co 79/02/12 3pp 


7903010061 FoTwards safety evaluation of Interim assessment of 
multiple-consecutive safety relief valve actuations. (< 
samp It Itr 

EISENHDT. D D Assistant Director for Systems Si Projects 
79/02/ IS 2pp 


7903010070 "Safety Evaluation Rept of Interim Assessments of Hultipls- 
ConsecutlvB Safety Relief Valve Actuations in Mark I 
Containment Plans " AM plants ars lit conformance u/ 
acceptance criteria 

e Assistant Director for Systems It Projects 79/02/19, 10pp. 


7903190416 Bummarlias meeting «i/util re NRC review li 
evaluation. Eultabl lity o-f laft-end repair welds b 
removal 6 consequences of shield lead plug b carbon steel 
fragments in facility primary tys 

IPPOLITO, T A Operating Reactors Branch 3 79/02/13 4pp 


7903160213 Forwards proprietary rept NEDE-23349-P. “Hark 1 Containment 
Program, Suppression Pool Swell Test Progrem. LDR Load Test- 
Oanerlc Sensitivity “ U/affldavlt for proprietary status 
Rept withheld (ref iOCFR2 7901. 

6QB0N. L \} General Electric Co .Nuclear Energy Products Olv 
79/02/26 9pp. 


7903230011 “SER of Interim Asiessments of MBIS/ Actuations in Mark 1 
Containment Plants ” 

« Assistant Diractor for Engineers tr Projects 79/42/27 12pp 


7903230083 Forwards safety evaluation rept on Interim assessments of 
niultlplB-consecutl ye safety relief valve actuations 
Concludas that conttnueil oparatlon of Hark I DWR facilities 
is acceptable subj to corrective actions 

OBlMun n V . sc tors 79/02/27 Ip 


7903190060 Responds to 790223 Itr Approves two requested changes re 
plus or minus two months tolerance to required March 1 
completion date for annual Operator flequal i f icati on Program 
actWi ties 

COLLINS. P F Operator Licensing Branch 79/02/26 Ip 


7903070269 Forwards supp 1 to util's 790222 submittal, encl errata tc aldl 
info requested by NRC re lead smear supporting tests 
LIU. L loua Electric Light A Power Co 79/03/01 9pp 


7903090376 In response to 790123 Ur requesting all info re HPCI 
failures at fac 1 1 1 ty. ad vi ses that event is discussed in 
LER 76-25 dtd 78072! I. IE Insp Rept 50-331/70-16. both 
available in PDR it LPDR 

FELTON. J M Division of Rules and Records 79/03/01 Ip 


7903120439 Provides summary of 790213 meeting In Oethesda.MD u/ 
r epreseutaitives of Mark I owner's gi oup program committee to 
discuss generic Mark I program re safety relief valve loads 
U/encl attendees list & meeting handouts 
8Ui T M Containment Systems Branch 79/03/01 i6pp 


7903200283 Feruards proposed staff position for Mark I long-term 
program implementation schedules 

EI6ENHUT. D G Assistant Director for Systems 6 Projects 

79/03/01 4pp 


7903200304 Directs recipients to send end sample Itra to DWR Hark I 
facilities requesting schedules & commitments re eipected 
mod completion dates, use of safety relief valve discharge 
devices L licensing fees for long-term program 
GRIMES. B Assistant Director for Engineers t< Projects 

79/03/01 app 


7943200443 Exempts operating OUR facilities u/Mark I containment design 
from Osneral Design Criterion SO.uhile long-term program is 
conducted Forwards sample 1 trs to be sent to Hark I 
licensees setting fO’rth requirements for schedules 
GRIMES. D Division of Operating fleactcprs 79/03/01 22pp 

7903490211 Forwards addl info re recirculation Inlet sefe-end repair 
program 

LIU.L Iowa Electric Light «■ Power Co 79/03/03 9pp 


7903140300 Confirms 790309 conversation re containment purge (c vent 
valves Util will restrict valve opening position so valve 
can close against desigri basis accident conditions 
LIU.L Iowa Electric Light b Power Co 79/03/05 Ip 


7903200235 Informs of telcon w/Oary Uallin of Cltliens United for 
Responsible Energy In response to request to augment 
Inservice insp of modified safe-ends 

STELLQ.V Division of Operating Reactors 79/03/03 Ip 


7943230037 Discusses lesolutlon of Issues re repair activities of eight 
recirculation sys inlet noiile safe-ends Resolution of Items 
It NRC position re plant startup provided to L Root b 
H Rehrauar in 790305 telcon 

KEPPLCR.J 0. Region 3, Chicago, Office of the Director 79/03/06 

app. 


7903200304 Intends to submit revised effluent b environ Tech Specs fc 
Offsite Dose Calculation Manuel by 790430 
LIU.L Iowa Electric Light * Power Co 79/03/19 Ip 


7903210293 Clarifies issues re repairs of eight recirculation sys inlet 
noiite safe-ends Items requiring resolution finding that 
test done in cunfornencei hydrostatic test completioni audit 
of safe-end repair program % adequacy of repair welds 
KEPFLERiU. 4 Region 3. Chicago. Office of the Director 79/01/16 

app 


7903070474 Forwards IE Insp Rept 50-331/78-30 on 7Blll4-i7 b 1206-08 b 
notice of violation 

FIORELLlrO Region 3. Chicago. Reactor Operations Nuclear Support 

Branch. 79/01/18 2pp 


7903070477 Notice of violation from Insp on 781115-17 b 1206-09 

e Region 3. Chicago. Reactor Operations Nuclear support Dranch 
79/01/17. ip 


7903074479 IE Insp Rept 90-331/78-30 on 78U14-17 b 1206-08 
None offlp I lance noted failure to follow procedures during pipe 
repair related activities 

JACK I U, I N , 8HAFER.U D . KNOP.R C Region 3. Chicago. Reactor 

Operations Nuclear Support Branch 79/01/17 6pp 
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79030'?00S& Furuards IE Insp Kept 50-331/70-33 on 701112-16 i< 21-22 t< 
notice of violation 

KEPPLEB. J 0 Region 3, Clucagoi Office of the Director 79/01/22 

2pp 

7903090053 Notice of violation from inap on 701112-16.21-32 

e Region 3. Chicago, Reac tor Construction h Engineering Support 

Oranch 79/01/lB 5pp 


7903090061 IE Insp Kept SO-331/70-33 on 701112-16.21-22 Moncomp 1 1 an ce 
noted Involving contiol of special processes V calibr 
control 

FOSTER. J E . tlOnCLIOS.C E , DANIELSON, D M Region 3. Chicago. 

Reactor Construction ’< Engineering Support Branch 79/01/18 

a4pp 


7903130119 Forwards IF Insp Rept 50-331/76-31 on 701125-30 Nt» 
none amp t lane e noted 

HElSHflAN.R F Region 3, Chicago. Reactor Construction !< 

Engineering Support Branch 77/01/26 2pp 


7903130127 IE Insp Rept DO 331/70-31 on 791125-30 No none o mp 1 lane e 
noted Major areas inspected rcvieui of corrective action 
to comply u/iramediate action Iti dtd 701117 re replacement 
of recirculation noiile safe-ends 

KEV.W J . HARRISON. J , DANIELSON. D H Region 3i Chicago. 

Reactor Construction f< Engineering Support Branch 79/01/26 7pp 


7703060472 Responds to 1C Bulletin 70-14, "Deterioration of Buna-N 
Components in ASCD Solenoids " Schedules 1 'eplacement of 
parts at S-year intervals during refueling outage 
WALLACE. J A louia Eloctllc Light !< Power Cti 79/02/02 2PP 


7703160171 Forwards It Insp Rept 30-331/79-01 on 770109-11 No 
nancoisp 1 1 ance noted 

HEI5HMAN. R F Region 3. Chicago. Reactor Construction 6 

Engineering Support Branch 77/02/07 2pp 


7703130173 IE Insp Rept 50-331/77-01 on 770107-11 No none omp 1 i anc e 
noted Major areas inspected followup activities relative to 
qualification of electrical cable splices 

HUGHES. J , DANIELS. F T , SPESSARD, R L Region 3, Chicago, 

Reactor Construction t< Engineering Support Branch 77/01/30 Gpp 


7903050377 Ack leceipl of 770122 Itr informing NRC of stops taken to 
correct violations noted in IE Insp Rept 50-331/78-29 
DAVIS. A 0 Region 3. Chicago, Fuel Facility t< Materials Safety 

Branch 77/02/OS Ip 


7703050402 Responds to NRC 781220 Itr re vlolatlens noted In IE Insp 
llept 30-33I/7S-P9 Coi rectlvo actions effluent monitoring sys 
tests will be issued directly to electrical maint dept ii 
listed on monthly surveillance test issuance list 
WALLACE. U A loua Electric Light h Power Co 77/01 /S2 2p p 


7903220433 Forwards IE Insp Rept 30-331/77-04 on 770131 tt 0201-02 No 
none amp 1 1 anc e noted 

DAV16.A D Region 3, Chicago, Fuel Facility V Materials Safety 

Oranch 77/02/15 2pp 


7703220436 IE Insp Rept 50-331/77-04 on 770131 J. 0201-02 No 
noncomp 1 lance noted Major areas Inspected emergency 
planning, confirmatory measurements i> I'evlew of ET3 
occurrences 

GRANT. W B . ESSIQ.T A Region 3, Chicago, Fuel Facility t< 

Materials Safety Branch 77/02/14 8pp 


7703000346 Forwards IF Info Notice 79-04. "Degradation of Engineered 
Sefety Features " 

KEPPLERiJ G Region 3. Chicago, Office of the Director 79/02/16 

Ip 


79G30?0'37B Forwards IE Insp Rept 50-331/77-03 on 790201 Notice of 
vlelation withheld (ref 10CFR2 770) 

KIND. J A Region 3. Chicago. Safeguards Blanch 77/02/SO 2pp, 


7903070401 re Insp Rept 50-331/79-03 On 790201 None omp 11 anc e noted 
phyelcal barr 1 er. ac c es s requirements ^ testing I, 
naintanaiica Details withheld (ref 10CFR2 770) 

BELANOER. D L . HIND. J A , MADEDA, T J Region 3, Chicago. 

Safeguards Branch 77/02/15 Ip 


7903140090 Acl receipt of 790209 Itr informing NRC of stops taken to 
correct violation noted in IE Insp Rept 50-331/79-30 
HEISHHAN, R F Region 3. Chicago, Reactor Operations Nuclear 

Support Branch 79/02/28 Ip 


7903140100 Responds to NRC Itr re violation noted in IE Insp Rapt 
50-331/78-30 Corrective actions personnel reinstructed on 
operatton of plant systems & equipment under sufanarmal 
c end 1 1 i ons 

WALLACE. J A Iowa Electric Light 4, Power Co 79/02/09 2pp 


7703000360 Informs recipients of IE Bulletin 79-01. "Environ 
Dual i flea 1 1 on of Class IE Equipment, " dtd 790208, that valve 
limit switch Identified as NAHCD Model S3CMU should read 
SL3CML 

KEPPLEH.J 0 Region 3, Chicago, afflce of the Director 77/03/01 
Ip 


7703140379 Remits fee of 94.000 for Tech Bpec changes re augmented 
inservice insp of modified safe— ends of eight recirculation 
sys inlet lines. as contained in Itrs dtd 790222.790301 & 

790303 H/o end 

LIU. L Iowa Electric Light 4< Power Co 79/03/05 Jp 


7903270646 Responds to 781129 Itr requesting NRC suspend toua 
Electric Light 4, Power Co license pending mod to include 
augmented inservice insp program Agrees program is needed 
Forwards amended Tech Specs t< suppi aiatl U/o end 

DENTON.H R Office of Nuclear Reactor Regulation 79/03/03 2pp 


7903270007 Rept of 790305 telcon during which K Meyer Committed util to 
Immediately follow 701013 interim inservlte insp program 
until final program is incorporateii into Tech Specs 
IPFOLITO. T A Operating Reactors Branch 3 79/03/06 Ip 


7903150035 Forwards IE Bulletin 77-02. "Pipe Support Base Plate Designs 
Using Concrete Eipansion Anchor Dolts " 

KEPPLER.J G Region 3. Chicago, Office of the Director 79/03/08, 
IP 


7703190395 Forwards IE Bulletin 79-03, "Longitudinal Meld Defects in 
A0ME 8A— 3 12 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Melding U Engineering Co " 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/03/12 

IP 


7903150425 Forwards 1970 Annual Eipoiure Rept Nates that approi 800 
man-rem is attributable to repair of recirculation riier 
safe-ends 

HAMMOiND. E lawa Electric Light I, Power Co 77/02/01 2p p 


7903050106 Forwards semiannual rept on radioactive effluent release 
for July- Dec 1970 

HAMMOND. E L Iowa Electric Light ti Power Co 79/02/23 Ip 


7903050189 Semiannual rept on radioactive effluent releases for Uultf- 
Dec 1778 

a Iowa Electric Light h Power Co 79/02/23 7pp 


7903050368 Forwards semiannual rept on radioactive effluent releases 
for July-Dee 1970 

HAMMOND, E L Iowa Electric Light t, Puuer Co 79/02/23 Ip 


7903050369 Semi-annual operating rept of radioactive effluent releaeee 
from Jul-Dec 1770 

a Iowa Electric Light t. Power Co 70/12/31 0pp 


7703090154 Forwards "Annual Rept Pf Facility Chang ■ s. Tes ts & 
Eiparlments, 1970 " 

HAMMDND, E L low* Electric Light Z, Power Co 77/03/01 Ip 


7903070163 "Annual Rept of Facility Changes. Test i «, Eiparlments, ” 1970. 
e lobia Electric Light ti Power Co 79/03/Dl 24pp 


7903200377 Forward* montlily operating rept for Feb 1977. 

HAMMDND.E. L Iowa Eisetrlc Light t. Power Co. 77/03/13 Ip 


7703200300 Monthly operating rept for Feb 1979 

VAN SICKCL.J loua Electric Light U Power Co 79/03/13 7pp 


7903200346 Forwards "Annual Environ Operating Rept for 1978 “ 
HAMMOND, E L Iowa Flee trie Light «< Power Co 79/03/21 Ip 


7903280349 "Annual Environ Dperating Rept for 1970 " 

It loua Electric Light ti Power Co 78/12/31 160pp 


7903300312 Forwards "Annual Radiological Environ Operating Rept for 
1978 " 

HAMMOND, E L Iowa Flee trie Light t. Power Co 79/03/27 Ip 
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7V033003I9 "Annual Rad iales 1 ca 1 Environ Operating Rept for 1978 " 

• Iowa Electric Light ti Pouer Co 7B/I2/31 IB4pp 

7903090369 ftegoosts all Info r« MPCI Failure! at facilitg t> HPCI 
Inpleiiiefitatlon dates actions 

OEYOi R Energy aeseareh b Information Foundation 79/01/23 Ip 

7903090378 LER 78-025/017-0 on 700319 during HPCI sys surveillance 
tettins>HPCI pump did not reach required disdiarge flou 
rate Sys declared inoperabls Cause untnouin Potential cause 
thought to he uator in turbine 

* towa Electric Light U Pouer Co 78/02/06 2pp 


7903060309 Foruiards LER 79-001 /03L-0 

HAHHOMB. E L Iou» Electric Light b PPuer Co 79/02/27 ip 


79030603I4 LER 79-001 /03L-0 on 790128 no flow indication noted for 
number 3 fc 4 jet pumps Caused by failure of personnel to 
remove lead shield plug front noirle t lact of verification 
that pipe Idas clear prior to closure Lead plug removed 
VAN 3ICHEL.J loua Electric Light b Pouter Co 79/02/27 2pp 


7903130377 Reportable occurrence during revleu of equipment b controlst 
discovered seven purge valve* would not close front full open 
position Valves currontly being modified 

HAMMOND. E L toua Electric Light b Power Co 79/03/06 Ip 


7903190174 Notification of RO during plant startup, suppressor chamber 0 
conesntratton teas not reduced to less than 4){ within 24-h of 
placing nod* switch in run Bryutell 0 concentration reduced 
below 4X within 24-h period 

HAMMOND. E U Iowa Electric Light b Power Co 79/03/12 Ip 


7903190197 Notification Of RO during startup. 1 3 paid dryuell-to- 
supprostion chamber differential pressure was not reached 
within 24-h of placing mads switch in run 

HAMMOND. E L Iowa Electric Light b Power Co 79/03/12 ip 


7903270426 On 790309. sur veil I anco testing determined that "C' b "A" 
stack flew monitors were not functioning properly due to 
power supply b pneuma t le/el ec trie transmitter 
difficulties Faulty power supply b monitor replaced 
HAMMONO.E U Iowa Electric Light b Power Co 79/03/19 Spp 


7903270333 Forwards LER 79-OOP/OlT-O 

HANMOND. E L Iowa Electric Light b Power CP 79/03/30 Ip 


7903270330 LER 79-002/0 lT-0 on 790306 containment purge valves CV 4300. 
4301. 4302. 4303. 4306.4307. 43 OG not designed to dose from 
full open position Caused by Inadequate design specs Valves 
modified be limit opening 

VAN 8ICKEL. J Iowa Electric Light b Power Co 79/03/20 2pp 


79032704S7 During surveillance testing on 790321. both emergency sve 
water sys btcame Inoperable due to strainer plugging Action 
initiated immediately to clean strelners Doth sys were 
operable within 2 3-h 

HAHMONB. E L Iowa Electric Light b Power Co 79/03/21 Ip 


7903280311 Review of reportable occurrences involving primary 
containment inerting b drywell-to-suppression chamber 
differential pressure Indicates all Tech Spec actions 
satisfied Occurrences deemed to require 30-dey repts 
HAHNONBiE L Iowa Electric Light b Power Co 79/03/23 Ip 
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7903030213 Requests NRC issue a written explanation for staff policy re 
repts which suggest buckling conditions Repts should not be 
iimlted to merely buckling criteria 

R0I8MAN. A Z Natural Resources Defense Council 79/0S/02 ip 


late Ouard Training/ 
nr 


7903200231 Forwards Amend 45 to Licence DPR-D9 b notice of issuance 
IPPOUITO. T A Operating Reactors Branch 3 79/02/23 3pp 


7903200237 Amend 43 to License DPR-59. incorporating current phyclij] 
security plan Into license 

IPPOUITO. T A Operating Reactors Branch 3 79/02/33 3pp. 


79D323003S Forwards Federal Register notice amending 10CfR7J 3J, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage." to 
defer employee pat-doun searches until 790801 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/J'> ]p 


7903140437 Forwaids addl info to support completion of SEN for fire 
protection program by mid-March 1979 

SCHMIEOER.J R Power Authority State of New York 79/0;i/0f Upp 


7903270443 Submits security contingency plan Requests retui n of |nt| ; 
Plan withheld iref 10CFR2 790) 

EARLY. P J Power Authority State op New York 79/03/33 Ip 


7903290104 Order to show cause re potential piping def Ic I eric la s in 
safety-related equipment 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/11 f.tp 


7903140383 Forwards Endorsements 38.39 b 40 to NELIA Policy tV .101 I 
Endorsements 33 b 33 to HAELU Policy MF-77 

DEE9. F H Power Authority State of New York 79/03/07 /pp 


7903140387 Forwards NELIA Binder ED-47 b MAELU Binder XD-4/ for 6* 19 
DEEO.F H Power Authority State of New York 79/03/07 3pp 


7903140333 FoTuards revised versions Entry-Control Sys Naiidboat, 
aAND77-I033i Intrusion Detection Sys Handbook. SAN076-0334. ti 
Barrier Penetration Database. NURFO/CR-0181 W/o end 
HILLER. J R Division of Operating Reactors 79/01/09 Ppp 


79030B0173 Forwards mod to "Review b Acceptance of Spent Fuel Oldiati 
b Handling Application" provided on 700414 Involves pago* 
lV-3 b IV-6 w/modifled rationale b cerreetions 
OR IKES I B R Assistant Director for Engineers b Protect* 

79/01/18 4pp 


7903010393 Forwards NF0a~2188Si "Mark I Containment Program. Ouwiicoesi 
Reduced Submergence. Func tionel Assessment Rept " 

SOaONi L J General Electric Co .Nuclear Energy Products Dlv 

79/aa/Ql Ip 


7903010310 "MaTh I Containment Program. Downcomer Reduced Ciubmorgi't* 
Functional Assessment Rspt '' 

NONO. K H General Electric Co .Nuclear Energy Products Oiv 
NEOO-Sieas 78/06/30 43pp 


7903130317 NY Dept of Environ Conservation intends to comment on 
proposed amend to plant ETS Requests Commission schedule for 
hearings b reelept pf comments 
CURRAN. T P New York. State of 79/02/03 Ip 


790302G3IB Notification of 790314-13 meeting in Bethesdo.NB 
u/representative of Nark I owners group to discuss 
implementation (< resolution of Mark 1 long-term program U 
pool swell pressure load definition techniques 

ORIflEB. C Assistant Director for Engineers b project* 79/OJ^ib 

ip 


7903010061 Forwaids safety evaluation of interim assotsmenl of 
mul t ip I e-consscut 1 ve safety relief valve actuations, b 
sample Itr 

EISENKUT. 0 G Assistant Director for Systems b Project* 
79/03/13 Spp 


7903010070 “Safety Evaluation Rept of Interim Aiseasment* of Mulltll 
Consecutive Safety Relief Valve Actuations In Mark 1 
Containment Plans " All plants are in conformance u/ 
acceptance criteria 

» Assistant Director for Systems b Projects 79/08/13 lOff 


7903300341 Notice of Issuance of Amend 43 to License DPR-99 

IPPDUTfl.T A Operating Reactors Branch 3 79/08/33 StP 
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7903310126 In r<iepanfR to 790313 ordorj states that raactor coolant t«mp 


CCCttET 30-333 James A FitJPatnck Nuclear Power Plant 


7903070236 Forwards Jan 1979 Hark I c onta i innent program activity 
review Lists meotings held U provides brief task-by-task 
summary 

BOOON/L J Oenoral Clectric Co iNucloar Energy Products Div 
79/02/2B llpp 


7903120459 Summary of 790213 meeting in Bethesda/MD w/rep res entat Ives 
of Hark I owner's group program committee to discuss generic 
Herk I program re safety relief valve loads W/ent 1 attendees 
list tc meeting handouts 

SU< T M Containment Systems Branch 79/03/01 li>PP 


790320-0203 Forwards pioposed staff position for Mark I long-term 
program implementation schedules 

EJSENHUT.D 0 Assistant Director for Systems !c Projects 
79/O3/0i 4pp 


7903200304 Directs recipients to send end sample Itrs to DWR Mark 1 
facilities requesting schedules {< commitments re eipected 
niiod completion datesiuse of safety relief valve discharge 
devices f' licensing fees for long-term program 
GRlHESiO Assistant Director for Engineers tt Projects 
79/03/01 Qpp 


will be maintained below 312 F & a t s ub-c r It leal level 
Normal testing planned Requests immediate concurrence u/ 
action 

EARLV.P J Power Authority State of New York 79/03/16 Ip 


7903290143 Confirms 790319 hand transfer of computer Code 5HDCK~3 (i 
SHOCH-3 by A Giambusso Requests hand-delivered documents Be 
treated as proprietary 

MENNEDYi W J Stone h Webster Engr 79/03/23 3pp 


7903160-131 Response to IE Bulletin 7B-01 . "Berg e n-Pa t ter son Hydraulic 
Shock Suppressor Accumulator Spring Coils " Older style 
snubbers remuved !< replaced wi/neuer style Ber gett-Pat-terson 
snubbers No damage to accumulator piston U-cup seal found 
LEONARD< J D Power Authority State oF New York 79/03/OS Ip 


7903060636 Forwards IE Info Notice 79-03i "L 1 ml t or qu e Valve Geared 
Limit Switch Lubricant " 

ORlERjB H Region 1< Philadelphia) Office of the Director 

79/03/09 Ip 


79030B0262 Forwards IE Info Notice 79-04i "Degradation of Engineered 
Safety Fea tures " 

ORIER(B H Region !• Philadelphia. Office of the Director 
79/03/16 app. 


7903070209 Advises of delay in responding to info request re 
containment purging dui ing normal operation Requests unit 
not be limited to 90-h per year of purgingiwill justify 
unlimited purging by 790328 

SCHMlEDERi J R Puwer Authority State of New York 79/03/03 Ip 


7903070233 Notifies that NEDO-21G0Q. "Mark I Containment Program-Load 
□efinition Rept" was transmitted to NRC by OE on 701220 
3CHM1EDER.J R Power Authority State of New York 79/03/03 Ip 


7903160248 Forwards application for license amend > proposed changes to 
Tech Spec Sections 1 0.4 3i 4 7 6 4 11 h Revision 1 to pump 
6 valve test program) dtd 790106 U/chock for »4i 000 as Class 
III amend fee 

SCHMIEDER. J ft Power Authority State of New York 79/03/09 2pp 


79-03160313 Forwards proprietary rept NEDC-23343 -Pj "Mark 1 Containment 
Program. Suppress ion Pool Swell Test Program. LDR Load Test- 
Oenerlc Sensitivity " N/affidavtt for proprietary status 
Rept withheld (ref 10CFR2 790) 

ED30N) L J General Electric Co .Nuclear Energy Products Dtv 
79/03/26 3p p 

7903230011 “SER of Interim Assessments of MSIV Actuations in Mark I 
Containment Plants " 

* Assistant Oliectui for Engineers R Projoebs 79/02/2/ 12pp 


7903330003 Forwards safety evaluation rept on interim assessments of 
mul t ip le-consocut i vo safety relief valve actuations 
Concludes that continued operation of Mark I QMR facilities 
is acceptable subj to corrective actions 

OniKESiD R Division of Operating Reactors 79/02/27 tp 


7903160250 Application fot amend to License DPfi-S9. chang Ing Tech Spec 
Sections 1 0. 4 5i 4 7 6 4 1 1 in ordei to ensure compliance 
v/ASHE specs for pump h valve test program Revision 1 bo 
"Pump & Valve Progi am Insorvlfe Insp Update" end 
SCHMIEDER. J R Power Authority State of New York 79/03/09 
12lpp 


7903190330 Forwards supporting info for amend to ETS as aid in 
evaluating original submittal dtd 770601 

LEONARD, J D Power Authority State of New York 79/03/09 7pp 


7903290183 Forwards order to show cause re potential piping 
deficiencies in safety-related equipment 

DENTON, H R Office nf Nuclear Reactor Regulation 79/03/13 Bpp 


7903290127 forwards “Feedwater Noille Mod 6 Improved Feedwater Sparger 
installation Rept" 6 "Control Rod Drive Sys Hydraulic Return 
Noiile Insp Rept " 

EARLY, P J Power Authority State of New York 79/03/14 3pp 


7903290129 "Feedwater Noiile Mod U Improved reedwater Sparger 
Installation Rept” (Vole 1-3) 

* Power Authority State of New York 79/03/01 600pp 


7903S90132 "Coiitrol Rod Drive Sys Hydraulic Return Line Noiile Insp 
Rept " 

« Power Authority Slate of New York 79/03/01 Bpp 


79D3O0O4S7 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 7902OB>that valve 
limit switch identified as NAMCQ Model SSCML should read 
SL3CML 

GRIER. D H Region li Philadelphia. Office of the Director 
79/02/27 ip 


7703220133 Responds to IE Bulletin 79-01 Forwards Itr re results of 
architect/engineer insp of reactor containment whicih 
recommended that several termlTial blocks be rep 1 aced, Th eso 
blocks were replaced 

LEONARD. J D Power Authority State of New York 79/03/01 6pp. 


7703280052 Forwards IE Bulletin 79-02. "Pipe Support Base Plate Designs 
Usi-ny Concrete Eipansion Anchor Dolts " 

GRIER. HH Region 1. Philadelphia, OffUe of the Director 
79/03/08 Ip 


7903220213 Forwards "Inservlce Insp NI8-1 Data Rept I, Summary.'' 
resulting from Fall 197B refueling outage Details program 
p Ian. summary of all ecaml tia t Ion data (< required 
certifications foi equlpme-nt 6 personnel 

EARLY, P J Power Authority State of New York 79/03/20 63pp 


7903000204 Forwards "Fffluent -fc Naste Disposal Soinlannual Rept" for 
July-t>ec 19/Si tc mot eore 1 o-g lea 1 data per Reg Guide 1,23 
LEONARD, d D Power Authority State of New York 79/02/26 Ip 


7903DQD206 "Effluent ti tJaste Disposal Semiannual Rept." July-Oac 1970 
H/ercl Reg Guido 1 23 meteerolag 1 ca 1 data 
*■ Power Authority State of Now York 79/02/26 4Spp 


7903130276 Forwards monthly operating rept for Fob 1979. 

LEONARD, J D Power Authority State of New York 79/03/05. ip 


7903130277 Monthly operating rept for Feb 1979 

2UFELT,E Power Authority State of New York. 79/03/03 7pp. 


79G3D0O292 Forwards "Reactor Containment B:ldg Integrated Leak Test " 
LEONARD) J 0 Power Authority State of New York 79/03/06. Ip 


7903000299 "Reactor Containment Dldg Integrated Loak Rate Test Type A. 
D 6 C Periodic Tests for Jan 1976 to Nov 1973 " 

* Power Authority State of New York 79/03/06 75pp 


7903060104 Forwards LER 79-009/03L-0 

LEONARD. J D Power Authority State of New York 79/03/01 Ip 


7903060107 LER 79-009/03L-0 on 790203 rod control drive rendersd 
Inoperable in order to repair leak in control rod drive sys 
hydraulic control unit Up-en completion of repalr.all 
components returned to sve 

CHILDS. M V Power Authority State of New York. 79/03/01 2pp 


7903060230 Forwards LER 79-010/03L-0 

LEONARD, J D Power Authority State of New York 79/03/01 Ip 
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DOCKET 90-333 James A FitiPetnck Niiclear Poiuer Plant 


7903060343 LER 79-010/03L-0 on 790B03 step increase In IrOleateif core 
PIdui Causeil by earlier failure of square root e ojnputat i on 
module for jet pump Sfuare root computation module replaced 
*<u/ldenttca1 unit & core flou evaluation test completed 
CHlLCSt W V Pottjer Authority State of New Tort 79/03701 3pp 


7703200432 Forwards LER 79-01 1/03L-0 

LEOHARDrJ D PoLuer Authority State of Hey York 79/03/15 Ip 


7903200436 LEB 79-01 I/03L-0 on 790214 dryyell atmospheric sample 
Isolation valve 37-5DV-123Q blew a fuse Caused by shorted 
valve solenoid Incident recurred 790306 Hill submit fallauup 
rept uhcn valve replacement Is completed 

CHIUDSiW V Power Authority State of Hey York 79/03/15 2pp 


790329002B Forwards LER 79-014/01 T-0 

LEDHARDaJ D Pouer Authority State of New York 79/0'3/21 ip 


7903290032 LER 79-014/017-0 on 790312 calculations in piping stress 
analysis are being redone on accelerated basis by 
architcc t/englneer Shutdoyn ui 1 1 continue until all problems 
are resolved Final rapt on matter is forthcoming 
CHlLDStH V Power Authority State of New York 79/03/21 2pp 


DOCKET 50-334 Beaver Valley Poyer Statloni Unit 1 


7903230035 Foryards Federal Register notice amending 10CFH73 53i 
"Requirements for Physical Protection of Licensed Activities 
In Nuclear Payer Reactors Against Industrial Sabotagei " to 
defer employee pat-doun searches until 790301 

DENTON»H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903260240 ForuardS revised Chapter 6 of physical security plan which 
provides details of safeguards contingency plan Plan 
withheld (ref 10CFR2 790) 

HOOLEVER.E J Duquesne Light Co 79/03/22 Ip 


7903300S51 Forwards shou cause order from Comni ssion^ r squirt ng facility 
to remain shut down until Further natice<due to potential 
piping deficiencies 

DENTON.M R Office of Nuclear Reactor Regulation 79/03/13 3pp 


7903300534 Order to show cause re potentially deficient piping design 
Orders facility to be placed in cold shutdown ulthin 4B-b 
DENTON, H R Office of Nuclear Reactor Regutation 79/03/13 6pp 


7903210179 Forwards Endorsements 31 ti 32 to ANI Policy NF-226 & 
Endorsements 26 I, 27 to HAELU Policy HF-B? 

BARNETTi J E Conover t. Associates, Tnc Insurance 79/03/14 Spp 


79032B0357 In response to 7B0925 I tr, summar i I e s info re pressurizer 
heatup rate Tech Spac inconsistency Reactor coolant sye temp 
rate limited to 60 F per hour, due to design of He s tinghouse 
PHR Appropriate utils have been notified 

ANDERSON, T M Hssttnghouse Electric Corp 70/10/27 Spp 


7903140222 Forwards revised versions Entry-Control Sys Handbook, 
3AND77-1033I In trus ion Detection Bys Handbook, SAND76-a5S4i b 
Barrier Penetration Database, NUREO/CR-OIBI W/o end 
HILLER, J R Division of Operating Reactors 79/01/09. 2pp 


79030’70027 Responds to 790129 note re mod to prevent uatei hammer Kofi 
were in accordance u/QA programs in effect at time SER will 
focus on generic problem of prevention 
LAINAS>0 Plant Systems Branch 79/02/09 2pp 


7903070031 Requests findings that structural mods to prevent uater 
hammer were per NRC acccptanco criteria 

SCHHENCER, A Operating Reactors Branch 1 79/01/29 ip 


7903140169 Forwards safety evaluation rept re water hammer potential 
Tech evaluation by consultant end 

SCHNEHCERi A Operating Reactors Branch 1 79/02/12 2pp 


7903140190 Safety evaluation re steam gsnerator water hammer Findi 
existing preventive measures a> e adequate 
♦ Operating Reactors Branch 1 79/02/12 17pp 


7903140491 Requests registration as user of Model AP-lOO Provides nisy 
% address of contact re package 
DJNM, C N Duqoesne Light Co 79/02/16 Ip 


7903030209 Notification of V90223 meeting w/uttl in BethesdaiMD for 
util & He s t in g hous e presentation h staff discussion of sys 
improvement project 

UI001NTOH, D Operating Reactors Branch I 79/02/21 Ip 


7903210523 Util 771213 response indicates review of potential boron 
dilution incidents has shown FSAR analysis of evient still 
represents most limiting ease No furthei action nBcessary 
SCHWENCERpA Operating Reactors' Branch 1 79/02/21 2pp 


7903210001 Forwards "Solid Radioactive Haste Packaging OA Program “ 
DUNNpC N Duquesne Light Co 77/02/23 Ip 


7903210004 “Solid Radioactive Haste Packaging QA Program 
* Duquesne Light Co 79/02/23 36pp 


7903220463 Forwards Amend 16 to License DPR-66, security plan evaiualiss 
rept ic notice of issuance Security plan withhold (ref 
10CFR2 790) 

BCHHENCERpA Operating Reactors Branch 1 79/02/27 4pp 


7903220467 Amend 16 to License DPR-66, Incorporat Ing physical securlii 
plan into lie ense 

Operating Reactors Branch 1 79/02/27 2pp 


7903220493 Notice of issuance of Amend 16 to License DPH-66 
SCHHENCERpA Operating Reactors Branch 1 79/02/27 3pp 


7903210062 Notice of 790313 meeting w/Duquento Light Cn to discuss 
radlokoglcal effluent std Tech Specs 

HIODINTONpD Operating Reaetois Branch 1 79/03/02 Ip 


7903220100 Notification of 79030B meeting in Oebhesda,MD w/util to 
review pipe stress calculations for 6 inch safety injection 
lines 

HIOOINTONpD Dporatlng Reactors Branch 1 79/03/06 Ip 


7903120232 Forwards addl info requested at 790223 meeting re proposel 
steam break protection sys 

BUNN,C N Duquesne Light Co /9/03/07 6pp 


7903130399 Forwards "Co,n ta inment Liner Test Channel at Beaver V/alliy 
Power Station " 

DUNN,C N Duquesne Light Co 79/03/07 2pp 


7903130401 “Containment Liner Test Channel at Beaver Valley Power 
Station " 

* Duquesne light Co 79/03/01 46pp 


7903ISD2B6 Notification that license amend application to tneorporatr 
requirements of iOCFRSO App I into Tech Specs will not be 
completed by requested date of 780315 
DUNNpC N Duquesne Light Co 79/03/00 Ip 


790330D333 Bummary of 790308 meeting w/ShH to discuss pipe stress 
calculations using PIPEBTRESB code 

MJGCINTON.D Operating Reactors Branch 1 79/03/19 4pp 


7903290149 Confirms 790319 hand transfer of computer Code SHQCK-B I. 
8HDCK-3 by A Oiambusso Requests hand-delivered documents be 
treated as proprietary 

KENNEDY, H J Stone 6 Hebster Engr 79/03/22 3pp" 
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JjOCKET 30-334 Bcavei Valley Power Statiom Unit 1 79031502-31 Forwards monthly operating rept for Feb 1979 

— • - - DUNNt C N Duquesne Light Co 79/1)3/09 Ip 


7903070503 Forwards IE Insp Kept 50-334/ 7B-31 on 7SU01-0fa & 1800 No 
none Offlp 11 ante noted 

9RUNNER>E J neglon 1. Ph i ladel ph isi Reactor Operations Nuclear 

Support Brpncli 79/01/16 2pp 


7903070S06 IE Insp Rapt 50-334/70-31 On 701101-06 h I SOB No 
noncomp I lance noted Majoi areas inspected containment 
Integrated leak rate test 

KOHLER. J E . smith, T . STREETER. J F Region 3. Chicago. Reactor 

Operations Nucleai Support Branch 75/12/19 Bpp 


7903070143 Aft receipt of 790130 1 tr informing NHC of steps taken to 
correct violatioiis noted in IE Insp Rept 50-334/78-34 
BRUNNER. E <7 Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/02/08 Ip 


7903070145 Responds to NRC 790110 Itr le violations noted In IE Insp 
Rept 50-334/78-34 Corrective actions Immediate confirmation 
that relays foi both diesel generator field flash circuits 
were properly positioned 

OUNN. C N Duquesne 1 ight Co 79/01/30 3pp 


7903070151 Forwards IE Insp Rept 50 334/78-34 on 781218-20 ti notice of 
vi olation 

BRUNNER. C J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/01/10 2pp 


7903070152 Notice of violation from insp on 701SIB-2O 

-• Region 1. Philadelphia. Reactor Operations Nuclear Support 
Branch 79/01/09 Ip 


7903070155 IE Insp Rept 50-334//8-J4 on /0121B-ao Noncomp 1 lance noted 
failure to incorporate *< implement procudure revision for 
testing 7< failure to document perfoimanco of required 
ac tions 

OECKMAN.D A . KEIMIG.R R Region 1. Philadelphia. Reactor 

Operations Nuclear Support Branch 79/01/09 llpp 


7-903140649 forwards IF Info Notice 79-03. "Limslorque Valve Geared 
Limit Switch Lubricant ” 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/02/09 2pp 


7903080260 Forward B 11. info Notice 79-04. "Degradation of Fuglneored 
Safety Features " 

GRIER.II H Region 1. Ph 1 1 adel ph ia. Office of the Director 
79/02/16 ip 


7903OS0S04 Infoims recipients of IE Bulletin 79-01. "Environ 
Oua I 1 f icat ion of Class If Equipment." did 79020B. that valve 
limit switch identified as NAMCD Model S3CHL should reed 
SLSCML 

GRIER.B H Region I, Philadelphia. Office of the Director 
79/02/P7 Ip 


79D330D3SI Ack lecelpt of 79031 S Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept SO-334/79-Ol 
BMlTif.O H Region 1. Philadelphia, Fuel Facility t. Materials 

Safety Dranch 79/03/15 Ip 


7903300355 Responds to NRC 79020S Itr re violations noted in IE Insp 
Rept 50-334/79-01 Coirectlve actions log la now being 
used to elisul e sample records are filed on time 
DUNN. C N Diiquesne Light Co 79/03/01 2pp 


7903300360 Forwards IE Insp Rept 90-334/79-01 on 79010B-J2 b notice 
of violation 

BMITHiOF Region 1. Philadelphia. Fuel Facility b Materials 

Safety Branch 79/08/08 Ppp 


7903300364 Notice of violation from insp on 790108-18 

BMITHiO H Region 1. Philadelphia. Fuel Facility b Materials 

Safety Branch 79/08/08 Ip 


7903300369 IE Insp Rept S0-334/79.*0J on 790109-18 Noncoisp I lance noted 
shipping ladioactlve matl u/o license b failure to maintain 
records 

TH0NU3.L H . CRQCKER. H U Region 1. Philadelphia. Fuel Facility 

b Materials Safety Dranch 79/03/07 7pp 


7903060439 Forward* Jan 1979 discharge monitoring ropls submitted to 
PA Oept of Environ Resoui ces 

MOORE. 6 U Duquesne Light Co 79/02/28 14pp 


7903080214 Foruaids "Semiannual Effluent b Waste Disposal Rept " Info 
on strontium 89 b 90 analysis for fourth quarter b dose 
esttmatiens foi thud b fourth quarters will be forwarded 
by 790316 

DUNNiCN Duquesne Light Co 79/03/08 Ip 


7903150238 Monthly operating rept for Feb 1979 

SPTTZN06LE. A E Duquesne Light Co 79/03/06 Spp 


790314039B Discusses IFR 79-007/01 T on 790303 during maint on ID trip 
valve to turbine driven steam generator auxilary feedwater 
pump, nut b washer were discovered In line Caused by nut b 
washer coming f i cm 1 of 3 check valves upstream 
WERLING.J A Duquesne Light Co 79/03/06 2pp 


7903S1G089 Confirms 790313 telcon re potential pipe stress problems at 
facility Engineering review of stress calculations began 
790310 Plant placed In hot shutdown on 790309 b in cold 
shutdown on 790313 Ref LER 78-0S3/01T-0 
UERLING.J A Duquesne Light Co 79/03/13 2pp 


790321 0003 Forwards LER 77-006 /OlT-1 

WERLINO. J A Duquesne Light Co 79/03/14 SIpp 


7903810005 LER /7-DQ6/0IT-1 on 7701 86 review of pipe stress due bo 
feedwater line vibrations noted six selsmically Inadequate 
snubbers on feedwater lines Caused by poor design 
verification during plant const 

UERLING.J A Duquesne Light Co 79/03/14 Spp 


7903860273 Forwards LER 77-007/011-0 

UERLINO.J A Duquesne Light Co 79/03/19 Spp 


7903860279 LER 79-007/01T-0 on 790305 steam driver auxiliary feedwater 
pump declared Innperable because 18 steam supply trip valve 
would not close Caused by missing nut b washer on 1C steam 
genoratei supply check valve Nut b washer replaced 
WERLlNGiJ A Duquesne Light Co 79/03/19 2pp 


DOCKET 50-335 St Lucie Plant. Unit 1 


79D3070I16 Forwards revisions to security plan prior to release of 
security plan evaluation rept so that measures may be 
incorporated Lnc I withheld iref 10CFR8 790) 

REID.fi W Operating React-ors Branch 4 79/01/S6 Spp 


79-03050567 Dsriies /90110 request for exemptions from several areas of 
facility sacuiity plan where const completion b/or hardware 
availability will delay plan Implementation Suggests 
Immediate mod of plan 

STELLO. V Division of Operating Reactors 79/08/02 Spp 


7903230035 Forwards Federal Register notice amending 10CFR73 35. 
"Roqulremeiils for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage." to 
defer employee pat-ifoun searches until 790801 

DENTOM.Hft Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903200043 Forwards Amend 30 to License DPR-A7 b notice of issuance b 
avatlabilty 

REID. R W Operating Baactors Dranch 4 79/02/20 Spp 


7903SG004S Amend 30 to License DPR-67. incorporating current approved 
physical security plan into license 

REIDiR W Operating Reactors Branch 4 79/08/20 Sfp 


7903200046 Notice of Issuance of Amend 30 to License DPfl-67 
REIDiR U Operating Reactors Branch 4 79/08/8B Bpp 


79O32705U Forwards safeguards contingency plan. to be withheld iref 
I0CFR2 7901 Plan will become effective 30 days after NRC 
approval 

UMRIO. R C Florida Power & Light Co 79/03/83 Ip 


7903290019 Forwards •'Annual Rept 1978 •’ 

UMRIO. R E Florida Power b Light Co 79/03/80 Ip 


7903890023 "Annual Rept 1970 " 

MCDONALD. M Florida Power b Light Co 79/03/20 38pp 

7903190333 Forwerds Endoi sement 24 to MABLO Policy MF-BB. amend ing 1978 
Std b reserve premiums 

DUCK.J R Marsh b McLennan. Inc 79/03/09 2pp 


7903140822 Forwards revised Versions Entry-Control Sys Handbook. 
8AND77- 1033) tntr us loti Detection Sys Handbook. 8AND76-0994I b 
Barrlor Penetration Database. NUREO/CR— 0131 U/o end 
MILLER. J R Division of Operating Reactors 79/01/09 app 
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DOCKET SO-335 St Lutie Plant, Unit I 


7903SS0535 ForuariJs »taff rotoiri.inenda t lans le general contents of 
□fpiite Dose Calculation Manual to be submitted i,i/proposed 
rad 1 ol 03 ic al effluent Tech Specs 

ORIHESi B K Assistant Director for Engineers Ic Projects 
.79/01/16 Kpp 


7903040369 HotiFlcation of 790314 meetinj u/FL Power & Light Co in 
BethesdacKD to discuss diesel generator surveillance 
submittal 

CRDTENHUlB.h Operating Reactors Branch 1 79/02/13 ip 


7903140573 Responds to 761319 Itr informing NRC of plans to chemically 
clean secondary side of steam generators Concludes that NRC 
rcvieu & approval is required before operation may resume 
after proposed chemical cleaning 

STELUO.V Division of Operating Reactors 79/02/16 2pp 


7903D1029B Forwards request to amend App A of License DPR-67 to support 
Cycle 3 operation of unit l9/"Reload Safety Evaluation" 
describing Tech Spec changes Concludes change wvll not 
Involve unrevieued safety question Ul/Class 3 amend fee 
UHRIOfR E Florida Power b Light Co 79/02/22 TBpp 


7903140349 Notification of 790306 meeting u/FL Power 4 Light Co to 
discuss chemical cleaning of steam generators 
ERICKBONjP 0 Operating Reactors Branch 4 79/02/36 ip 

7903360343 Responds to 771306 review of potential boron dilution 
incidents at fac i 1 Ity, which indicated F 6 AR analysis still 
represents most limiting case Ho further action is 
necessary 

REID.R D Operating Reactors Branch 4 79/03/01 Spp 


7903200180 Rosponds to 790322 request for Info Forwards EIA & 
associated license amend. Federal Register notice, t< 
transmittal Itr 

ORIHES, B K Assistant Director for Engineers 1< Projects 
79/03/05 Ip 

7903800187 Forwards Amend 29 to License DPfi-67.EIA U notice of 
issuance 

REIDiR H Operating Reactors Branch 4 79/01/24 Spp 


7903200213 Notice of issuance of Amend 29 to License DPR~67 t. negativ 
declaration 

REID. R M Operating Reactors Branch 4 79/01/24 Spp 


7903200144 Act receipt of 790222 application for amend to License 
DPR-67 Requests payment of Class IV amend fee 

HILLER, U 0 Atomic Safety and Licensing Appeal Panel 79/03/07 

«P 


7903140389 Requests permlssian to replace 42 safety-related hydraulic 
snubbers during upcoming refueling outage scheduled in Apr 
1979 Requests revised Table 3,7-8 to use In finalliing 
snubber replacement plans 

UllRia,R E Florida Power b Light Co 79/03/06 Ip 


7903240051 Hot 1 tl c a 1 1 on of refund of Class IV Sc two Class T licensing 
fees sent -w/app 1 1 cation on 790119 

HILLERfbl 0 License Fee Management Branch 79/03/12 tp 


7903190246 Requests amend to App A of License DPR-67 adding 
requlranients for liquid b gaseous effluent instrumentation 
b csllbr Ho unrevlewed safety questions are Involved 
UHRIO.R E Florida Power Sc Light Co 79/03/19 66 pp 


7903030275 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch identified as HAKCO Model 53CML should read 
SL3CML 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/26 2pp 


790314054B Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Eipansion Anchor Bolts " 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/03/06 2pp 


7903210136 Forwards IE Bulletin 79-03, "Longitudinal Held Defects in 
ASHE 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding b Engineering Co " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/12 Ip 


79032I05B9 Forwards IK Cii cular 79-04, “t oose Locking Nut on Limtlorqui 
Valve Operators " 

CREILLY.J P Region 2, Atlanta, Office of the Director 
79/03/16 2pp > 


7903130293 Forwards "Annual Rept 1970 " 

UHRIO, R E Florida Power li Light Co 79/02/26 tp 


7903150293 "Annual Flept 1970 " 

e Florida Power b Light Co 79/02/28 56pp 


7903200062 Confirms Reportable Occurrence 335-79-3 on 790206 two 
safety injection tanks were below specified boron 
concentration Cause still being Investigated Will possibly 
request change in Tech Spec 3 5 1 

WETHY,C M Florida Power t< Light Co 79/02/07 Ip 


7903130291 Forwards LER 79-003/OIT-0 

BCHHIDT.A D Florida Power b Light Co 79/02/30 Ip 


7903130294 LER 79-003/01T-0 on 790206 boi on concentration fell belev 
Tech Spec min Caused by improper flushing after partial fill 
before startup Proper techniques reemphasi i ed to personnel 
SCHDPPMAN.M A Florida Power U Light Co 79/02/20 Ip 


7903130325 Forwards LFR 79-001/03L-0 

SCHMIDT. A D Florida Power b light Co 79/02/32 2pp 


7903130326 LER 79-001 /03L-0 on 790123 3 control element assembUes oe 
drive mechanism 43 stuck 6 " withdrawn when tripped Caused 
by mechanical Interference or yoke misalignment Motor 
housing removed b control element assembly freed 
SCHOPPMAN. M A Florida Power b Light Co 79/02/32 Ip 


7903130332 Forwards LER 79-002/03L-0 

SCHMIDT.A D Florida Power b Light Co 79/02/27 Ip 


7903130339 LER 79-002/O3L-0 on 790128 (luring 5 tar tup, contro I climent 
assembly 41 dropped twice while being manually withdrawn 
Cause unknoun CFA realigned both times b operated normally 
after second realignment 

SCHOPPMAM, M A Florid# Power b Light Co 79/02/27 Ip 


7903200376 Forwards LtR 79-004/03L-0 

SCHMIDT.A D Florida Power b Light Co 79/03/05 tp 


7903200377 LER 79-004/03L-0 on 790205 discovered two misalignments In 
control element assembly Caused by faulty upper electric 
limit reed switches Faulty switches to be replaced during 
neit refueling outage 

SCHOPPMAN.M A Florida Power b Light Co 79/03/05 Ip 


7903230152 Forwards LER 78-045/03L-1 

SCHMIDT.A D Florida Power b Light Co 79/03/OS Ip 


79D3S301S5 LER 70-O4S/O3L-1 on 790305 during power oparatton, digital 
data processing sys malfunctioned Caused by error in 
program Installeif by licensee in June 1978 Program error 
corrected 

SCHQPPMAN.M A Florida Power b Light Co 79/03/05 2pp 


7903260235 Forwards LFR 79-005/03U-0 

SCHMIDT.A D Florida Power b Light Co 79/03/00 Ip 


7903360239 LEW 79-003/03L-0 on 790200 steam driven autlliary f*#d*'i1+T 
pump 1C failed to start Caused by tripped overspeed trip 
mechanism Reason for trip Is unknown 

SCHOPPMAM, M A Florida Power b Light Co 79/03/08 Ip 



CDCKET 30-335 St tutie Plant. Unit 1 


DOCKETED SERIES 

790306054-? FoTuartt-s proposed changes to Tech Specs re recent 
organizational changes ulthln util 

COUMSIL.U 0 Northeast Utilities 79/0a/2B 6pp 


7903560221 Forwards LFH 79-006/03L-0 

SCHMIOT.A I) Florida Pouer «. Light Co 79/03/09 Ip 


790326022S LEW 79-006/03L-0 on 790309 control element assemblg Sell to 
coro bottom Caused bg failed pouer supplg unit Faultg unit 
replaced 

SCHOPPMAN. M A Florida Power >< Light Co 79/03/09 Ip 


DOCKET 50-336 Millstone Nuclear Power Station. Unit 2 


7903230035 Forwards Federal Register notice amending 10CFR73 53. 
"Req^uirements for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage." to 
defer emplegee pat-down searches until 790B01 

DENTON- H ft Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903020394 Requests Info on evacuation plans for Suffolk County 
residents in case of accident at any ef 3 nearby nuclear 
plants Espresses concern re safety of inhabitants within 
prescribed “emergency planning lone " 

ARM. C Affiliation Uiiknouin 79/01/03 3pp 


79D326029S Advises that A Partridge has been replaced by L Bettencourt 
on current list for distribution of correspondence 
concerning license amends 

COUNSIL.W G Northeast Utilities 79/03/20 ip 


7903130376 Forwards Endorsement 33 to Policy MF-52 amending liability 
limit in Item 4 to *36.000.000 

SEOER. R M Northeast Utilities 79/03/06 2pp 


7903160159 Forwards Endorsement 5B to Policy NF-173 
SBCER, R M Northeast Utilities 79/03/09 2pp 


7903140222 Forwards revised versions Entry-Control Sys Handbook. 
9ANB77-1033) Intrus i on Detection By s Handbook. SAND76-05S4( 6 
Barrier Penetration Database. NUREO/CR-OIBI N/o end 
HILLER. J R Division of Operating Reactors 79/01/09 2pp 


79031C0535 Forwards staff recommendations re general contents of 
Offsite Doso Calculation Manual to be submitted u/proposed 
radiological effluent Tech Specs 

CRIHES.B K Assistant Director for Engineers f( Projects 
79/01/10 4pp 


7903060910 Requests payment of Class I S< HI fees re appticotion for 
amends to Licenses DPft-21 DPR-6S 

DIGOB. R M I icenso Fee Management Branch 79/02/09 Ip 


7903140565 Forwards Federal Register notice of proposed Issuance of 
llcdnse amend 

REID. R W Operating Reactors Branch 4 79/02/09 2pp 


7903140567 Notice of pioposed issuance of amend to License DPR-63 
authorlllng operation at 2.700 MUt in lieu of current 
licensed level of 9.560 MWt 

REID.R W Operating Reactors Branch 4 79/02/09 4pp 


7903060293 Forwards ropt on "Neutron Shield Design Qualification " NRC 
concerns raised during 7B1123 meeting are addressed In rept 
Items on shield movement, leakage 6 pressure relief valves 
discussed in forwarding Itr 

CDUN8IL.NG Northeast Utilities 79/02/23 3O0pp 


7903190044 Forwards Amend 59 to License DPR-21 8< Amend 4a to License 
OPR-67 tt notice of issuance Security plan evaluation rept 
withheld (ref I0CFR2 790) 

ZtEHANN.OL Operating Reactoi s Branch 2 79/02/93 3pp. 


7903190050 Amend S9 to License DPR-21 t< Amend 40 to License DPR-63. 
incorporating physical security plan 

ZIEMANN. D L Operating Reactors Branch 2 79/02/93 4pp 


7903190052 Notice of issuance of Amend 59 to License DPR~21 ti Amend 40 
to License DPR-65 

ZIEMANN. D L Operating Reactors Branch 2 79/02/23 2pp 


7903060279 Supports proposed license amend to Increase rated thermal 
power to 2.700 MWti storting w/Cyclo 3 operation Forwards 
addi info re contiol rod e jec t Ion. main steam line rupture fe 
seized rotor event 

CQUNBIL.HO Northeast Utilities 79/02/27 3pp 


7903070943 Advises NRC of recent investigation r« encl bldg design 
Util has determined that eilstenca of nun — s e i smi c a 1 1 y 
designed t< supported lines which penetrate encl bldg is 
acc eptab le 

COUNSIL.W 0 Northeast Utilities 79/03/01 3pp 


7903260309 Forwards Amend 49 to License RPR-6S. safety evaluation b 
notice of issuance 

REID. R H Operating Reac tors Branch 4 79/03/01 3pp 


7903260393 Amend 49 to License DFft-6S. 1 nc or por at 1 r g requested Tech Bpt 
changes re engineered safety feature actuation sys S. 
radiation mom toring ins trument ation 

REID. R W Operating Reactors Branch 4 79/03/01 17pp 


7903260396 Safety evaluation supporting Amend 49 to- License DPR-65 
* Office of Nuclear Reactor Regulation 79/03/01 6pp 


7903260393 Notice of issuance of Amend 49 to License DPfl-6S. 
REID. R W Operating Reactors Branch 4 79/03/01 Cp p 


7903140278 Forwards pioposed amend to License DPR -65. c hang I ng Tech 
Specs to incorporate reactor coolant pump speed sensing ays 
Vf/affldavtt 6 oversiied drawing 

CQUHSIU.H O Northeast Utilities 79/03/02 17pp 


7903200439 “QA Program Topical Ropt." NU-QA- 1 . Re vl s ion 3 
SWITZER. DC , DIEDRICK.DS Northeast Utilities NU-OA-1 
79/O3/0S lODpp 


7903260219 Documents review of NRC handling of 770404 request re 
surveillance requirement for Incoro detector calibr L 
771031 request for changes to reporting requirements 
Concludes amend request is withdrawn by 780908 Itr 

GRIMES. D K Assistant Director for Engineering 79/03/12 tOpp 


7903220226 Requests amend to Licenses DPR-21 t. DPR-65 incorporating 
encl revisions to radiological effluent Tech Specs Revisions 
to site environ Tech Specs sncl No unrevlewed safety 
questions are involved 

COUNSIL.W O Northeast Utilities 79/03/13 13Spp 


7903300376 Forwards resutts of non-LOCA safety analysis necessary to 
support Cycle 3 operation at 2.700 Milt 
CaUNSIL. W C Northeast Utilities 79/03/22 92pp 


79033003B9 Forwards info requested in 781228 Itr Desrlbes loop 
current step response method of In situ response time 
testing of resistance temperature detectors 
CDUNBtL.W O Northeast Utilities 79/03/28 6pp 


7903090332 Forwards IE Insp Hepts 50-245/70-30 t. 30-336/78-33 on 
781211-14 No noncomp 1 lance noted 

MARTIN.tJO Region I. Philadelphia. Safeguards Branch 79/01/23 

2pp 


7903090340 IE Insp Repts 50-245/78-38 U 30-336/70-35 on 701211-14 Mo 
noncomp 1 iance noted Major area* inspected security program 
JONES E Id I ROGERS, M , OEULIN, J W Region 1. Phi ladelph ia, 

Befeguards Branch 79/01/16 ip 


7903060640 Forwards IE Info Notice 79-03. "Llml torque Valve Geared 
Limit Switch Lubricant " 

GRIER, B.H fteglon 1, Philadelphia. Office of the Director. 
79/02/09 tp 


7903130221 AcK receipt of 790131 Itr Informing NRC of steps tahsn to 
correct violattone noted In IE Insp Rept 50-336/78-37 
BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/02/13 Ip 


7903130220 Responds to NRC 790110 Itr re violation* noted 1(1 IE Insp 
Rapt 30-336//B-37 Corrective action* supervisor* informed of 
vlo 1 ation. status board will be d aval op ed. test control list 
will be updated S' revlsued by impartial individual 
CQUNSIL.M 0 Northeast Nuclear Energy Co <Nerth«ast UtlHtieil 
79/01/31 app. 


7903130233 Forward i IE Insp Rept 50-336/78-37 on 781220-22 4< notice of 
vl 0 Idti o-n, 

BRUNNER. E J Region 1> Phi ladelph la. Reactor Qppratloni Nuclear 

Support Branch 79/01/10 2pp 



130 DOCKETED SERIES 

DOCKET 30-336 tlilUslotif Nucl«ar Power Station. Unit 3 DOCKIT 30-333 North Anna P Otaer Station. Unit 1 


790313023B Notice of violation from into on 701320-23 

• Regton li Philadelphia. Reactor Operations Njc lear Support 
Branch 79/01/09 Ip 


7903130201. le Insp Rept 50-336/73-37 on 781220-32 Noncorap 1 1 anc e noted 
failure to conduct surveillance test per Tech Specs 
RAYNOND.HU . MCCABE. E C Regien 1. Philadelphia. Reactor 

Operations NjcJear Support Dranth 79/01/09 0pp 


79030B043B Foruerds IE Info Notice 79-01 . "De g radat 1 on of Engineered 
Bafety Features " 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/0-3/16 3pp 


7903080493 Inferini recipiants of IE Bulletin 79-01. ’"Environ 
Qualification af Class IE Eiiuipraent. '* did 790208. that valve 
limit switch Identified as HAMCO Model S3CML should read 
81.3CHL 

ORIER.B H Region I, Philadelphia. Office of the Directur 
79/03/27 Ip 


79032B0040 Forwards IE Bulletin 7-9-02, "Pipe Support Qase Plate Designs 
Using Concrete Eipansion Anchor Bolts 

CRIER. B H Region 1. Philadelphia, Office of the Director 

79/03/0 B ip 


7903300339 Util determined certain stem-mo-unted limit switches on 
safety-related valves iray not be suitable for svc in 
LOCA containment Forwards list of Specific switch types t< 
valves on which switches are installed 
COUNSIL.U S Northeast Utilities 79/03/23 2pp 


790306033B "Semiannual Radioactive Effluents Release Rept, 760701-1231 
ft Northeast Utilities 79/03/01 5Spo 


7903070234 Forwards "Annual Operating Rept for 197S “ 
DPEKA, J F Northeast Utilities 79/03/01 Ip 


7903070333 "Annuat Operating Rept for 1978 
ft Northeast Utilities. 78/13/31 SOpp 


7903190245 Forwards monthly operating rept for Fob 1979 
□PEKA, J F Northeast Utilities 79/03/09 Ip 


79D31903S2 Monthly operating rept for Feb 19/9 

HOHLETT.O H Northeast Utilities 79/03/01 6pp 


7903010366 Forwards tER 7B-01 9/03X-1 

□PEKA. J F Northeast Utilities 79/03/23 Ip 


7903010367 LER 78-01 9/D3T — i on 7&0BO3 while operating 13U diesel for 
survcl 1 1 ancB, leaking Inpector pump noted Diesel declared 
inoperable Caused bg crack In valve cage of injector pump 
* Nertheast Utilities 79/02/23 Ip 


7903200399 Forwards LFh 79-004/03L-0 

OPERA. J F Northeast Utilities 79/03/08 )p 


7903200404 UER 79-004/03L.-0 on 790130 reactor protection sys reactor 
coolant loop tests ccceedcd Tech Spec response time Cause 
unknown Resistance temp detector will be replaced during 
Spring 1979 oubage 

CROCKETT. 0 Northeast Utilities 79/03/00 2pp 


7903300407 Forwards LEB 79-003/03U-0 

OPEKA. J F Northeast Utilities 79/03/16 Ip 


7903120S90 Forwards Amend 9 to License NPF-4 incorporating site 
Security plan W/entl Federal Register notice 1. security plan 
evaluation rept Security plan withheld (ref 10CFR3 79oi 
PARRrO 8 Light Water Reactors Branch 3 79/05/33 4pp 


7903120593 Amend 9 to license NPF-4 re site security plan 

PARR.O 0 Light Water Reactors Branch 3 79/03/33 3pp 


7903120596 Notice of issuance of Amend 9 to License NPF -4 

PARR.O D Light Hater Reactors Branch 3 79/02/33 3pp 


7903370420 Forwards amend to "Security Progi am" h recent mgt 
reorgani lat ion Amend withheld <ref 10CFR3 790) 

STALLINGS, C II Virginia Electric f. Power Co 79/03/23 Ip 


7903310041 Forwards NUilEG/Cn-0400. "R i s k Assessment Review Croup Rept tp 
NRC •’ H/o end 

CDLDDERO, S C Branch 3 79/01/39 ip 


7903050097 Forwards Nuclear Reactor Regulation safety evaluation Issgid 
in connection u/pi oceed 1 ngs 
GOLBBERO, SC Branch 5 79/03/03 Ip 


790306039B Requests facility allowable settlement not be increased 
Requests hearing Asks why util waited until 780438 to rept 
major pumphouse sinking in Aug 1977 
HOLLAND. F 8 Affiliation Unknown 79/02/03 Ip 


7903030033 Strongly cbpects to Increase in settlement lim.it at facility 
I. util's dishonest I- incompetent performance Wants operating 
license revoked 

HARSHfALL. li M Affiliation Unknown /9/03/03 3pp 


7903200531 Urges ASl Ail not to increase foundation settlement allowinie 
u/o public hearing Suggests passible revocation of license 
in order ta gam caopei'ation 
a Truth in Power 79/02/07 Ip 


7903300957 Urges AELAB to refuse to increase util’s allowable 
settlement Believes public healing shoiitd be held Feels 
license should be revoked 

LEMON. V Affiliation Unknown 79/03/11 Ip 


7903300564 Etpresses c-oncern re plant const on fault line soil 
conditions which peimit uneven settling of plant equipment 
Urges ASLAB refuse to increase allowable sottlement Requests 
a public hearing be held 

SELDEN.Pl M Affiliation Unknown 79/03/16 Ip 


7903300570 Urges c oils 1 (! era H on of license revocation U Initiation ef 
public hearings re risky settlement conditions at plants 
Asks for eiptoration of unresolved safety questions to 
clarify NRC h util roles in alleged covei — up of info 
MEREDITH. M Citljens Energy Forum 79/03/12 Ip 


79033204B1 Esprasses concern about fac 1 1 1 ty. espoc la Ity selsralc: bldt 
settlement tk spent fuel risks Questions facility's 
financial justification Requests public hearing be held 
TDBIASiS Affiliation Unknown 79/03/03 Ip 


7903220486 Requests hearing re facility's allowable settlement 6 elil'i 
withholding of haiardous settlement info from AGLB 
SASSAND, A D , 8 ABB AND, S R Affiliation Unknown 79/02/08 |p 


79B3220490 Requests allowable settlement not he increased Requestl 
hearings be held re util's withholding haiardous settlement 
Info from A6LB ASLB Should consider license revocattoii 
MITCHELL. A r Affiliation Unknown 79/02/03 Ip 


7903300414 LEft 79-003 /OBL—0 on 790316 control alerneiit assembly 69 

dropped to lero s t eps. resul t Ing in control element assembly 790-3230494 Requests A6LAB refuse to increase faclllt-y's sllowabU 

misalignment h tilt to mat 029 No component failures settlement. hold public hearings on dangerous settlement 

Control element assembly recovered, conditions 6 considei suspension or revocation of operating 

BATES. R H Northeast Utilities 79/03/16 Ip license for withholding info from ABLAD 

AR91NTEAHU. S Affiliation Unknown 79/03/07 Ip 

7903260344 Forwards LER 79-00 5/03L-0 

OPEN A. J F. Morthfast Utilities 79/03/16 Ip 7903220499 Requests public hearings on settlement conditions at pleil 

Urges ASLAB consider revocation ef plant operating license 
for withholding hazardous info Util can.iot be trusted to 
7903260246 LER 79-003/03L-0 an 7902IG malfunction in computer resulte< think or act In public interest 

in control element assembly pulse tountlng position being KOEHNE. J L, Affiliation Unknown 79/02/09 2pp 

inoperablt Cause traced to circuit card in computer memoryi 
no fault discerned. Card contacts cleaned 
« Northeast Utllltios 79/03/16 ip 



DOCKETED SERIES 


CaCKET 90-336 Nfcrth rtnna Power Station. Unit 1 


79O3220S06 Reiiuest» util 'a foundation settlement allouistice not be 
inti eased w/o public hearing of evidence States util has 
uithheld essentia) info 't 1 evocation of license should be 
c onsldered 

DWIS, R P Truth in Power 79/02/07 Ip 


7903060399 Act receipt of 790202 Itr Informs that Iloard Is aetlvelg 
considering pumphouse settlement matter 

DUFLOi H E Atomic Safety and Licensing Appeal Panel 79/02/09 Ip 


7903060900 Urges allowable settlement Inctease not be permitted for 
pumphouse Util acted dishonestly Ii irresponsibly many times, 
including withholding settlement info Suggests license be 
revoled 

CLARK.L Affl 1 lation Unknown 79/02/02 Ip 


7903060902 Conceined about continued mishandling of facility by util 
Urges public hearing re withholding of pumphouse settlement 
info 

OAHPBELL.M P Affiliation Unknown 79/02/05 Ip 


7903060903 Eipresses apprehension about settlement of cooling water 
pumphouse, which is built nn a fault !< unstable saprolite 
soil Urges hearing to prove that human lives are the most 
important consideration 

DIETRICH.H Affiliation Unknown 79/02/03 Ip 


7903060904 Urges Board not to increase allowable settlement 6 requests 
hearing Also urges investigation of revocation of operating 
1 icense. since util withheld info until after license was 
granted 

DRADDEN.W Affiliation Unknown 79/02/03 2pp 


7903060406 Eipresses concern that nothing is being done to protect 
local cltiiens Urges license for facility not be granted due 
to pumphouse sinking 1. false statements by util 
VAUGHAN. J !) Affiliation Unknown 79/02/01 Ip 


7943060407 Requests Iloard not to Increase allowable settlement (i to 
investigate revocation of license because util withheld 
haiardous settlement info from Board 
PEABLER.K Affiliation Unknown 79/02/09 Ip 


7943060410 Urges Board not to inci ease allowable pumphouse settlement 
Guggosts revocation of facility Itccnse States those living 
near plant ai c frightened 

VAUGHAN. M C Aff 11 iat ion Unknown 79/02/01 Ip 


7903060412 Requests Board to hold public hearing on settlement 
conditions at siteisinco all buildings are affected Requests 
allowable settlement not be increased 
MILLAR. F Potomac Alliance 79/02/01 Ip 


7903150200 Interveners' response per ALAB-309 In opposition to 
"ds minimus” theory Alleges theoi y ignores issue of 
significant & substantial releases of t‘adon-222 to environ 
Certificate of Bve end 

KEPFORD.C Affiliation Unknown 79/02/19 3/pp 


7903150077 At k receipt of 790204 Hr ASLAB has pumphouse settlement 
matter under active consideration Order will be issued 
DUFUO.M E Atomic Safety and Licensing Appeal Panel 79/02/21 ip 


7903190080 Suggests levocation of operating U cense. ho Iding public 
hearings (< prohibition of increased pumphouse settlement 
KELLAR. D Affiliation Unknown 79/02/04 Ip 


7903210404 Forwards NRC policy statement re reactor safety study, 
review by lewis Committee (NUfiEO/CR-0400) tt survey of 
NRC uses of WASH-1400 All documents have been furnished to 
A6LB t ASLAB panel members W/o end 
OOLDBERO. S C Branch 2 79/02/21 tp 


7903150109 ALAO-529. order ing evidentiary hearing on safety issues re 
possibility of missile damage !< pump house settlement 
Prepared testimony to be filed by 790406 

DUFLO. M E Atomic Safety and Licensing Appeal Panel 79/02/23 
I3pp- 


7903230297 Forwards responses to ALA0-5O9 Thirty-day period for 
reepenses to documents shall run from 790309 

9HRUT6KI.R M Atomic Safety and Licensing Appeal Panel 79/03/01 
5pp 


7903050372 Amend of Condition 4 endorsement to Policy riF-97 to reflect 
change in liability from fSl.SOO.OOO to S36. 000. 000 
0ERA8. T Nuclear Energy Liability Insurance Association 79/02/41 

Ip 


7903140366 Forwards Endorsement 16. amending conditions of Policy MF-96 
Endorsement does not increase policy limits 
KELLEY. P J Johnson 6 Higgins Insurance 79/03/05 2pp 


7903230319 Informs that proposed cooperative interest of NC Electric 
Membership Coop is less than 20 MW & that of Old Dominion 
Electric Cooperative Is between 20 h BO KW 
FLEXNER.D L Justice. Dept of 79/03/22 2pp 


7903200574 Urges ASLQ not to increase allowable se ttl ement. hold public 
hearing re settlement conditions & I nves tigate revocation of 
license for withholding info 

HILLS. J Affiliation Unknown 79/02/19 Ip 


7903060293 Provides info re 790209 rept on water haoimer analysis for 
recirculation spray coalers Gives name L address of 
reporting ind iv i dual . fac 1 1 i ty t aetivlty or component 
aff acted. name of supplying firm (/ defect description 
BROWN. S C Virginia Electric & Power Co 79/02/09 Opp 


7903140129 Requests *4.000 approval foe for request For relief from 
pump t< valve testing requirements 

MILLER. W 0 License Fee Management Branch 79/02/23 ip 


7903200311 Responds to 7B0929 Itr {< agrees to withhold "West i nghouse 
Reactor Protection By i/Eng I necred Safety Features Actuation 
Sys Setpoint Methodology" from disclosure (ref tOCFR2 790) 

PARRrO D Light Water Reactors Drench 3 79/03/01 2pp 


7903090234 Forwards Amend 17 to License NPF-4 

STALUIN0B.C M Virginia Electric L Power Co 79/03/06 3pp 


7903090236 Amend 17 to License NPF-4> mod i f y i ng radlologlcaL effluent 
Tech Specs Discusses Offsite Dose Calculation Manual tt 
continuous monitors 

• Virginia Electric L Power Co 79/03/06 76pp 


7903200429 Motif I c ati on of 79030B meeting u/util in Dethisda. MO. to 
discuss Appeal Board decision ALAD— 529 

PARR.O D Light Water Reactors Branch 3 79/03/06 3pp 


7903260339 Forwards Amend B to License NPF-4i safety evaluation *■ notice 
of issuance U availability 

PARR. D D L 1 gh t We tor Reactors Branch 3 79/03/06 3pp 


7903260340 Amend 8 td License NPF-4 implementing fire protection 
program following second refueling outage 

DQYO. R S Division of Project Management 79/03/06 6pp 

7903260341 Notice of Issuance of Amend 8 to License NPF-4 

PARR. 0 D Light Water Reactors Branch 3 79/03/06 2pp 


7903260343 Safety evaluation supporting Amend B to License NPF-4 »t* 
imp I emen tali on of fire protection program 
» Office of Nuclear Reactor Regulation 79/02/20 22pp 


7903150351 Notification of completion of review of Tech Specs 
surveillance requirements L preoperat i oiial testing 
associated w/r eac tor startup Advises that certain 
surveillance sbds will be due before refueling date 
BTALUNOS.C M Virginia Electric tt Power Co 79/03/07 Spp 


7903120251 Provides detailed discussion of responsibilities tt 
qualifications of key station personnel as suppl to 
proposed Tech Spec Change 14 tftd 701226 W/encl Tech Spec 
6 4 1 revision indicating training responsibility 
STALLINOS.CM Virginia Electric »<. Power Co 79/03/06 aOpp 


79032002B4 Forwards "Sve Water Reservoir W Spray Sys Performance 
Testing l< Evaluation " W/doc umenta tlon supporting 
proprietary status. Rept withheld (ref 10CFR2 7901 
DROWN. 8 C Virginia Electric $i Power Co 79/03/00 9pp 


7903204350 Requests amend to License NPF-4. d eferring surveillance 
requirements re Type B tc C leak tests, reactor protection tt 
engineered safety features response time, safety Injection, 
containment depresiuri latlon h Instrument calibr M/check 
STALLINOB. C M Virginia Electric V Power Co 79/03/13. 7pp 


7903220223 Forwards *4.000 check for Class III fee for requested 
change to pump tt valve inservlce testing program 
BAUM. E A Virginia Electric 6 Power Co. 79/43/15 2pp 


7903270327 Forwards requested suppl info re startup physics test 
resul tf 

STALL! NOa. C M Virginia Electric 8. Power Co 79/03/20 Spp. 
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DOCKETED SERIES 


DOCKET 90-330 North Anna Pouer Statlqrii Unit I 


7903300373 FSAR Amciiil 63. dtd 7901 1 2. app 1 1 «i to Unit 1 as update otilij, 
not as application on re^uaat 'for NRC reviaui No unr evleuod 
tafttd qu«*tiati is Involved 

STALUINOS.C rt Vlrjlnia El oc trie it Power Co 79/03/87 Ip 


7903130190 Farward* IE ln»p Rapt* 30-330/70-49 & 60-339/7D-3B on 
7B 1211-89 Ha nonconpl Unci noted 

LEUIS.R C Rtplon 2> Atlanta. Reactor Operations Muclear Support 

Branch 79/01/84 Spp 


7903200871 Forwards "Environ Radiological Monitorjno Prcoi-am, • 
quarterly rept for gul-Sept 197B Concludes field Lnltorini 
fc aisaii effort are adequate re prograni objectives No 
significant change noted in background levels 
HAUH/ E A f/it'giriita Electric Pouier Co 79/03/15 Ip 






ht9h ov«r allowafelt range Caused by volt^g^ drtU 
in associated lavol transmitter Appropriate channel placed 
In trip condition * transmitter recollbr 

CARTHRIOHTi U R Virginia Electric 8. Power Co 79/02/aa 2pp 


7903130800 IE Insp Ropts 50-330/70-45 6 90-339/70-30 on 781811-29 No 
noncoMpl lane * noted Major areas inspected I ERs . f ol 1 ouup 
on IE circulars, snvl ron repts 6 arganiiation changes. test 
engineer qual if Icatlons. fuel storage b plant tour 

KIDD. NS ■ CANTRCLL.F 3 Region 8. Atlanta. Reactor Operations 

Nuclear Support Branch 79/01/23 13pp 


7903010081 Ack rocelpt of 790186 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-330/76-43 
LERIS. R C Region 8. Atlanta, Roactor Operations Nuclear Support 

Branch 79/08/08 Ip 


7903080816 Forwards LER 79-01 5/03U-0 

STALLINOS. C M Virginia Electrii t< Power Co 79/03/02 Ip 




disagreement Caused lig voltage drift in signal conditionino 
card Card recalibrated t« functional chocks performed * 
sati sf actor I I g 

STALLIKOSiC II Virginia Electric 8. Power Co 79/03/02 8pp 


7903130899 Forwards LER 79-009/03L'0 

STALL ] NO S, C M Virginia Electric ti Power Co 79/03/03 ip 


790301003S Hespaniis to HRC 790105 Ur re violations noted In IE Imp 
Rept aO-338/7B-4S Corrective actions applicable opurating 
procedures are being revised to Include condition vorlfging 
autonatlc stop oil pressure Is below setpoint 
arALLlHOB. C H Virginia Electric R Power Co 79/01/26 Spp 


7903130310 LER 79-0O9/OaL-O on 790212 during norma) operation. snvbbei 
support for C steam generator atmosphere discharge line 
Founo damaged Caused bg use of support os anchor for chain 
Fall Support replaced 

CARTURIOhT.U R Virginia Electric &■ Pouer Co 79/03/06 8pp 


7903090123 Forwards IE Info Notice 79-04« "Degradation of Engineered 
Safetv Features " 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/08/16 2pp 


PYOSOSOOSl Responds to 701880 request for notices of vi'Olation from 
7KM01-1S30 Forwards rsqueeted info 

DAVIO. U 0 Office of Inspectlo'n h Enforcement 79/03/21 App 


7903090924 Ack receipt of 76)213 Itr Requosts lists of notices of 
Violation from 780401-1820 U HRC enfopcsment actions re 
cunukatlve notices of vlolatloni particular! g re radiation 
safetg mitcalculations 

ALLENiiJ North Anna Environmental Coalition 76/12/20 Ip 


790304K1314 Informs recipients of IE Bulletin 79-01, "Environ 
Ouallftcation of Class IE Equipment." did 790206. that valve 
limit eultcti identified as NAHCU Nodel 63CHL should read 
8L3CML 

O'REILLY, J P . Region S. Atlanta. Office of the Director 
79/02/88, 8pp 


7903140394 Forwards LERs 70- 1 00/01 k- 1 . 79-006/03X-1 . 79-01 3 / 03 L-n 
79-018/03L-0 h 79-019/0'3L-O 

87ALLIH83, C M Virginia Electric I. Power Co 79/03/12 Ip 


7903140400 LER 78-100/01 X- 1 on 701100 field mod to reactor vessel tear 
head insulation was not selsmlcallg analgied per FEAR 
Caused bg personnel error Structural analysis performed fc 
new mad is under development 

CARTHRIOHTi Ini R Virginia Electric 6 Power Co 79/03/09 Spp 


7903140407 LER 79~006/03X-l on 790111 damaged wiper seal found on 
hgdraullc suppressor 1-FW-HS8-233 6 suppressor Pound 
inoperable on bgpass line Caused bg improperly set poppet 
valves Suppressor replaced u/operable spare 

CARTWRIOHTi H R Virginia Electric fa Power Co 79/03/09 Spp 


79038002SB "Environ Radiological Honitorina Program," ouarterlu rest 
for JuJ -Sept 1976 •'i *9 reps 

» Virginia Electric fa Power Co 70/09/30 tOOpp 


7903140433 Forwards IE Info Bulletin 79-02. "Pipe Support Bate Plate 
Designs Using Concrete Eipansion Anchor Coltc, “ 

O'REILLY. J P Region 8, Atlanta. Office of the Director 
79/03/00 Spp 


7903810191 Forwards IB Bulletin 79-03. "Longitudinal Meld Defects in 
Aefte eA-318 Type 304 Stainless Oteel Pipe Opoolt 
Hanufactured by Youngstown Welding fa Engineering Co “ 

O'REILLY. J P Region 8> Atlanta. Office of the Director 
79/03/18 Ip 


7903280019 Forwards IE Circular 79-(>4. "Loose Locking Nut on Llml torque 
Valve Operators " 

O'REIILY. J P Region 2. Atlanta. Office of the Director 
79/03/16 Spp 


7903300398 Forwards radiological enviroi. operating rept for 1970 No 
adverse envir'On impact has resulted from opsrations 
OTALLIN'OSi C H Virginia Electric fa Power Co 79/03/87 ip 


7903300361 "Annual Environ Radiological ftonitoring Program Rept. 1976 “ 
QUfcEHEH.R F . HOPPER. D M . SMITH. C R Virginia Electric fa Power 
Co 79/03/87 90pp 


7903140473 Submits Info re missing parts of AC fa DC solenoid operated 
valves name li address of reporting individual facility, 
ac tlvl ty. comp onent affected, firm constructing or supplying 
faclll ty. description of defect fa report date 
BROUN. 0 C. Virginia Electric fa Power Co 79/08/33 spp 


7903090890 Forwards LER 79-030/031-0 

STALL 1 NOS. C M Virginia Electric fa Power Co 79/02/87 Ip 


790303013B Forwards "Uhole Body Eiposuras Rept" for 1978 

STALLINOS.C Ml Virginia Electric fa Power Co 79/02/87 2pp 


7903070302 Forwards "Annual Uholt Body Exposure Rept" fa "fladloae live 
Effluent Release Rept ” 

8TALLIN08.'C M Virginia Electric fa Power Co 79/03/01 Ip 


7903070383 “Annual Uhole Body Exposure Reft" for 1978 

STAFFORD, A H, , HOPPER. » M . CARTWRIGHT. W R, Virginia Electric fa 
Power Co 79/18/31 Spp 


7903070389 "Radioactive Effluent Release Itept. " i/uly- Dec 1978 
QUeENeH.R.F . HOOPER. D M , CARTWRIGHT, W. R, VIroinja Electric fa 
Power Co 79/|S/3i llSpp 


7903190 179 Forwards month ty operating rept for Feb 1979 

aTALLIHOS.C H Virginia Electric fa Power Co 79/03/14 Ip 


7903190176 Munthly operating rept for Feb 1979 

euntnnw.u a Virginia Electric fa Power Co 79/03/02 9pp 


7903090206 LER 79— O20/03L— 0 on 790131 fire door S54-9 was found to be 
non-f unc 11 anal Caused by recently installed electric d'Oer 
■trlko slipping out of adjustment. 

CARTWRIGHT. W R Virginia Electric fa Power Co 79/08/27 2pp 


7903099100 Forwards LER 79-00) /97T-0 

8TALL1NQ8. C H Virginia Elactric fa Power Co 79/02/28 ]p 


7903090163 LER 79-021 /99T-0 on 790818 meterolog 1 ca i air temp Change in 
tinp Indication was observed to be "off-scale" low Caused by 
faulty resistance temp datactoi Temp element replaced 
CARTWRIOHT.H R, Virginia Electric fa Power Co 79/02/27. 2pp 


79'03960241 Forwards LER 79-014/03L-0 

&TALL1N08,C M Virginia Electric fa Power Co 79/03/01 Ip 


7903140414 LER 79-013/03L-O On 790314 during normal operatlan, flr« daer 
871-7 between auxiliary bldg fa health physics found non- 
functional Caused by bent Phaser on left door Phaser taped 
out of way fa new Phaser Installed 

CARTUttlOHT.W R Virginia Electric fa Power Co 79/03/09 Spp 



DOCKETED SERIES 


DOCKET 50-338 North ftnna Poiuer Btationi Unit I 


7903J404ia LER 79-018/03L-0 on 790214 during Mode 1 operation at 98/ 
poueri mam steam ti ip valve l-TV-MS-lllQ leaked eicessivelg 
t< ua s isolated for repair Caused bg deteriorated Internal 
gasket Valve isolated gasket replaced 

CARTMRIOHTiM R Virginia Electric t> Power Co 79/03/09 Spp 


7903140422 LER 79-019/03L-0 on 790216 during sorve 1 1 1 anc e, E raergenc g 
diesel generator IH did not reach 900 revolutions per minute 
In regulred 10-s Piobable cause was lou ambient air tomp 
Conditions of first start were not reproducible 
CARTWRIGHT. W R Virginia Electxic t< Power Co 79/03/09 2pp 


7903230137 Forwards LFR 79-027/03L-0 

BTALLINGStC M Virginia Electric {i Power Co 79/03/19 ip 


7903230141 LER 79-OP//03L-0 on 790P2S ailal flu* difference deviated 
greater than 57, from target Caused bg lenon transient 
occurring during startup operation Corrected bg boration bg 
reactor operator 

CARTWRIGHT. U R Virginia Electric (. Power Co 79/03/16 2pp 


7903270372 Forwards LER 79-023/031 -0. 79-02S/03L-0 & 79-031 /03L-0 
STALLINGS. C K Virginia Electric L Power Co 79/03/22 ip 


7903270577 LER 79-023/03L-0 on 790303 disagreement noted between group 
G individual indication for rod 0-10 Caused bi; voltage drift 
in conditioning card Calibr '< functional checks were 
performed 

CARTWRIGHT. W R Virginia Electric V Power Co 79/03/21 2pp 


79032705S4 LFR 79-02S/03L-0 on 790228 power range channel N42 placed i 
tripped condition Caused to allow replacement of erratic 
Delta Flui indicator Indicator replaced t< power range 
detector returned to sve 

CARTWRIGHT. W R Virginia Electric t< Power Co 79/03/21 2pp 


7903270391 LER 79-031/03L-0 on 790302 surveillances of engineered 
safety featui e pumps not performed within interval Caused bg 
personnel error due to long period from preoperetlonal tests 
to operation Sui ve 1 1 lane es will bo performed 

CARTWRIGHT. W R Virginia Electric it Power Co 79/03/21 2pp 


790330036B Forwards LPRs 79-022/03L-0 «< 79-02B/03L-O 

BTALLINOSrC M Virginia electric & Power Co 79/03/27 Ip 


7903300370 LER 79-02B/03U-0 on 790P25 greater than 12-step dlsagreemet 
noted among rod position Indication. computer position 
Indication tt demand signal indication for Rod 9 Caused bg 
voltage drift in signal conditioning card 

CARTWRIGHT. W R Virginia Electric t Power Co 79/03/26 2pp 


7903300372 LER 79-022/03L-0 on 790227 power supply to post DBA H 
recomblnei deenergiied rendering recombliicr inoperable for 
4-h Caused bg deenergizing of motor control center to 
perforin voltage meatuiements 

CARTWRIGHT. W R Virginia Electric h Power Co 79/03/26 Ip 


DOCKET 80-339 North Anna Power Station. Unit 2 


7903200570 Urges consideration of license revocation t< Initiation of 
public hearings re risky settlement conditions at plants 
Asks for exploration of unresolved safetg questions to 
clarify NRC tt util roles in alleged cover-up of Info 
MEREDITH. M Cittiens Energg Forum 79/02/12 Ip 


7903200S74 Urges ASLR not to increase allowable settlement, hold public 
hearing re settlement conditions V investigate revocation of 
license for withholding Info 

MILLS. J Affiliation Unknown 77/02/19 Ip 


7903080031 Forwards NRC recotnmendati ons for general contents of 
□ffsltc Dose Calculation Manual 

PARR. 0 D Light Water Reactors Branch 3 79/02/14 Bpp 


7903080271 Addresses effects of radiation-induced deterioration of 
collar/saddle shield matl to be used In suppl neutron 
shield Matl will undergo radiation-thermal test. Forsees no 
potential for shield mat! deterioration in first 4 geari 
DROWN. 8 C Virginia Electric «< Power Co 79/03/01 3pp 


7903200311 Responds to 780929 Itr t> agrees to withhold "West inghouso 
Reactor Protection Sgs/Eng ineered Safetg Feal^ures Aetuatlon 
Sys Setpoint Methodology" from disclosure (ref 10CFfi8 790) 

PARR, a D Light Water Reactors Branch 3 79/03/01 2pp 


7903200429 Notification of 790308 meeting w/utll tn D eth e s da. MO. to 
discuss Appeal Ooord decision ALAU-529 

PARRiO B Light Water Reactors Branch 3 79/03/06 3pp 


7903200284 Forwards "Sve Hater Reservoir t. Spray Sys Performanea 
Testing Ic Evaluation " H/doc urnent abion supporting 
proprietary status Rept withheld (ref 10CFR2 790) 

BROWN. B C Virginia Electric S. Power Co 79/O3/0B 9pp 


7903220217 Provides addl info re modified startup physics testing 
program. per HRC request 

STALLINGS. C M Virginia Electric & Power Co 79/03/16 19pp 


7903270370 Forwards drawings omitted from 790312 Itr which should be 
inserted behind nates re ASHE Code Class I components 
STALLINGS. C H Virginia Electric b Power Co 79/03/23 Spp 


7903300223 Per NUREO-0094. describe s license training program designed 
to upgrade personnel c urren 1 1 y licensed at Unit i !< 
personnel obtaining licenses at Unit S 

STALLINGS. C H Virginia Electric 6 Power Co 79/03/27 2pp 


7903300373 FSAR Amend 65. dtd 7901 12. ap p lies to Unit I as Update only, 
not as application on request for NRC review No unravieuad 
sa f e ty question Is Involved 

STALLINGS, C M Virginia Electric b Power Co 79/03/27 Ip 


7903120590 Forwards Amend 9 to License NPF-4 incorporating site 
security plan W/encl Federal Register notice b security plan, 
evaluation rept Security plan withheld (ref 10CFR2 790) 

PARR.O 0 Light Water Reactors Branch 3 79/02/23 4pp 


7903120593 Amend 9 to License NPr-4 re site security plan 

PARR, 0 0 Light Mater Reactors Branch 3 79/02/23 app 


7903120596 Notice of issuance of Amend 9 bo License NPF-4 

PARR.Q D Light Water Reactors Branch 3 79/02/23 2pp 


7903270420 Forwards amend to "Security Program" b recent mgt 
reorganl ta t ion Amend withheld (ref i0CFR2 790) 

STALLINGS. C M Virginia Electric b Power Co. 79/03/23 Ip 


7903210041 Forwards NUREO/cn-0400j "Ris k Assessment Review Group Rept tc 
NRC ’< W/o end 

GOLDBERG, 8 C Drancli 3 79/01/29 Ip 


7903050097 Forwards Nuclear Reactor Regulation safetg evaluation lssua< 
in connection w/proceedlng s 
GOLDBERG, B C Brandt 2 79/03/02 Ip 


7903060390 Requests facility allowable settlement not be Incraasad 
Requests hearing Asks why util waited until 7B042S to rept 
major pumphouse sinking in Aug 1977 
HOLLAND.F B Affiliation Unknown 79/02/02 Ip. 


7903050022 Strongly objects to Increase in settlement limit at facility 
b util's .Jishonest b incompetent performance Hants operating 
license revolted 

MARSHALL. M M Affiliation Unknown 79/02/03 2pp 


7903200551 Ui get ASLAS not to increase foundation settlement allowance 
w/a public hearing Suggests possible revocation of license 
in order to gain cooperation 
* Truth In Power 79/02/07 Ip 


7903200557 Urges ASLAB to refuse to increase util's alloiuable 
settlement Believes public hearing should be held Feels 
iiccnsB should be revoked 

LEMON.V Affiliation Unicnown 79/02/11 Ip 


7903200564 Expresses concern re plant const on fault line b soil 
conditions which permit uneven settling of plant equipment 
Urges ASLAB refuse to increase allowable settlement Requests 
a public hearing be held 

SELDEN.M M Affiliation Unknown 79/02/16 Ip. 


79032204S1 Expresses concern about f aci 1 1 ty< espec iai ly seismic bldg 
settlement b spent fuel risks Guestlons facility's 
financial justification Requests public hearing be held 
TOBIAS. 8 Affiliation Unknown 79/02/03 ip 


7903220486 Requests hearing re facility's a 1 louable, set 1 1 ament b util' 
withholding of hazardous settlement info from A8LB 
BABBANO. A B . SASaANO. S R Affiliation Unknown 79/02/08 Ip. 
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DOCKETED SERIES 


OOCKEr 50-33? North Anna Pouer Stationi Unit 3 


7903320490 Raquetts allouahls Sfrttlenent not t>e increased Requests 
hearings he held re 'uttl''s ulthholding hatardaus settlement 
Info from A8LB ASLB should consider license revocation 
HITCHELL. A P Affitlatson l/nknoun 79/09/05 Ip 


7903820494 Requests A^LAB refuse to increase facility's allowable 
settlementthold public hearings on dangerous settlement 
conditions consider suspension or revocation of operating 
license for withholding info from ASLAH 
AROINTEANU^S Affiliation Untnoun 79/02/07 tp 


7903320499 Requests public hearings on. settlement condltioms at plant 
Urges ASUAB consider revocation of plant operating license 
for withholding haiardous Info Util cannot be trusted to 
thin! or act in public interest 

KOEHNE.J L Affiliation Unknown 79/02/09 3pp 


7903150139 ALAB-529, ordering evidentiary hearing on safety Issues re 
possibility of missile damage l> pump house settlement 
Prepared testimony to be filed by 7904oi» 

DUFLO. M E Atomic Safety and Licensing Appeal Panel 79/03/29 
13PP 


7903230297 Forwards responses to ALAB-509 Thirty -day period for 
responses to documents shall run from 790305 

ERRUTSKlifi M Atomic Sofety and Licensing Appeal Panel 79/03/01 

6pp 


7903050372 Amend of Condition 4 endol sement to policy MF-57 changino 
liability f rom «3i< SOOr OOO to «35. 000. 000 

OERAS. T Nuclear Energy Liability Insurance Association 79/02/01 
Ip 


79031403A6 ForwaidS Endorsement 16. amending conditions of Policy I1F-91 
Endorsement does iio.t inci ease policy limits 
K.ELLEY.P J Johnson J. Higgins Insurance 79/03/O'j app 


7903220506 Bequests utll-'s foundatio.n settlement allowance not be 
Increased w/o public hearing of evidence States util has 
withheld essential info A revocation of license should be 
considered 

DAVIS. R P Truth in Power 79/03/07 Ip 


79032Q0315 Informs that pi oposed coopeiative interest of NC Electric 
Hembershlp Corp Is less than 20 Pivi "i that of Old Dominion 
Electric Cooperative is between 20 L 80 MM 
FLEXNER. DL Justice. Dept of 79/03/22 2pp 


7903060399 Act receipt of 790202 I tr Informs that Board is actively 
considering pumphouse settlement matter 

DUFLD. M E Atomic Safety and Licensing Appeal Panel 79/02/09 Ip 


7903060400 Urges allowable settlement increase not be pereiltted for 
pumphouse Util acted dishonestly f< irresponsibly many times, 
including withholding settlement info Suggests license be 
revoked 

CLARK. L Affiliation Unknown 79/02/02 Ip 


7903060408 Concerned about continued mishandling of facility by util 
Urges public hearing ra withholding of pumphouse settlement 
info 

CAMPBELL. M P Afflliatldn Unlnouin 79/08/05 ip 


7903060403 Eipressss apprehension about settlement of cooling water 
pumphouse. wh tch Is built on a fault h unstable saprollte 
soil Urges hearing to prove that human lives are the most 
Important consideration 

DIETHICH.H Affiliation Unknown 79/03/03 Ip 


7903060404 Urges Board not to Increase allouahle settlement t. requests 
hearing Also urges investigation of revocation of operating 
1 Icense. since util withheld Info until after license was 
granted 

BRADBEN.U Affiliation Unknown 79/03/03 3pp 


7903060406 Expresses concern that nothing Is being done to protect 
local cltiiens Urges license foi facility not be granted due 
to pufflphousB sinking t false statements by util 
VAUOHAKI.J B Affiliation Unknown 79/08/01 Ip 


7903060407 Requests Board not to increase allowable settlement h to 
investigate revocation of license because util withheld 
harardouE settlement info from Board 
PEABLEB.K Affiliation Unknown 79/03/05 Ip 


7903060410 Urges Board not to Increase allowable pumphouse Settlement 
Suggests revocation of facility license States those living 
near plant aro frightened 

VAUGHAN. H D Affiliation Unknown 79/02/01 Ip 


7903060413 Requests Hoard to hold public hearing on settlement 
conditions at eite. since all buildings are affected Requests 
allowable settlement not be increased 
MILLAR, F Potomac Alliance 79/02/01 Ip 


7903150200 Interveno-rs' response per ALAB-509 in opposition to 
"de minimus" theory Allegee theory Ignores issue of 
significant b substantial releases of radon-328 to environ 
Certificate of 8vc enc I 

KEPFORD.C Affiliation IThknoun 79/03/19 37pp 


7903150077 Ack receipt of 790204 Hr A6LA9 has punphovse settlement 
matter uniter active consideration Order will ba Issued 
SUPLO.H E Atomic Safety and Licensing Appeal Panel 79/02/31. Ip, 


7903150.030 Suggests revocation of operating I icense. hold ing public 
hearings (. prohibition of Increased pumphouet settlemeiit 
KELLARi 0 Afft 1 latlon Unknown 79 / 02/04 |p 


7903210404 Forwards NSC policg statement re reactor safety etudy. 
review by Lewis Committee (KUREO/CR-0400) i< survey of 
NRC uses of WASH-1400 All documents have bean furnished to 
A6LB (• ASLAB panel members W/o and 
aOLOBEROiB C Branch 2 79/03/31 Ip 


7903090234 Forwards Amend 17 to License NPF-4 

STALLINQS.C M Virginia Electric 6 Power Ct. 79/03/06 3pp 


7903070236 Amend 17 to License NPF-4> mod i f y ing radiological efFluint 
Tech Specs Discusses Offsite Dose Calculation Manual L 
continuous monitors 

» Virginia Eleclilc i< Power Co 79/03/06 76pp 


7903140615 Informs that NRC will be Informed of corrective actions in 
response to IE Bulleton 70-08 upon receipt of operating 
1 icense 

BROUN. 5 C Virginia Electric 6 Power Co 79/01/18 ip 


7903130190 Forwards IF Insp Repts 50-33S/7B-45 S< 30-339/70-30 on 
781211-39 No noncompliance noted 

LEWIS. R C Region 2, Atlanta. Reactor Operations Nuclear Suppoit 

Branch 79/01/24 2 pp 


7903130300 IE Insp Repta 50-33B/78-45 6 30-339/7B-3B on /81Bl]-29hj 
noncompliance noted Major areas inspected LERs. f ol lowup 
on IE circ ular S i envi ron repts V organilation changes, test 
engineer qua 1 1 f icat 1 ons. fuel storage 6 plant tour 
KIDD.H B , CANTRELL. F S Region 2. Atlanta. Reactor apcratlens 

Nuclear Support Brandi 79/01/33 13pp 


7903130319 Forwards IE Insp Rept 30-339//9~03 on 790109~13 No 
none empi lane V noted 

MURPHY. C E Region a. Atlanta, Reactor Construction L Engineeilri 

Support Branch /9/01 /?? 2pp ' 


7903130224 IE Insp Rept SO-339/79-03 on 790109-12 Ne noncomp 1 1 ancr 
noted Major areas inspected fire protection h prevention 
procedures, equipment installations t< practices 
MILLER. M H . OIDBON3. T D . DRYANT, J C Region 2. Atlanta, 

Reactor Construction *< Engineering Support Branch 79/01/26 4pp 


7903150010 Forwards IE Insp Rept 50-339//9-02 on 790107-18 No 
noncomp 1 1 ance noted 

MURPHY.C E Region 3, Atlanta. Reactor Construction *< Eriglnieiici 

Support Branch 79/01/31 2pp ’ 


7903150017 IE Insp Kept a0-339//9-02 on /90109-lR No none omp 1 larct 
noted Major areas inspected inslruflientatlon work, actlvi ties 
b OC records t. electrical work, work activities, t< Be 
record s 

01DSON8.T D Region 3. Atlanta, Reactor Construction tt 

Engineering Support Branch 79/01/31 4pp 


7903090123 Forwards lE Info Notice 79-04, “Degradation of Engliirerad 
Safety Features " 

□ 'HEIULY.J P Region 2, Atlanta, Office of the Director 
79/02/16. 3pp 


7903080314 Informs recipients of IF Oullotln /9-01, "Environ 
Quallf tcatton of Class lE Equipment," dtd 790208, that valve 
limit siattch identified ps NAMCO Modol 83CML should read 
8L3CML 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/28 2pp 


7903140433 Forwards IE Inf* Dullkttn 79-02, “Pipe Support Base Fktii 
Designs Using Concrete Expansion Anchor Bolts " 

O'REIULYrJ P Region 3, Atlanta, Office of the Director 
79/03 /OS 2pp 



DOCKETED SERIES 


MCitET 50-339 Not th Anna Poiuer Station. Unit S 


79031 S0294 Requests eiemplion for insorvice Insp from applicable ASME 
codas Provides specific info identlfqinq applicable code 
requi rement. just i P ication for relief requests {< alternative 
insp methods 

STALLINGS. C M Virginia Electric *- Power Co 79/03/12 20pp 


7903210151 Forwards IF. Oulletin 79-03, "Longitudinal Weld Uefects in 
ASHE SA-312 Tgpe 304 Stainless Steel Pipe Spools 
Nanufactured bg Youngstown Holding f< Engineering Co “ 

O'RErLLYiJ P Region 2. Atlanta. Office of the Director 
79/03/12 Ip 


7903220019 Forwards It- Circular 79-04, "Loose locking Nut on Limltorque 
Valve Operators " 

O'HEIULY.JP Region 2, Atlanta, Office of the Director 
79/03/16 2pp 


790320022! Forwards "Environ Radiological Monitoring Program." 
quarberlg rept for Jul-Sept 197B Concludes field monitoring 
tt assag effort are adequate re program objectives No 
significant change noted in background levels 
BAUM.E A Virginia Electric l< Power Co 79/03/19 Ip 


7903200223 "Environ Radiological Monitoring Program," quarterlg rept 
for Jul-5ept 1978 

a Virginia Electric t< Power Co 70/09/30 lOOpp 


7903200159 Telcon Rept util informed Region 2 of potential hydraulic 
transient (water hammer! in recirculation sprag coolers 
during operation in post LOCA environ Magnitude of transient 
it appllcabilltg to Unit 1 have not been determined 
* Virginia Electric tt Power Co 79/02/05 ip 


7903310539 Submits info required bg tOCFR21 re lack of seismic supports 
h missile protection for eraorgencg diesel generator 
mufflers Investigation is proceeding to determine corrective 
act ion 

BROUN, S C Virginia Electric U Power Co 79/02/05 2pp 


7903140473 Submits info re missing parts of AC t< DC snlsnold operated 
valves name l< address of reporting individual facilitg. 
act Ivltgi component af fee ted, firm constructing or supplging 
fac i 1 1 tg, descrip t ion of defect ti report date 
BROUN, S C Virginia Electric t< Power Co 79/02/23 , 3p p 


7903020263 Notification of correction of deflciencg implementing 
administrative procedures wherebg i eactor operator ulll 
review flus traces Also considering hardware/sof twar* mods 
All possible safetg questions adequatelg corrected 
URDUN, 8 C Virginia Electric It Power Co 79/02/27 2pp 


7903020291 Final rept per lOCFRSO SS(e).re failure to selsmicallg 
analyte field mod to reactor vessel insulation Uestlnghouse 
St Stone It Uebstet changed reactor vessel insulation support 
structure to prevent Incore insti umentation tube stress. 

DROUN.S C Virginia Fleetrlc t< Power Co 79/02/27 Ip 


790302032S Suppl 790216 Itr re axial power distribution monitoring sgs 
defect In addition to administrative procedures to lower 
input values, al ternate methods for lowering addl penaltg on 
measured input values in sgs 

BR0WN,8 C Virginia Electric tt Power Co 79/02/27 2pp 


7903090240 Suppl 790216 final rept re deficlencg in calculating axial 
flu* shape Fj(Z> Administrative procedures have been 
Implemented to account for in-coro' moveable detector 
background signal Delioves problem is corrected 
BROUNiSC Virginia Electric S< Power Co 79/02/27 2 pp 


7903050246 Suppl 790216 final rept on correction of calculation method 
for axial power distribution monitoring sgs Feels proposed 
administrative procedures sa t i sfac tor i Ig resolve 
nonconservatlsm problems 

0ROWN.8 C Virginia Electric tt Power Co 79/02/27 2pp 


7903060446 Provides 30-iiag interim deflciencg rept on recirculation 
coolers re pump startup transient NRC will be informed of 
results ang corrective action required to guarantee 
oporabilitg of coolers 

BROUN, S C Virginia Electric l< Power Co 79/03/02 Ip 


7903060465 Discovered that exhaust mufflers seismic support plates had 
been omitted fi om diesel generator Corrective actions 
initiated & will be completed prior to fuel loading 
BR0WN,8 C Virginia Electric «, Power Co 79/03/02 2pp 
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DOCKET 90-341 Enrico Fermi Atomic Power Plant, Unit 2 


7903140509 Proposes plan to enable NRC inspectors to enter site durltig 
off hours w/o compromising seeurltg 
ItINESi E Detroit Edison Co 79/02/09 2p p 


7903090106 Forwards rccommondat i ons for general content of Offsite Dose 
Calculation Manual (ODCM-) required u/rad lo 1 og ic a I effluent 
Tech Specs for PUR t< OWfi facilities 

STOLZ.J F Light Water Reactors Branch 1 79/02/13 7pp 


7903120601 Forwards approved revised schedule for radiological safety 
review of application for operating license Issuance date 
for EER cannot be advanced 

STOLZiJ F Light Water Reactors Branch 1 79/02/19 3pp 


7903070255 Based on NPDE5 Permits M10039tl0 it MI0037O2Q «< ALAB-9t 9. tl t tl 
c one ludes it is not required to conduct pre operation at 
aquatic monitoring program at const site Forwards one gear 
aquatic monitoring program for NRC review 
JENS, U H Detroit Edison Co 79/02/23 30pp 


7903150414 Forwards requests for addl info re FBAR Info sought pertains 
to effluent treatment, power eg stems, steam bypass , des i gn 
basas b phgsical protectian of facilitg 

STOLZ.J F Light Water Reactors Branch 2 79/02/23 27pp 


7903070296 Forwards Jan 1979 Hark I containment program activity 
review Lists meetings held b provides brie# task-by-task 
summary 

SDDON, L J General Electric Co , Nuclear Energy Products Div 
79/02/20 llpp 


790320027B Summary of 790206-07 meetings w/Detroit Edison to ditcuse 
calculated asymmetric loads on reactor vessel support caused 
by break of primary sys pipe near raactor vessel noiile, U 
hydrodynamic loads on torus b components 

KINTNER.L L Light Water Reactors Branch 1 79/03/2B Spp 


7903120499 Summary of 790213 meeting In DethesdatHO u/repres entatlves 
of Mark I owner's group program committee to discuss generic 
Mark 1 program re safety relief valve loads M/enc 1 attendese 
list 4c meeting handouti 

8Ui T N Containment Systems Branch. 79/03/01 t6pp 


7903200233 Forwards proposed staff position for Hark I long-term 
program implementation schedules 

ElSENHJTtD 6 Assistant Director for Systems b Projects 
79/03/01 4pp 


7903200304 Directs recipients to send end sample Itrs to BUR Merli I 
facilities requesting schedules U commitments re expected 
mod completion dates, use of safetg relief valve discharge 
devices b licensing fees for long-term program 
ORIMES»B Assistant Director for Engineers b Projects. 

79/03/01 8pp 


7903200109 Forwards for review Detroit Edison proposed pre-operettonal 
aqustlc monitoring program for Fermi 2iNnc review b Detroit 
Edison 790223 Itr stating they uil 1 L not conduct such a 
pre-opera tional aqua tic moni t or ing program 

BALLARD, R L Environmental Project Branch i 79/03/02 tp 


7903220H7 Repts completion of evaluation for proposed pre-operational 
b operetlonal aquatic monitoring programs b finds them 
adequate, provided changes shown in enclosure are adopted • 

BALLARD, R L Environmental Project Branch 1 79/03/02. 9pp 


7903130291 Accepts revised licensing schedule 
JENS, W H Detroit Edison Co 79/03/09 ip 


7903260370 Notification of 79032B meeting in Bethetd»,MD w/Detr«it 
Edicon Co to discuss operating license review 

KlNTNERiL L Light Mater Reactors Drench i 79/03/00 2pp. 


7903260297 Requests addl info re cepabilltg of nuclear eteam supply 
sgs to respond to postulated ATMS tr ansi ents. U/1 tr to major 
vendors requesting info b forwarding NUREO-0460, Vot 3 
M/o enc 1 

VA5SALL0, 0 Q Asslstent Director for Light Water Reeefcore 
79/03/15. 4pp, 

7903300513 Requeet for addl Info by 790427 re matl h structural 
engineering 

BTQLZtJ F Light Water Reactors Branch 1 79/03/16 0pp. 
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DOCKET 50-341 Errlco Fermi Akonic Peuer Plant. Unit 2 DOCKET 50-341 Enrico Fermi Atomic Pouer Plant. Unit 2 


79!>31302S4 Forward! Suppl 5 to Environ P(pt Coperating license stage) 
u/responies to goestlcns in NfiC 7B0925 T. 7BI]3<} Itrs 
Supporting documentation ancS 
JEK3. H H Detroit Edison Co 77/01/31 3pp 


7703I30Z61 Suppl 3 to Environ Rept (operating license stage) Responds 
to NRC 7BDS22 tt 751130 tiuestions U/s up por t i n g matls aerial 
Vlaw of site.repts on aguatic ecology, heat dissipation s<JS. 
economic aspec is. forecast Ing. consarvat i on {. reliebilltig 
a Datroit Edison Co 79/01/31 2i59pp 


7903130334 Forwards responses to NRC anviron revieu quest ions fc 
response! to R Zussman at Argonne Rati Lab This InFo Lit 1 1 
be incorporated into App A 4 of Suppl -6 to ER in Mar 1979 
JEUl.U H Detroit Edison Co 79/03/06 tipp 


7903190234 Foruards Certificate of 8vc for Suppl 5 to Environ Rept 
HATERS, B R Detroit Edison Co 79/03/07 4pp 


7903050026 Requests addl info tg 79D223 to complete preparation of EIS 
BALLARD, H L Environmental Project Branch 1 79/02/12 3pp 


7903070459 Forwards draft stipulation hettueen parties Informs of 
discussion of final clarification of contentions on 790202 
U/o and 

nCQURREN. H J Branch 1 79/01/30 ip 


7903080DB1 Forwards SAHD77-1927, "Transport of Radionuclides in Urban 
Environs IVorllng Draft Assessment " Also forwards 
BECV-78-311 6 3 1 1 A. Ind i ca t ing NRC review of rept's impact 
on current regulatory policy U/o end 
BLACK. R L Branch 1 79/02/02 2p 


79030S0135 Forwards stipulation of contentions for signature bu 
partlaa 

BLACK, R L Branch 1 79/02/05 6pp 


7903230103 Forwards for signature stipulation of contentions which 
is simplified version of 790209 stipulation Requests signed 
b dtd return if acceptable U/o end 
BLACK, R L Branch 1 79/02/22 Ip 


79O32i(}0bB Forwards Certificate of 8vc which Indicates that 
appropriate parties have been served w/Amend 20 to amended 
& substituted application for licenses 
MATERS, D n Detroit Edison Co 79/03/15 3pp 


79030S02SD Forwards Amend 30 to license application u/addltions (, mods 
to F3AR 

7H(3t1AB. E B UeBoeuf. Lamb. Leiby b WacRae 79/03/07 2pp 


7903000299 Amend 20 to FSAR 

» Ditrojt Edison Co 79/03/01 IBlpp 


7903010299 Forwards NED0-2iB99, "Mark I Containment Program. Downcomer 
Reduced Subrerg ence, Functional Assessment Rept " 

SDBONti. J Oenerel Electric Co iNudear Energy Products Dlv 
79/02/01 Ip 


7903010310 "Harii 1 Containment Program, Downcomer Reduced Submergence, 
Functional Assessment Rept " 

UQR(}< K H Oenerel Electric Co , Nuclear Energy Products Div 
NED0-21BBS 78/06/30 45pp 


7903020218 Notification of 790214-19 meeting in Bethesda>HD. 
ui/rcpreientati VB of Mark I owners group to discuss 
tmpiimsntat 1 on b resolution of Mark I lang-tarm program & 
pool Bwsll pressure load definition techniques 

ORItlES, C Assistant Director for Engineer i b Projects 79/02/06 

>P 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations, b 
sample Itr 

EIBENKLIT.D 0 Assistant Director for Systems b Projacht 
79/02/15 2pp 


790301007D "Safety Evaluatlohi Rept of Interim Assessments of Multiple- 
Consecutive Safety Relief 9alve Actuations in Mark I 
Containment Plans " AH plants are In conf ormance w/ 
acceptence criteria 

4 Assistant Director for Systems b Projects 79/02/13. lOpp 


7903160213 Forwards pioprletary rept NEDE-a3943-P, "Mark 1 Contalnemt 
Program, Suppress 1 on Pool Swell Teat Program, LDR Load Test- 
Oener Ic Sensitivity " U/af f idavi t for proprietary status 
Rept withheld Iref lOCFRD 790) 

SOBON, L J Oeneral Electric Co iNudear Energy Products Dlv 
79/02/26 9pp 


7903230011 "SER of Interim Assessments nf M31V Actuations in Mari f 
Containment Plants " 

* Assistant Director for Engineers t, Projects 79/02/27 I2gp 


7903200443 Exempts operating BUR facilities w/Mark 1 containment desigi 
from Oeneral Design Criterion 50. while long-term program is 
conducted Forwards sample Itrs to be sent to Merk I 
licensees setting forth requirements for schedules 
CRIMES, D Division of Operating Reactors 79/03/01 22pp 


7903290176 Forwards statement by HR Denton before House Conunittii on 
Interior b Insular Affairs re spent fuel storage facilities 
DENTON, H R Office of Nuclear Reactor Regulation 79/03/14 JOjj 


7903070526 Forwards IE Insp Rept 50-341/79-01 on 790111 No 
noncodip 1 lanc e noted 

DAVIS, A B Region 3, Chicago, Fuel Facility t. Materials Safely 

Branch 79/01/25 2pp 


7903070529 IE Insp Rept 30-341/79-01 on 790111 No noncOrap 1 lanci nolil 
Major areas discussed preoperational t< routine operational 
insp program in radiation protection b radwasto mgt areas 
HUETER.L J , MILLER. D E . FI6HCH,W L Region 3. Chicago. Full 

Facility A Materials Safety Branch 79/01/23 2pp 


7903150338 Forwards IE Insp Rept 50-341/79-02 on 790109-12 
Noi none omp 1 1 ancB noted 

MEISHMAN, R F Region 3, Chicago, Reactor Construction b 

Engineering Support Branch 79/02/07 2pp 


7903150345 IE Insp Rept 50-341/79-02 on 790109-12 No none omp 11 anti 
noted Major areas inspected followups on Rept 50-341/78-05 
of 7G0404.curB spray pump deficiency rept, safety procedures 
b components b reactor Internals 

PHILLIPS. H S . UESCOTT.H M , HAYES, D U Region 3, Chicago, 
□ffice of the Director 79/02/06 15pp 


7903260116 Forwards IE Insp Rept 50-341/79-03 on 790124-26 b notice Of 
Vig latlon 

HEISHMAN.R F Region 3. Chicago. Reactor Construction -b 

Engineering Support Branch 79/02/14 2pp 

79032601 IB Notice of violation from insp on 790124-26 

^ Region 3, Chicago, Reactor Construction b Engineering BupeeTl 
Draneh 79/02/14 Ip 


7903260) 19 IE Insp Rept 50-341/79-03 on 790124-26 Noncomp 1 lanci nolil 
welds did not meat procurement documents b magnetic particle 
exam was Improperly performed on weld 

NAIDU.K ft , EUERMANN.J F . SPEBSARD, R L Region 3, Chicagt, 

Reactor Construction b Engineering Support Branch 79/02/12 
14pp 


7903080339 Forwards IE Info Notice 79-04, "Degradatl on of Ersgineeetl 
Safety Features 

KEPPLEft.JO Region 3. Chicago, Office of the Director 79/OS/l* 

ip 


79O3O7O450 Ac k receipt Of 790206 Ur informing NRC of steps taken to 
correct vIolaHotts noted In IE Insp Rept 50-341/78-18 
FIORELLIiO. Region 3, Chicago, Reactor Construction b Enginecrlrg 

Support Branch 79/02/22 IP 


7903070463 Responds to NRC Itr re violations noted In IE Insp Rtfl 
50-341/78-18 Corrective actions Instructions given to assure 
liquid penetrant matls removed after tnsps 
HINES, E Detroit Edison Co, 79/08/06 6pp 


7903000359 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit suiitch identified as NAMCO Model saCML should read 
BL3GHL 

KEPPLER.J O Region 3, Chicago, Office of the Director 79/03/01 

ip 
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7^03150034 Foriuards !E Oullotin 79-02. “Pipe Support B»»9 Plate Designs 
Using Concrete Expansion Anchor Dolts “ 

REPPUER.J 0 Region 3. Chicago, Office of the Director 79/03/OB 
Ip 


7903190001 Forwards IE Bulletin 79-03, “Longitudinal Weld Defects in 
ASNE SA-312 Tgpe 304 Stainless Steel Pipe Spools 
Manufactured bg Youngstown Welding b Engineering Co '' 

KEPPLEfl.J 0 Region 3. Chicago. Office of the Director 79/03/12 

lb 


7903140367 Deflciencg rept on RHR heat exchanger relief valve Current 
design does not conform to ASHE stds Larger rello# valves 
Vlill be installed 

FAHRNEH.H J Detroit Fdison Co 79/03/02 Ip 


790323035B Act receipt of 790221 interim deflciencg rept re 
torus ring beam ueld indications Final rept (dill be revleuied 
upon receipt 

FtDRELLI.O Region 3, Chicago, Reactor Construction 6 Engineering 

Support Qranch /9/O3/0S Ip 


DOCKET 50-344 Trojan Nuclear Plant, Unit 1 


7903010459 Responds to 781229 Itr re phgslcal securltg plan on 
reporting reijuiremDiits, screening program, b loss of offsite 
electrical power 

CLARK, R A Reactor Safeguards Licensing Dranch 79/02/06 3pp 


7903230035 Forwards Federal Register notice amending 10CFn73 55, 
‘'Requirements for Phgslcal Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage," to 
defer enplogee pat-down searches until 790801 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903220346 Forwards Amend 36 to NPF-I notice of issuance 
SCHWENCER.A Operating Reactors Dranch 3 79/02/27 4pp 


7903220352 Amend 38 to MPF-1, incorporating site security plan Plan 
withheld <ref lOCrR2 7901 

SCHWENCER.A Operating Reactors Branch 1 79/02/27 2pp 


7903J90390 Limited appearance urging preparation of an EIA in 
conjunction w/appl Ication for interim operation as required 
by Tigulatlons 

NEPOM, D L Nepom «, Ross 76/10/29 3pp 


7902070069 Informs that NRC will not respond to licensee's 790119 
motion because of ASLAB's 790116 order allowing NRC response 
to stag application to exceed 14 pages Licensee satisfied 
CRAY 0 R Office of the Executive Legal Director 79/01/23 Ip 


7903090159 Forwards list of request for design change wort items for 
Which field work mag be performed within next few weeks 
Items will not affect load carrglng capabilitg of ang major 
shear will Certificate of Svc and 

UQWNBON.R U Portland Oenoral Electric Co 79/01/29 Spp 


7903060530 Informs NRC that author will be making argument for 8tate of 
OR per Board 790125 order 

BANDVIK.R M Oregon, State of 79/01/31 tp 


7903050238 Identifies counsel for licensee pel Board 790129 order 
* Portland General Electric Co 79/02/01 Ip 


7903190367 Notion for rescheduling of oral argument due to attg's 
Inabllltg to appear on 790216 U notice of appearance of 
M Rose on behalf of SM Garrett b Coalition for Safe Power 
GARRETT, 8 M Coalition for Safe Power 79/02/03 Ip 


7903I401QB Interveners' joint brief on exceptions Urges reversal of 
ABLB 790221 partial initial decision changing that A8LB 
erred in its rulings Certificate of Bve end 

ROSOLtE.E. Coalition for Safe Power BELL, N Affiliation Unknown 
79/02/09 30PP 


7903060713 Informs of progress of >NRC review b evaluation of P0E-IO20, 
"ftept on Design Hod for Trojan Control Building" b responds 
to licensee's suggested schedule u/updatad suggested 
schedule 

CRAY.J R Branch 1 79/02/00 Spp 


7903140331 Consolidated intervenors' request for waivur of double 
spacing requirement for formal documents in order to reduce 
flninclal burden Certificate of Bve end 
BELL, N Affiliation Unknown 79/02/08 2pp 
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7903140347 Forwards list of requests for design changes b other work 
items to suppl previous lists Items will nob effect load 
carrying capacity of ang major shear wall 

JOHNSON, R U Portland General Electric Co 79/02/09 Spp 


7903160006 Consolidated intervenors' Interrogatories to Portland 
General Electric Co 

DELLtN Affi liation Unknown 79/02/09 Spp 


7903160010 Consolidated Intervenors' interrogatories to NRC Certificate 
of 6ve end. 

DELL, N Affiliation Unknown 79/02/09 4pp 


7903310301 Due to conflict of schedule, reque sts that control bldg 
prehearing conference be moved to 79D320 In response to 
ASLB 790208 Itr, requests ASLB consider extanding deadline 
for filing interrogator 1 as beyond 790326 
ROSOLIE, e Coalition for Safe Power 79/02/13 2pp 


7903220116 Licensee's responses to 790129 interrogatories from N Bell 
Objects tn Interrogatories 1,4-6, 9 b 10 Affidavits b 
Certificate of Svc end 

JOHNSON, R W , BROEHL, D J . LANDREV.B T Portland Ocnerel Electric 
Co 79/02/20 19pp 


790309000B Denies 790206 motion of consolidated intervenors to waive 
double spacing requirements for filed documents 

HlLUERiM E Atomic Safety and Licensing Board Panel 79/02/22 Ip 


7903160318 Grants extension until 790307 for NRC to respond to 
consolidated intervenors' interrogatories 

HILLER, H E Atomic Safety and Licensing Board Panel 79/02/27 Ip 


7903220274 Licensee's responses to consolidated Intervenor's 790209 
Interrogatories Objects to Part D of every interrogatory b 
to certain other interrogatories Af f idavlts, re 1 ated 
documents b Certificate of Svc end 

JOHNSON. R M Portland General Electric Co 79/03/01 79pp 


7903220305 Notification of prehearing conference in Portland, OR, on 
790339-30 re Phase II control bldg proceed Ing, Conference 
will consider intervenors' contentions, ichedul Ing matters b 
status of NRC review of mud 

HILLER, li E Atomic Safety and Licensing Board Panel 79/03/OB 

Spp 


7903260204 Response to 790306 questions re "Guide to Content of Tech 
Specs for Nuclear Rsactors " Guide Is still available to 
public in Its original form, but is superceded by four 
NUREOi Guide end 

GRAY, JR Branch I 79/03/06 34pp 


7903300294 Rejects contentions 6 b lOid-lf) of Bofe Haven Ruling 
inadvertently omitted from ASLD 790309 order. 

LUTDNiE Atomic Safety and Licensing Board Panel 79/03/S0 Ip 


7903300947 Hamorandum amending ALAD-531 by adding word "blanket" at end 
of text appearing on Page 12 o'f slip opinion. 

DUFLD.H E Atomic Safety and Licensing Appeal Panel. 79/03/22 tp 


7903060227 Forwards Endorsement 3S to ANI Policy NF-229 b Endorseeient 
29 to MAELU Policy MF-86 

UILSDN.F R Portland General Electric Co 79/02/27 3pp. 


7903130286 Forwards Endorsement 36 to ANI Policy NF-229, ind 1 citing 
return premium of *921952 84 

WlLSONiF, » Portland General Electric Co 79/03/06 2pp 


7903280397 In response to 760929 1 tr, summer t xes info re presturixer 
heatup rate Tech spec inconsistency. Reactor coolant tys temp 
rate limited to 60 F par hour, due to- design of Uestlnghouie 
PHR. Appropriete utils have been notified 

ANDERSON. T -xa/«n/07 n - 


790314( 

3AN0. 

Barr 

HILLI 


790308 ( 
b Hai 
IV-5 
ORIMI 
79/0 


7903131 

then 

for 

SCHUI 
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DOCKET SO-344 Trojan Hue lear Plant< Unit i 


7903140200 Forwards Amend 36 to License HPF-l 

SCHUENCEHi A apsratin} Reactors Drench 1 79/02/12 3pp 


7903l4020t Amend 36 to License NPF-1 » r evi sin j surveillance testing 
program for autiliarg Feedwater pvmps & clarifying testing 
regulramant For control roam emergency ventilation sys 
SCHHEMCERiA Operating Reactors Branch 1 79/02/12 7pp 


7903140203 Safety evaluation supporting Amend 36 to License NPF-1 
Concludes change will not harm populace or environ 
• OFFlce of Nuclear Reactor Regulation 79/02/12 3pp 


7903140206 Notice oF Issuance oF Amend 36 to License NPF-1 

SCHNENCER. A Operating Reactors Branch I 79/02/12 2pp 


790320DS22 Requests response to staff positions (< addl Info to complete 
NRC review oF licensee's 700929 Itr re installation oF 
Isolation suitches at local control stations For 
safe-shutdown equipment 

SCHNENCER.A Operating Reactors Branch I 79/02/14 4pp. 


790322032a Forwards Amend 37 to NPF-1 

SCHUENCER. A Operating Reactors Branch I 79/02/26 3pp 


7903220332 Amend 37 to NPF-1 revising limiting conditions for operation 
& surveillance requirements for safety-related hydraulic 
shock suppressors 

ECHIfENCERj A Operating Reactors Branch 1 79/02/26 lOpp 


7903220334 SaPety evaluation rept supporting Amend 37 to KPF-1 
• Operating Reactors Branch I 79/02/26 dpp 


7903220339 Notice of issuance of Amend 37 to NPF-1 

SCHUENCER.A Operating Reactors Branch I 79/02/26 2pp 


7903070249 Forwards response to NRC question re mlnlflium operating temp 
far supports (■ estint to which mail temps have been, measured 
at various points an supports during operation 
oaODlflN.C Portland Oeniral Electric Co 79/02/27 Spp 


7903220356 Notice of Issuance of Amend 3B to License NPF-1 

8CHUENCER.A Operating Reactors Branch 1 79/02/27 3pp 


79D307024S Forwards addl info provided by Bechtel re proposed control 
bldg mod suppl info on shear wall specimen test program & 
addl Info re lateral stlfFnesies L response spectra 
debertnitiatlon Plans submittal of design mod rept in March 
CROEHLiD J Portland General Electric Co 79/02/23 41pp 


7903060491 Clarifies review of control bldg uall sections mentioned in 
790220 Itr Neu Info does not affect 760919 suppl structural 
evaluation li has no impact on licensees analysis 6 
conclusions for interim operation 

BROEHLiD J Portland General Electric Co 79/03/02 3pp 


7903120299 Forwarde raplles to request For addl Info re voltages on 
safety related station sve electrical buses Neu undervoltage 
protection will be Installed tc In sve by Dee I960 N/ancI 
appropriate affidavit 

DUNNrC N Duquesne Light Co 79/03/07 4pp 


7903290174 Forwards Amend 40 to License NfF-U saf 1 1 y evaluation tt 
notice of Issuance fc availability 

SCHMENCERtA Operating Reactors Branch 1 79/03/13 3pp 


7903210211 Forwards License Change Application SO to amend License 
NPF-1 re radiological Tech Specs Certificate of Sve t< 

Class til fee end 

GOOBVflNiC Portland General Electric Co 79/03/15 2pp 


7903210215 License Change Application 50 to amend License HPF-l re 
radiological Tech Spues 

COQDHINj C Portland General Electric Co 79/03/15 60pp 


7903220277 Forwards License Change Application 26>Revistan Ijrequsitiri 
amend to HPF— 1 

OOODMlNiC Portland General Electric Co 79/03/20 3pp 


79032202B0 License Change Application 26>Revisioii Irrequesting laird 
HPF-l to update inservice insp Z/ Inservlce testing programs 
GODDIdlNi C Portland General Electric Co 79/03/20 SOpp 


7903270467 Forwards summary of radiation surveys conFlrmlng modlfiil 
biological shield design effectiveness Results are for water 
bags over Insp ports H no shielding over reactor cavity 
annulus Neutron dose rates lower than eipected 
OOODUlMrC Portland General Electric Co 79/03/20 3pp 


7903290012 Forwards License Change Application S3 to amend License 
NPF-1 Clarifies position re implementation of security 
contingency plan training schedule End withheld 
<ref 10CFR2 790> 

GOODhllNtC Portland General Electric Co 79/03/23 3pp 


7903000003 Forwards IE insp Rept 50-344/70-23 on 781204-31 No 
noneomp 1 lane e noted. 

CRENSi J U Region S. San Franc isco> Reactor Operations Nuclear 

Support Branch 79/01/17 2pp 


79030S0005 IE Insp Rept 50-344/78-28 on 781204-31 No none omp Hants 
noted Major areas inspected plant operations! mainti ca 1 1 bri 
sacurltyiQA program procedures! fac 1 1 1 ty mods! proc urementr 
startup testing L LER followup 

MALnRQS!M H . STERNBERG! 0 M Region 5! San Francisco. Reat lot 

Operations Nuclear Support Branch 79/01/17 9pp 


7903080017 Forwards IE Insp Rept 50-344/79-02 on 790117-19 No 
noncompliance noted 

CREWS J L Region 5i San Franc iscoi Reactor Operations Nuclear 

Support Branch 79/01/31 2pp 


7903080021 IE Insp Rept 30-344/79-02 on 790117-19 No n one omp J iants 
noted Major areas Inspected LERsi response to IE bulletins L 
drcularsi survel E lance of pipe support L restraint sys l< 
poit-refue 1 ing startup test tc surveillance 
JOHNSQN.F H . H0RN!A J , STERNBERG, D M Region Si Son 

Francisco, Reactor Operations Nuclear Support Branch 79/01/31 
Spp 


790319D51S Forwards EE Info Notice 79-04, "Degradation of Englnitrfi 
Safety Features " 

ENGELKEN, R hi Region 5, San Francisco, Office of the Diretlsr 
79/02/16 Ip 


7903140375 Informs roclpients of IE Bulletin 79-01, "Environ 
Dual 1 Fleet ion of Clast IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model 83CML should read 
SLSCNL 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
79/02/27 Ip 


7903140583 States that IF Bulletin 79-01, "Environ Qua 1 1 Ficattoii Ol 
Class IE Equipment (correction)" was issued to listed 
licsnsecs in Region 5 

• Region S> San Francisco, Office of the Director 79/02/27 If 


7903270005 Responds to 790126 Itr addressing those questions not 
answered by J Kanchett re design errors t< related safety 
considerations U/encl IE Insp Rept 50-344/76-15 on 
780816-10 

BTELLOiV. Division of Operating Reactors 79/03/06 lOpp 


7903190065 Forwards IE Bulletin 79-02, "Pipe Support Base Platt Deil|n 
Using Concrete Expansion Anchor Bolts “ 

ENOELKEN.R H Region 5, San Francisco, Office of thf Dlrtctor 
» 79/03/08 Ip 


7903190488 Forwards IE Bulletin 79-03, "Longitudinal Meld Oefecll U 
ASHE 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Voungsteun Melding L Engineering Co " 

ENCELKENiR H Region 5, Ban Francisco, Office of the Dtrettsr 
79/03/12 Ip. 


7903210407 Forwards IE Circular 79-04, "Loose Locking Hut on Lialleiqvf 
t Valve Operators " 

ENOELKEN.R H Region S, Ban Francisco, Office of the Dtretlor 
79/03/16 Ip 
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DOCHEF 90-344 Trujan Nuclear Plantp Unit ! 7903J20S35 Fo- 


wards staff r e t ommendat ions re general contents of 
Calculation Manual to be submitted u/proposed 
radiological effluent Tech Specs 

GRlMESi 0 K Assistant Director for Engineers & Projects 
79/01/10 4pp 


79032^0310 Forwards IE Circular 79-03> "Moisture Leattage in Stranded 
Wirt Conductors " 

ENOELKEN. FI N Region S> San Franc iscoi Office of the Director 
79/03/20 Ip 


7903300340 Ack leceipt of 790313 Itr informing NRC of steps taken to 
correct deviation noted in IE Insp Rept 90-344/79-04 
CREWSi J L Region 5i San Franclscoi Reactor aperations Nuclear 

Support Branch 79/03/21 Ip 


7903300344 Responds to NRC 790P20 Itr re deviation noted in IE Insp 
Rapt 90-344/79-04 Delag of corrective actions due to 
internal pioceduial changes for Plant Review Board resulting 
in less people involved with LETR preparation 
OCODHINiC Portland General Electric Co 79/03/13 2pp 


7900300349 Forwards IE Insp Rept 90-344/79-04 on 790102-31 !< notice of 
deviation 

CREWSiJ L Region 5, San Francisco. Reactor Operations Nuclear 

Support Branch /9/02/20 2pp 


7903300346 Notice of deviation from insp on 790102-31 

* Region 9. San Francisco. Office of the Director 79/02/16 
If 


7903300347 IE Insp Ropt 79 344/79-04 on 790102-31 Deviation noted 
licensee conectlve action not completed bg date identified 
in LER 

MALHROS. M H Region 9. San Francisco. Office of the Director 
STERNBERG. D M Region 9. San Francisco. Reactor Operations 

Nuclear Support Branch 79/02/16 0pp 


7903060343 Forwards "Annual Rept for 1978 " 

HITHERS.B D Portland General Electric Co 79/03/01 Ip 


7903060340 "Annual Ropt for 1979 " 

• Portland General Electric Cu 79/03/01 I58pp 


7903080217 "Cfflucnt 6 Waste Disposal Semi-Annual Ropt." Jul-Dac 1970 
* Duqoesne Light Co /9/03/02 40pp 


7903190276 Forwards monthlg operating rept for Fob 1979 
WITHERS. Q D Portland General Electric Co 79/03/07 Ip 


7903190204 Monthlg operating rept for Feb 1979 

BAIR.G 0 Portland General Electric Co 79/03/07 4pp 


7903260206 Util's 781107 response to NRC 770926 request to review 
potential boron dilution incidents is satisfactorg i. no 
further action is necessarg 

SCHHENCER.A Operating Reactors Dranch 1 79/02/27 2pp 


7903060005 Transcript of 790215 oral argument before Appeal Board In 
Portland. DR re storage pool mod !< amend to License NEP-l Pp 
i-l23 

ROSENTHAL. A S . DUCK. J H . dQHNSON.H R Atomic Bafotg and Licensing 
Board Panel 79/02/15 124pp 


DOCKET 90-346 Davls-Besse Nuclear Power Station. Unit I 


79030503B9 Forwards revised cases It revised App A to modified amended 
Industrial seeuritg plan Plan withheld (ref 10CFR2 790) 

ROE.L E Tolido Edison Co 79/02/23 Ip 


7903230035 Forwards Federal Register notice amending lOCfR73 95. 
"Requirements for Phgsical Protection of Licensed Activities 
tn nuclear Power Reactors Against Industrial Sabotage." to 
defer emplogee pat-dowii searches until 790001 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903070291 Forwards Revision 9 to fire hazard analysts rept 
ftOEiU E Toledo Edison Co 79/02/20 4pp 


7903270410 Forwards 790313 "Safeguards Contingency Plan " Plan withheld 
tref 10CFR2 790) 

RDE. L e Toledo Edison Co 79/03/23 Ip 


7903270364 Forwards Endorsement 27 to NEUIA Polity NF-236 
ULOVDiR D Marsh J< McLennan. Inc 79/03/22 2pp 


7903140222 Forwards revised versions Entrg-Control Sys Handbook. 
SAND77-1033) Intrusion Detection Sys Handbook. 8AND76-0594) S. 
Barrier Penetration Database. NUftEO/CR-0101 W/o end 
MILLER. J R Division of Operating Reactors 79/01/09 2pp 


79O30SOS52 Requests submittal of seismic reanalysis ti evaluation for 
NRC review Forward’s guidelines to be fallenued 
REID, n W Operating Reactors Branch 4 79/01/30 lOpp 


7903120327 Forwards engineering design package for mod It safety 
evaluation for steam generator dual level setpoint for 
auilliary feedwater control N/overslied drawings available 
in Central Files only 

ROE.L E Toledo Edison Co 79/02/26 4pp 


7903120331 Safety evaluation for steam generator dual level setpoint 
for auxiliary feedwater control 
DOMECK.C P Toledo Edison Co 79/02/26 3pp 


7903230198 Responds to questions raised re possession of radioactive 
waste matl at site A duri'ng shipment to Chem-Nuc 1 ear waste 
buriel grounds Licensee is responsible for assuring 
compliance u/NRC regulations 

9TELL0. V Division of Operating Reactors 79/02/2B 3pp 


7903230202 Responds to 771 liO application requesting author! tat i on to 
use mobll salidification units for rad waste handiling 
operations Not necessary to issue matls license for 
operation, but license amend may be required 

CUNNINGHAM. R E Assistant Director for Fuel Cycle Safety te 
Licensing 70/09/14 2pp 


7903220303 Summary of 7903-02 meeting w/utli re seismic reanalysis of 
facility List of attendees i. format otamples one I 
VI6S1N0.0 S Operating Reactors Branch 4 79/03/06 9pp 


7903270046 Forwards staff positions developed In response to 771027 ItT 
re diesel generator lockout problem Requests response 
within 30 dags. describing how staff positions are being met 
REID, n U Operating Reactors Dranch 4 79/03/06 2pp 


7903210270 Discusses forthcoming application fur amend to License NPF--3 
Incorporati’ng NRC's Radiological Environ Tech Specs <RET8) 
into license Concludes amend is eseirpt from fees Forwards 
safety evaluation Tech Spec changes it affidavit end 
ROE.L E Toledo Edison Co 79/03/16 03pp 


79030S0097 Forwards IE Insp Rept 90-346/70-29 on 7al083-29r 1101-03. 

11 lS-17. 1127-30 6 1211 A notice of violation 

FIORELLI.O Region 3. Chicago. Reactor Operations Nuclear Support 

Branch 79/01/29 2pp 


7903000062 Notice of violation from insp on 701029-29.1101-03.1119-17. 
1129-30 i, 121 1 

« Region 3. Chicago. Reactor Oporations Nuclear Support Dranch 
79/01/22 2pp 


7903080070 IE Insp Rept 50-346//Q-29 on 701025-29.1101-03.1119-17.1129- 
30 b 1211 Noncomp 1 lance noted inoperable diesel fire pump It 
failure to follow procedures 

TAMDLINO.T N , RIDEN. M D . KNOP.R C Region 3. Chicago. Reactor 

Operations Nuclear Support Branch 79/01/22 i6pp 


7903190099 IE Insp Rept 90-346/77-02 on 790106-11 None ompi 1 apice noted, 
lack of control for required reading lists It failure to 
conduct drills at required frequency 

MASSE. R £ I LITTLE.US Region 3. Chicago. Reactor Operattoni 

Nuclear Support Branch 79/01/2B 4pp 


7903190040 Forwards IE insp Rept 80-346/79-02 on 790100-11 It notice Of 
violation 

FlORELUl.G Region 3, Chicago. Reactor Operations Nuclear Support 

Dranch 79/02/01 2pp 


7903150094 Notlco of violation from insp on 790103-11 

FIORELLI.O Region 3. Chicago. Reactor Oparatlons Nuclear 

Support Branch 79/02/01 ip 


7903150420 Forwards IE Insp Rept 50-346/78-30 on 701031-1102.1220-22 It 
790112-15 No noncompllancB no-ted. 

FIORELLI.O Region 3. Chlcag-o. Reactor Operations Nuclear Support 

Branch 79/02/07 2pp 


7903180432 IE Insp Rept 50-346/78-30 on 781031-1102.1220-22 li 
790112-15 No noncompllance noted Major areas Inspected 
power ascension testing t< unresolved item , 

CREBHELL. J 8 . SMITH. J D . STREETER, 0 F Region 3, ChitagOr 

Office of the Director 79/02/05 17pp 


DOCKETED SERIES 


DDCrtET 9D-a4£> DdVt&~Bes«» Nutl^dr Pau»r BtaHori> Unit 1 


7903000349 Forwards IE Info Hotlo 79-04. “Denradation of Engineered 
Safety Features *' 

KEPPLER.-J 0 Region 3, Chicago. Office of the Director 79/02/1* 
If 


7903200271 Act receipt of 790209 Itr infoTming MRC of steps taken to 
correct violations noted In IE Insp Rept 90-346/76-274 
HIMD. J A Region 3. Chicago. Safeguards Dranch 79/02/29 Ip 


7903200276 Responds to NRC 790136 Itr re violations noted in IE Insp 
Rapt 90-346/79-274 Corrective actions uithheld (rat 
10CFR2 790 i 

CRAMTiJ 6 Toledo Edison Co 79/02/09 Ip 


79030B0366 Informs recipients of IE Bulletin 79-01. "Environ 
Oualtf icatlon of Class IE Equipment." dtd 790208. that valve 
lliilt switch Identified as RAHCO liodel S3CHI. should read 
SLSCML 

KEPPLER.J S Region 3. Chicago. Office of the Director 79/03/01 
ip 


790321000B Act receipt of 790216 Itr informing NRC of steps taken to 
correct violation noted In IE Insp Rapt 30-346/78-29 
HEISHHAN.R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/03/05 Ip 


7903210014 Responds tq NRC 790123 Itr re violation noted In IE tnsp 
Hept 90-346/78-29 Corrective actions preparation of repts re 
luster sgs loss of redundancy S< operating in degraded mode 
GRANT. J S Toledo Edison Co 79/02/16 5pp 


7903130046 Foierards IE Bulletin 79-02. “Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts '■ 

KEPPLER.J O Region 3. Chicago. Office of the Director 79/03/00 
If 


7903130427 Act receipt of 790223 Itr informing NRC of steps taken to 
correct violation noted In IE Insp Rept 30-346/79-02 
HEIBHKAN.R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/03/09 Ip 


7903130434 Responds to NRC 790201 Itr re viokatlon noted In IE Insp 
Rept 30-346/79-02 Corrective actions program established to 
tract training of fire brigade p ersonne 1 . station fire 
specialist Selected 

GRANT. J 8 Toledo Edison Co 79/OS/23 2pp 


7903030310 Forwards LER 7e-O00/O3L-l 

m/RRAY.T 0 Toledo Edison Co 79/02/22 Ip 


7903050314 LER 78— 0Q9/O3L— 1 on 780731 during pouier reduction, pos (ii 
Moderator tamp coefficient h adjustment to reactor demand 
station resulted in rapid decrease in coolant sy s average 
temp Caused by Operator error 
■HARLEY. J Toledo Edison Co 76/00/26 3pp 


7903050337 Forwards LFRs 7e-066/99X-l. 7B-107/03L-1 . t. 7a-Oa3/03L-l 
MURRAY, T D Toledo Edison Co 79/02/22 Ip 


7903050342 LER 7B-066/99X-1 on 700429 during transient at 20X poutr, 
reactor coolant sys pressors dropped to approi 1620 psig *, 
safety features actuation sys Channels 1 ti 3 tripped Caused 
opening of feedwater valves due to sys sensitivity 
DATCH.a Toledo Edison Co 76/07/20 Ip 


7903030344 LER 7B-107/03L-1 on 701031 during diesol generator monlMu 
test. room temp lose to 110 F h outside air damper would n.ot * 

open Caused by dampei linkage being out of adjustment b 
bound In guide 

HARTIOAN.J P Toledo Edison Co 78/11/27 Ip 


7903030347 LER 78-0G3/O3L— 1 on 7B0720 containment vessel-t a— annului 
differential pressure exceeded Tech Spec limit by 1 mch 
Purge of Containment bldg commenced Caused by inadequate 
monitoring of pressure increase by shift check 
FULHER.S Toledo Edison Co 70/00/13 Ip 


7903030172 Forwards LER 79 O1B/03L-0 

MURRAY. T 0 Toledo Edison Co 79/02/26 Ip 


7903050176 LER 79-Ot0/O3L-O on 790130 valves SP17A2 1. BP17D2 ilHed 
below setpoint range ■(. declared inoperable Caused by loose 
spindle on main steam line code safety valve SPI7A2 
DROUN. R A Toledo Edison Co 79/02/26 3pp 


7703030179 Forwards I l-R 77-O17/03L 0 

HURRAY, T D Toledo Edison Co 79/02/26 Ip 


7903050182 LER 79-017/03L-0 on /90130 photoelectric smoko detector 
DS B603-E In emergency diesel genarator 1-1 area not 
functional Caused bi) failure of detector New detector 
ordered 6 fire watch patrol established In aren 
CHESKtt.R C Toledo Edison Co 79/02/26 2pp 


7903190562 Forwards IE Oulletin 79-03. "Longitudinal Meld Defects in 
ASHE SA-312 Type 304 Stainless Steel Pips Spools 
Hanufactur ed by Youngstown Melding ti Engineering Co “ 

KEPPLER.'J 9 Region 3. Chicago. Office of the Director 79/03/12 

1 » 


7903070374 Forwards ''Semiannual Radioactive Liquid 1. Oaseous Release 
Rept.” July-Dcc 197S 

HURRAY. T D Toledo Edison Co 79/02/22. Ip 


7903070379 "Soniannuel Radioactive Liquid tc Oeseous Release Rept,” 
July-Dee 1978 

« Toledo Edison ka 79/02/22 46pp 


7903140380 Forwards monthly operating rept for Feb 1979 
MURRAY.? B, Toledo Edison Co, 79/03/08 Ip 


7903050271 Forwards Ll-R 79-019/031-0 

MURRAY,! D Tole.do Edison Co 79/02/27 Ip 


7903000879 LER 79-019/03L-0 On 790129 suction 6 discharge vojvei ot, 
containment spray pump were closed Caused by personnel 
error 

FULHER.6 Toledo Edison Co 79/02/27 2pp 


7903060464 Forwards LER 79-020/03L-0 

MURRAYiT D Toledo Edison Co 79/02/20 Ip 


7903060473 LER 79-020 /O3L-0 on 790203 10 of 10 main steam safely valve 
found outside setpoint range Oolleved caused by changing 
ambient conditions at valve locations Valves adjusted 6 
retested sa t 1 sfoctor 1 ly 

BRQHN.R A Toledo Edison Co /9/O8/20 3 pp 


7903140323 Monthly operating rept for Feb 1979. 
CASA.E C Toledo Edison Co 79/02/28 13pp 


7903060466 Forwards tbR 79-021/036-0 

MURRAYiT D Toledo Edison Co 79/08/20 Ip 


7903290094 Forwards "Annual Environ Dparatjng Rept. 1970 " 
■GRANT. J 9 Toledo E^dlson Co 79/03/27 Ip 


7903290096 "Annual Environ Operating Rept. 1978 " 
• Toledo Edison Co 79/03/27 40Opp 


7903070319 Updated BO NP-33— 77— 64 on 770827 reactor coolant pump 1—1-2 
tripped, removing reactor coolant pump from operation Caused 
by damaged sorgo capacitors Capa^cltors on all four reactor 
coolant pump motors replaced w/unlts of new design. 

LlNOENFELTERi J . BEELER. T Toledo Edison Co 77/09/22 Spp 


7903060474 LER 79-021/03L-0 on 790003. contalnmont high pressure llarei 
were received & safety features actuation eye Channel 2 
erroneously tripped Cause unknown No deficiencies found from 
surveillance tests Channel returned to oporotlon 
KOVACH.S A Toledo Edison Co 79/02/S0 2pp 


7903)60142 Informs of failure to complete action statement of Tech gset 
3 0 11 within specified time when Startup Transformer 01 
was de-anergl]«d t. isolated to perform maint on 790228 
Caused by personnel error 

HURRAY. T D Toledo Edison Co 79/08/80 Ip 


7903070224 Forwards RO NP-09-79-04 

ORANTiJ. 8 Toledo Edison Co 79/02/21 Ip 


7903130396 Forwards LER 79-022/03L-0 

MURRAY,? D Toledo Edison Co 79/03/07 Ip 


7903070226 HO ♦4P-09-79-04 on 7?0l2t vint nionitor R6 

90 Hir*ted nt»lsoil4t»r pvff>p fer »Ution v#fit 

monitor RE 8025 sailed Caused by normal vane wear It lew fl 
during testing Runpg for both monitors replaced 
♦ Toledo Edison Co 79/02/81 2pp 


7903130400 UEH 79-022/036-0 on 790208 diesel fli-e pump battery 
electrolyte level in four cells was below top of cell 
plates Caused by procedural error Levels rostored. pump 
declared opeiable & unit removed from action statement 
HARLEY. J M Toledo Edison Co 79/03/07 3pp 
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DOCKET 50-3<>6 DaviE-Bosse Nutlsap Pomer Statjon< Unit 1 


79031 60'H 4 Foruards LER 79-024/03L-0 

MURRAY. T □ Tolodo Edison Co 79/03/12 Ip 


7903160120 LER 79-0P4/O3L-O on 790214 fire alarm panol C4706 signalled, 
indicating laundry room detector D5063O as source Detector 
declared inoperable as no cause for signal found Cause of 
event undetermined PoEsiblg due to gases or dust 
FULMER.S Toledo Edison Co 79/03/12 2pp 


7903160146 Forwards LER 79-023/01T-0 

MURRAY. T D Toledo Edison Co 79/03/12 Ip 


7903160132 LER 79-023/01T-0 on 790220 Startup Transformer 01 taken out 
of iwci aorvei I lance tests not perfoimed uithin one hour, 
contrary to Tech Spec requirements Caused by personnel 
error Testing completed as soon as error realiied 
BROUN. DH Toledo Edison Co 79/03/12 3pp 


7903160209 Forwards LER 79-023/03L-0 

MURRAY.T D Toledo Edison Co 79/03/12 Ip 


79031602)0 LER 79“023/03L-0 on 790213 Ohio Edison relay testing 
actuated transfer trip receiving relay t. tripped suitcbyard 
breakers Caused by failure of util to notify Toledo Edison 
before performing relay testing 
DJDERT. D J Toledo Edison Co 79/03/12 3pp 


7903300377 RO on 790103 while performing ECC5 BUbsystom monthly rept. 
HPl pump 1-1 was started & then secured due to low flow 
Indication Caused by recirculation line being froten Line 
blown free 

MURRAY. T D Toledo Edison Co 79/03/12 Ip 


7903200351 Forwards LFR 79-028/03L-0 

MUflflAV.T D Toledo Edison Co 79/03/15 ip 


7903200353 LER 79-020/03L-0 on 790217 berated water storage tank 
Channel 1 level tranemltter tripped Caused by inadequate 
piping insulation 6 poor location of heat trace teiqp sensor 
Piping line thawed Ti ansml tter now operational 
NAYLOR. R Toledo Edison Co 79/03/13 3pp 


7903200354 Forwards LER 79-026/03L-0 

MURRAY. T D Toledo Edison Co 79/03/ IS Ip 


7903230160 LER 79-03i/O3L-0 on 790219 two coJnputor paints uera not 
updating Caused by procedural deficiency ti random failuras 
pf Bailey computer sys Surveillance test has been revised 
mar LEY, J U Toledo Edison Co 79/03/19 app 


7903260222 Forwards LER 79-030/03L-0 

MURRAY, T D Toledo Edison Co 79/03/19 Ip 


7903260227 LER 79-030/03L-0 On 790220 auxiliary feedwater valve could 
not be elosediiondering Auklllary Feedwater Sys 1-1 
inoperable Caused by faulty torque switch Heavier duty was 
installed {< sys declared operable 
NAYLOR. R Toledo Edison Co 79/03/19 2pp 


7903270474 Forwards LER 79-£H7/03L-l 

MURRAY, T D Toledo Edison Co 79/03/20 Ip 


7903270479 LER 79-017/O3L-1 on 790130 photo electric smoke detector in 
emergency diesel generator area not functional Caused by 
failure of detector DS 9605-E New detector ordered L 
1 nstal lad 

CHESHO, R C Toledo Edison Co 79/02/26 2PP. 


7903270203 Forwards suppl Info sheet for LER NP-33-77-56 Failed switch 
refurbished by vendor t. returned to station as spare 
MURRAY, T D Toledo Edison Co 79/03/21 gp p 


7903270420 Forwards LER 79-033/03L-0 

MURRAY, T D Toledo Edison Co 79/03/21 Ip 


7903270433 LER 79-033/03L~0 on 790224 low flew noted on post-acc Idcnt 
radiation monitor Caused by bearing seiiure Further 
investigation revealed pump not operating Unit placed in 
action statement ti puihp replaced 
ADAMBi J Toledo Edison Co 79/03/21 2pp 


7903270545 Forwards LER 79-032/03L-0 

MURRAY. T D Toledo Edison Co 79/03/21 Ip 


7903270531 LER 79-032/03L-0 on 790222 main steam safety valve GP17B1 
lifted early while unit was about |57. power following unit 
lunbact Cause uncertain Valves SP17A1/D1 found outside 
design setpoint Valves adjusted Investigation continuing 
BROWN. R A Toledo Edison Co 79/03/21. 3pp 


7903270596 Forwards LER 70-O4O/O3L~l li 70-oa4/O3L-l 
MURRAY. T D Toledo Edison Co 79/03/21 Ip 


7903200357 LER 79-026/03L~0 on 790215 Sys 7 computer tr i pp e d , Ca use d by 
computer core cooling fan selling J, overheating Fan 
replaced 

BQRYSIAK.M Toledo Edison Co 79/03/15 2pp 


7903200361 Forwards LER 79-027 /03L-0 

MURRAY. T D Toledo Edison Co 79/03/15 Ip 


7903200366 LER 79-027/03L~0 on 790216 absolute position Indication 
amplifer for Rod 9 of Group 5 was inoperable Caused by 
failure of Integrated circuit chip in amplifier Integrated 
circuit chip replaced 

HITCHENS, D C Toledo Edison Co 79/03/15 2pp 


790'3270600 LER 70-040/03L-1 on 700422 review of reactor operator log 
determined that Group 5 control rods iOOV, done ref . 

light had not been checked at required frequency Caused by 
pori-onnel error Process computer reminder program developeo 
HARLEY, J Toledo Edison Co 78/05/10. 2pp 


7903270603 LEtl 7e-084/03L.-l on 780724 floor drain chock valve found out 
of floor drain In mechanical penetration room 4 Caused by 
workman's error Valve replaced 6 drains tagged 
OEOROE, T C Toledo Edison Co 78/00/18 2pp 


7903290120 Forwards LER 79-034/01T-0 

MURRAV. T 0 Toledo Edison Co 79/03/23 Ip 


7903230167 Forwards LER 7S-113/03L-I 

MURRAY. T D Toledo Edison Co 79/03/15 Ip 


7903230170 LER 78-113/03L-1 on 781110 fluctuating signals from ahsolu 
position indicator for Control Rod 4 of Oroup 3 caused 
asymmetric rod alarms Caused by intermittent failure of 
position indicator tube Tube replaced 
KOVACH, B A Toledo Edison Co 78/12/07 3pp, 


7903290124 LER 79-034/01 T-0 on 790103 HP! Pump 1-1 was Stopped doe to 
low recirculation flow ind Icat 1 on. Caused by inability of 
heat trace to maintain HPI pump recirculation line tamp 
ab ove freeiing.Heat increased 

BROWN, 0 H Toledo Edison Co 79/03/23 4pp 


DOCKET SO-340 Joseph M Farley Nuclear Plant. Unit 1 


7903230161 Forwards LER 79-029/01T-0 

HURRAY. T D Toledo Edison Co 79/03/16 Ip 


7903230162 LER 79-029/OIT-0 Oh 790306 during valve 1 1 neup , au* 1 1 iar y 
operator mistakenly closed borated water storage tank 
isolation valves DH7A t< DH7D Caused by personnel error. 

Valves opened immediately 

BROWN.DH Toledo Edison Co 79/03/16 3pp 


7903230035 Forwards Federal Register notice amending 10CFft73, 55. 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotaga, to 
defer employee pat-down searches until 790B01 , 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 ip. 


7903200365 Forwards compensatory measures to be used pending full 
implementation of security plan u/changes Plan withheld 
Crsf 10CFR2 790) 

CLAYTON, F L Alabama power Co 79/03/12 Ip 


7903230120 Forwards corrected copy of Page 1 of euppl Info for LER 
79-029 

MURRAY, T D Toledo Fdison Co 79/03/19 2PP 


7903190250 Forwards revised pages 
Re-evaluatton " 

CLAYTON, F L Alabama Power Co 


to rapt ''Fire Protection Program 
79/03/19 15pp 


7903230165 Forwards LFR 79-031/03L-0 

MURRAY, T D Toledo Edison Co 79/03/19 ip, 
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obcKCT 50-34Q JDt?ph H Farlsv Muclear Planti Unit 1 


Sacuritij <ontln 9 »nc(| plan Plan ulthheli Cref 10CFR2 7901 
ORAHAttpR H . HAIRBTQN, W 0 , HU1SI1IAN. D B Alabama Pouer Co 
79/03/23 Ip 


79031^0259 Transcript of 79030B antitrust oral argument beld in 
SctbasdB.nO Pp 1-283 

FARRARpH C < SALZnAN. R S , SHARFHANpJ £ Atamlc QaPatV and Licensing 
Appeal Panel 79/03/00 2Q3pp 


7903220292 Forwards Amend 10 to License NPF-2, safetg evaluation U 
notice of issuance 

ECHVIENCER, A Opersttng Reactors Branch 1 79/03/03 3pp 


790322029A Amend 10 to License NPF-2< Incorpora t Ing changes to Tech 
Specs re radial peaking factor limits t> setpoint for 
reactor trip after turbine trip Tech Spec changes end 
SCKUStiCEnj A Operating Reactors Branch i 79/03/02 Alpp 


7903320298 Safety evaluation supporting Amend 10 to License MPF-2 
e Office of Nuclear Reactor Regulation 79/03/02 &pp 


7903260397 In response to 780925 1 tr> sunmariiss info re pressuriier 
heatup rate Tech Spec inconsistency Reactor coolant sgs temp 
rate limited to AO F per hour > due to design of Uestinghouse 
PHR Appropriate utils have been notified 

ANDERSON. T K Uestinghouse Electric Corp 76/10/27 3pp 


7903150101 Provides cooireents on preliminary "Final Rept on hodfel 
Testing of Containment Sump Recirculation Intakes.*' prepeied 
by Canada Hydraulic Labs Includes reactor safety 
distribution list for consultant repts 

MACAONO.E a . NAK.ATO.T Iowa. Univ of NRC-03-07B-130 
7903130101 78/13/10 6pp 


7903140232 Forwards revised versions Entry-Control Sys Handbook. 
BAHD77-10’33i Intrusion Detection Sys Handbook . 8AND7'&-OS94i & 
Barrier Penetration Database. NUREO/CR-OIQI. U/o enc 1 
MILLER. u H Division of Operating Reactors 79/01/09 2pp 


7903320301 Notice of issuance nf Amend 10 to License NPF-2 
SCHUENCER. A Operating Reactors Branch 1 79/03/02 


7903260230 Forwards proposed changes to operating license NPF-2 Tech 
Specs involving ovei pi e ssuri lati on mitigating sys spec SEr 
supporting change end 

CLAVTQN. F L Alabama Power Co 79/03/21 I2pp 


7903080978 Forwards IE Info Notice 79-04. "Degradation of Engineerit 
Safety Features " 

O'REILLV, J P Region 2. Atlanta. Office of the Director 
79/02/16 2pp 


7903070466 Ack receipt of IF Insp Rept 90-340/79-02 on 79010B-12 Ne 
proprietary info 

CLAVTON.F L Alabama Power Co 79/02/19 ip 


79O30S0J73 Forwards mod to "Review t< Acceptance of Spent Fuel Storage 
Ic Handling Application'* provided on 780414 Involves pages 
IV— 9 & IV— 6 w/mndified rationale fi. corrections 
ORIHEBi B K Assistant Director for Engineers & Projects 
79/OJ/IS 4pp 


7903070468 Forwards IE Insp Rept 90-340/ /9-02 on 790108-13 No 
noncomp i I ance noted 

LEUIS.R C Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/02/02 2pp 


7903140329 Forwards Amend 8 to License NPF-2. 1< related safety 
evaluation b notice of Issuance 

SCHUENCER. A Operating Reactors Branch 1 79/02/13 3pp 


7903140327 Amend 6 to license NPF-2 re fuel rod boia penalty.ECCS 
subiy sCan. spant fuel assembl i es. quarter-core flui maps, 
secondary water chemistry It pressurizer heatup rate 
SCHUENCER. A Operating Reactors Branch t 79/02/13 30pp 


7903140330 Safetg evaluation supporting Amend 8 to License NPF-2 
• Office of Nuclear Reactor Regulation 79/02/13 9pp 


7903140332 Notice of Issuance of Amend 6 to License NPF-2 

SCHUENCER. A Operating Reactors Branch I 79/02/13 3pp 


7903220370 Forwards Amend 9 to License HPF-2i security plan evaluation 
rapt R notice of issuance Security plan evaluation rept 
withheld (ref 10CFR2 790) 

SCHUENCER. A Operating Reactors Dranch I 79/02/26 3pp 

7903220372 Amend 9 ti License MPF-3. incorporating security plan into 
i icanse 

e iQperating Reactors Dranch 1 79/02/26 2 pp 


7903220379 Notlco of issuance of Amend 9 to License NPF-2 

SCHUENCER. A Operating Reactors Branch i 79/02/26 2pp 


79030601S9 Forwards results of required ECCB reanalysis utilizing Feb 
1970 Uastinghouse evaluation model Confirms ECC3 sys 
performance meets acceptance criteria of lOCFRSO, 46 
CLAVTON.F L Alabama Power Co 79/03/01 BOpp 


7903060266 Forwards four environ surveillance program repts re plant 
Impact on Chattahoochee River 
CLAVTON.F L. Alabama Power Co 79/03/01 Ip 


7903060276 “Environ Non-Rad I oleglcal Monitoring of Aquatic Communit 
in Chattahoachae River. i975-78 " 
e Alabama Power Co 79/03/01 163pp 


7903060261 “Analysis of Joseph H Farley Nuclear Plant's Contrlbutloi 
to Chamicals in Chattahoochee River " 

* Alabama Power Co 79/03/01 hOpp 


79030602B4 Analysis of Joseph M Farley Nuclear Plant's Contribution 
to Increases in Temp of Chattahoochee River “ 

• Alabame Power Co 79/03/01 2lpp 


7903060289 "Summary Rept on lienltoring of Fog Conditions at Farley 
Nuclear PI ant. Dec 1977 to Nov 197 b " 
a Alabama Power Co 79/03/01 60pp 


7903070469 IE Insp Ropt 50-34B/79-02 on 790108—12 No nonconp I lance 
noted Major areas inspected LERs. utirosolved b open items b 
followup on iioncomp I lance 

HARDIN. A H . CANTRELL* F B Region 2* Atlanta. Reactor 

Operations Nuclear Support Dranch 79/01/30 6pp 


7903070444 Ack receipt of 790212 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-348/78-27 
LEWIS. R C Region ?, Atlanta, Reactor Operations Nuclear Support 

Branch 79/02/22 Spp 


79-03070448 Forwards addl info re 7B1219 response to violotloni n-etil i 
IE Insp Rept 50-340/70-27 Discusses control room drawltigs b 
controlled manuals located in plant malnt dept 
•CLAVTON.F L Alabama Power Co 79/02/12 2pp 


7903030266 Informs recipients of IF Bulletin 79-Oi. “Envirioii 
Qualification of Class IE Equipment." dtd 79020B, that valve 
Unit switch identified as NAKCQ Model S3CML should read 
BL3CML, 

O'REILLY, J P Region 2, Atlanta. Office of the Dt rector 
79/02/2B 2pp 


7903130143 Ack receipt of IE Insp Rept 50-340/79-03 on 790123-26 Ns 
proprietary info 

CLAVTON.F L Alabama Power Co 79/03/01 Ip 


7903130154 Forwards IC Insp Rept 50-340/79-03 on 790123-26 No 
none ompl iance noted 

LEHIBi R C Region 2. Atlanta. Reactor Operations Nuclear 

Support Dranch 79/02/22 2pp 


7903130)59 IE Insp Rept 30-348/79-03 on 790123-26 No none omp 1 lance 
noted Major areas inspected safety I tmt is, 1 iml t ing safety 
sys settlngs.LER fol louiup. fol lowup items of noncompl ianc a, 
intpec tor- i dent i find items b independent insp 

HARDIN, A (i , HINCKLEY, D Q . CANIRCLL. F 8 Region 2. Atlanta. 

Reactor Operations Nuclear Support Dranth 79/02/21 3pp 


7903140339 Aclc receipt of IE Insp Rept 50-348/79-05 on 790122-24 No 
proprietary info 

CLAVTON.F L Alabama Power Co 79/03/05 Ip 


7903140342 Forward* IE Insp Rept 50 -346/79-05 on 790122-24 No 
noncompl lance noted 

LEHISiH. C Region Hr Atlanta. Reactor Operations Nuclear 

Bupport Branch 79/02/21 2pp 

7903140346 IE Insp Rept $0-348/79-03 on 790122-24 No none omp 1 lance 
noted Major areas inspectod area of preparations for 
refuel Ing 

VOOT-LOHELLr R , MARTIN, R D Region 2 . Atlanta. Reactor 
Operations Nuclear Support Branch 79/02/20 4pp 
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DOCKET 50-340 Joseph H Tarloy Nuclear Plant. Unit 1 DOCKET 50-352 Limeiick Generating Station, Unit 1 


7703140532 Forwards IE' Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Usin^ Coticrete Fipansion Anchor Dolts " 

O'BEILLY.J P Region 2, Atlanta. Office of the Director 
79/03708 Ip 


7903210115 Forwards III Bulletin 79-03. "Longitudinal Weld Defects In 
ASHE SA~313 Type 304 Stainless Steel Pipe Spools 
Manufactured by Voungstotun Welding h Engineering Co " 

0'’REILLY.3 P Region 2. Atlanta. Office of the Director 
79/03/12 2pp 


7903210565 Forwards IF Circular 79-04. "Loose Locking Nut on Limltorque 
Valve Op eratoi s " 

O'flESLLY. J P Region 2. Atlanta. Office of the Director 
79/03/16 2pp 


7903010305 Forwards "bemianriual Radioactive Effluent Release Rept" for 
•July-Dee 1773 

CLAYTON. F L Alabama Power Co 79/02/23 Ip 


7903010307 "Semiannual Radioactive effluent Release Rept” for Jul-Oec 
1978 

* Alabama Power Co 78/12/31 80pp 


7903210144 Forwards monthly operating rept for Feb 19/9 
CLAYTON. F L Alabama Power Co /9/03/14 Ip 


7903210147 Monthly operating rept for Feb 1979 
HATRSTDN. W 0 Alabama Power Co 79/03/01 8p p 


79'1>3270554 Forwards "Annual Envtion Opeiating Rept. Port D 
Radiological." for 1978 

CLAYTON. F L Alabama Power Co 79/03/22 Ip 


79032/0555 "Annual Cnviron Operating Rept.Part B Radiological." for 
19/a 

* Alabama Power Co 79/03/22 50pp 


7903190262 Forwards LFEi 79-007/031.-0, 1 ER 79-00B/03L-0, LER 79-OCI9/03L-0. 
LER 79-010/03L-0, >< 79-01 1/03L-0 
CLAYTON. F L Alabama Power Co 79/03/14 Ip 


7903190272 LER 79-007/03L-0 on 790212 during revi-eu of surveillance 
test data. noted that RCS leakage test (rNP-l-STP-9 0) had 
not been done within time specified Caused by personnel 
failure Sugorvisois instructed re matter 
HAIRSTON, WO Alabama Power Co 79/03/14 Ip 


7903190277 LER 79-008/03L-0 on /90216 dui ing review of surveillance 
test FHP-l~5TP-i5 0, con tal nment mam personnel L emergency 
air leak outer dours felled to meet acceptance criteria 
Leakage piobably caused by dirty door seals L/or seal set 
HA1RB8T0N. W 0 Alabama Power Co 79/03/14 3pp 


7903190206 LFR 79 009/03L-0 on 790216 during plant startup w/reactor & 
steam generatoi controls manual L steam dumps in automatic, 
steam dumps occurred Temp average reduced to S38 F Personnel 
reinstruc ted 

HAIRSTON, M 0 Alabama Power Co 79/03/14 Ip 


7903190298 LER 77-OlO/OJL-O on 79021Q while doing FNP-1 -aTP-2 1 5 ID, 
Steam flou/feed flow bistable (FB470A) fai led to meet Table 
2-1 trip setpoint valve Caused by bistable setpoint drift 
heleui that specified in surveillance test Bistable adjusted 
HAIRSTON. WO Alabama Power Co 79/03/14 Ip 


7903190310 LER 79 0U/03L-0 on 790221 while doing FNP-l-STP-DB 7,L08P 
DIF Seqoencei failed to meet time requirement far picking 
up Step 6 Caused by agastat timer setpoint drift Agastat 
ti'dier adjusted L satisfactorily retested 
HAIRSTON.W C Alabama Power Co 79/03/14 Ip 


7703210131 Forwards LER ’/9-012/03L-0 

CLAYTON, F L Alabama Power Co 79/03/16 Ip 


7903210139 LFR 79 012/03L-0 on 790214 review bf solid state protective 
sys train A7U operability test Indicated that portion of 
program did not verify spray test actuation logic Caused by 
sys train design change Procedure modified 
HAIRSTON.W C Alabama Power Co 79/03/16 3pp 


7903280314 Forwards LFR 79-01 3/03L-0 

CLAYTON. F L Alabama Power Co /9/03/22 Ip 


7903280318 LER 79-013/03L-0 on 790227 RIF sequencer found in tost mode 
rendering 1 2A diesel generator inoperable Caused by faulty 
switch machanlsm Sequencer i epaired 
HAIRSraN.W G Alabama Power Co 79/03/22 tp 


7903230009 Notification of 790321 meeting in Los OetosiCA w/ 
representatives from Hai k II ownei s group to discuss Mark II 
LOCA tc safety relief valve pool dynamic loads 

ANDERSON. C J Containment Systems Branch 79/03/12 12pp 


7903080448 Forwards IE Info Notice 79-04. "Degrad a ti on of Engintert'd 
Safety Features " 

ORIER. Q H Region 1, Philadelphia. Office of the Director 
79/02/16 Ip 


79030B0318 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." d td 790208. that valve 
limit switch Identified at NANCO Model S3CliL should read 
SL3CML 

GRIER. B H Region 1. Philadelphia. Office of the DtrcctoT 
79/02/27 Ip 


7903200197 Ack receipt of 790216 Itr informing NRC of steps taken to 
corr ec t violations noted in IE Imp Repts 50-352/76-1 1 & 
50-333/78-07 

ORIER. Q M Region 1. Philadelphia, affica of the Director 

79/03/02 Ip 


7903200200 Responds to NRC 790125 1 ti re violation noted in IE Insp 
Repts 50-352/ /0-11 J< 50-353/79-07 Corrective actions 
contractOT superintendent instructed that all dewatering 
shall be into approved siltation basins 
BOYER. V a Philadelphia Electric Co 79/02/16 2pp 


7903200206 Forwards It Insp Rept 50-352/78-11 i 30-353/78-07 on 
761211-14 f< notice of violation 

SHITH.G F Region I, Philadelphia, Fuel Facility t. Materials 

Safety Branch 79/01/25 Dpp 


7903200209 Notice of violation from Insp on 781211-14 

« Region i< Ph i ladelph i a, Fuel Facility .(c Materials Safety 
Branch 79/01/S3 Ip 


7903200214 IE Insp Rept S0-352/7B-11 L 50-333/78-07 on 781811-14 
Noncomp I lancB noted failure to contiol untreated wastewater 
discharge from site 

SHANABAKY.H M . JACKSON, T J , 5T0HR, J P Region 1. 

Philadelphia, Fuel Facility & Materials Safety Branch 79/01/23 
9pp 


7903210046 Fori/ards "Asymmetric LOCA Pool Boundary Load for Mark II " 
SDDON. L J General Flectrlc Co .Nuclear Energy Products Dlv 
79/03/16 Ip 


7903210037 "Asymmetric LOCA Bobble Pool Boundary Load For Mark II “ 
UP PAL. I 8 General Electric Co .Nuclear Energy Products Div 
79/03/16 I2pp < 


7903880280 Forwards "Vent Clearing Pool Boundary Loads for Mark II 
Plants. " presenting al terna tive load spec based on 
conservative application of 4T test da ta. replac i ng spec 
Identified in NURCO-04B7 

SOBONi L 0 General Electric Co 79/03/20 6pp 


7903290085 Forwards proprietary copies of aj larnate load spec info 
document applicable to wetwell ualls.to replace info In 
NUREO-O4e7 End withheld <ref tOCFR2 790> U/affidavit 
SODOM. L J General Electric Co iMuclear Energy Products OIv 
79/03/20 5pp 


7703290130 Revi eu of Intergranular stress corrosion cracking completed. 
Changed piping matl or design to have no noilco'n farm ing or 
sve-sens i tive piping Replacing sections of piping N/316L 
stainless steel u/inax c.irbon content of 02 ‘4 
BOYER, V S Philadelphia Electric Co 79/03/26 Spp 


7903190139 Responds ta 790123 Itr requesting Info an environ 
forecasting & menlloring Environ impacts were accurately 
predicted in all cases t monitoring cotitlnues 

(IQDREr V A Assistant Director for Environmental Projects 

79/03/08 3pp 


7903060629 Forwards IE Info Notice 79-03. "Limltorque Valve Geared 
Limit Switch Lubricant " 

CRIER. B H Region 1, Philadelphia. Offica of the Director 
79/0a/O9 tp 


7903230009 Notification of 790321 meeting in Los Oatos.CA w/ 
representatives from Mark It owners group to discuss Mark II 
LOCA ti safety relief valve pool dynamic loads 

ANDERSON, C J Containment Systems Branch 79/03/12 13pp 


7903210046 Forwards "Asymmetric LOCA Pool Boundary Load for Mark II " 
SDBON.U J General Electric Co .Nuclear Energy Products Dlv 
79/03/16 ip 
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DOCKET 30-353 Lt meric it (Generating StatiODi ITnlt 1 


7903210057 “AeiimrietT i c LOCA Bubble Pool Bouiitjarg Uoad For Hark II “ 
UPPAL> 1 S General Electric Co .Nuclear Energi/ Products Dtv 
79/03/1* 13pp < 


79032S02BQ Foriasi ds "Vent Clearing Pool Qoundarg Loads for Mark II 
Plants. “ presenting alternative load spot based on 
conservative application of 9T test data. replac ing spec 
identified in NUREG-0d87 

SCBON. L J General Electric Co 79/03/20 *pp 


79032900B5 Foiuards proprietary copies of alternate lead spec info 
document applicable to uietuell mails, to replace info in 
KURE0-04Q7 End ulthheld (ref 10CFR3 790) M/effldavit 
SOBON.L J General Electric Co .Nuclear Energy Products Dlv 
79/03/aO 5pp 


7903390130 Revieu of iiitergranol ar stress corioslon cracking completed 
Changed piping matl or design to have no nonconforming or 
svc-iensltlve piping Replacing sections of piping W/3I*L 
stainless steel u/mai carbon content of 03.1 
BOYER. V 9 Philadelphia Electric Co 79/03/3* 5pp 


7903190139 Responds to 790133 Itr requesting info on environ 
forecasting * monitoring Environ impacts uare accurately 
predicted In all cases S. monitoring continues 

MOORE. V A Assistant Director for Environmental Projects 

79/03/02 3pp 


DOCKET 50-353 Limerick Generating Station. (Unit 3 


79030*0*39 Forwards IF Info Notice 79-03. "Limi torque Valve Geared 
Limit Suitch Lubricant " 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/02/09 Ip 


79030S044S Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features ' 

GRIER. B H Region 1. iPh 1 lade I phia. Office of the Director 
79/03/16 Ip 


7903030S18 Informs recipients of IE Bulletin 79-01. "Environ 
dual Ificatioii of Glass IE Equipment." dtd 79030B. that valve 
limit suitch Identified as NAMCD Model S3CML should read 
BL3CHL 

DRIER. D H Region 1. Phi lad e 1 phia. Office of the Director 
79/02/27 Ip 


7903200197 Ack receipt of 79021* Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-353/70-ll 8. 
50-353/78-07 

GRIER. D H Region 1. Ph 1 ladelphia. Office of the Director 
79/03/02 Ip 


7903200200 Responds to NRC 790125 Itr re violation noted in IE Insp 
Repts 50-352/70-11 It 30-353/70-07 Corrective actions 
contractor superintendent instructed that all dewatering 
shall be into approved siltation basins 
DOVER. V S Philadelphia Electric Co 79/02/16 2pp 


7903280206 ForuardS IE Insp Rept 50-352/78-U 5 50-353/7B-07 on 
781211—14 b notice of violation 

SMITH.O F Region 1. Philadelphia. Fuel Facility 4. Materials 

Safety! Branch 79/01/25 2pp 


7903300209 Notice of violation from insp on 701211-14 

» Region 1. Philadelphia. Fuel Facility h Materials Safety 
Branch 79/01/23 Ip 


7903300203 Forwards pioposed staff position for Mark I long-term 
program implementation schedules 

EIBENHUT, D 8 Assistant Director for Systems !< Projects 
79/03/0 J 4pp 


7903300304 Dli ects recipients to send unci sample 1 trs to BUR Mark I 
facilities requesting schedules * commitments re expected 
■nod completion dates.use of safety relief valve discharge 
devices b licensing fees for long-term progiam 
grimes. 3 Assistant Director foi Engineers A Projects 
79/03/01 Dpp 


7903330109 Opposes storage of spent iue 1 . enlargement of spent fuel 
pools t any storage uithin the Tounship of Lower Alloways 
Creek.NJ Requests pi ograeis for permanent disposal outside 
Township 

DONELSON. S E Lower All Quays Creek. Nj 79/02/1* 3 pp 


7903150300 tntervenois lesponse per ALAB-509 m opposition to 
"de minimus" them y Alleges theeiy ignores issue of 
significant A substantial releases of radon-322 to environ 
Certificate of Sve rncl 

KEPFORB.C Affiliation Unknown /9/02/19 3/pp 


7983140359 Extends, unt 1 1 790309. time for NRC consideration of SC Von 
Ness petition foi revleor of ALAD-SIB & any ansuer thereto 
CMILWi S J Office of the Secretaiy of the Commission 79/02/27 
Ip 


79031*0811 Forwards con ec ted pages 3.5. V 3 to licensee's /90221 
answer to joint intervenors ' petition for review of 
ALAD-518 

CONNER. T B Connell Moore l< Corber 79/02/27 4pp 


7903238397 Forwards i nsponees to ALAll-509 Thirty-day porlou for 
responses to Uocumerits shall ren from 790305 

SKRUTSKI.R rt Atomic Safety and Llcensiny Appeal Fane) 79/03/01 
5pp 


7903220303 Extends until 790319 time for NRC consideration of SC Van 
Ness'' petition for levieu of ALAB-5i8 

CHILK.S J Office of the Secretaiy of the Commission 79/03/09 

*P 


7903270206 Forwaids resolution by lower Alloways Creek Township 
Committee against expansion of mci cased spent fuel storage 
at Balem % Hope Creek nuclear plants 
UlLLiAMB.H A Senate 79/83/12 4pp 


7903320361 Requests change of sve list mailing addi ess to So Beale 
Street. P 0 Box 3963>San Fiancisco.CA 94119 

MORRIS.H E Bechtel Power Corp (subs of Dechtel Corp ) 79/02/20 

If 


7903810295 Forwards NtDB— 2 1005. "Mei V I Containment Program, Dowiic omer 
Reduced Bubmei pence. Func 1 1 onal Assessment Rept " 

SODON. L V General Electric Co .Nuclear Energy Products Blv 
79/02/01 ip 


7983010318 "Mai k I Conlainment Prog) am. Downcomei Reduced Subaiergence. 
Functional Assessment Rept " 

UQNG. K U Genera) Electric Co Nuclear Energy Products Div 
NEDD-2l8a5 7B/06/30 45pp 


/9030202I8 Notification of 790214 15 meeting In De tliesda. (ID 
ui/reprs sentat ivo of Mark I owners group to discuss 
implementation resolution of Mark 1 long-term program U 
pool swell pressuie load definition techniques 

ORIHES. C Assistant Director for Engineers I< Projects 79/02/04 
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DOCKET SO-t354 Hope Creek Nuclear StatioKi Urn t 1 


7903530011 "SER of Interim flosessments of MSIV Actuations in HarW I 
Coritd i nmen t Plants ” 

• Assistant Director for Engineers It Projects 79/08/87 ISpp 


7903200443 Eicmpts operating BWfi facilities u/Mark I containment design 
from General Design Criterion 50, while long-teTor program is 
conducted Forwards sample Jtrs to be sent to Hark 1 
licensees setting forth requirements for schedules 
GRIMES, □ Division of Operatltig Reactors 79/03/01 22pp 


79030fi0ii21 Forwards IF Info Notice 79-03, ‘i- i m i torque Valve Geared 
Limit Siuitcli Lubricant ” 

GniE(1>B H Region I, Philadelphia, Office of the Direct or 

79/02/09 ip 


79030B0391 Forwards iE Info Notice 79-04, “Degradation of EtigineBred 
Safety Features ' 

GRIER, D H Region 1, Philadelphia, Office of the Director 

79/02/lfi Ip 


/9030S04S9 Inf Dims recipients of IE Hu lie tin 79-01 'Environ 
Qualification of Class IE Equipment, “ dtd 79020B, that valve 
limit switch Identified as NAMCO hlodcl B3CML. should read 
EL3CML 

GRIER, B H Region 1, Philadelphia, Office of tho Director 

79/02/27 Ip 


79032B0021 Forwards IL Uulletin 79-02, “F'lpe Support Rase Plate Designs 
Using Concrete Frpansioti Anchor Bolts “ 

CRIER, B H Region 1. Philadelphia, Office of the Director 

79/03/0B Ip 


DOCKET 50-355 Hope Creek Nuclear btation. Unit 2 


7903010295 Forwards NFnD-2loa5' "Mark 1 Containment Program, pownc pme r 
Reduced SuOmei gence, Fuiic 1 1 tina 1 Assessment Rept " 

EDBON, L J General Fleet! ic Co .Nuclear Energy Products Div 
79/02/01 Ip 


7903S20303 E« tends until 790319 time for NRC c ans 1 d erat ton of BC Van 
Ness' petition foi review of ALAB-S18 

CHILK, 5 U Office of the Secretary of the Commission 79/03/09 

ip 


7903290206 Poruards resolution by Lower Allouays Creek Township 
Committee against expansion of increased spent fuel storage 
at Salem {< Hope Creek nuclear plants 
WILLIAMS, H A Senate 79/03/15 4pp 


7903010310 "Mark I Containment Pro g i am > Down c ome r Reduced Submoi g enc s. 
Functional Assessment Rept “ 

WONO, K W General Electric Co iNuclear Energy Products Dlv 
NEDD-21805 78/06/30 45pp 


790302Q2IB Not 1 f 1 L a t i on of 79D814-1S meeting in Dethesda.MD 
u/representa t ive of Mark I owners group to discuss 
implementation !, Tesolutkon of Mark I long-term program It 
pool swell pressure load definition techniques 

GRIMES, C Assistant Director for Engineers Zt Projects 79/02/06 

Ip 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations, 6 
samp 1 e 1 tr 

EISENHUT.D G Assistant Director for Systems tt Projects 
79/02/15 8pp 

7903010070 "Safety Evaluation Rept of Interim Assessments of Multiple 
Consecutive Safety Relief Valve Actuations in Mark I 
containment Plants “ Ail plants are In conformance u/ 
acceptance criteria 

* Assistant Director for Systems f< Projects 79/02/15 lOpp 


79'0316O?13 Forufll ds proprietary rept NEDE-aOlAS-P, “Mark I Containment 
Program, Suppression Pool Buell Test Program,LDB Load Test- 
Donenc Sensitivity " W/affidavil for proprietary status 
Rept withheld Iref 10CFR2 7901 

SOBDN, L U General Electric Co .Nuclear Energy Products Div 
79/02/56 3pp 

7903530011 "Sf-R nf Interim Assessments of MSIV Actuations In Mark 1 
Containment Plants “ 

e Assistant Diicctor for Engineers h Projects 79/02/27 I2pp 


7903070256 Forwards Jan 1979 Mark 1 containment progilim activity 
review Lists meetings held f< pi ovides brief tasK-by-task 
summary 

BOQQN. I J General Fleckric Co , Nut 1 eai Energy Products Div 
79/02/2B llpp 


7903120499 Summai y of 790513 meeting in DethasdaiMD w/ropr ea enta 1 1 ve s 
o-f Mark I ownei '« group program committee to discuss generic 
Hark 1 program id safety relief lalve loads U/enc 1 attendees 
list 6 meeting handouts 

BU. T H Conthlnmont Bystams Branch 79/03/01 I6pp 


7903200443 Exempts opaiating B«R fficilitles w/Mark 1 cantalnment design 
from General Design Criterion 50, while long-term program is 
conducted Foriuiards sample Itrs to be sent to Mark I 
llcenseos sotting forth r equl roircn ts for schedules 
GRIMES, B Dlvlsiian of OpeTating Reactors 79/03/01 22pp 


7903060621 forwards 1C Info Notice 79-03, “U Iml torque Valve Geared 
Limit Bwitch Lubricant ” 

GRIER, B H Region 1, Philadelphia, afflce of the Director 
79/02/09 Ip 


7903200203 Forwards pioposed staff position for Mark I long-term 
program implementation schedules 

EISENHVT, D G Assistant Director for Systems 6 Projects 
79/03/Gi 4pp 


7903000371 Foi'uaids IE Info Notice 79-04, “DBaradatloTi of Engineered 
Safety Features " 

GRIERilt H Region 1, Phi ladolp b la. Office of the Director 
79/02/16 Ip 


7903200304 lUiects locipirnts to send One I sample Itrs to BUR Mark 1 
facilities requesting schedules h commitments ro expected 
mod completion dates,u3e of safety relief valve discharge 
devices !< litonsing foes for long term program 
GRIMES, D Assistant Director for EnglneoTS & Projects 

79/03/01 Qpp 

790323010? Opposes storage of spcnl f uo 1 , enlai gemen t of spent fool 
pools tt any storage within the Township of Lowei AlJoways 
Creek.NJ Requests progcams for peimunenl disposal outside 
Townsh 1 p 

DDNEl SON, B E Lower Alloways Creek, NJ 79/02/16 3pp 


7903090439 Informs recipients of IE Bulletin 79-Oi, “Environ 
Oualif Ication of Class JE Equipment," dtd 790208. that valve 
limit switch identified as NAMCO Model SSCML should road 
EL3CML 

GRIER, B H Region 1. Phi lad el p h i a. Office of the Director 
79/02/27 Ip 


7903290021 Forwards IF Bulletin 79-02, "Pipe Gupport Base Plate Designs 
Using Concrete Expansion Anchor Dolts " 

GRIER, D H Region l, Philadelphia, Office of the Director 
79/03/08 I p 


7903150200 In tei V entirs ' response pei ALA0-5O9 in opposition to 
"de minimus" Lheoi y Alleges thcoi y Ignores issue of 
significant t substantial i ctcases of i adon-P82 to environ 
Certificate of favc end 

KEPFORD, C Affiliation Unknown 79/02/19 37pp 


7903140359 Ex t ends, on 1 1 1 /90309, timo for NRC consideration of SC Van 
Ness petition foi i evleui of ALAB-518 t any answer thereto 
CHILH.E J Office of the Secretary of tho Commission 79/02/27 

ip 

7903160011 Forwards corrected pages 3,5, 68 to licensee's 790221 
answei to joint inlarvenors' petition foi review of 
ALAB-51B 

CONNER, T D Connor, Moore ’< Corber 79/02/27 4pp 


7903230297 Forwards rosponses to Al AR- 509 Thirty-day period for 
responses to documents shall run from 79030S 

5KRLITSKI,R II Atomic Safety and licensing Appeal Panel 79/03/01 

5pp 


DOCKET 90-350 William kj Zimmer Nuclear Station, Unit I 


7903150022 Requests addi info to complete review of FSAR, Forward s 
request For lead plant load acceptance crl ter t a, comments on 
Impulse s, memo re pool dynamic lead combinations for 
containment it piping 6 generic position on Mark II plants 
STOUZi -J F Light Water Reactors Branch 1 79/02/01 12pp 


7903200316 Responds to 790116 1 tr Reviews procedure for scheduling 
license examinations Plans on administering written 
e xamlna t i ens during Sept 1978 6 operating examinations 
during Nov 1979 Requests approved procedures by Hay f,979 
COLLINBiP F Operator Licensing Branch 79/03/09 2pp 


7903090098 Forwards staff recommendations for general content of an 
Offsite Dose Calculation Manual (ODCMl which is required 
under rediological effluent Tech Specs for PWR t< QWR 
facilities 

STOLZfO.F Light Water Reactors Branch 1 79/02/12 7pp 
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DOCKET 90-3SB UllllaSi H Zjmaer Nuclear Station# l/nit J 


TTOSOWOBl Requests eddl inf& to continue review of application for 
oparatlnp license Positions & requests based on info 
contained in app 1 i eationi as amended i throuah Revision S3 
STCLZiJ F Lipht Water Reactors Branch 1 /9/02/1& 5pp 


7903310049 Discusses equipment q ual i f jc a t ion for seisnlt ti hlldrodynaiMc 
loads at facility Equipment h supports must be desijned for 
irultifrequency.multians vibration Forwards request for addl 

BOYOi R B Division of Pioject Maiiaaement 79/02/53 7pp 


7903060340 Responds to £n(l 1 & 
n acceptance criteria 
DOROKANNi E A Cincinnati Oas 


a of NRC 790201 Itr re load plant Mark 
t, Electric Co 79/03/03 lApp 


7903050003 Respond* to applicant's motion to dismiss Miami Valley Poyp^ 
Froject as a party Atgues AStO should require MVPP to 
respond to applicant's 701319 interrogatories t> order 
diemltsal of HVPF if it does not comply 
BARTHrC A Branch 3 79/03/OS 4pp 


7903160303 Memo ». order le applicant's 790129 motion to dismiss Miaal 
Valley Power Project as party Orders MVPP to answer 
701319 Interrogator les 4 through 31 within 14 days 
OECHHOEFERi C Atomic Safety and Licensing Board Panel 79/02/22 
5pp 


7903300090 Forwards ASl 1} order Issued before lecoipt of 790216 Itr Lit 
util (i seivoo on other parties to pioceeding W/o end 
QECHHOEFER.C Atomic Safety and Licensing Hoard Panel 79/03/23 

ip 


7903270043 Notification of 790313 meeting w/Mark II lead plants to 
discuss mechanical & equipment qualification Meeting 
cancelled ^ 

PELTIERi 1 A Light Water Reactors Branch 1 79/03/08 4pp 


7903330009 Notification of 790331 meeting in Lee Catos. CA “7 
representatives from Mail 11 owners group to discuss Mark il 
LOCA tc safety relief valve pool dynamic loads 

ANDERSON. C ■J ■Containment Systems Oi anch 79703712 lapf 


790330009S Ansuei s to applicant s second set of iterrogatories arc 
farthcoming 

KQ51K. L S Kosik. L S 79703/16 Ip 


79030B04SO Establishes schedule for ccimpletign of discovery i, date fi- 
prehearing coiifei once Requests aiiangcments he made fo> site 
tour 

aECHlWEFER . C Atomic Safety and licensing Board Panel 79/'02/2D 
3pp 


7903300392 Summar 1 its ACRS findings gn facility Notes unresolved 
Issues, containment acceptance criteria, EECB analysis 1< 
organliatlonal matters Finds plant tan be operated w/o 
undue risk if issues are resolved 

CARDQN.M M ACRB - Advisory Committee on Reactor Safeguards 
79/03/13 3pp 


7903200440 Notification of 790313 meeting u/HarV II lead plants In 
Dethesda. MD> to discuss mechanical fc electrUel equipment 
quallf i-cation < 

PELTIER. 1 A Light Water Reactors Branch 1 79/03/J3 4pp 


7903310596 In response to 7902P1 Itr to ASlD cha i rman. Inf oi ms that 
acceptance criteria for OE Mark (1 containment were issued 
7B0914 Foriuords FES. EER. 10CFfi2, lOCt'RSO 6 10CFR51 M/o ends 
BARTH. C A Branch 3 79/03/03 Ip 


7903300385 Forwards •'Annual Rept 1970 " 

BQRGMANN. E A Cincinnati Oas 6 Electric <o 79/03/26 Ip 


7903300393 "Annual Rept 1970 ■' 

DICHHONEN.U H . YEAOF-R. J Cincinnati Oas >> Electric Co 70/12/31 
B2pp 


790'3290311 Raq'Uests addl info re capability of nuclear steam supply 
sqs to respond to postulated ATWS transients W/ltr to major 
vendors roquettlng Info t< forwarding NuREO-0460j Vo I 3 W/o 
end. 

VASSALLOi D B Assistant Director for Light Water Reactors 

79/03/15 3pp 

7903310046 Forwards “Asymmetric LOCA Pool Boundary Load for Mark II ” 
BOBON. L J Oeneral Electric Co .Nuclear Energy Products Dlv 
79/03716 Ip 


7903210037 "Asymmetric LOCA Bubble Pool Boundary toad For Mark I] " 
UPPAU. I S •Ceneral Electric Co .Nuclear E-nergy Products Dlv 
79/03716 12pp 


7903380303 Forwards "Vent Clearing Pool Boundary Loads for Mprk. II 
Plants# “ presenting alternative lead spec based on 
conservative application of 4T test data#replaclng spec 
identified in NURE0-04B7 

BOBON. 1. J -O-eneral Electric Co 79/03/30 6pp 


7?<}339O0B9 Foiuards proprietary copies of alternate 1‘Oad spec Info 
document applicable to oietwell walls# to replace Info In 
NURE'0~04a7 End withheld (ref IDCFRS 790). W/affldavit 
8OD0N. U J Oenaral Electric Co #Nuctsar Energy Product! Dlv 
79703720 Spp 


7903280334 Forwards Revision 6 to Industrial security p Ian# c onst Itut ing 
Amend 91 to application Enel withheld (ref 10CFR2 7901 
B0RGI1ANN.E A Cincinnati Gas t Electric Co 79/'09/33 2pp 


■ect facility Attention is ■drawn to 
eslgn 6 N^RC position on 

ion baciflll mstls during 

foi Light Water Reactors 


/vujuouivu rorwerds Kevision 12 to "Fir* Protective Cable Tray Fire 
Tests. '' 

0ORGMANM.E A Cincinnati Oas ti Electric Co 79/03/01 Ip 


790306019S “Fire Protective Cable Tray Fire Tests,’' Bept 1976 through 
Van 1979 

OANTA. F.L Cincinnati Gas {< Electric Co 78-9>FP~l 79/02/14 

67pp 


7903Q80SB1 Grants estensiun until 79^01I6 to answer interrogotories 
Eipects timely. responsive answers 

WETTERHAHNi bl J Conner# floore & Carter 79/01/09 Spp 


7903220210 Forwai dt Endorsements /.8.9, 10 h 11 to NCLIA Policy NF*3t9 
FLYNN. J D Cincinnati Oas 8< Electric Co 79/03/13 Bpp 


7903020336 Submits Revision 54 to F8AR' C ons 1 1 1 ut t ng Amend 87 to 
epp 1 1 cati pn 

BORGAMM.E A Cincinnati Oas »< fclockrlc Co /9/03/20 30pp 

7903130393 Submits Certificate of bve of Amend 04.10 form of 
Revision 54 to FSAH 

DORONANN# C A Cincinnati Gas 6 Electric Co 79/03/0b Spp 


79^03190304 Forwards Revieion 55 to FBAR which constitutes Amend 09 to 
app Heat i on 

DOROHAN#E A Cincinnati Osi t. Electric Co 79/03/16 3pp 


7903190305 F8AR Rovlsion D9. const i tu 1 1 ng Amend 09 lo application 
* Cincinnati O-oi 8. Electric Co 79/03/16 70pp 


7903S7036B Forwards Certificate of Bve for Amend 09 to license 
eppllca t ion# subfflt t ted as Revision b9 to FBAR 
QDflOMAN.E A Cincinnati Oas >. Electilc Cn 79/03/32 3pp 


79030605B4 Forwards Ifc Insp Rept 80-390/ /a-a/ on 701116-1/ t, 1181 1. 
notice of violation 

HEISHMAH, R r Region 3. Chicago. Reactor Construction t. 

Engineering Support Bianch 79/01/03 Bpp 


7903060506 Notice of violation fi om >nsp on 701il6'l7 6 1121 
a Region 3. Chicago. Office of the Director 76/I3/P9 ip 


7903060592 IE Insp Wept 50-358/ /O -37 on 7BH16--17 b 1121 tloncoap limce 
noted rigid support maided to essential piping v/c mail 
welder's Identification 

YIN. I T • DANIELSON. 1> H Region 3. Chicago. Reactor 

Construction U rngineering Support Branch 78/12/29 Bpp 


7903030274 Forwards IE Insp Rapt 80-350/76-31 on 701213-10 Mo 
noncofflp 1 iaiic* noted 

HEI9HHAN>R F Region 3# Chicago, Reactor Construction S, 

Engineering Support nranch 79/01/10 8pp 


7903030277 IE Insp Rept 50-336/ /0-31 on 781313-15 No none onp 1 iance 
noted. Major areas inspected piping sys ready for turnover 
for pr ooperaviunail testing t. review of suppression po^ol 
structural mads 

VANOEL, T e > NAIOU.K R , HAYES, U W Region 3. Chtcaga. Qflui gf 
the Dlrectoi 79/01/17 I3pp 
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&3CAET S0-35a WjJliam H Zxititner Nuclear Station, Unit 1 


7903li01BS Poruards IE Intp Rept 50-353/70-30 on 7011OB-O9 t< 1213-13 t, 
notice af violation 

KEPPLEH.J 0 Region 3, Chicago, Office of the Director 79/02/01 

2pp 


7903160216 Notice of violation Prom insp on 731100-09 & 1212-13 
» Region 3. Chicago, Office of the Director 79/01/20 Ip 


790316021B IE Inap Rept 50-350/78-30 on 701103-09 & 1212-13 
Noncoihp 1 1 ance noted failure to calibr ti maintain instruments 
within necessary limits ti failure to follow established 
procedures to comply u/appllcable codes 
WARDiK D , DANIELSON, D H Region 3, Chicago, Reactor 

Construction h Engineering Support Dranch 79/01/20 Bpp 


7903190035 Porwards IE Insp Rept 50-385/ /e-32 on 701220-29 «< notice of 
vio I at i on 

HEISHKAN, fl F Region 3, Chicago, Reactor Construction l< 

Engineering Support Cianch 79/02/01 2pp 


7903190038 Notice of violation from insp on /8122B-29 

Region 3, Chicago, Reattoi Construction ti Engineering Support 
Dranch 79/01/29 tp 


79031900*11 IE Insp Rept 50-305/70-32 on 781223-29 Noncompliance noted 
inadeciuate conecllvo action le nonconforming memoranda re 
OA procedure 

VIN, I T , HARRISON, J J , DANIELSON, D H Region 3, Chicago, 

Reactor Construction 6 Engineering Support Dranch 79/01/29 6pp 


7903950151 Forwards IE Insp Rept 50-333/79-01 on 790103-06 U OB, notice 
of violation t< notice of deviation 

FJGRELLIpO Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/02/07 2pp 


79031S01S6 Notice of violation from insp on 790103-06 t, 03 

» Region 3, Chicago, Reactor Operations Nuclear Support Branch 
79/02/05 Ip 


79031S0161 Notice of deviation from Insp on 790103-06 t< 03 

* Region 3, Chicago, Reactor Operations Nuclear Support Dranch 
79/02/05 Ip 


7903150168 IE Insp Rept 50-35a//9-01 on 790103-06 << 03 Noncompl 1 ante 
noted failure to follow prodeduro re draining reactor vessel 
U failure to comply w/FSAR corrniitment in Reg Ouide 1 37 
HAURAi F A 1 STREETER, J F Region 3, Chicago, Reactor Operations 

Nuclear Support Dranch 79/02/05 6pp 


7903060593 Acl receipt of 790122 Itr Informing NRC of steps taken to 
correct noncomp 1 1 aiico noted In 731221 Itr 

HEISHMAN, R F Region 3, Chicago, Reactor Construction fc 

Engineering Support Branch 79/02/00 Ip 


7903140355 Notes IF Insp Rept 50-350/70-31 contains misleading terms re 
unresolved item Item concerns core structure only Requests 
item be clarified 

BOPIOHAKN, E A Cincinnati Oas t, Electric Co 79/02/13 Ip 


79030B04S9 Forwards IE Info Notice 79-04, “Degradation of Engineered 
Safety Features " 

KEPPUER»ci.G Region 3, Chicago, Office of the Director 79/02/16 

ip 


7903150069 Ack receipt of 790206 Itr informing NRC of steps taken to 
correct vitiation noted in IE insp Rept 50-350/70-27 
FIQRELLI>0 Region 3, Chicago, Reactor Conotruction (< Engineering 

Support Branch 79/02/27 Ip 


7903150074 Responds to NRC Itr re violation noted in IE Insp Rept 
S0-33B/78-27 Corrective actions hangers were ordered for 
structural welds 

BOROHANN, E A Cincinnati Oas «< Electric Co 79/02/06 2pp 


7903230055 Forwards IF Insp Rept 50-350/79-04 on 790123-26 No 
nencempl lance noted 

SAVISiA 3 Region 3, Chicago, Fuel Facility (< ftaterials Safety 

Branch 79/02/27 2pp 


79O320OO3B IE Insp Rept 50-358/79-04 on 790123-26 No noncompl lance 
noted, Major areas inspected; red iation protection) 
preopera tional insp of liquid, solid I< gaseous waste sys 
* Region 3, Chicago, Fuel Facility (, Materials Safety Branch 
79/02/21 7pp 


79030B0354 Infotms recipients of IE Bulletin 79-01, “Environ 
Qualification of Class IE Equipment," dtd 79020B, that valve 
limit switch identified as NAKCO Mode] S3CI1L should read 
8L3CML 

KEPPLER, J C Region 3, Chicago, Office of the Director 79/03/01 
Ip 


7903200139 Forwards IF Insp Rept 30-358/79-01 an 790123-26 ti notice of 
violation 

FlOlRELLIiC Region 3, Chicago, Reactor Construction t< 

Engineering Support Dranc h 79/03/05 2pp 


7903200196 IE Insp Kept S0-3SB/79-01 on 790123-26 None omp 1 1 anc « noted 
use of unapproved procedures, Inad equat e review of test 
procedures !, thermometers not Installed in weld rod ovens 
HESCQTT, H t) , DANIELS, T N ■ K.NOP. R C Region 3, Chicago, 

Reactor Construetian & Engineeritig Support Branch 79/03/01 
t4pp 


7903200191 Notice of violation from insp on 790123-26 

• Region 3, Chicago, Reactot Construction f< Engineering Support 
Dranch 79/03/01 2pp 


7903130023 Forwards IF Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 79/03/08 
Ip 


7903190544 Forwards IE Bulletin 79-03, "longitudinal Held Defects in 
A8ME 5A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Voungstewn Ueldlng U Engineering Co " 

KEPPLER, O 0 Region 3, Chicago, OPflee of the Director 79/03/12 

Ip 


7903200192 Forwards corrected pages to IE Insp Rept 50-359/79-07 

FIORELLlrO Region 3, Chicago, Reactor Construction Hi Engineering 

Support Branch 79/03/12 3pp 


7903260092 Ack receipt of 790301 Hr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-350/70-32 
FIORELLIiQ Region 3, Chicago, Reactor Construction & Engineering 

Support Branch 79/03/lS Ip 


7903260095 Responds to NRC Itr re violation noted in IE Insp Rept 
S0-3SB/7B-32 Corrective actions memo in conflict w/ 
procedures recinded ti procedures changed 

BORGMANiE A Cleveland Electric Illuminating Co 79/03/01 2pp 


7903260202 Ack recalpt of 790221 interim rept re piping tuspcnslon 
lys design 4< installation Corrective actions will be 
me nit or edi final rept mill be reviewed upon receipt 

FlORELLItO Region 3, Chicago, Reactor Construction 6 Engineering 

Support Dranch 79/03/02 Ip 


7903260380 Ack receipt of 7902k4 final rept ro diesel engine turbo 
charger failures Review will be comp leted during future 
insp 

FIORELLI.O Region 3, Chicago, Office of the Director 79/03/02 

Ip 


7903160319 Ack receipt of 790119 final report re tolerance of alignment 
pi ns melded into reac tor pressure vessel core support plate 
FIORELLI.O Region 3, Chicago. Office of the Director 79/03/06 
Ip 


7903030032 Transcript of 790227 ACRS subcommittee meeting in 
Washington, DC Pp 1-157 

BENDER. M , PLES3ET. M ACRS - Advisory Committee on Reactor 
Safeguards 79/02/27 lS7pp 

DOCKET 50-361 San Onofre Nuclear Station, Unit 2 


design 

RaaD.TI Light Meter Reactors Branch 2 79/02/09 3pp, 


79031S0399 Notification of 790214 meeting w/Southern CA Edison Co in 
Bath esda, MD> to discuss reactor sve bldg open items 
nOOD,H Light Mater Reactors Branch 2 79/02/09 3pp. 
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DOCKET 90-361 San Onofre Nuclsar Station. Unit 2 


TTOOHOlOfl D«sci itiei staff's recoirnendat ions for general contents of 
Offsite Dose Calculation Manual Manual required bi/prajiased 
radiological effluent Tech Specs 

BAER< R L Light Hater Reactors Oranch S 79/03/13 flpp 


79031403B1 Foruiards repts on heat treatment rec ommendations ■ proto type 
study for heat treatment h effects of units on irarlne 
environ, as required hy state of CA as Condition for thermal 
eiception to use elevated discharge temps 

BA5KIH.K P Southern California Edison Co 79/03/96 9pp 


79031A03Q6 "Prototype Study for Heat Treatment Proc edure t ■ Fine 1 Rept. " 
re Phase III thermal tolerance studies 1977-1978 
• Southern California Edison Co 78-RD-*t32 73/12/31 SBpp 


790314-0393 "Spatial i Temporal Patterns off Sen Bnofre from Auy 1976- 
Sept 1970 & Relationships of These Patterns to Unit Cooling 
Sys. " (i “Preliminary Rept of Patterns of Cooling Operation 
of Unit •• 

CORNELL. J K . HECHALAS.D 11 . MIHURSKV, J A Southern California 
Edison Co 79/01/31 229pp 


7903120311 In response to 790112 1 tr> foruards partial response to audit 
request Items L audit request item submittal schedule If/encl 
test repts re trial hatches ui/pre 1 iuiinary cylinders 
BARDIM. K P Southern California Edison Co 79/02/28 SQpp 


7903270612 Foruards MUnEG-0523. ''Summary of Operating Eiparience 
ui/Rec irculat i ng Steam Oenerators. " uhlch Focuses on recent 
problems u/degradat Ion Believes continued plant operation 
does not constitute undue riet 

JBEMHUT. D 0 Assistant Director for Systems Projects 79/03/02 
3pp 


7903210032 Notification of 790307-09 meeting u/Sauthern CA Edison l< 
Bechtel in Qethesda. MD. to discuss sei sett c/struc tural audit 
open Items 

ROOB.H Light Hater Reactors Branch 2 79/03/05 3pp 


7903260103 Foruards request for eddl info for revleu of OL application 
Requests response by 790337 

REOAN. M H Environmental Project Branch 2 79/03/09 3pp 


79032B0317 Foruards evaluation of archaeological, historical cultural 
resources potentially affected by facility, l-n response to 
HRC 7B1002 Itr 

BA6KIN.K P Southern California Edison Co 79/03/16 2pp 


79032B0322 "Archseolog t ca 1/Kt stor ica I Burvey of Ban Onof re-to-Enc i-na 
230 kV Transmission Line " Vl/overs i led draulngs 
ECKKARDT. L C Southern California Edison Co 79/01/31 160pp 


79038B0323 "Archaeo 1 og Ical/Klstor ica 1 Survey of San Onofre-to-Hlssl on 
230 kV Transml sslo-n Line " U/oversiied draulngs 
ECKHARDT.L C Southern California Edison Co 79/01/31 t90pp 


79O326032B "Cultural Resources l< Kllh Voltage Transmission Line from 
Onofre to Santiago Substation & Black Star Canyon " 

BEAN. L J # COOLEY. T O. . COTTRELL. M Q Southern California Edison 
Co. 79/03/16 lOppp 


77033003 0? Foruards three archaeological. historical 6 cultural repts 
associated w/plant transmission lines U/o end 
THIERER. I Affiliation U-nknoun 79/03/31 8pp 


7903060233 In response to 7B1 130 NRC request. DE8 has been reviewed, 
forwards comments generated from revieu 

DRAKE. J H Southern California Edison Co 79/02/03 54pp 


7903200093 Foruiards f edera I . sta te 1. local agency comments received re 
plant DEB Requests revieu ti reiponse to connenti by 790312 
REOAN. H H Environmental Project Branch 3 79/03/01 3pp 


7903150276 In resgontc to 790301 request. foruards comments from various 
govt agencies re DES revieu Also foruards responses to 
comments of tntervenors 

DRAKE. J H Southern California Edison Co 79/03/12 23pp 


79O3300S29 Foruards list of open Items. ad dl questions U positions 
which must be resolved prior to completion of 8ER 
Requests that items be addressed In FSAR 

BAER.R.L Light Water Raactars Branch' 2 79/03/13 30pp 

7703270331 Submits revised pages to physical security plan Enel 
withheld Cref 10CFR2 790) 

HEADt-d T Southern California Edison Co 79/03/23 tp 


7903090234 ConflTine 790207 deposition of R Carstens. chang ing 790104 
notice, to continue day to day until completed 
CASEY. S B Chtchet Ing h Gregory 79/01/31 Ip 


79030901BO Interveners' comments on DES Identifies DES deficiencies in 
Its assessment of environ effects it consideration of 
alternatives Requests adequate tIES or denial of operating 
licenses Certificate of Sve end 
HHARTGN.H J Wharton. R J 79/01/31 llpp 


79032202S9 Roquosts NRC stop opening of Diablo Canyon h stop constr 
at San Onofre on basis of unresolved safety questions 
OLSEH.P AFfi 1 latiun Unknown 79/02/23 ip 


790314023J Forwards opinion re plant licensing Alleges MURFO-0490 does 
not justify operation of facility Blames failure to rely on 
seismology t. unreliability of UASH-1400 
LEllIS.tl I Affiliation Unknown 79/03/06 Ip 


7903150362 Notifies of deposition of R Carctens on 790228 re U priest b 
related matters Certificate of Sve end 

CASEViS B ChlcVering h Gregory KQCHER. C R Southern California 
Edison Co 79/02/13 4pp 


7903200246 Forwards Amend 14 to FBAR Requests exemption from fractura 
toughness requ i roments. reac tor vessel survey requirements t. 
primary reactor containment leakage testing for water-cooled 
power plants 

DRAKE. J H Southern California Edison Co 79/03/13 3pp 


7903200233 Amend 14 to F8AR providing addl info to satisfy commitnrstt 
made in PSAR b Containing correc 1 1 ons. c tar 1 fl cat ions 6 
additions to FBAR info U/7 oversiied drawings 
• Southern California Edison Co 79/03/13 SOOpp 


790321027B Forwards repts referenced in responses to NRC questions 
361 34.361 G3 U 36 Responses submitted to NRC on 790313 as 
part of Amend 14 to FBAR U/oversiled drawings by Fugro. Inc t. 
Ilooduard-Clyde re seismic reflection profiles 
RASKIN.K P Southern California Edison Co 79/03/16 90pp 


7903210203 "Late Ouaternary Evolution of Camp PendletoniSan Onofr* 
State Beach Coastal Area. Northwestern San Diego County. CA " 
Analyies various aspects of regional geology hypothesiies 
origins of major landforqis 

BHLEHDM. R J Southern California Edison Co 76/01/31 123pp 


7903210283 "Late Quaternary Rates of Doformatlom Laguna Beach. Gan 
Onofre State Deach. Orange h Ban Diego Counties. CA " Analyies 
regional geology north h northwest of fac 1 1 1 tl es, espec ihl ky 
late quaternary structural displacements 

BMLEHON. R J Southern California Edison Co 78/10/31 40pp 


7903210-287 "Suppl to Oenorallied Sub-Surface Geological b Ooophytlctl 
Study. Cap istrano Ai ea< Orange County.CA. " prepared to revise 
Nov 1973 repl by same name, in partial responso to NRC 
question 361 35 re Capistrano Embayment 

WEST.J C Southern California Edison Co 73/11/30 S7pp 


7903260300 Forwards affidavit attesting completion of direct 
dlttrlbutlon of F8AR Amend 14 

HAYNES. J 0 Southern California Edison Co 79/03/19 3pp 


7903120496 Forwards IE Insp Repts 50-361 /7a'lB h 50-362/78-14 on 
7SIJ27-I20i No noncompliance noted 

aPCNCER.O 8 Region 3. Gan Francisco. Reactor Construction !. 

Engineering Support Branch 79/01/08 2pp 


7903120499 IE Insp Repts 50-361/78-18 h 30-362/7B-14 on 7901 187-1201 h» 
hone amp 1 lance noted Major areas Inspected licensee action on 
previous insp f Indlngsi eleclrlcat components) sys work 
observation b record revleuiGA audit 

PATE.R j , KIRSCH.D F . HAYNES. « C Region 3, Sen Francksce. 

Reactor Constructlnn h Engineering Support Branch 79/01/05 
I2pp 


79031204B6 Forwards IE Insp Repts 30-361 /yB-RO 6 30-362/78-16 an 
761201-29. Ho iioncompl iance noted 

SPENCER. 0 S Flcgion 3. Ban Francisco. Reactor Construction t 

Engineering Suppos-t Branch 79/01/23 2pp 


7903120491 IE Insp Repts 50-361/70-20 h 50-362/70-16 on 7QI201-2tN» 
noncompliance noted Major areas Inspected const activities 
including piping handling h storage. piping post-weld heat 
treatment, reactor pressure vessel & internals protectio-n 
RATE. R J I HAYNES. R C Region 8. Sati Francisco. Reactor 
Construction «< Engineering Support Branch 79/01/24 3pp 



DOCKET SO-361 B«n Onofre NgcUar Station. On it 2 


DOCKETED SERIES 


79031 9025J Provides updated info for responses to IE Bulletin 77-09/05A 
"Electrical Connector Asseinb 1 i es. “ t< 77-07 "Containjnent 
Electrical Penetration Assemblies at Nuclear Pouer Plants 
Ondar Const “ 

BAEKINjK P Southern California Edison Co 79/01/31 2pp 


7903120503 Forwards IF I lisp Repts 50-361 //9-04 b 90-362/79-04 on 
790116-16 No noiicomp 1 lanc e noted 

000 K. H E Region 3. San Francisco. Fuel Facility 8< Materials 

Safrtg Branch /9/03/02 2pp 


7903120507 IE Insp ftepts 90-361//9-04 ft 50-362/79-04 on 790116-10 No 
Tioncomp 1 lance noted Major areas inspected preoperati onal 
environ monitoi ing pr ogram. ac ti on on previous findings S. 
tour of foe i 1 1 1 ICS 

F18H.R F • BAIRD. J D > BOOK. H E Region 5. San Francisco. Fuel 

Facilltg ft Materials Safety Branch 79/OS/Ol 7pp 


7903190089 Forwards IE Insp Rept 50-361 //9-02 !< 30-362/79-02 on 
790133-25 No noiicomp 1 lanc e noted 

CREWS. J L Region 5. San Francisco. Reactor Operations Nuclear 

Support Branch 79/02/0/ 2pp 


7903190094 IE Insp Hept 80-361/79-02 «< 50-362/79-02 on 790123-25 No 
noncomp 1 lance noted Major ai oas inspected overall 
preoperational test program administrative controls 
CANTER. H L , MILLER. L F , FAULKENOERRY, B Region 5. San 

Francisco. Reactor Operations Nuclear Support Branch 79/02/06 
5pp 


790319009B Forwards IE Insp Repts 50-361/79-03 tt 50-362/79-03 on 
790123-26 No noncomp 1 lanc e noted 

SPENCER. 0 S Region S> San Francisco. Reactor Construction 1. 

Engine Bring Support Branch 79/02/09 2pp 


7903190104 IE Insp Repts 50-361/79-03 »i 30-362/79-03 on 790123-26 No 
none omp 1 lance noted Major areas inspected const activities, 
containment post tensioning sys. safety-related components & 
auxiliary intake cooling sys 

ECKHAROT. J H . VORDERBRUBOOEN. HAYNES, fl C Region S, San 

Francisco. Reactoi Const! uctlon & Engineering Support Branch 
79/02/08 5pp 


7903I90SI7 Forwards IE Info Notice /9-04i "Degradation of Engineered 
Safety Features " 

ENOELKEN.R H Region S. San Francisco. Office of the Director 
79/08/16 Ip 


7903140377 Informs reciplonts of IE Bulletin 79-01. "Environ 
dual if ication of Class IE Ei^uipment. " dtd 790208. that valve 
limit switch identified as NAMCO Model 83CML should read 
SLOCKL 

ENOELKEN.R H Region S> San Francisco. Office of the Director 
79/02/27 Ip 


7903140583 States that IE Bulletin 79-01. "Environ Oual 1 f i catl on of 
Class IE Equipment icorvec t 1 on> " Was issued to listed 
licensees in Region 5 

* Region 5. San Francisco. Office of the Director 79/02/87 Ip 


7903150300 Ack receipt of 790222 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 30-361/79-01 li 
50-362/79-01 

SPENCER. 0,S Region 9. San Francisco. Reactor Construction b 

Engineering Support Branch 79/03/07 Ip 


7903150304 Responds to NRC 790131 Itr ro Violations noted in IE Insp 
Repts SO-36 1/79-01 b 30-362/79-01 Corrective actions 
training sessions on revised procedures conducted 
MOORE. 0 B Southern California Edison Co 79/02/22 3pp 


7903150307 Forwards IE Insp Repts SO-36 1//9-01 b 50-362/79-01 on 
790109-11 b notice of violation 

SPENCER. 0 8 Region 5. San Francisco. Reactor Construction b 

Engineering Support Branch 79/01/31 2pp 


7903150306 Notice of violation from insp on 790100-11 

* Region S. San Francisco. Office of the Director 79/01/31 

2pp 


7903150309 IE Insp Repts 30-361/79-01 b 50-362/79-01 on 79010B-U 
Noncompl lance noted discrepancies noted in governing record 
UBtd as calibr control 

ALBERT. H 0 Region 5. San Francisco. Office of the Director 
HAYNES. R C Region 5. San Francisco. Reactor Construction b 

Engineering Support Branch 79/01/31 5pp 


79031S0O66 Forwards IF Bulletin 79-02. "Pipe Support Base Plat® Design 
Using Concrete Expansion Anchor Doits ” 

ENGELKBN.R H Region S. San Francisco. Office of the Director 
79/03/08 Ip 


7903190494 Forwards IF Qulletin 79-03. "Longitudinal Weld Defects In 
ASME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Melding b Engineering Co ” 

ENGELKBN.R K Region 5, San Francisco. Office of the Director 
79/03/12 ip 


7903210412 Forwards IE Circular 79-04. "Loos® Locking Nut on Limltorque 
Valve Operators " 

ENGELKEN. R H Rejgton 3. San Francisco. Office of the Director 
79/03/16 ip 


7903260380 Forwards IE Circular 79-05. "Moisture Leakage in Stranded 
Wire Conductors " 

ENGELKENi R H Region 5, San Francisco. Office of the Director 
79/03/80 Ip 


7903140931 Ack receipt of 790201 Iti Forwarding revised final rept re 
cracking of ststnless steel linor plate matl used tn const 
ENOELKEN.R H Region S. San Francisco. Office of the Director 
79/02/16 Ip 


7903140541 Forwards revised final rept describing changes In crack 
monitoring b Investigation plans rc cracking of stainless 
steel liner plate used in spent fuel handling b storage 
facilities 

MOORE. J B Southern California Edison Co 79/02/01. Ip 


7903140547 Revised Pinal rept describing mod to program for monitoring 
cracking of stainless steel plates used in spent fuel 
handling b storage facilities Caused by residual stresses in 
liner plate In field welding operations 

MOORE. U 0 Southern California Edison Co 79/02/01 2pp 


7903060498 Forwards deficiency rept re surface defects in carbon stael 
pipe 

MOORE. J B Southern Call form I a Edison Co 79/02/38 Ip 


7903060460 Describes deficiency In carbon steal main steam sys piping 
program of investigation b corrective action 
a Southern California Edison Co 79/08/82 2pp 


DOCKET 50-362 San Qnofre Nuclear Station. Unit 3 


7903270186 Forwards application for 8NM license M/o end 
DRAKE. J H Southern California Edison Co 78/07/31 Ip 


7903060960 Forwards memo summarltlng 781801 meeting to discuss 
dewatering well cavities 

ROOD.H Light Mater Reactors Branch 8 78/12/19 3pp 


7903070302 Notification of 790213 meeting to discuss facility fuel 
design 

ROOD.H Light Mater Reactors Branch 3 79/02/09 3pp 


7903130399 Notification of 790214 meeting w/8outhern CA Edison Co in 
Bethesda. MDt to discuss reactor sve bldg open items 
ROOD.H Light Mater Reactors Branch S 79/02/09 3pp 


7903140104 Describes staff's recommendations for general contents of 
Offsite Dose Calculation Manual Manual required u/proposed 
radiological affluent Tech Specs 

BAER.R L Light Mater Reactors Branch 8 79/02/lS 8pp 


7903140301 Forwards repts on beat treatment recommendations, prototype 
study for heat treatment b effects of units on marina 
environ. as required by state of CA as condition for thermal 
exception to use elevated discharge temps 

BASKIN. K P Southern California Edison Co 79/02/26 5pp 


7903140386 "Prototype Study for Heat Treatment Ppoeedures. Final Rept. 
re Phase III thermal tolerance studies 1977-1978 
e Southern California Edison Co 78-RD-132 78/12/31 BBpp 


790314039S "Spatial b Temporal Patterns off San Onofre from Aug 1976- 
Sept 1978 b Relationships of These Patterns to Unit Cooling 
Sys." b "Preliminary Rept nf Patterns of Cooling Operation 
of Unit " 

CONNELL. J H . MECHALAS. B.H . MIHURSKV, J A Southern Call for nla 
Edison Co 79/01/31 22Spp 
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DOCKET 50-3ia San Onofrs Nuclear Station. Unit 3 


7*?O3ta0311 tn rosponse to 7?0I12 Itr^ foruards partial reeponee to audit 
request items audit lequest item submittal schedule U/encl 
test repts re trial batches u/pre 1 loii narq evlirders 
BARBIN. K. P Southern California Edison Co 79/03/58 58pp 


7'903270il2 Forwards NIIREO-03B3. ’’Sunusarii of Operatlnj Eiperience 
u/fttt ire ulatlng Steam OenDratorsa ’’ which focuses on recent 
problertt w/de g rada 1 1 o n Believes continued plant operation 
doas not constitute undue risk 

I6ENHUT. D G Assistant Director for Systems h Projects 79/03/02 
3pp 


7903210032 Notification of 790307-09 meet lag w/Southern CA Edison L 
Bechtel In Bethesda. HD. to discuss selsni c /struc tural audit 
open Items 

RDOD.H Light Water Reactors Branch 2 79/03/05 3pp 


7903260105 Forwards request fur addl info for revieu of OL application 
Requests response by 790327 

REOAN.VI H Environmental Project Branch 2 79/03/09 3pp 


7903280317 Forwards evaluation of archaeo 1 oglcal. hi ttor tea 1 h cultural 
resources potentially affected by facility. in response tu 
NRC 781002 Itr 

BASKIN.K P Southern California Edison Co 79/D3/|b 2pp 


7903280325 *' Ar c haeo 1 og i ca 1 /Hi stor i c al Survey of Ban Onof re-to-Mi ss t on 
230 kV Transmission Line " W/oversiied drawings 
ECKHARDT.L C Southern California Edison Co 79/01/31 190pp 


79032B032B "Cultural Resources b High Voltage Transmission Line from 
Onofra to Santiago Substation b Olacl Star Canyon " 

BEAR. L J ■ COOLEV. T 0 . COTTRELL. M 0 Southern California Edison 
Co 79/03/16 laopp 


7903300309 Forwards three ar chaoe 1 o g lea 1. h i Star i cal b cultural repts 
associated u/plant transmission lines U/a end 
TMIERER. I Affiliation Unknown 79/03/21 2pp 


7903090232 In response to 781130 NRC request. DES has boen reviewedj 
forwirds comments generated from review 

DRAKE. J H South »rn California Edison Co 79/02/02 5dpp 


7903200093 Forwards Federa 1 . state b local agency comments received re 
plant DEB Requests review b response to comments by 790312 
REOAN. M H Environmental Project Branch 2 79/03/01 3pp 


7903150276 In response to 790301 r eques t . f orwards commants from various 
govt agencies rs DEB review Also forwards responses to 
conmants of Intervanors 

DRAKE. J H. Southern California Edison Co 79/03/12 25pp 


7903300529 Forwards list of open Items. addl questions b positions 
which must be resolved prior to completion of SER 
Requests that items be addressed in FSAR 

BAER. R L Light Water Reactors Branch 2 79/03/15 30pp 


7903270331 Submits revised pages to physical security plan Enel 
withheld <ref lOCFRB 790> 

HEAD. J. T Southern California Edison Co 79/03/23 Ip 


79030S0294 Confirms 790207 deposition of R Car s tens, c hang Ing 790104 
notice, to continue day to day until completed 
CASEY. B 0 Chtekering b Gregory 79/01/31 Ip 


7903090180 Intervenors' comments on DES Identifies DPS d ef lei etic ias in 
Its assessment of environ effects b consideration of 
alternatives Requests adequate DE3 or denial of operating 
licenses Certificate of Sve end , 

WHARTON.R J Hhartan. R, d, 79/01/31 lipp 


7903220222 Urges that Diablo Canyon not be opened 8. that const be 
stopped at San Cnofre 

BYERS. A. Affiliation Unknown 79/02/22 Ip 


7903220299 Requests NRC stop opening of Diablo Canyon {. stop eonstr 
at San Cnofre on basis of unresolved safety questions 
OLSEN.P Affiliation Unknown. 79/02/23 Ip 


7903140231 Forwards opinion re plant licensing Alleges NilREO-0490 does 
not justify bperatlon of facility Blames failure to rely on 

AA'IaMfmlAnu ta ■ snms a I < 4 1 < LI AOU_ I 


7903180362 Notifies of deposition of R Carstens on 790823 re U prices t 
related matters Certificate of Sve end 

CASEY. S D Chickering !. Gregory KOCHER. C R Southern California 
Edison Co 79/02/13 4pp 


7903200246 Forwards Amend 14 to FSAR Requests eieroption from fracture 
toughness t equlremen t s. reac tor vessel survey requiretrents 6 
primary reactor containment leakage testing for water-cooled 
power plants 

DRAKE. J H Southern California Edison Co 79/03/13 3pp 


7903200253 Amend 14 to FSAR providing add! Info to satisfy commitments 
made in FSAR N containing correct ions, dar I f lea t| ons 6 
additions to FSAR info tl/7 oversiied drawings 
* Southern California Edison Co 79/03/13 3O0pp 


7903210278 Forwards repts referenced in responses to NRC questions 
361 34.361 35 36 Responses submitted to NRC on 790313 as 

part of Amend 14 to FSAR W/oversited drawings by Fugro.Inc 
WoQdward-Clyde re seismic reflection profiles 
DA8KIH. K P Southern California Edison Co 79/03/16 90pp 


7903210283 "Late Quaternary Evolution of Camp Pend 1 e ton. 9a n Dnofre 
Stake Deach Coastal Area. Northwestern San Diego County. CA " 
Analyies various aspects of regional geology 6 hypothesiies 
origins of major landforms 

EHLEMDN. R J Southern California Edison Co 7S/01/31 t23pp 


7903210285 "Late Quaternary Ratos of De f oi mat 1 on. Lag una Deach.Ean 
□nofre State Beach. Orange S. San Diego Counties. CA " Analytes 
regional geology north N northwest of f ac 1 1 1 t i es, espec i al ly 
late quaternary structural displacements 

5HLEMDN. R J Southern Califoinia Edison Co 7B/10/3t 40pp 


79032102B7 "Suppl to Generalited Sub-Surface Geological 6 Geophysical 
Study I Capis trano Area.Drange County. CA." prepared to revise 
Mov 1975 rapt by same name. in partial response to NRC 
queation 361 35 re Capistrano Embayment 

WEST.-J C Southern California Edison Co 75/11/30 27pp 


79032603DD Forwards affidavit attesting completion of direct 
distribution of FSAR Amend 14 

HAYNES. J 0 Southarn California Edison Co 79/03/19 3pp 


7903120496 Forwards IE Insp Repts 30-361/78-10 t< 50-362/78-14 on 
781127—1201 No non c omp 1 1 ance noted 

SPENCER. G 8 Region 5. Ban Francisco. Reactor Construction t. 

Engineering Support Branch 79/01/09 2pp 


7903120499 IE Insp Repte 50-361/79-10 50-362/78-14 on 79OU27-IS01 tie 

noncoinpl tance noted Major areas inspected licensee action on 
previous insp f 1 nd ingii el ec tr ical components, sys work 
observation record ravleutiQA audit 

PATE.R J . KlRSCH.il F . HAYNES, R C Region 5. San Francisco, 

Reactor Construction tt Engineering Support Branch 79/Ol/OS 
tapp 


7903180488 Forwards IE Insp Repts 30-361/78-20 ti 80-362/7B-I6 on 
781201-29 No noncomp I iance noted 

GPENCER.O S Region 5, San Francisco. Reactor Construction 1. 

Engineering Support Branch 79/01/25 2pp 


7903120491 IE Insp Repts 50-361/79-20 6 50-362/79-16 on 781201-29 No 
noncemp 1 1 an c e noted Major areas inspected const activities 
Including piping handling ti s toi age. p ip t ng post-weld heat 
trea tnent. r eac tar pressure vessel t. Internals protection 
PATE.R J > HAYNEH. R C Region 5. 9an Francisco. Reactor 

Construction & Engineering Support Branch 79/01/24 9pp 


7903150251 Provides updated info for responses to IE Dullettn 77-05/03A 
^'Electrical Connector Assemblies." ?< 77-07 "Containment 
Electrical Penetration Assemblies at Nuclear Power Plants 
Under Const " 

BASKIN. K P Southern California Cdison Co 79/01/31 2pp 


7903120S03 Forwards IE Insp Repts 50-361/79-04 ti 50-362/79-04 on 
790116-18 No noneonpl ianc e noted 

BOOK. H E Region 5. Ban Francisco. Fuel Facility t. Naterialt 

Safety Branch 79/02/02 2pp 


7903120507 IE Insp Repts 50-361/79-04 A 50-362/79-04 on 790116-19 Ko 
noncohip 1 Ian c e noted Major arses inspected preop era ti onaJ 
environ monitoring program, action oti previous findings N 
tour of fae i 1 1 t les 

FISH, ft F . BAIRD. vJ B , BOOK. H E Region 5. San Francisco, Fu*l 

Facility & Materials Safety Branch 79/02/01 7pp 
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docket 90-363 San Onofre Nuclear Station, Unit 3 


7903^0089 Forwards IF Intp Rept 30-36 1//9-03 t< 50-362/79-03 on 
7901S3-55 Mo noncomp 1 lance noted 

CREUS, J L Region 5, San Francisco, Reactor aperations Nuclear 

Support Branch 79/02/07 3pp 


7903190094 IE Insp Kept 30-361/79-03 J. SO-362/79-03 on 790133-23 No 
none Oflip 1 lance noted Major areas inspected overall 
pr eoperational test program administrative controls 
CANTER. K L , MILLER, L F , FAULKENDERRY, Q Region S, San 

Francisco, Reactoi Operations Nuclear Support Qi anch 79/02/06 
5p p 


79031 9009B Forwards IE Insp Repts 50-361/79-03 t, 30-362/79-03 on 
79012'3-26 Ho none omp 1 1 anc e noted 

SPENCER. G S Region S, San Francisco, Reactor Construction tt 

Engineering Support Branch 79/02/09 2pp 


7903190104 IE Insp Repts 30-361 //9-03 f< SO-362/79-03 on 790123-26 No 
noncomp 1 1 ance noted Majoi areas inspected const activities, 
containment post tensioning sgs, safetg-i elated components 
auslliarg intake cooling sgs 

ECKHARDT. J H , VORDERBRUEGGEN. HAYNES, R C Region 3, San 

Francisco. Reactor Construction h Engineering Support Branch 
79/02/oa 5pp 


7903190517 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features “ 

ENGELKEN. R H Region 5, San Francisco, Office of the Director 
79/02/16 Lp 


7903140377 Infoims leciplents of IE Bulletin 79-01, "Environ 
Oua 1 1 Fica 1 1 on of Class IE Equipment," dtd 79020B, that valve 
limit switch identified as NAMCO Model 83CML should read 
BLSCNL 

ENOEl-KEN,ft H Region 5, San Francisco, Office of the Director 

79/02/27 lp 


79031403B3 States that IF Bulletin 79-01, "Environ Qualification of 
Class IE Equipment '(correction)" was Issued to listed 
licensees In Region 3 

a Region S, San Francisco, Office of the Director 79/02/27 lp 


7903IS0300 Ack receipt of 790222 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 30-361/79-01 t, 

50-362/79-01 

SPENCER.© S Region 5, San Francisco, Reactor Construction t> 

Engineering Support Branch 79/03/07 lp 


79Q3IS0304 Responds to NRC 790131 Iti re violations noted in IE Imp 
Repts 50-361/79-0) 4, 50-362/79-01 Corrective actions 
training sessions on revised procedures conducted 
flOORE.vl 8 Southern California Edison Co 79/02/22 3pp, 


7903150307 Fol wards IE Insp Repts 50-361//9-OI f< 50-362/79-01 on 
79010B-11 notice of violation 

aPENCER.G S Region 5, San Franelseoi Reactor Construction & 

Enjlneering Support Branch 79/01/31 ?pp 


7903150308 Notice of violation from insp on 79D10Q-11 

» Region 5, San Francisco, Office of the Director 79/01/31 
2pp. 


7903150309 IE Intp Repts 30-361 /79-Oi U. 50-362/79-01 on 790103-11 
Noncomp 1 1 ance noted discrepancies noted in governing record 
used as calibr control 

ALBERT.H 0 Region 8, Ban Francisco, Office of the Director 
HAYNES. R C Region S, Ban Francisco, Reactor Construction ti 

Engineering Support Branch 79/01/31 Spp 


7903150066 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Design 
trslng Concrete Ekpansion Anchor Bolts " 

ENOELKEN.R II Region 5, San Francisco, Office of the Director 
79/03/oa Ip 


7903190494 Forwards IF. Bulletin 79-03, "longitudinal Held Defects in 
ASHE eA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Holding t< Engineering Co " 

ENGEUKEN.n H Region 5, San t^rancisco. Office of the Director. 
79/03/12 lp 


7903210412 Forwards IE Circular 79-04, "Loose Locking Nut on Llmitorque 
Valve Operators " 

ENGEI-kEN.R. H Region 5, San Francisco, Office of the Director 
79/03/16 lp 


7903260320 Forwards IE Circular 79-05, "Moisture Leakage in Stranded 
Mire Conductors " 

ENGELKEM.R H Region S, San Francisco, Office of the Director 
79/03/20 lp 
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7903140531 Ack receipt of 790201 Itr forwarding revised final rapt re 
cracking of stainless steel liner plate matl used in const 
ENGELKEN, R H Region 5. San Francisco. Office of the Director 
79/02/16 lp 


7903140541 Forwards revised final rept describing changes in crack 
monitoring l< investigation plans re cracking of stainless 
steel liner plate used In spent fuel handling & storage 
fac 1 1 i ties 

MOORE, J n Southern California Edison Co 79/02/01 tp 


7903140547 Revised final rept describing mod to program for moniborln 
cracking of stainless steel plates used in spent fuel 
handling 5 storage facilities Caused by residual stresses in 
liner plate in field welding op e rations 

MDORE, J B Southern California Edison Co 79/02/01 2pp 


79030604SS Forwards deficiency rept re surface defects in carbon steel 
pipe 

MOORE, J 0 Southern California Edison Co 79/02/22 lp 


7903060460 Describes deficiency in carbon steel main steam sys piping 
program of investigation 6 corrective action 
* Southern California Edison Co 79/02/22 2pp 


DOCKET 50-363 Forked River Nuclear Station. Unit 1 


7903140127 Requests *1,200 fee for proposed amend to Const Permit 
CPF R -96 

MILLER, H 0 License Fee Management Branch 79/02/23 lp 


7903270614 Forwards NunEG-0523i "Summary of Operating Eserience H/ 
Recirculating Steam Canerators. “ which focuses on recent 
problems u/degi adation Oelisves continued plant operation 
does not constitute undue risk 

EISENHUTiD 0 Assistant Director for Systems & Projects 

79/03/02 3pp 


7903120318 Forwards IE Insp Rept 50-363/78-16 on 781219-21 No 
noncomp 1 lane e noted 

CARL8DM, R T Region 1, Philadelphia. Reactor Construction It 

Engineering Support Branch 79/01/17 2pp 


7903120528 IE Insp Rept 30-363/78-16 on 781219-21 No noncompliance 
noted Major areas inspected QA program for fabrication I, 
installation of containment liner It for installation of 
miscellaneous steel 

MARRQH.L , SANDERS, H F , MCOAVQHV. R H Region 1. Philadelphia. 

Reactor Construction 5t Engineering Support Branch 79/01/16 7pp 


7903200296 Forwards IE Insp Rept 30-363/79-01 on 790123-23 No 
noncompliance noted 

CARLSON, R T Region 1, Philadelphia. Reactor Construction ti 

Engineering Support Branch 79/02/07 2pp 


7903200310 IE Insp Rept 60-363/79-01 on 790123-25 No noncompliance 
noted Major areas Inspected OA program for fabrication li 
installation of containment liner, status of Morr i son-Knudien 
OA program mod ft outstanding items 

HARROHiL , SANDER8.HP . HCOAUOHV. R H Region 1. Philadelphia. 

Reactor Construction h Engineering Support Branch 79/02/06 Spp 


7903050533 Forwards IE Info Notice 79-03. "Clmi torque Valve Geared 
Limit Switch Lubricant " 

GRIER. B H Region li Philadelphia, Office af the Director 
79/02/09 lp 


7903030397 Forwards IE Info Notice 79-04. "Degradation of Englnaered 
Safety Features “ 

ORIER.B H Region 1, P4i 1 ladel p bla, Office of the Director 
79/02/16 lp 


79030B0464 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment. “ dtd 790208. that valve 
limit switch identified at NAMCO Model B3CML should reed 
SL3CML 

GRIER. B H Region I. Philadelphia, Office of the Director. 
79/02/27 ip 


DOCKET 50-364 Joseph N Farley Nuclear Plant. Unit 2, 


7903090122 Forwards NRC recommendations for general contents of Offsite 
Dose Calculation Manual required w/radiologlcal effluent 
Tech Specs from FUR ti BHR facilities 

8T0LZ, J F. Light Mater Reactors Branch 1 79/02/13. 7pp. 
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&0CKET 50-364 Jaiaph M Parley Nuclear Plant. Unit a 

7903270611 Foruards NUREO-OSas. "Summary of Operating EiBPience 
u/Rec treul atlnt Steam Generators." which focutes on recent 
problems w/degrada t ion Selievst continued plant operation 
does not constitute undue risk 

EIBEHHUT*D 0 Assistant Director for Systems & Projects 
79/03/Oa 3pp 


7903260039 Act receipt of 790223 I tr informing NRC of steps taken to 
correct violations noted In combined IE Insp Repts 
70-135776-27 «. 70-135/78-28,79-364/73-30 l< 70-364/78-31 
HARTIN.H 0 Region 1, Philadelphia, Safeguards Branch 79/03/06 

ip 


7903200363 Forwards compensatory measures to be used pending full 
inplenentation of security plan u/changes Plan withheld 
<ref 10CFR2 790) 

CLAVTON, FL Alabama Poupot Co 79/03/12 Ip 


7903I9OSSO Forwards revised pages to rept "Fire Protection Program 
Re-iwaluatlon “ 

CLAVTOH, F L Alabama Power Co 79/03/19 15pp 


7903280276 Security contingency plan Plan withheld tref 10CFR2 790) 
ORAHAH, R H • HAIRSTON. R G , HU IS KAN. D D Alabama Power Co 
79/03/23 Ip 


7903160235 Transcript of 79030B antitrust oral argument hold In 
Betheada.HD Pp 1-233 

FARRAR, M C , SAL2KAM, R S , SHARFHAN. J E Atomic Safety and Licensing 
Appeal Panel 79/03/08 3a3pp 


79030602S9 "Summary Rept on Monitoring of Fog Conditions at Farley 
Nuclear Plant. Dec 1977 bo Nov 1978 " 

* Alabama Power Co 79/03/01 6<]pp 


7903070549 Forwards IE Insp Rept 50-364/78-20 on 701211-14 6 notice of 
violet ion 

KURPHV.C E Region 2. Atlanta. Reactor Construction tc Engineering 

Support Branch 79/01/09 2 pp 


7903070553 Notice of violation from insp on 781211-14 

-* Region 2. Atlanta. Reactor Construction A Engineering Support 
Branch 79/01/05 Ip 


7903070557 IE Insp Rept 50-364/76-20 on 701211-14 Moncomp I lane e noted 
lack of written procedures defining responsibilities for 
preservlca insp 

CRGVILEV.D A • CONLON. T E Region 2, Atlanta, Reactor 

Construction & Engineering Support Branch 79/01/05 6pp 


7903070495 Ac k receipt of 790205 Itr Informing NRC of steps taken to 
correct violations noted in IE Inspec Rept 50-364/70-20 
HURPHT. C E Region 2. Atlanta. Reactor Conitructlon b Engineering 

Support Drancb 79/02/14 Ip 


7903070499 Responds to NRC 79010? Itr re violation noted in IE Insp 
Rept 50-364/70-20 Corrective action addi clarification being 
provided for general responsibilities already delineated In 
eilsting plant procedures Approval opected by 790301 
CLAVTON, F L Alabama Power Co 79/02/03 2pp 


7903000539 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/02/16 2pp 


7903000266 Informs recipients of IE Dulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 790203. that valve 
limit switch identified as NAMCO Model S3CHL should read 
SL3CML 

O'REILLY. J P Region 3. Atlanta. Office of the Director 
79/02/28 2gp 


7903140532 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Eipansion Anchor Bolts " 

O'REILLY, J P Region 2, Atlanta. Office of the Blraetor 
79/03/08 tp 


7903210115 Fopwarde IE Bulletin 79-03, "Longitudinal Meld Defecta in 
A8ME 6A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Melding b Engineering Co " 

O'REILLYiJ P Region 2. Atlanta. Office of the Director 
79/03/12 2pp 


7903210565 Forwards IE Circular 79-04, "Loese Locking Nut on Liml torque 
Valve Operators " 

O'REILLV.V P Region 2, Atlanta, Office of the Director 
79/03/16 2pp 


7903010305 Forwards "Semiannual Radioactive Effluent Release Rept" for 
July-Dee 1978 

CLAYTON. F L Alabama Power Co 79/02/23 ip • 


7903010307 "Semiannual Radioactive Effluent Release Rept" for Jul-Dit 
197B 

* Alabama Power Co 78/12/31 80pp 


7903220111 Forwards corrective action to eitension to diesel 
generator problem ro river wstei pumps Present Unit 1 
operation is not affected but design changes will be set 
before Unit 2 operating license is issued 
BARTON.A R Alabama Power Co 78/10/16 5pp 


7903200172 Forwards deficiency rept le suing diesel generators 1C (. 
1-2A t, river water pump' 

BARTON.A R Alabama Power Co 78/11/17 Ip 


7903200245 Deficiency rept on /eO6?O.O015 *< 1016 potential ealsli Ig 
render diesel generator 1C •< 1-2A inoperable if Inss of 
offsite power or LOCA occurs Failure could leave entire 
plant u/ns tiuer water pumps available 
» Alabama Power Co 70/11/17 8pp 


DOCKET 50-366 Edwin I Hatch Huclcar Plant. Unit 2 


7903300517 Denies 790S21 request for eiemption of 701201 amend 
application fi om Fee payments Option of amending license 
rather than delaying issuance was fo) util's convenience 
MILLER. H O License Fee Management Branch 79/03/16 Ijpp 


7903150341 Denies 790130 request foi delay in implementing security 
plan beyond 790223 date Suggests immediate suppl to plan, 
describing compensatory measures for each Item requiring 
add 1 time for completion 

8TELL0. V Office of Nuclear Reactor Regulation 79/02/21 2p( 


7903230035 Forwards Federal Register notice amending lOCFRTO 55, 
"Requirements for Physical Rrotection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage." to 
defer employee pat-down searches until 790801 

DENTON. H R Office of Nuclear Reactoi Regulation 79/02/23 ]p 


7903200133 Forwards Amend 64 to License DPR-57 b Amend 5 to NFF-5 k 
notice of issuance b availability 

IPPOLITO.T A Operating Reactors Branch 3 79/02/26 3pp 


7903500138 Amend 64 to License DPR-S7 b Amend S to NPF-S. inc srpecat is 
physical security plan into license 

IPPOLITO.T A Operating Reactors Branch 3 79/02/26 4p( 


7903200147 Notice of issuance of Amends 64 b S to Licenses BPR-b; 1. 
HPF-5, respec tively 

IPPOLITO.T A Operating Reactors Branch 3 79/02/26 apj 


7903140449 Submits suppl to security plan describing compensatory 
measures being provided to Implement lOCrR73 53 until full 
implementation can be achieved Full implementation scheduled 
for 790424 Suppl withheld (ref 10CFR2 7901 
WKlTMERiC F Georgia Power Co 79/03/02 Ip 


7903290034 Infoims that safeguard contingency plan submittal laiii bs 
delayed until 790330. due to revisions requested by NRC lit 
790323 teleon 

EHRENSPEROER, W Georgia Power Co 79/03/23 ip 


7903140222 Forwards revised versions En tt y-Contro 1 Sys Handboo-V, 
8AND77-1033f Intrusion Detection Sys Handbook, 8AND76-05S4f t< 
Harrier Penetration Da tabase. NUREO/CR-0181 M/o end 
MILLER. U R Division of Operating Reactors 79/01/09 2pp 


7903DB0173 Forwards mod to "Review (< Acceptance of Spent Fuel Storagi 
St Handling Application" provided on 780414 Involves pages 
lV-5 tt lV-6 w/modified rationale 6 corrections 
0RIKE8.D K Assistant Director for Engineers & Projects 
79/01/18 4pp 


7903010295 Forwards Nbl)Q~218B5i "Mark I Containment Program. DowntOAlf 
Reduced Submergence. Func tional Assessment Rept " 

SQBON. L v) General Electric Co .Nuclear Energy Products Div 
79/02/01 Ip 


7903010310 "Mark I Containment Program. Downcomer Reduced Subnerginca, 
Functional Assessment Rept " 

MQNlki K H General Electric Co .Nuclear Energy Products Dlv 
NED[]-2ieaS 78/06/30 4Spp 


DOCKETED SERIES 


DOCKET SO-366 Edujn I Hatch Nuclear Plant, Unit 3 


79030S051S Notification of 790S14-1S meeting iti Deth esda, MD, 
u/r epresentativc of Mark I ouiners group to dlecuts 
implementation *< resolution of Mark I long-term program & 
pool suell pleasure load definition techniques 

ORIMESi C Assistant Director for Engineers J< Projects 79/03/04 

Ip 


7903060317 Requests S4, 000 Class 111 fee uiithin 13 dags to amend 
License NPF-5 

Dices, R N License Pee Management Branch 79/02/09 Ip 


7903010061 Foruiards safetg evaluation of interim assessment of 
fliul t i p le-c onsecut 1 ve safety relief valve actuations, U 
sample Itr 

EISENHUT. D S Assistant Director for Systems It Projects 
79/03/lS Spp 
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7903200304 Directs lecipients to send sne 1 sample Itrs to BWR Mark 1 
facilities requesting schedules L cammitments re expected 
mod completion dates, use of safety relief valve discharge 
devices 8< licensing fees for long-term program 
GRIMES, a Assistant Director for Engineers & Projects 

79/03/01 epp 


7903S10SOB Feruards Amend 4 to License NPF— 5, safetg evaluation & notice 
of issuance 

IPPOLI TO, T A Operating Reac tors Hranch 3 79/03/02 Ip 


7903210515 Amend 6 to License NPF-5, t ncorpora t ing revision of limiting 
conditions for operation U associated surveillance 
requirements for core spray sys 

IPPOLITQ, T A Operating Reactors Branch 3 79/03/02 2pp 


7903210517 Safety evaluation supporting Amend & to License NPF-S 
» Office of Nuclear Reactor Regulation 79/03/02 3pp 


7903010070 "Safety livaluatinn Rapt of Interim Assessments of Multiple- 
Consecutive Safety Relief Valve Actuations in Mark I 
Containment Plants " All plants are in conformance w/ 
acceptance criteria 

* Assistant Director for Systems 8, Projects 79/02/15 lOpp 


7903160213 Forwards propiietary rept NEDE-23545-P, "Mar k I Containment 
Program, Suppress ion Pool Swell Test Program, LOR Load Test- 
frenenc Sensitivity " N/affidavit for proprietary status 
Rept withheld (ref 10CFR2 790) 

SODOM, L vJ Oenoral Electric Co .Nuclear Energy Products Div 
79/02/26 5pp 


79032000B4 Safety evaluation supporting Amend 4 to License NPF-3 
a Office of Nuclear Reactor Regulation 79/02/27 2pp 


79030S03B3 Proposes amend to License DPR-S, incorpora t i ng definition of 
operability of core spray sys U/encl Category HI amend fee 
WHITMER. C F Georgia Power Co 79/02/37 4pp 


7903200070 Forwards Amend 4 to License NPF-3 !, notice of issuance it 
aval lability 

IPPOLITO, T A Operating Reactors Dranch 3 79/02/27 2pp 


7903210520 Notice of issuance of Amend 4 to License NPF-5 

IPPOLITO, T, A Operating Reactors Branch 3 79/03/02 2pp 


7903270100 Dlscussss status nf Mark I containment long-term program 
Requests schedule showing time periods for installation of 
specific plant mode Discusses safetg relief valve discharge 
device ins tall at ion it forwards staff eva 1 uat i on 
STELLO, V Division of Operating Reactors 79/03/12 i7pp 


7903240229 Util believes NRC erred in requesting payment of 43,400 fee 
for proposed changes bo Tech Specs Forwards fee k reserves 
right to request an exemption it refund per 10CFRi70 22 
WHITMER, C F Georgia Power Co 79/03/19 Ip 


7903290121 Forwards proposed amend to Tech Specs, a 1 taring requirements 
for plant startup repts by eliminating partial summary rept 
on status of startup (< power escalation teat nine months 
after Initial criticality Check for amend fee enc 1 
EHRENSPEROER, W Oeyrgia Power Co 79/03/23 4pp 


7903010350 Forwards IE tnsp Rept 50-344/76-32 on 761219-22. No 
noncemp 1 lance noted 

LaNO,F J Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/01/15 2pp 


7903300060 Amend 4 to License NPF-S, incorporating changes to Tech Specs 
re turbine control valve fast closure setpoint 
IPPOLITO, T A Operating Reactors Dranch 3 ,79/02/27 2pp 


79032000B’4 Notice of issuance of Amend 4 to License NPF-5 

IPPOLITO, T A Operating Reactors Dranch 3 7 9/02/24 2pp 


7903230011 “BFR of Intel im Assessments of M61V Actuations in Mark I 
Containment Plants '' 

♦ Assistant Director for Engineers << Projects 79/03/37 ISpp 


7903230093 Forwards safety evaluation rept on Interim assessments of 
multiple-consecutive safetg relief valve actuations 
Concludes that continued operation of Hark 1 DWR facilities 
is acceptable subj to corrective actions 

GRIMES, B K Division of Operating Reactors 79/02/27 ip 


7903070254 Forwards Jan 1979 Mark I containment program activity 
review Lists meetings held t< provides brief task-by-task 
summary 

SOD ON, U J General Electric Co iNuclear Energy Products Div 

79/02/26 llpp 


7903200142 Notification of 790314 meeting u/Osorgla Pouer in Dethesda, 
KD, to discuss licensee's submittal of Tech Specs on 
radiological effluents 

VERRELLI, D M Operating Reactors Branch 3 79/0S/26 2pp 


7903060’252 In response to 790129 request, forwards addl info re 
processing of solid waste 

HHITNER, C F Oeergla Power Co 79/03/01 4pp 


7903120459 Provides summary of 790213 meeting in De the sda, MD, w/ 
representatives of Mark I owner's groWp program commlttoe to 
discuss generic Hark I program re safetg relief valve loads 
W/encI attendees list tt meeting handouts 
Slf, T M Containment Systems Branch. 79/03/01 16pp 


7903010355 IE Insp Rept 50-366/70-52 on 781219-22 No neincampl iance 
noted Major areas inspected startup test activities 
VOOr-LQNELL,R , OR AH AH, M J , MARTIN. R D Region 2, Atlanta. 

Reactor Operations Nuclear Support Dranch 79/01/12 4pp 


7903050575 Responds to IE Bulletin 78-14, '‘Deterioration of Quna-N 
Components in ASCO Solenoids " Parts ordered tt Teplacement 
will begin during spring outage for Unit 1 Unit 2 changa-oub 
has not been scheduled 

BTAFFA.R. H Georgia Pouer Co 79/02/05 2pp 


7903070509 Aek receipt of 790126 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/70-40 & 
50-366/78-49 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility tc Material* 

Safety Branch 79/02/14 Ip 


7903070514 Responds to NRC 790104 Itr re violations netad in IE Inep 
Repts 50-321/70-40 i< 50-366/70-49, Corrective actions aerial 
surveys scheduled for 1979 until soil s tab 1 1 i la tion 1> 
doc unsnted 

BTAFFArR W Georgia Power Co 79/01/26 Ip 


7903070517 Forwards IE Insp Repts 50-321/78-40 t< 50-366/76-49 on 
701204-08 S< notice of violation 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility S' Materials 

Safety Branch 79/01/04 2pp 


7903070525 IE Insp Repts 50-321/78-40 «< 50-366/76-49 on 781204-00, 
Noncompi lanes noted deficiencies in QA procedures 6 eemi- 
annual surveys 

CUNNINOHAMi A L , HUFHAH, J H Region 2, Atlanta, Fuel Facility b 

Matsrials Safety Dranch 79/01/02 4pp 


7903090533 Forwards IE Info Notice 79-04, "Degradation of Ergineired 
Saff tg Features " 

O'REILLY, J.P Region 2, Atlanta, Office of the Director. 
79/02/16 2pp 


7903200035 Requests fees for amends to DPR-57 it NPF-5 

MILLER, H O License Fee Management Dranch 79/03/01 Ip 


7903200283 forwards proposed staff position for Mark 1 long-term 
program implementation schedules 

EISENHUT, D 0 Assistant Director for Systems t< Projects. 
79/03/01. 4pp 


7903150263 Aek receipt of 790219 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapts 50-321/79-01 ic 
50-366/79 -Oi 

SUTHERLAND, J. T, Region 2, Atlanta, Fuel Facility «i Materiaia 

Safety Branch 79/02/26 Ip 
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7903150207 Respond) to NRC 790135 1 tr le violation* noted In IE Insp 
Repts 50-321/79-01 {. 50-366/79-01 Corrective actions closer 
checking of unlocked high radiation doors- ca I ibr of neutron 
Instruments 4 revleu of qualifications 
STAFFA.R « Georgia Power Co 79/02/15 3pp 


7903130289 Forwards IE Insp Repts 50-331/79-01 «< 30-366/79-01 on 
790103-05 t< notice of violation 

BGTHERLAND. J T Region 2, Atlanta- Fuel Facility t< Haterlals 

Bafety Branch 79/01/25 2pp 


7903160292 Nstice of violation frojn insp on 790!03-03 

a Region 2- Atlanta. Fuel Facility 4 Materials Safety Branch 
79/01/25 2pp 


7903150297 IE Insp Rapt 50-321/79-01 t 50-366/79-01 on 790103-03 
Noncomp 1 lance noted failure to keep entrance to high 
radiation area loc k ad- f a i lure to label containers of 
radioactive matl 6 failure to calibr survey instrument 
HCJBEY. C M . OIBSON-A F Region 2, Atlanta, Fuel Facility U 

Materials Safety Branch 79/01/29 7pp 


7903120332 Ack receipt of 790202 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-32l/7B-a3 4 
50-366/70-53 

UEWIB.R C Region 2- Atlanta, Reactor Dperatloni Nuclear Support 

Branch 79/02/27 1 p 


7903120359 Responds to NRC 790116 Itr re violations noted in IE Insp 
Repts 50-321/78-43 tc 60-366/78-53 Corrective actions monthly 
readings on pressurlied cpntainment penatratiens were 
lismsd lately performed 

STAFFA, R. H Oeorgia Power Co 79/02/02 Ip 


79031 203B7 Forwards IE Insp Repts 50-321/7B-43 6 50-366/78-33 on 
701111-1215 (< notice of violation 

LOHD- F vl Region 2- Atlanta, Reactor Operations Nuclear Support 

Branch. 79/01/16 2 pp 


7903120393 Notice of violation from imp on 701111-1215 

s Region 2- Atlanta. Reactor Operations Nuclear Support Branch 
79/01/16 Ip 


7903120400 tE Insp Repts 90-321/78-43 4 50-366/70-53 on 781111-1215 
Noncomp 1 1 anc e noted failure to Follou standing orders 
DANCE, H C Region 2, Atlanta- Reactor Operations Nuclear 

Support Branch 79/01/15 5pp 


7903D'B027B Informs recipients of IE Bulletin 79-(JIi "Environ 
flualtf Icatlon of Class IE Equipment-’' dtd 790200- that valve 
llniit sultch identified as NAliCO Model B3CKL should read 
BI.3CML 

D'RElLt.YiJ P Region 2, Atlanta- Office of the Director 
79/02/28 Spp 


7903130165 Ack recaipt of IE Insp Repts 50-321/79-02 4 50-366/79-02 
on 790114-16 No- proprietary info 
BTAFFA, R H Oeorgia Power Co 79/02/20 Ip 


7903130175 Forwards IE Insp Repts 50-321/79-02 4 50-366/79-02 on 
790114-16, No nonc-onpliance noted 

KENNA.M B. Region 2. Atlanta- Befeguards Branch 79/02/06 

2pp. 


7903130178 IE Insp Repts 90-321/79-02 4 50-366/79-02 on 790114-16 No 
honcompl lance noted Mador arsai ln.ipected security plan- 
physical barrier, 1 1 ght Ing- access eontrel 4 eompenisatorg 

measurat. 

FUCHK.B-JM, OILLESPIE.F.P Region 2. Atlanta- Safeguards 

Branch 79/02/06 4pp 


7903140517 Ack receipt of )E Insp Rept 30-366/79-04 on 790116-19 No 
proprietary info 

STAFFA-R W Caorgla Power Co 79/03/02 Ip 


7903140521 Forwards IE Insp Rept 50-366/79-04 on 790116-19 No 
noncBispl iance noted 

LEtflSiR C Region 2- Atlanta- Reactor Qperationi Nuclear 

Support Branch 79/02/14 2pp 


7903140536 IE Insp Rept 50-366/79-04 on 790116-19 Mo rtoncompliance 
noted. Mejer areas inspected startup tasting activities 
VQOr-LOHELL. R , MARTIN. R D Rsgton 2. Atlanta. Reactor 

Operations Nuclear Support Branch, 79/02/13 4pp 


7903140520 Forwards IE Info Bulletin 79-02, "Pipe Support Bate Plete 
Designi Ueing Concrete Etpenslon Anchor Bolts " 

O'REIULYiJ P Region 2- Atlanta- Office of the Director 
79/03/0B. 2pp. 


7903210142 Forwards IE Bulletin 79-03- "Longitudinal Held Defects in 
ASME BA-312 Type 304 Stainless Steel Pipe Spools 
Hanufactured by Voui^gstoun Helding 4 Engineering Co " 

O'REILLY. J P Region 2- Atlanta. Office of the Director 

79/03/12 ip 


7903260072 Ack receipt of 790306 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-321/78-34 4 
50-366/70-42 

SUTHERLAND, J T Region 2, Atlanta. Fuel Facilit-j 4 Materials 

Safety Branch 79/03/14 ip 


7903260076 Responds to NRC 790306 Itr re violation noted in IE Insp 
Repts 50-321//B-34 4 50-366/70-42 Corrective actions 
resurvey will be conducted u/calibrated ii-struments. 

Instruments will henceforth be checked before use 
STAFFA.R W Georgia Power Co 79/03/06 ip 


7903270539 Ack receipt of 790307 Itr infuroiing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/79-03 4 
SO-366/79-03 

LEUIBiR C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/03/14 ip 


790327034B Responds to NRC 790215 Iti re violations noted in IE Imp 
Ript 50-321/79-03 4 50—366/79-03 Corrective actions revlaion 
of plant procedure to require proper notification of 
personnel rc dryuall sump leakage 
STAFFA.R W Georgia Power Co 79/03/07 Ip 


7903270553 Forwards IE Insp Repts 50-321/79-03 4 50-366/79-03 on 
790100-12 4 notice of violation 

LEHISi R C Region 2- Atlanta. Reactor Operations Nuclear 

Supp-irt Branch 79/02/15 2 pp 


7903270560 Notice of violation from insp on 790108-12 

LEU IS- R C Region 2- Atlanta, Reactor Operations Nuclear 

Support Branch 79/02/14 Ip 


7903270566 IE I-isp Repts 50-321/79-03 4 50-366/79-03 on 790108-12 
Noncomp 1 lane e noted failure to follow procedures 
» Region 2, Atlanta, Office qf the Director 79/02/14 llpp 


7903210593 Forwards IE Circular 79-04- "Loose Locking Nut on Ltmitortui 
Valve Operators ’’ 

0 ' REI LI.Y, J P Region 2- Atlanta- Office of the Director 

79/03/16 Spp 


7903050336 Forwards "Annual Operating Rept for 1978 " 
MANRYi M Georgia Power Co 79/02/23 ip 


7903050341 "Annual Gperatlng Rept for 1970 " 
HANRV-M Georgia Power Co 79/02/23 57pp 


79031S03I3 Forwards "Semiannual Rept Plant Radioactive Effluent 
Reteasss, " Par July-Dac 1978 
MANRY-M Geargia Pouei Co 79/02/28 ip 


7903120318 "Seniannual Rept Plant Radioactive Effluent Reteasei, " 
vfuly-Dec 1970 

MAMRY, M Georgia Power Co 79/02/28 B7pp 


7903140266 Forwards monthly operating rapt for Feb 1979 
MANRYiH Georgia Power Co 79/03/09 Ip 


7903140271 Monthly operating rept for Feb 1979 
MIL60N.S Georgia Power Co 79/03/05 i4pp 


7903200400 Notifies WRC that sampling frequency for entrainment 
monitoring laipingement monitarlhg has been changed from 
weekly to monthly, effective 790301 N/encl sections of 
Environ program Description Document 
WHITHER, C F, Georgia Power Co 79/03/13 Opp 


7903010230 Follow-up rept on failure of seismic monitoring Instrument 
on 781117 triarlal time-history acca lerograph 2L51-N004 on 
feedwater loop B inlot line failed functional test Caused by 
□ pen coll In longitudinal circuit 
MANRV- M Georgia Power Co 79/02/13 Ip 


7903070303 Forwards LER 79-023/03L-0 

MANRV, M Georgia Power Co 79/02/27 ip 


7903070309 LER 79-023/03L-0 on 790214 outboard MB IV closed in. S 
seconds, vio 1 ati ng Tech Spec. Caused by failure of seat 
cartridge bushing-seal assembly 4 rod packing of Rockwell 
Mfg Co cylinder Damaged parts to be repaired 4 tested 
GREENE, T. V Georgia Power Co 79/02/2B 2pp 
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7903130352 Forwards LCR 79-022/03L-0 

KANHYi M Oeotjia Power Co 79/03/02 Ip 


7903130356 UER 79-022/03L-0 on 790209 floor drain sumps flow 
transmitters incorrectly calibrated t< indicated higher than 
actual flow Caused by mod of transmitter range u/o revision 
of calibr procedure Calibr procedure revised 
CBEENE. T U Georgia Power Co 79/03/05 2pp 


T'SOSiaOSaB Forwards LER 79-025/0 lT-0 

MANRY. M Georgia Power Co 79/03/05 ip 


7903130395 LER 79-023/01T-0 on 790223 upper lower clevis pins of 
torus vent header support columns were displaced Caused by 
vibration Design change issued U is being implemented to 
weld caps bo clevis 

OREENEr T V Georgia Power Co 79/03/05 2pp 


7903190176 Forwards Urti 79-026/01T-0 

MANRV.M Georgia Power Co 79/03/09 !p 


79031-90179 LER 79-026/01T-0 on 790229 test revealed 9 947. failure rate 
in 163 saf e ty- 1 e lated self drilling anchor bolts Caused by 
improper installation All safety-related sys hangers of that 
type to be tested ^ repaired 

GREENEST V Geoigla Power Co 79/03/08 3pp 


7903190171 Forwards UFR 79-02Q/01T-0 

MANRV.M Georgia Power Co 79/03/09 Ip 


79D319017S LER 79-OaS/OlT-O on 790303 HPCI turbine exhaust diaphragm 
pressure instruments 2E41-N0t2A-D found calibrated w/head 
correction making setpoint exceed Tech Specs limit Caused by 
po-ssible procedure error noted when LER 70-096 submitted 
HlX.H T Georgia Power Co 79/03/09 2pp 


DOCAET 50-36/ Ca i 1 1 y Generating Station 


7903230009 Notification of 790321 meeting in Lot GatosiCA w/ 
representatives from Mark It owners group to discuss Mark 11 
LOCA N safety relief valve pool dynamic loads 

ANDERSON. C J Containment Systems Oranch 79/03/12 12pp 


7903210046 Forwards “Asymmetric LOCA Pool Boundary Load for Mark II 
SOaOhl.L J General Electric Co .Nuclear Energy Products Div 
79/03/16 Ip 


7903210057 "Asymmetric LOCA Bubble Pool Boundary Load For Mart II " 
UPPALi I S General Electric Co .Nuclear Energy Products Div 
79/03/16 I2pp 


7903280286 Forwards "Vent Clearing Pool Boundary Loads for Mark II 
Plants." presenting alternative load spec based on 
conservative application of 4T test do ta. rep lac Ing spec 
Identified in NUREG-0407 

BODQM. L -J ^General Electric Co 77/03/20 6pp 


79032900S5 Foruards proprietary coplos of alternate load spec info 
document applicable to wetuell walls. to replace info in 
HURE0-04B7 End withheld <ref 10CFR2 790) M/affldavlt 
SOBON. L J General Electric Co .Nuclear Energy Products Div 
79/03/20 Spp 


7903220403 State of IL's request for hearing on license amend 
Certificate of Sve end 

HANSEL!.. D Illinois, State of 79/03/05 4pp 


7903020360 Forwards Annual Financial Rept for 1970 

PETERSEN. A H Northern Indiana Public Service Co 79/02/26 54pp 


7903220426 IE Insp Rept 50-367/79-01 on 790130,31 «< 0201 No 
noncompliance noted Major areas inspec ted, previously noted 
items of noncompliance U unresolved matters (< reported 
const deficiencies 

HAXNELL, 0 F. . PHILLIPS, H 8 , HAYES, D W Region 3. Chicago, 

Reactor Construction it Engineering Support Branch 79/02/13 9pp 


7903080378 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features “ 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/02/16 

Ip 

7903220424 Forwards IE Insp Rept 50-367/79-01 on 790130.31 t< 0201, No 
no'ncomp 1 lane e noted 

HEISHMANi R F Region 3, Chicago, Reactor Construction Ji 

Engineering Support Branch 79/02/14 2pp 


1B5 

7903060362 Informs recipients of IE Bulletin 79-0-1, "Envt-ron 
Qualification of Class IE Equipment," did 790206, that valve 
limit switch Identified as NAMCD Model S3CML should read 
SL3CHL 

KEPPLER.vl 0 Region 3. Chicago. Office of the Director 79/03/01 

Ip 


7903130040 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Oasigns 
Using Concrete Expansion Anchor Bolts " 

REPPlER.J 0 Region 3, Chicago. Office of the Direetior 79/03/06 
ip 


7903190004 Forwards IE Bulletin 79-03, "Longitudinal Held Defects in 
ASME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Uelding & Engineering Co " 

KBPPLER.J O Region 3, Chicago. Offleo of the Director 79/03/12 

Ip 


7903060432 Forwards well charts for 790207-14, Gal 1 1 y wells w/o 
recorders for 790214, pond levels for 790214. pneumat I c 
pressure transducers for 790214, water readings for 790214 & 
rainfall Flint Lake pump station 761101-790131 

BOHNift 0 Northern Indiana Public Service Co 79/02/23 33pp 


7903120223 Forwards wall charts for /9021 4, Ba 1 1 ly Hells w/o recorders 
for 790221, pond levels for 790221, pneumatic pressure 
transducers for 790221, & water meter readings for 790220 
BOHN, R 0 Northern Indiana Public Service Co 79/03/02 34pp 


7903190253 Forwards Info re well charts. wells w/o recorders, pond 
levels, pneumatic pressure transducers 6 water meter readings 
for given periods between 790221-26 

BOHN, R. J Northern Indiana Public Service Co 79/-03/09 35pp 


7903260234 Forwards well charts for 790226-307, Dai I ley wells w/o 
recorders for 790307, pond levels for 790307, pneumat 1 c 
pressure transducers for 790307«watBr meter readlngi for 
790302-07 «. USOB wells for 790302-7 

OOHN.R J Northern Indiana Public Service Co 79/0,3/16 4Dpp 


7903260210 Ack receipt of 790222 final rept re high pressure care spray 
sys bypass valve, liPL E22-F0I2 Review will be completed 
dur 1 ng future insp 

FIORELLI.O Region 3. Chicago, Reactor Construction (, Engineering 

Support Branch 79/03/02 Ip 


D-OCKET 50-366 Arkansas Nuclear One, Unit S 


7903270609 Forwards NUREO- 0523, “Summary of Operating Ekerlence 
u/Rec ircul a t Ing Steam Generators," which focuses on recent 
problems w/d egi ada b 1 on Believes continued plant operation 
does not constitute undue risk 

EIBENHUT.D 0 Assistant Director for Systems t< Projects 
79/03/02 3p p 


7903020362 Forwards compensatory measures to be followed prior to 
implementation of contlngancy plan if facility security sys 
is not operable by 790223 Plan withheld iref 10CFR2 790) 

RUETERi D A Arkansas Power 4c Light Co 79/02/15 ip. 


7903230205 Ack receipt of 790201 «< 790216 submittals re security sys 
Continge-ncy measures are acceptable per 10CFR50 54<p> 

REID.R, H Operating Reactors Dranch 4 8T0LZ, J F Light 

Uater Reactors Dranch 1 79/02/23 ip 


7903270400 Forwards safeguards contingsney plan submitted as App A to 
Indus br ia I security p Ian, w/revi sions made to tab 1 e of 
contents 6 Section 6 End withheld iref 10CFR2 790i 
TRIMBLE, D C Arkansas Power ti Light Co 79/03/23 tp 


7903200363 Forwards Endorsement 36 to NELIA Policy NF-210 be Endorsamt-nb 
32 to MALEU Policy MF-74 

RUETER, D A Arkansas Power Ic Light Co 79/03/15 0pp. 


7903070193 Forwards revised pages to correct omission in 761113 
revietons to Amend 37 to DPR-51 t< Amend 5 to NPF-6 W/encl 
revised environ survel 1 Isnce organization charts. 

STOLZi ul F Light Hater Reactors Branch I. REIDrR N 

Dperatlng Reactors Branch 4 79/01/31 4pp 


7903060436 Forwards pi oposed Tech Spec t< environ Tech Spec changes ra 
reaseignmen-t of N Cavanaugh He will continue to sirva as 
officer of util, N/ end Class II amsnd fee 
PETTIT. A P Arkansas Power J< Light Co 79/02/12 lipp. 


7903090092 Forwards staff's recommendations for general contents of an 
Offsite Dose Calculation Manual required u/radlological 
effluent Tech Specs from PHR *< BWR facilities 
STOLZ. J F Light Mater Reactors Branch 1 79/02/12 2pp 
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&DCKE.T SO-ObB Arkansas Nuclear One* Unit 2 


7903280024 Foruiarda Araends 40 b B to Utanees DPR-51 t NPF-ii 
ref pactlve) yr ts notice aP ifiuance availability 
IE]D>R H Operatin) Reactor* Branch 4 STOU2. J F Light 

later Reactor* Branch 1 79/02/23 3pp 


'903200032 Amends 40 b 8 to Liceii*e* DPR-Sl U NPF-b p r esp ec 1 1 vel 
incorporating physical security plans into license 
REIDtR U Operating Reactors Branch 4 79/02/23 4pp 


'90326005b Notice oF istuance 0 availability of Amends 40 b 8 to 
Lieenies DPR-51 b WPF-6. r espec t i vely 

FAIRTILEili B Operating Reactors Branch 4 79/02/33 2pp 


33020348 Forwards amend to 781117 change to Un 1 1 2 Tech Spec b 3 I 2 
Briglnal change ua* to incorporate software consultant in 
’lant Safety Committee Rieiribersh ip Amend proposes membership 
to be filled by two individuals 

CAVANAUCH.W Arkansas Power b Light Co 79/02/26 4pp 


33190241 Provides answers to guestions raised at 790227 meeting b 
locuRients info presented re calculation analysis of min 
/oltage levels b offsite electric pcuer sys. 

TEUTEB, D A Arkansas Power b Light Co 79/03/13 I4pp 


3327O4S0 Informs that submittal of radiological Tech Specs will be 
node by 790408 Delay caused by fact that these Tech Specs 
ire currently being reviewed by Safety Review Committee 
fHIliHLEiO C Arkansas Power U Light Co 79/03/19 Ip 


J32OOO03 In response to Dulletlns 77-05 b 77-05A, forwards list of 

ilectrical connectors for Class IE devices 

JILLIAMB. D H Arkansas Power b Light Co 79/01/30 2pp 


>3220310 Forward* IE Insp Rept 50-313/70-22 b 50-368/78-29 on 
'B1218-7901 14 b notice of violation 

lADSENiO L Region 4i Dallasi Reactor Operations Nuclear Support 

Iranch. 79/01/30 2 pp 


'903820312 Notice of violation from Insp on 781210-790114 
« Region 4> Dallasi Reactor Dperattons Nuclear Support Branch 
79/01/30 lOpp 


'903320320 IE Insp Rept 30-313/70-22 b 50-368/78-29 on 701218-790114 
Noricomp I ian c e noted not iralntalning jumper b bypass logi 
proper closure of fire doorsi 1 imi t Ing condition for entering 
Mode 2 from Mode 3 b not fallowing procedures 
WE8TERHAN, T F . BOl/TER, N C , MADSEN, 0 L Region 4, Dallas, 

Reactor Construction b Engineering Support Branch 79/01/30 
lOpp. 


3090368 Ack receipt of 790126 Itr informing NRC of steps taken to 
orract violations noted in IE Insp Rept* SO-313/70-81 b 
0-368/78-28 

lADSEN, 0 L Region 4, Dallas, Reactor Operations Nuclear Support 

ranch 79/02/07 Ip 


'903090373 Reiponds to NRC 790108 Itr re violations noted in IE Insp 
Repts 50-313/78-21 b 30-369/78-20 Corrective actions 
appropriate personnel 'have been verbally relnstructed in 
proper method for changing procedure from manual 
MIlLlAMSiD H Arkansas Power b Light Co 79/01/26 2pp 


3090079 Bated on 790209 meeting b 790213 te Icon, util will revise 
eply to 781214 notice of violation contained in Insp Rapt 
0-366/70-26, to clarify intent to establish offalte Safety 
oviiu Committee 

AD9EW, 0 L Region 4, Dallas, Reactor Operations Nuclear Supoort 

ranch 79/02/14 Ip 


3080413 Forwards IE Info Notice 79-04, "Degradation of Engineered 
afety Features " 

EYFRIT, K V Region 4, Dallas, Office of the Director 79/02/16 
P- 


3090031 Informs recipient* of IE Bulletin 79-01, "Environ 
ualiflcatipn of Class IE Equipment," dtd 790206, that valve 
imit switch Identified at NAMCD Nodal BacML should road 
L3CML 

EVFRTT.K V Region 4, Dallas, Office of the Director 79/02/27 


3220331 Ack receipt of 790223 Itr Informing 'NRC of steps taken to 
orract violation noted in IE Insp Rept 50-369/78-29 
AD0EM, C.b Region 4, Dallas, Reactor Operations Nuclear Support 

ranch 79/03/09 Ip, 


7903220336 Responds to NRC 790130 Itr violation noted in TE Insp Pibi 
50-368/78-29 Corrective actions operators instructed, fire * 

doors to be checked routinely *< work area cleared 
RUETER,D A Arkansas Power b Light Co 79/02/23 3pp 


7903010301 Forwards semiannual radioactive effluent rept for third t 
fourth quarters o f 1970 

HUETERi D A Arkansas Power b Light Co 79/02/23 I5pp 


7903060479 Forwards LERs 79-0 1 3/03L-0, 79-01 4/03L-O b 79-O12/O3L-0 
RUETERi D A Arkansas Power t, Light Co 79/02/26 ip 


7903060403 LER 79-OI3/03L-0 on 790127 control element assembly Cluitir 
(CEAC > deviation alarms received Caused by distur bancs of 
CEAC cable connections 

BHIVELV, C N Arkansas Power b Light Co 79/02/26 Ip 


7903060407 LER 79-014/03-0 on 790127 plant protection sy* *‘0" 
containment bldg pressure transmitter 2PT-3603-3N failed, 
causing HI b Hi-Hi containment pressure trips Caused by 
loose output c onnect ion, which was subsequently reconnected 
SHIVELY, C M Arkansas Power b light Co 79/02/26 Ip 


7903060497 LER 79-OIP/03L-0 on 790127 cove protection computer thsird 
"B" fai 1 ed. resulting in trips Caused by analog high level 
amplifier card improperly seating in connector Cerd reseated 
b functional test conducted 

SHIVELY, C M Arkansas Power b Light Co 79/03/26 Ip 


7903060214 Forwards LER 79-013/03L-0 

RUETER, 0 A Arkansas Power b Light Co 79/02/27 ip 


7903060218 LER 79-010/03L-0 on 790120 failure of tore protection 
computer D b C, resulting in respective channel trips, one 
caused by tripped power supply b other appears 
npti-repefcitiva Both channels wore successfully restarted 
EHIRELY,C N Arkansas Power », Light Co 79/02/27 ip 


7903060405 Forwards k OR 79-016/03L-0 

RUETER, D A Arkansas Power b Light Co 79/03/01 tp 


7903060408 LER V9-016/03L-0 on 790130 during power escalation tetiiri 
Node 1 operation, safety Injection tank "0“ pressure dropped 
below Tech Spec limit Caused by escessivo leakage due to 
oversiled valve body Seal ring replaced u/ovoralied ring 
SHIVELY, C N Arkansas Power b Light Co 79/03/01 Ip 


7903270469 Forwards LERs 70-013/OlT-i, 70-01 5/OlT- t, 77-019/03L-O b 
79-020/01T-0 

TRIMBLE, D C Arkansas Power b Light Co 79/03/22 3 pp 

7903270473 LER 7B-0l3/0iT-l on 781107 emergency diesel generator 
vendor, Colt Ind uskr ies, no t if ied util of speed switch design 
problem that tould potentially fail Switch replaced 
w/another part from different vendor 

SHIVELY, C N Arkansas Power b Light Co 79/03/P2 4 pp 


7903270477 LER 70-O15/O1T-1 on 701107 following discovery of improjif- 
speed suiiich in "A" emergency diesel generator. Instrument 
technician Installed replacement switch w/o approved job 
order Caused by personnel error 

SHIVELY, C N Arkansas Power b Light Co 79/03/22 4 pp 


7903270480 LER 79 '019/03L-0 on 781031 w/both reactor coolant loopt 1 
associated steam generators in oporation, one or more main 
steam lino safety valves wore inoperable Caused by safety 
valve gagging M/chrono log ico! log describing incident* 

SHIVELY, C N Arkansas Power b Light Co 79/03/22 2pp 


7903270483 LER 79'-O20/0lT“0 on 701107 during controlled steam lift, 
discovered warn ring lockpln had broken on four occasions 
Caused by lockpln fragility Uockpiiis replaced w/ones gf 
stronger design 

SHIVELY, C M Arkansas Power b Light Co 79/03/22 3pp 


DOCKET 30-369 Wilt (am 0 McOulre Nuclear Station, Unit 1 

7903050539 FDIA request for documents re NRC reevaluation of Rasmuiiin 
Rept 

RILEY, J Carolina Environmental Btudy Group 79/01/2i kp 

7903060191 Requests info for review of spent fuel task accident 
analysis to be submitted by 790302 Analysis should i dent 1 fy 
b consider any special equipment to be used In handling 
Oconee cask w/McOuire cask handling crane 

BAER,R.L Light Water Reactors Branch 2 79/02/06 4pp 
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DOCKET SO-36<9 William B McGuira Nuclear Station. Unit I 


I'VOSOBOiBS’ Forwards outstanding vevieu matters needing adill itvfo far 
revieu of application Requests response bg 7903S3 
BAERt R U Light Water Reactors Branch 2 79/02/00 Ilpp 


7903210192 Forwards request for addl info te containment temp & 
pressure response to certain postulated main steam line 
break accidents 

VASSALLD. D Assistant Director for Light Water Reactors 
79/02 /2& 2pp 


7903I9O19ii Forwards request for add I info re reanalgsls of containment 
response to postulated main steam line break in lower 
compartment using revised Wes 1 1 nghous e L0TIC*-3 ice condenser 
containment code 

BAER.R L Light Water Reactors Branch 2 77/02/27 5p p 


7903070232 In response to NRC 790206 request. forwards spent fuel cask 
drop analysis of NSF'4 truck-type cask Eiamines three 
possible cases of dropping or tipping 
PARKER. W a Duke Power Co 79/03/02 7pp 


7903270606 Forwards NUREG-0523. "Summary of Operating Eiperlence 
te/Rec 1 rcula t ir.g Steam Generators." which focuses on recent 
problems u/degradat ion Believes continued plant operation 
does not constitute undue risk 

Ei&ENHUT. D G Assistant Director for Systems 1. Projects 

79/03/02 Opp 


79D3220262 Forwards info supplementing 781005 Itr le qualification Pf 
lieittorque valve operator terminations t< stem-mounted limit 
switch terminations 

PARKER. U 0 Duke Power Co 79/03/19 60pp 


7903270336 Forwards status of outstanding review mattoTS requested in 
790208 Itr 

PARKER. W D Duke Power Co 79/03/23 3pp 


7903270381 In response to 790207 Itr. forwards std Tech Specs re waste 
sol 1 d 1 flea 1 1 on 

PARKER, W D Duke Powei Co 79/03/23 7pp 


7903210391 Forwards Buppl 2 to SCR for facilities 

OAER. R L Light Water Reactors Branch 2 79/03/01 3pp 

Available at NT18 


7903220039 Suppl 2 to GER Discusses design c r i ter la. i eac t or coolant 
sys, engineored safety f ea tur e s. Ins trumen tat 1 on control, 
auxiliary sys. steam !. power conversion sys t< initial test 
program 

a Office of Nucleai Reactor Regulation NUREO-0422 79/03/01 
eOPP Available at NTIQ 


7903270380 Forwards safeguards contingency plan Enel uilthheld (ref 
I0CFR2 7901 

PARKER. W D Duke Power Co 79/03/23 Ip 


79030S09B7 Intervenor's petition to reopen safety phases of licensing 
proceedings Urges review of pressui e suppression 
co.ntalTlfflents. lac k of rod sys required by WAShl-1270 U 
possible inadequacy of stud bolts 

RILEY.J L Carolina Environmental Study Group 7?/'01/2G Spp 


7903090119 Forwards transmittal memo for SAND77-1927i '^Transp art of 
Radionuclides in Urban Environs Working Draft Assessnient " 
HQEFLINQ. R K Branch 4 79/02/02 4pp 


7903060291 Forwards NRC policy statement le reactor safety study, 
ravlew by the Lewis Committee (NURE0/CR-0400> S< survey 
of NRC uses of UAGK-1400 All documents have been furnished 
to ASUB ti ASLAB panel members M/o end 
KGEFLING.R K Branch 4 79/02/15 Spp 


7903230270 Drders applicant NRC to file answers within 10 ti IS days, 
respcc tlvc ly. to Carolina Environ Gtudy Group's 790120 motion 
to reo'pen record 

LA70. R M Atomic Safety and Licensing Board Panel 79/03/07 Ip 


7903290011 Forwards corporate annual' rep t. f i nanc la 1 Forecast util 
statement re available sources of funds W/o end 
THIEe. A C Duke Power Co 79/03/21 Ip 


7903260292 Operalirig llcsnse antitrust review Info t< Aoiend 1 to 
CPPH-03 

MCCLYMONDSiR Antitrust 6 Indemnity Group 79/03/13 Bpp 


7903010360 Forwards IE Insp Rept 30-369/78-43 on 781218-21 Ho 
noncomp 1 1 ance noted 

LONO.F J Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/01/11 2pp 


7903010366 IE Insp Kept 50-369/78-43 on 701218-21 No noncomp 1 1 ance 
no-ted Major areas inspected facility operating procedures, 
preparation foi hot function testing review of Tech Specs 

COTTLE. W T . DVER.J A . LEWIS. R C Region 2, Atlanta. Reactor 

Operations Nuclear Support Branch 79/01/10 &p p 


7903020170 Forwards results of 7901 18 meeting re proposed use of 
augmented Inservlce insp to satisfy requirements of Oeneral 
Criterion 4 for limited number of locations in unit piping 
BOYD. R S Division of Project Management 79/02/09 4pp 


7903070395 Summarlies meeting on 790110 to discuss applicant appeal of 
NRC position on proposed augmented insorvice Insp program 
Applicant will provide addl info 

BIRKEL.R A Light Water Reactors Branch 2 79/02/12 5PP 


79O3O7049B Ac k lacoipt of IE Insp Rept 30-369/79-04 on 790111-12 No 
proprletarg info 

PARKER, W O Duke Power Co 79/02/14. Ip 


7903070301 Forwards IE Insp Rept 50-369/79-04 on 7901 H- 12 No 
noncomp I lance noted 

KENNA. W B Region 2. Atlanta, Safeguards Branch 79/01/24 

2pp 


7903070504 IE Insp Rept 50-369/79-04 on 790111-12 No none amp 1 1 ance 
noted Hajor areas inspected facility organi za tion. sh ipp Ing 6 
TBc Blv Ing. storage L internal con tro 1 . Inventory , records & 
reports 

KODGEB.J U . WILLIAHS.G H Region 2. Atlanta. Safeguards 

Branch 79/01/24 3pp 


7903270622 FoTwards IE Insp Rspt SO-369/79-06 on 790108-12 No 
noncomp 1 lance noted 

LEWI8rR C Region S. Atlanta. Reactor Operations Nuclear Support 

Branch 79/02/14 2p p 


7903270628 IE Insp Rept 50-369/79-06 on 790100-12 Nn noncomp 1 iance 
noted Major areas inspected sys operating procedures, 
preoperat 1 onal testing ac t Ivi t 1 es< saf e ty committee 
activities 6 review of records storage facilities 
COTTLE. W T , HEBSMAN.n H , CANTRELL. F 0 Region 2, Atlanta. 

Reactor Operations Nuclear Guppart Branch 79/02/14 7pp 


7903260110 Forwards IE Insp Repts 50-369/79-0S Ir 50-370/79-03 on 
790116-19 6 notice of violation 

MURPHY. C E flegion 2, Atlanta. Reactor Construction, ti Engineering 

Support Branch 79/02/15 2pp 


7903260113 Notice of vlnlatkoi, from Insp on 790116-19 

a Region 2. Atlanta. Reactor Construction L Engineering Eupport 
Branch 79/02/13 Ip 


7903260115 IE Inip Repts 30-369/79-05 6 30-370/79-03 on 790116-19 
Noncomp 1 1 ance noted pipe hanger nonconformance tags became 
iFetacbed 

HUNTiH D . HERDT. A R Region 2. Atlanta. Reactor Construction & 

Etiginaoring Support Branch 79/02/13 Spp 


7903080532 Forwards IE Info Notice 79-04. “Degradation of Engineered 
Safety Features " 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/02/16 2pp 


7903080558 Ack receipt of IE Insp Rept 30-369/79-01 on 790102-03, No 
proprietary info 

PARKER. W a Duke Power Co 79/02/19 Ip 


7903080361 Forwards IE Insp Rept 30-369/79-01 on 790102-03 No 
none amp 1 1 ance noted 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/01/23 2pp 


79O30B0S66 IE Insp Rept 50-369/79-01 on 790102-05 No noncompliance 
noted Major areas inspected thermal expansion test, vibratian 
testing. hot functional test (i preparation of procedures for 
initial fuel loading ti core performance tests 

DURNETTrP T , DYER, J A > MARTIN.R 0 Region 2. Atlanta. Reactor 

Operations Nuclear Support Branch 79/01/24 6pp 


7903000270 Informs recipients of IE Bulletin 79-01. "Environ 
Goal i fleet ion of Class IE Equipment." dtd 790208, that valve 
limit switch tdentiflad as NAMCQ Model asOML should read 
SL3CML 

□ 'REILLY, vfp Region 2. Atlanta. Office of the Director 

79/02/20 2pp 


7903260294 Amend 1 to CPPR-03 re hulk power supply. 

DEYOUNG, R C Division of Project Management 75/00/25 7pp 
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Docket 50-369 UtlHam a iHcauire Nuclear Statiorvi Unit 1 


A«k receipt of IE Imp ftepts 50-369/79-03 !. SO-370/79-oa 
NO proprietary info 

PARKER. W D Duke Power Co 79/02720 Ip 


79031 405i4 Foruiardo IE In&p Repts 50-369/79-03 £< 50-370/79-02 on 
790109-tl No noncanp 1 lance noted 

HURPHY.C E Region Sr Atlantaj Reactor Operations Nuclear 

Support Branch 79/02/05 2pp 


7903140569 IE Insp Repts 50-369/79-03 6 50-370/79-02 on 790107-11 No 
noncoflip 1 lane e rioted Najor areas Inspartsd Category 1 
structures 6 supports outside conta I nment st conta i nnent 
penetrations, main steam line relief valve assembly U dam 
SUAN'H D . BRYANT. U C Region 2. Atlanta. Reactor Construct! an 

6 Engineering Support Branch 79/02/05 6pp 


7903140543 Forwards IE Info Dutlettn 79-02. "Pipe Support Base Plate 
Designs Using Concrete Eipantion Anchor Bolts “ 

O'REILLYfO P Region 2. Atlanta. Office of the Dieector 
79/03/08 2pp 


7903200047 Act receipt of 790219 Itr Informing NRC of steps taken to 
corract violations noted In IE Insp ReptS 50-369/78-44 It 
50-370/70-18 

MURPHY.C E Region 2. Atlanta. Reactor Constructlan fc Engineering 

Support Branch 79/03/09 Ip 


7903200056 Responds tO’ NRC 790123 Itr re violations noted in IE Insp 
Repts 50-369/7B-44 b 80-370/78-10 Corrective actions 
reins traction re proper disposal of unused welding matl 
PARKER. U 0 Duke Poiuer Co 79/02/19 2pp 


7903200060 Forwards IE Insp Repts 30-369/78-44 8. 50-370/70-18 on 
781827-29 (< notice of violation 

MURPHY.C E Region S> Atlanta. Reactor Construction b 

Engineering Support Branch 79/01/23 3pp 


7903200065 Notice of violation from insp on 701227-29 

• Region 3. Atlanta. Office of the Director 79/01/09 Ip 


7903200069 IE Insp Repts 50-369/70-44 b 50-370/78-14 on 781227-29 
Noncomp 1 lanco noted failure to follow procedure for coated 
slectrode weld rad control 

ANO.H P Region 2, Atlanta. Offici of the Director ORYAMT.U C 
Region 8. Atlanta. Reactor Construction b Engineering Support 
Branch 79/01/09 4pp 


7903210132 Forwards IE Bulletin 79-03. "Longitudinal Held Defects In 
ASNE 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Usldtng b Engineering Co '' 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/12 Ip 


7903230374 Ack receipt of IE Insp Rept 50-369/79-06 No proprietary 
inPo. 

PARKER. U 0 Duke PowertCo 79/03/13 tp 


7903270517 Ack receipt of IE Insp Rept 50-369/79-07 on 790122-25 No 
proprietary info 

PARKER I U 0 Duke Power Co. 79/03/13 Ip 


7903270826 Forwards IE Insp Rept 50-369/79-07 on 790122-25 Mo 
noncompliance noted 

LEWlOiR C Region 2. Atlantai Reactor Operations Nuclear 

Support Branch 79/03/15 2pp 


7903270533 IE Insp Rapt 50-369/79-07 on 790iaa-25-No none ompl lane e 
noted Ma|or areas Inspected preoperational test procedures, 
hot functional test per formance. prcoperatl anal test review 
& facility cleanllnesc. 

DONAT. T O Region 2. Atlanta. Reactor Operations Nuclear 

Support Drench- 79/02/15 4p 


7903210583 Furttiards IE Circular 79—04. "Loose Locking Nut on Lloil torque 
Valve Operators " 

G'REILLV.O P Region 2. Atlanta. Office of the Director 
79/03/16 3pp 


7903270373 Forwards responiee to 790209 llr r« proposed augmented 
Inservice inspector program Responses cover high energy pipe 
ruptures, analysis of 16 Inch feedwater line t, resulto from 
brooks In 10 inch cold leg accumulator ling 
PARKER, U 0 Ouk* Power Co 79/03/22 12pp 


7903050539 FOIA request for documents re NRC reevaluation of Rasnustio 
Rapt 

RILEY, J Carolina Environmental Btudy Oroup 79/01/21 Ip 


7903060191 Requests info for review of spent fuel cask accident 
analysis to be submitted by 790302 Analysis should identify 
b consider any special equipment to be used in handling 
Oconee cask w/Mc&ulie cask handling crane 

DAERiR L Light Mater Reactors Branch 2 79/02/06 4 pp 


79030801B2 Forwards outstanding res lew matters needing addl info fer 
review of application Requests response by 790323 
BAER. R L Light Water Reactors Branch 2 79/02/00 llpp 


7903210132 Forwards request for addl info re containment temp b 
pressure respnnsq to certain postulated main steam line 
break accidents 

VAS5ALL0, 0 Assistant Director foi Light Water Reactors 

79/02/36 2pp 


7903190156 Forwards request for addl info re roanalysis of contalneini 
response to postulated main steam line break in lower 
compartment using revised Uestlnghouse LOTlC-3 ice condenser 
containment code 

DAER. R L Light Water Reactors Blanch 2 79/02/27 5pp 


79D3070232 In response to NRC 790206 request, forwards spent fuel rash 
drop analysis of tJSF-4 truck-type cask Examinee three 
possible cases of dropping or tipping 
PARKER. W Q Dube Power Co 79/03/02 7pp 


7903270606 Forwards iNUREO-0523. "Summai y of Operating Etperience 
u/Reclrculating Steam Oencrators. " which focuses on recent 
problems u/degradatlon Believes continued plant operation 
does not constitute undue risk 

E15ENi1UT,0 C Assistant Director for Sgsleras b Projects 
79/03/02 3pp 


7903320262 Forwards info supplementing 781003 Itr re qualification ef 
linitorque valve operator terminations b stem-mounted limit 
switch terminations 

PARKER. U □ Duke Power Co 79/03/17 60pp 


7903270336 Forwards status of outstanding review matters requested In 
790209 Ibr 

PARKER. g O Dube Power Co 79/03/23 3pp 


7903270301 In response to 790207 Itr, forwards std Tech Bpo<s re wastp 
solldlf icati on 

PARKER. U 0 Dub« Power Co 79/03/23 7pp 


7903210551 Forwards Buppl 2 to SER for facilities 

DAERiR L Light Water Reactors Branch 2 79/03/01 3pp 

Available at MTIS 


7903220034 Buppl 2 to BER Discusses design cn ter la. reac tor coolant 
sys. engineered safety features, insti umentation b control, 
auxlliery sys. steam b power conversion sys b initial test 
program 

» Office of Nuclear Reactor Regulation NUREO-0422 79/03/01 
eOPP Available at NTIS 


7903270330 Forwards safeguards contingency plan Enel withheld Irif 
I0CFR2 790) 

PARKER. W.O Dube Power Co 79/03/23 Ip 


7903050487 Intervener's petition to reopen safety phases of Ilcensini 
proceedings Urges review of pressure suppression 
containments, lack of rod sys requited by MASH- 1270 b 
pDsstbta inadequacy of stud bolts 

RILEY, J L Carolina Environmental Study Croup 79/01/28 9pp 


7903090114 Forwards transmittal memo for 9AND77- 1927. “Transport pl 
Radionuclides In Urban Environs Working Draft Asstssment ” 
HOEFLINO.R K Branch 4. 79/02/08 4pp 


7903230290 Orders applicant b NBC to file answers within 10 b 15 dayi 
respect ivaly, to Carolina Environ Study Group's 790tSB motion 
to reopen record 

LAZO. R n Atomic Safety and Licensing Doard Panel 79/03/07. Ip 


7903290011 Forwards corporate annual rept, f Inane lal forecast b util 
statament re available sources of funds M/o end 
THIES.A C Duke Power Co 79/03/21 Ip 
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7903200065 Notice of violation from Inap on 7Bl2a7“29 

* Roslon Si Atlanta# Office of the Director 79/01/09 Ip 


OQCKE.T 30-370 Nil) lam B McGuire Nuclear Statio>nii Unit 2 

7903Si039a OpBTating license antitrust review info I Amend t to 
CPPR-a3 

MCCLVMONDS. p Antitrust V Indemnltii Group 79/03/15 Sj p 

7903360894 Amend 1 to CPPR*-03 re bulk power supply 

DEVOONOi R C Di/lsion of Project tianajeeient 75/08/25 7 pp 


7902280257 Forwards IF Info Notice 79-01 . "Her gen-Paterson Hgdraullc 
Shock & Swag Arrestors (HSSA) " 

O'REIULY. J P Region 3, Atlanta. Office of the Director 
79/OB/02 5pp 


7903020170 Forwards lesults of 790118 meeting re proposed use of 
augnsented insewice insp to satisfy requirements of General 
Criterion 4 for limited number of locations in unit piping 
QOVDj R S Division of Project Management 79/02/09 4pp 


7903070395 Summariies meeting on 790118 to discuss applicant appeal of 
NRC pesitlPn on proposed augmented inservica insp program 
ApplicaTvt will provide addl info 

BIRKEU, R A Light Water Reactors Rranch 2 79/08/12 5PP 


7903360110 Forwards IE Insp Repts SO-369/79-OS t< 50-370/79-03 on 
7901 16- 19 ti notice of violation 

tIUHPHy. C E Region 2, Atlanta. Reactor Construction U Engineering 

Support Dranch 79/02/15 2pp 


7903260113 Notice of violation from insp on 790116-19 

• Region 2. Atlanta. Reactci Construction h Engineering Support 

Branch 79/02/13 Ip 


7903260115 IE Insp Repts 50-369/79-05 6 10-370/79-03 on 790116-19 
Noncompliance noted pipe hanger nonconformance tags becaaie 
detae hat! 

HUNT, rt D I HERDT.A R Region ?. Atlanta. Reactor Construction 6 

Engineering Support Rranch 79/08/15 3pp 


7903090532 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

0'RElL.l.yiJ P Region 2. Atlanta. Office of the Director 
79/Q2/16 2pp 


7903060270 Informs recipients of IT Rulletin 79-01. "Environ 
Qualification of Class IE Equipment," dtd 790200. that valve 
limit switch idcritified as NAHCO Model S3CML should read 
SL3CML 

0'HEILI,y. J P Region 2. Atlanta. Office of the Director 
79/02/28 2pp 


7903140559 Atk receipt of IC Insp Repts 50-369//9-03 «. 50-370/79-02 
No proprietary info 

PARKER. W 0 Duke Power Co 79/02/88 Ip 


7903140364 Forwards IE Insp Repts 30-369/79-03 6 30-370/79-02 on 
790109-11 No noncorrp 1 1 anc B noted 

MURPHY. C E Region 8. Atlanta. Reactor Operations Nuclear 

Support Dranch 79/02/03 2pp 


7903140567 IE Insp Repts 30-369/ /9-03 6 50-370/79-02 on 790109-11 Mo 
noncofflp 1 1 ance noted Major areas Inspected Category 1 
structures t. supports outside conta i nments. containment 
penetra tlons. main steam line relief valve assembly t dam 
SWAN. U D . BRYANT. J C Region 8. Atlanta. Reactor Construction 

It Engineering Support Rranch 79/02/05 6pp 


7903140543 Forwaids IF Info Rulletin 79-08. "Pipe Support Dace Plate 
Designs Using Concrete Expansion Anchor Bolts '' 

O'REILLY. J P Region 2. Atlanta, Office pf the Director 
79/03/08 2pp 


7903200047 Atk receipt of 790P19 Ur informing NRC of steps taken to 
correct violations noted in IC Insp Repts 50-369/78-44 Si 
50-370/78-18 

MURPHY. C E Region 8. Atlanta, Reactor Construction S< Engineering 

Support Branch 79/03/09 Ip 


7903200056 Responds to NRC 790123 Itr re violations noted in IE Insp 
Repts 50-369/70-44 (. 50-370/78-18 Con active actions 
relnstruct 1 on re proper disposal of unused welding matl 
PARKER, W 0 Duke Power Co 79/02/19 2pp 


7903200060 Forwards IE Insp Repts 50-369/70-44 St 50-370/78-18 on 
7BJ227-29 t, notice of violation 

MURPHY. C e Region 2. Atlanta, Reactor Construction ti 

Engineering Support Rranch 79/01/23 2pp 


7903800069 IE Insp Repts 50-369/78-44 50-370/78-14 on 7B1227--g9 

Noncompliance noted failure to follow procedure for coated 
electrode weld rad control 

ANQ. H P Region 2, Atlanta. Office of the Director BRYANT. J t 

Region 2. Atlanta. Reactor Construction & Engineering Support 
Branch 79/01/09 4pp 


7903810132 Forwards tE Bulletin 79-03. "Longitudinal Weld Defects in 
ASMS BA-3ia Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstoun Welding & Engineering Co " 

D'HEILLV.J p Region 2. Atlanta. Office of the Director 
79/03/12 ip 


7903210503 Forwards IE Circular 79-04. “Loose Loching Nut on Llmltorqu 
Valve Operators “ 

D'RElLLViJ P Region 2. Atlanta. Office of the Bircttor 
79/03/16 2pp 


7903270373 Forwards responses to /902O9 Itr re proposed augmented 
inservlce inspector program Responses cover high energy pipe 
r up tur es« analy E i s of 16 inch feedwater line t< results from 
breaks in 10 inch cold leg accumulator line 
PARKER. H 0 Duke Power Co 79/03/22 12pp 


DOCKET 50-372 Atlantic Richfield Co 


7903070188 IE Insp Rept 60-3V2/79-01 on 790108-05 No noneomp 1 ianco 
noted Majoi areas inspected preservlce Insp program, 
procedures, work activities !< records 

VANDOORN.P K . CCNLON. T E Region 2, Atlanta. Reactor 

Construction !< Engineering Support Dianch 79/01/18 Spp 


DOCKET 50-373 LaSalle County Station, Unit 1 


7703060693 Notification that 790213 meeting re seismic design 
difficulties has been indefinitely postponed 

OOURNIAi A Light Water Reactors Brancb 3 79/01/30 Ip 


/903140399 Notification nf 790226 moetlng in Oathesda.MD ui/utll 
concerning seismic design problem Indicates date. time tc 
location change 

ROURNIA, A Light Water Reactors Dranch 3 79/01/30 Ip 


7903010326 Notificotion of 7902tS meeting In Bsthesda.lit) ui/util to 
discuss open items on initial test program 

DOURNIAiA Light Water Reactors Branch 3 79/02/06 Spp 


7903060514 Forwards amended request for addl info re structural 
eng Ineer 1 ng< as requested in 790124 telcon 

PARR.O D Light Water Reactors Branch 3 79/02/06 3pp 


7903050530 Summariies meeting on 790206 to discuss fuel load date. 
Fourth quarter 1979 date appears real 1 stlc. whl 1 e July 1979 
dote is optimistic 

BOURNIA. A Light Water Reactors Branch 3 79/08/13 3pp 


7903'080076 Foruards NRC reeomnendat ions for preparation of Dffilta Di 
Calculation Manual 6 radiological effluent Tech Specs. 

PARR.O D Light Water Reactors Branch 3 79/08/14 6pp 


7903190021 Discusses reevaluatlon of equipmment qualification for 
seismic U hydrodynamic loads Requests add! info re plans h 
schedule for completing response to end questions 
DOYD.R S Division of Project Management 79/08/23 Bpp 


7903200080 Requests addl info to complete review of FEAR Addl info 
Includes alternate shutdown coaling methods in event of 
residual heat removal 6 operability of control rod drives 
after cutting t< capping return line 

PARR.Q D Light Water Reactors Dranch 3 79/02/88 4pp 


7903190128 Summery of 790215-16 meetlog u/utll re open items on Init 
test program W/snd list of attendees 

QOURNlAiA Light Water Reactors Branch 3. 79/03/01 18pp 


7903270043 Notification of 790315 meeting w/M«rk 11 lead plants to 
discuss mechanical it equipment qualification Meeting 
cane el 1 ed 

PELTIER. I A Light Water Reactors Branch 1 79/03/08 4pp 
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7903000106 Nfftjco of .-lolation Prom insp on 701031-1103 

* Region 3i Chicago. Reactor Cons tt uc t ion Engineerlno giionnpi 
Drench 73/12/Si. !p ’ 
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DOCKET 60-373 LaSalle County Station, l/nit 1 


7903330009 Wot i Pleat ion of 790321 meeting in Los Gatos. CA u/ 
repre s enta 1 1 '/es Prom Wart II ounere group to discuss Wart II 
LOCA & safety relief valve pool dynamic loads 
ANDERSON. C J Containment Sgstemi Qraneh 79/03/12 I3pp 


790330D440 Notification of 770315 meeting u/Mart II lead plants in 
Sethesda. HD. to discuss mechanical t< electrical eguipment 
q,uall Pication 

f ELTJEfi, I A Light Water Reactors Dranch 1 77/03/15 4pp 


790321DD46 P^orsiards "Asymmetric LOCA Pool Doundarg Load For Mark II " 
SQ30N. L J General Electric Co .Nuclear Energy Products Oiv 
79/03/ I & 1 p 


7703210057 "As ynne t r i c LOCA DubPie Pool Doundary Load For Hark II 
IfPPAL. I S Oeneral Electric Co .Nuclear Energy Products Div 
77/03/16 12pp 


7903260308 Foruards "Vent Clearing Pool Boundary Loads for Mark II 
Plants. “ presenting alternative load spec based on 
conservative application oP 47 test date. rep lacing spec 
identified in WUItEO-0407 

SDDON.L J General Electric Co 77/03/20 6pp 


79O33900B5 Foruards proprietary cppies of alternate load spec info 
document applicable to uetuell uialls.to replace Info in 
NUREO-0487 End ulthheltf <ref 10CFR2 790 J H/affidavit 
SDDON.L J General Electric Co .Nuclear Energy Products Div 
79/0'3/30 5pp 


7903270474 Discusses applicant's position re FSAFt open items for which 
responses have already been docketed. but for which staff 
espressos continuing concern Issues include environ 
qua 1 i f Icat i on of equipment I< sump level sys 
DELGEORGE. L O Commonuea 1 th Edison Ce 79/03/33 0pp 


7903060317 Requests addl info re in s 1 1 utnen ta 1 1 on t. control ti QA to 
complete review of BER 

PARR, 0 D Light Mater Reactors Uranch 3 79/03/05 7pp 


79D31404S7 In response to BER open 1 terns. advi s es that status of items 
uas revieujed on 790320 Revteiii dealt u/diesel engine air 
start sy S i hydrod ynami c stability analyses L lay pressure 
containment leakage testing 

DELOEDRGH. L CD Commonwealth Edison Co 79/03/07 4pp 


7903010112 Notifies of security plan deficiencies which are significant 
enough to uarrant Imposition of license conditions Foryards 
comments for incorporation into plan Appeal is pqssible 
End A withheld (ref I 0CrR3 7701 

IPPQLITD.T A Operating Reactors Qraneh 3 79/01/30 3pp 


7903(90102 Forwards request for addl Info re PIre protection Staff 
requirements for min safe shutdeun b (Ire protection sys 
Bnc 1 

PARR.D D Light Water Reactors Dranch 3 79/02/26 30pp 


7903270495 Foryards safeguards contingency plan Withhold (ref 
10CFR2 7901 

REED, C Commonwealth Edison Co 79/G3/33 Ip 


7903050263 Foryards Endorsement 116 to WELIA NF-43, Endorsoment 98 to 
MAELtf MF-22, Endorsement 57 to NELIA WF-197, Endorsement 40 to 
HAELU MF-54. Endorsement 46 to NELIA WF-201. Endorsement 40 to 
MAELU HF-64 & Endorsement 7 to NELIA NF-293 for CY 1979 
QSTER. J Commonwaalth Edison Co 79/02/26 6pp 


7903150303 Forwards Amend 43 to facility F3AR 
REED. C Commonwealth Edison Co 79/D3/0? tp 


7703150306 Amend 43 to FEAR Responds to five Second Round questions t. 
contains voluntary text b response revisions 
• Comnoniueal 6h Edison Co 79/03/09 220pp 


7903210193 Forwards affidavit stating that distrltution of TSAR Amend 
43 hai bean made per 770526 Itr from OD Parr to B Lee 
DELGEORGEt 1. 0 Cammonuiea 1 th Edison CP 79/03/15 3pp 


7903290115 Forwards "Presorvlce Insp N Testing Plan, Revision 3, MarcJi 
1777 ■' 

DELOEOflOE. L 0 Commonyealtb Edison Co 79/03/15 2pp 


7703030105 Forwards IE Insp Repfcs 50-373/76-28 t, 50-374/7S-20 ori 
781031-1103 & notice of violation 

PiElSHHAN. R F Region 3. Chicago. Reactor Construction 

Engineering Support Branch 77/01/03 2pp 


7703GBO1I0 I£ Insp Repts 50-373/ /B -28 t. S0-374/7B-20 on /aiO3l-ll03 
None ompl lance noted radiographic lept on feedwater safe 
weld uas erroneously marked 'Acceptable " Actual root 
radiogiaph not available to check defect 
ERD.C M , OANIELSQN.D H Region 3. Chicago. Reactor 

Construction f. Engineering Support Branch 70/12/26 4pp 


790307004 5 Forwards IF. Insp Rept 50-373/70-34 on 701226-27 No 
non comp 1 1 anc e noted 

HEISHHAN. R F Region 3. Chicago. Reactor Construction b 

Engineering Support Branch 77/01/19 2pp 


7703070049 lE Insp Rept 50-373//B-34 on 701226-27 No none ompl lance 
noted Hajor areas inspected containment stiuctural integrity 
test (< followup of pieviously identified unresolved Items t. 

Items of none ompl i anc e 

GALLAGHER, E O , HANSEN, W A , SPESSARO. R L Region 3, Chicago. 

Reactor Construction !, Cngineeiing Support Branch 79/O-1/I0 9 p 


7903070073 Forwards IE Insp Rept 50-373/70-33 on 701205-06 6 19-20 Ho 
noncomp I lance noted 

FIQRELLJ.O Region 3, Chicago, Reactor Operations Nuclear Support 

Dranch 77/01/17 2pp 


7903070076 IE Insp Ropt 50-373/78-33 on 731205-06 «. 17-20 No 
noncomp 1 i ance noted Major ai eas inspected preopera tiona 1 
test program ?. review of preop ora 1 1 ona 1 test procedures 
■MAURA, F J STREETER, J F Region 3. Chicago. Reactor DperatiPot 

Nuclear Support Branch 77/01/17 5pp 


7703020413 Forwards IE Insp Ropts 50-373/77-01 !, 50-374/77-02 
on 790110 No none omp 1 i a nc e noted 

HIND, J A Region 3. Chicago, Safeguards Dranch 79/01/26 2pp 


7903020417 IE Insp Repts 50-3/3/ 77-01 f. 50-3/4/77-02 on 790110 No 
none ompl lance noted Major areas inspected physical security 
for receip t. insp . hand 1 1 ng b stoi age of nuclear fuel Details 
withheld (rrf 1GCFR2 ■'901 

BELANGER, 0 L , HADEDA. I J . SCHEFFER. J C Region 3, Chicago, 

Safeguards Branch 77/01/22 }p 


7903I300I3 Forwards IE Insp Rept 50-3/3/70-30 on 701128-30 b 122/ No 
nonccinip 1 1 anc e noted 

FiORELLliO Region 3. Chicago. Reactor Operations Nuclear Support 

Branch 77/01/29 2pp 


7903130016 IE Insp Rept 50-3/3/ /B 3(1 on /81 120-30 b 1227 No 
nor.cemp ] 1 anc e noted Major areas inspected preopet a ti onal 
tost program. operational stof f lug. ma I nt/survel I lance 
procedure review, staff training (< plant tour 

MALKER.R D . WACKIM. 1 N > KNOP.R C Region 3. Chicago. Roactor 

Construction L Fug i iieer i ng Support Dranch 79/01/25 4pp 


7903160259 ForwardB IE Insp Rept 50 -3/J/'/9-04 b 50-J74/79-01 on 
770I10-12 {< notice of violation 

HFIBHMAN. R F Region 3> Chicago. Ruactor Cons truct i-on (« 

Engineering support Hranch 79/OP/Ol 2pp 


7703160260 Notice of viol.ition from insp on 770110-12 

* Region 3. Chicago. Reacloi Constiuclian !< Engineering Support 
Dranch 79/01/31 Ip 


7903160262 IE Insp Ropt 50-373/79-04 t, 50-374/ 77-01 On 790H0-I2 
Noncompliance nuted inadequate insp fur anchor holt 
ins ta ] lati op. inad equate rework b replocemenl procedure for 
rejecteit onchoi bolts 

VIN. I T I DANI FLSCJN. f> N Region 3. Chicago. Reactor 

Construction 6 Fnglneering Support Dranch 79/01/31 7pp 


7903130066 Forwards If. Insp Repts 50 373/70-31 f, 50 374/70-22 on 
791206 &; lP-13 No tionctimp 1 i ance noted 

HPI5HMANiR F Region 3, Chicago. Roartor Construction b 

Engineering Support Dranch 79/02/08 2pp 


790313G069 IE Insp Ropts SD-3/3/70-31 t. 50-374/70-23 on 781206M3-I3 Ns 
none omp 1 lane H noted Major areas Inspected leactur internals 
york I qual i ty records. C las s 1 valves, downcomers-suppro ssion 
pool 6 closeout tioncomp 1 iance items 

ERD.C ft , HAUKINS.r C . OANIFISON, U H Region 3, Chicago. 

Reactor Construction b Engineering Support Dranch 79/01/29 
1 Ipp 


7903220456 Forwards IE Insp Bepts 50-3/3//9-02 b 50-374/79-03 on 
790111 No nontompl iance noted 

HEISHHAN. R F Region 3. Chicago. Reactor Construction b 

Engineering Support Branch 79/02/12 2p(i 
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DOCKET 50-373 LdSalle County Ststiun. Unit 1 


7903230466 IE lns.p Repts 30-373/ 79-02 ». 30-374/79-03 on 790111 No 
none bmp 1 1 ant » noted nojor at can >iiopected licensee action 
on pnevious findings ststiis of repotted Items involving 
containgient taiidon buttontiead crdcking ii pump deficiencies 
NFIStEF.J H > HAWKlNb, P C. HAVl S D W Region 3. Chicago. 

Reactor Const ruction 6 Engineering Support Branch 79/0S/08 4pp 


79030604 19 Forutai ds IE Itifo notice /9— 04. * Oegradati on of Engineered 
Safety Features, “ 

KEPFLER, J C Region 3 Chicago. Dfnce of the Director 79/02/16 

>P 


7903130603 Ack leveipt of /90205 llr informing HRC of assesoment of 
noncQiiipliatice identified in IE Insp Rt-pls 50-373/70-26 ! 

S0-374//O-2O Cites AbMf bection 111.1974 ed 1 tion. par agraph 
MB-S320> as basil for nunc omp 1 lanc e 

FIORECLI'G Region 3. Chicagu. Reactor Cc.nstrut t ion h Eng ineei'ing 

Support Branch f'f/03 PI 2pp 


7903130606 Responds to NRC 79010’> Iti re violations noted in IE Insp 
Repti 50-3/3/76-28 f< 50-374/70-20 Conective actions record 
in question uas foi "info only" t< uas not required Weld 
integrity verified foi completed uicld 
reed. C Commonueal th Edison Co /9/02/05 3pp 


790307QSS6 Act leceipt of 790129 ll< informing NRC of steps taken to 
correct violations noted in NRC 761226 Itr 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/02/23 

Ip 


7903150400 Forwards IT Insp fiepts 50 3/3//B-32 t 50-3/4/ 70-23 
on 70] 130. IPla 14 t l6-;'0 No noncomp 1 lance noted 
HEI&HKAN. R F Region 3, Chicago. Reactor Construction t 

Engineering Support Branch 79/02/20 2pp 


7903150407 IE Insp Repts 50-373/ /0-32 >/ SO-3/4/70-P3 on 781130, 
1213-14 6 16-20 No none omp 1 i anc e noted Major areas 
inspected followup on pievious insp *> bu 1 let ins/c ire ular s. I< 
review of const status 

PHILLIPS, H S . NCI61CR. J H , HA'itS. IJ W Region 3. Chicago, 
Office of the Dllectoi 79/01/29 9pp 


7903000343 Infoims lecipients of IF Bulletin 79-01, "Environ 
Qualification or Claes IF Equipment “ dtd /9O2O0, tltat valve 
limit sulich ideiitifiod as NAMCO Model S3CMU should rsad 
SL3CMU 

KEPPLERmJ u Region 3 Chicago. Office of the Diicctor 79/03/01 
If 


7903150015 Forwards IF Bulletin 79 02, “Pipe faupport Da so Plate Designs 
Using Concrete E« pans Ion ,^ncho^ Bolts “ 

REPPLEHiJ C Region 3, Chicago. Office of the Director 79/03/08 
IP 


7903E9D539 Forwards II Bulletin 79-03. "longitudinal Ueld Defects in 
ASME SA~3I2 Type 304 6t8inless Steel Pipe Spools 
Manufactoi ed by Youngstown Melding t> Engineering Co " 

REPPLEft.J {» Region J, Chicago, Office of the Director 79/03/12 

IP 


7903290116 "Hresoivico Insp *< Testing Plan. Revi si nri 3, March 1979 " 
DELOEORQE. L 0 Commonieea 1 th Edison Co 79/03/06 243pp 


7903140084 Act receipt of /90t30 1 tr per lOCFRSO SSIe) re safety relief 
valve control sys 

FIOHELLI.O Region J, Chicago, Fieactoi Construction b Engineering 

Support Branch /9/oa/15 Ip 


DOCKET SO-374 LaSalle County Station. Unit .7 


7903060693 Notification that 790213 meeting re seismic design 
difficulties has been indefinitely postponed 
8DURNIA, A Light Mater Reactors Branch 3 79/01/30 Ip 


7903140399 Noti F I call on of 790226 meeting in Bethesda. MD w/otil 
concerning seismic design ptoblem Indicates date, time t< 
location change 

BOURN I A, A Light Hater Reactois lliaoch 3 79/01/30 Ip 


79030J0336 Noti firatioii of ■»902I3 meeting in Bethesda, MD u/util to 
discuss open items on initial test piogram 

DCUSNIA, A Light Mater Reactors Branch 3 79/02/06 2pp 


7903060514 Foiuiards amended lequest foi addl info re structural 
engineering , as requested in 790124 telcon 

PARR.O D Light Matei Reactors Branch 3 79/02/06 3pp 


7903050530 Sununaiiies Oieeting on 790206 to discuss fuel load date 
Fourth quarter 1979 date appears real I sti c, uh i 1 e July 1979 
date IS optimistic 

DDURNIA, A Light Mater Reactors Branch 3 79/02/13 3pp 


7903030076 Foruaids NRC recommendations for preparation of Dffsit* Date 
Caleulatlori Manual 6 radiological effluent Tech Specs 
PARR, 0 D Light Uatei Reactors Branch 3 79/02/14 6pp 


7903190021 Discusses reevaluation of equipmmont qualification for 
seismic 6 hydrodynamic loads Requests addl Info re plans & 
schedule for completing response to end questions 
BOYD, R S Division of Project Management 79/02/23 0pp 


7903200020 Requests addl info to complete review of FSAR Addl Info 
includes aiteinate shutdown cooling methods In event of 
residua] heat removal !< operability of control rod drives 
after cutting '< capping return line 

PARR.O D Light Hater Reactors Branch 3 79/02/26 4pp 


7903190120 Summary of 790215-16 meeting w/utij re open items on initial 
test program tf/encl list of attendees 

OQURNIA.A Light Water Reactors Branch 3 79/03/01 12pp 


7703270043 Notification of 790313 mcoting u/Mark II lead plants to 
discuss mechanical U equipment qualification Meeting 
canc el led 

PELTIER, I A Light Wa tor fteac tors Branch I 79/03/00 4pp 


7903230009 Notification of 790321 meeting in Los Oatos.CA w/ 
representatives from Mark II ouners gtoup to discuss Hark II 
LOCA V safety relief valve pool dynamic loads 

ANDER60N, C J Containment Systems Branch 79/03/12 12pp 


7903200440 Not i t i cat i on of 790315 meotlng w/Mai k II lead plants In 
Bethesda. MD, to discuss mechanical & electiical equipment 
qual Ificatlon 

PELTIER, I A light Hater Rcartors Branch t 79/03/lS 4pp 


7903210046 Forwai ds ''Asymmetric LOCA Pool Boundary Load for Mark II *' 
SODONiL J General Electric Co , Nuclear Energy Products Div 
79/03/16 ip 


7903210057 "Asymmetric LOCA Bubble Pool Boundary Load For Mark II “ 
UPPAL. I 8 General Electric Co .Nuclear Energy Products Div 
79/03/16 12pp 


7903260266 Forwards "Vent Clearing Pool Doundary Loads for Hark II 
Plants," presonting alternative load spec based on 
coirservat i VO application of 4T test data, r ep lac lug spec 
identified in NUnEO-048/ 

BDBON, L J General Electric Co 79/03/20 6pp 


7903290085 Forwards propriotsry copies of atteriiate load spec Info 
document applicable to wetuell walls, to replace Info in 
NUREe-04a7 Enti withhold (rtf I0CFR2 790) l4/affldavit 
SOBQN, 1 J General Flee trie Co •Nuclear Energy Products Div 
79/03/20 Spp 


7903270494 Discusses applicant's position re FSAR open Items for which 
responses have already been docketed, but for luhtch staff 
eipressos continuing concern Issues include environ 
qualification of equipment t< sump level sys 
DELGEORQE, t. O Commonueal th Edison Co 79/03/23 0pp 


7903060517 Fiequests addl Info re ins brumenta t ion 4c control QA to 
complete review of 8ER 

PARR, O 0 light Hater Reactors Branch 3 79/02/03 7pp 


790314045/ In response to 8ER open i toms, advi ses that status of Items 
was reviewed on 79022B Review dealt w/dlesel engine air 
■ tart sys, hydrodynamic stability analyses 4i low pressure 
containment leakage testing 

DEUOEORGErL 0 Comoionvieel th Edison Co 79/03/07 4pp 


7903010112 Notifies of security plan deflclenclos which are significant 
enougik to wariant imposition of license c ondi 1 1 ons. Forwards 
commonts for ineorporation into plan Appeal is possible 
End A withheld (ref 10CFR:2 7901 

IPPOLITD. T A Operating Reactors Branch 3 79/01/00 3pp. 


7903190102 Forwards request for add! info re flia p rotec t ion. Staff 
requ Iranients for miik safe shutdown I, fire protection sys 
one 1 

PARR.O 0 Light Hater Reactors Branch 3 79/02/26 SOpp 



DOCKETED SERIES 

TTOSOOOlOB NotlCQ violation from mop on 7B1031-1I03 

• Region 3- Chicago. Reactor Construction & Engineering Support 
Branch 7a/lZ/36 Ip 
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DOCKET 50-373 LaSalle County Station. Unit 1 


7703330009 Moti f 1 c at Ion oF 790331 meeting in Los Catos. CA u/ 
representatives from Mark II owners group to discuss Mark II 
LQCA Si safety relief valve pool dynamic loads 
. ANDERSON. C J Containment Systems Branch 79/03/12 12pp 


7903300440 Notification of 790315 meeting w/Hart tl lead plants tn 
Bethesda. MO. to discuss mechanical 1. electrical equipment 
qua 1 1 fi cat 1 on 

PELTIER, i A Light Hater Reactors Branch I 79/03/19 4pp 


7903310046 Foruards '"Asymmetric COCA Pool Boundary Load for Mark II 
SOSON. L J General Electric Co .Nuclear Energy Products Dlv 
79/03/16 Ip 


7903310057 “Asymmetric LOCA Bubble Pool Boundary Load For Hart II “ 
UPPAL. I S General Electric Co .Nuclear Energy Products Div 
79/03/16 13pp 


7903380339 Forwards “Vent Clearing Pool Boundary Loads for Hark 11 
Plants. presenting alternative load spec based on 
conservative application of 4T test data. rrplac i ng spec 
identified in NUR£0-04a7 

SOBON. L J General Electric Co 79/03/30 6pp 


79032900S5 Forwards proprietary copies of alternate load spec info 
document applicable to uetuell walls. to replace info in 
MUHE0-04Q7 Enel withheld (ref 10CFR2 790> U/affidavit 
SOBON. L J General Electric Co .Nuclear Energy Products Dlv 
79/03/20 Spp 


7903370494 Discusses applicant's position re FSAR open items for uhicb 
responses have already been docketed, but for which staff 
cipresses continuing concern Issues include environ 
qualification of equipment t< sump level sys 
DELOEORGE. L O Commonuiealth Edison (^o 79/03/33 Bpp 


7903060917 Requests sddi info re instrumentation 6 control tt QA to 
complete revteuj of SER 

PARR.O D Light Water Reactors Branch 3 79/03/03 7pp 


7903140497 In response to SER open 1 tpms. advi ses that status of items 
was reviewed on 79032B Review dealt w/dlesel engine air 
start sys. hydrodynamic stability analyses tr low pressure 
containment leakage testing 

DELOEORGE. L O Commoniuea 1 th Edison Co 79/03/07 4pp 


7903010112 Notifies of security plan deficiencies which are significant 
enough to warrant imposition of license conditions Forwards 
comments for incorporation into plan Appeal is possible 
End A withheld (ref 10CrR2 790) 

IPPOLITOiT A Operating Reactors Branch 3 79/D1/30 3pp 


7903190102 Forwards request for addl info re fire protection Staff 
requirements for min safe shutdown fc fire protection sys 
enc I 

PARR.O D Light Water Reactors Branch 3 79/03/36 30pp 


7903370495 Forwards safeguards contingency plan Withheld (ref 
I0CFR3. 7901 

REED. C. Commonwealth Edison Co 79/03/33 Ip 


7903090363 Forwards Endorsement 116 to HELIA NF- 43. Endorsement 98 to 
MAELU HF-22> Endorsement 97 to MELIA NF-1 87. Endorsement 49 to 
HACLU MF-S4. Endorsement 46 to MCLIA NF-201. Endorsement 40 to 
MAELU MF-64 U Endorsement 9 to MELIA NF-2S3 for CV 1979 
QBTER. J Commonwealth Edison Co 79/02/36 8pp 


7903150303 Forwards Amend 43 to facility FSAR 
REED.C Commonwealth Edison Co 79/03/09 Ip 


7903130306 Amend 43 to FSAR Responds to five Second Round questions l< 
contains voluntary tail b response revisions 
e Cammonwealth Edison Co 79/03/09 230pp 


7903810193 Forwards affidavit stating that distribution of TSAR Amend 
43 has been made per 770526 Itr from OD Parr to B Lea 
OELGEORQE.I 0 Commonuea 1 th Edison Co 79/03/15 Spp. 


7903890119 Forwards "Preservica Insp b Testing Plan. Revision 3. March 
1979 " 

DELOEOROE.L 0 Commonwealth Edison Co 79/03/15. 2pp 


7903080105 Forwards IE Insp ReptS 50-373/70-23 b 50-374/78-80 on 
781031—1103 b notice of violation 

HEISHMANi R F Region 3. Chicago. Reactor Construction & 

Engineering Support Branch 79/01/03 Spp 


7903000110 IE insp Repts bO-373//B-28 b b0-374/7B-30 on /8IO31-il03 
Noncomp ] I ance noted radiographic lept on feedwater safe b 
weld was erroneously marked “Acceptable “ Actual root 
radiograph not available to check defect 
ERD.C H . DANIELSON. D H Region 3. Chicago. Reactor 

Construction b Engineering Support Branch 70/13/36 4pp 


7903070045 Forwards IE Insp Rept 50-373/78-34 on 781226-27 No 
non compliance noted 

NEISMHAN.R F Region 3. Chicago. Reactor Construction b 

Engineering Support Branch 79/01/19 2pp 


7903070049 Ifc Insp Rept 50-373/70-34 on 781226-27 No noncomp 1 1 ante 
noted Major areas inspected containment stiuctural integrity 
test b followup of pieviously identified unresolved items b 
Items of noncomp 1 lance 

CALLACIIEB.E J . HANSEN. W A . SPESSARD. R L Region 3. Chicago. 

Reactor Construction / Engineering Support Branch 79/01/IB 9pp 


7703070073 Forwards IE Insp Rept 50-373/70-33 on 781309-06 h 19-20 Ns 
noncomp I lance noted 

FtORELLI.O Region 3. Chicago. Reactor Operations Nuclear Support 

Branch 79/01/19 2pp 


7903070078 IE Insp Rept 50-373/70-33 on 701209-06 b 19-20 No 
noncomp 1 I ance noted Major areas inspected preoperational 
test program b review of preoperational test pi ocedures 
MAURA.F ■ STREETER. J F Region 3. Chicago. Reactor Operation! 

Nuclear Support Di'anch 79/01/17 5pp 


7903020413 Forwards IE Insp Repts 50-373/79-01 b 50-374/79-08 
on 790110 No noncomp 1 lance noted 

HIND. J A Region 3. Chicago. Safeguards Branch 79/01/26 8pp 


7903020417 IE Insp Repts 50-373//9-01 b 30-374/79-02 on 790110 No 
noncompl lance noted Major areas inspected physical security 
for rece I p t. Insp . hand 1 Ing b storage of nuclear fuel Details 
withheld (ref lOCFRB 990 ) 

DEL ANGER, 0 I . MADCDA. T J . SCHEFFER, J C Region 3. Chicago. 

Safeguards Branch 79/01/22 Ip 


7903130013 Forwards IE Insp Kept 30-373/70-30 on 781 12U-30 b 1287 No 
noncompl laoce iroted 

FIOREILI.C Region 3. Chicago. Reactor Operations Nuclear Support 

Branch 79/01/89 2pp 


7903130016 IE Insp Rept 30-3/0/ /e-3t) on /0 1120-30 b 1227 Mo 
noncomp 1 lane e noted Major areas inspected preoperational 
test program, operational staffing, maint/survel 1 lance 
procedure review, staff training b plant tour 

WALKER, R D , JACK I W. I N . KNQP.R C Roglon 3, Chicago, ReacUr 

Construction b rngineorlng Support Branch 79/01/23 4pp 


7903160859 Forwards It Insp Rept 50-3/3/79-04 b 50-374/79-01 on 
790110-18 b notice of violation 

HEIBHMAN.R F Region 3. Chicago. Reactor Construction b 

Engineering Support Branch 79/02/01 2pp 


7903160260 Notice of violation from insp on 790110-12 

* Region 3. Chicago. Reactor Construction b Engineering Support 
Branch 79/01/31 Ip 


7903160263 IE Insp Rept 30-373/ /9-04 b 30-374/79-01 on 790110-18 
Noncompl 1 an ce noted inadequate insp for anchor bolt 
installation, inadequate 1 euork ii leplacoment procedure for 
rajectod anchor bolts 

VIN. I T , DAN1EL50N.I) H Region 3. Chicago. Reactor 

Constiuctlon b engineering Support Branch 79/01/31 7pp 


7903130066 Forwards IE Insp Repts 50 373/7f?-3I b 50 374/78-28 on 
791806 b t2''13 No noncomp 1 1 ante noted 

HEISHHAN. R F Region 3. Chicago. Reactor Construction b 

Engineering Support Branch 79/02/08 8pp 


7903130069 JE Insp llepts 30-373/70-31 b 50-374/78-28 on 7818061.1 8-13 N« 
noncomp 1 lane e noted Major areas inspected leactor internals 
work, quality records. Class 1 valves, downcomers -suppression 
pool b closeciut noncomp 1 lance items 

ERB.C n . HAWKINS, F C . DANIELSON, U H Region 3, Chicago. 

Reactor construction b Engineering Support Branch 79/01/89 
lipp 


7903880438 Forwards IE Insp Repts 50-373/ /9-02 b 50-374/79-03 on 
790111 Mo none ompl I ance noted 

HEIBHMAN. R F Region 3. Chicago, Reactor Construction b 

Engineering Suppoi t Branch 79/02' 12 2pp 


DOCKETED SERIES 


DDCrtET 50-3/ j L«5a H e CooiUtj Station, Unit I 


79033S046& 1£ In.p R&pts S0-37.V/9-O^ 50-37^1/79-03 on 790111 No 

naTicomp 1 1 a ni e noted Major ai eas inspected licensee action 
an. previous finoiiigs stains ot leputted items involving 
con ta I noient teiidoii buttonhead craLking !i pump deficiencies 
NEtSLEH, J H . HAWKINS, f C. HAVl S D W Region 3, Chitago. 

Reactor Construction 5 Engineoting Support Branch 7^/03/03 4pp 


79M030419 Forsiards IE Info Notice /9-04, ''Degradat i on of Engineered 
Safetg Featurpo " 

KERPi.Efi,JC. Region 3 Chicago. Ofcice of the Dnector 79/02/16 

>P 


7903130603 Act i e^eipt ef ?9fi205 itr informing NRC of assessment of 
none onp I lane e identified in IE Insp Hepts 50-373/70-28 > 

50-374/78-20 Cites ASMf tvection 111, 1974 cd 1 1 1 on, p a r ag r aph 
NB-S320i as basis for nunc omp 1 1 anc e 

Fi0HEi.Li,0 Region ?, Chicagu. Reactor Construction >• Engineering 

Support Branch /9/02 PI Spp 


79O31J0&0B Responds to NRC 790106 Itr re violations noted in IE Insp 
Repts 50-3/3/78-2H > 50-374/78-20 Coneclive actions lecord 
In question uas for "info oiilg” uias not required Weld 
integritg verified foi completed ucld 
REEDi C Commonwealth Edison Co /9/ 02/05 3pp 


7903070506 AeV teceipt of 790IP9 Hi informing NRC of steps taVpn to 
correct violatiniis noted In NRC 731226 Itr 

KEPFEER, J B Region 3. Chicago, Office of the Director 79/02/23 

IP 


7903150400 Forwards If Insp Repts *iO 3/3/ 78-32 t 50-3/4/73-23 
on 791130, 1?13 14 *, la-PO No none omp I lance noted 
HEISHMAH, n F Region J, Chicago. Reactor Construction i> 

Engineeiing Support Branch 79/02/28 2pp 


790315040/ IE Insp Repts 50-373/ /8-32 7, 50-3/4/7e-?3 on 791130, 
ISI3-14 t, 18-20 No none omp 1 lance noted Major areas 
inspetted followup on pievious insp '< bul 1 e t ins/c i rculars, f, 
revfeu of const status 

PHILLIPS, H 5 . NEISLEILvl H , MAibS, 1> W Region 3, Chicago, 
Off Its of ti.e Dhectoi 79/01/29 9pp 


7903090343 liifoims lecipients of IE Bulletin 79-01, "Environ 
Qua] 1 f 1 ca t loti of Class IK Equipment “ dtd 790208, that valve 
limit aultch idctitified as NAMCQ Model S3CMI should road 
6U3CML 

HEPPLeB,J f. Region 3 Chicago, Office of the Director 79/03/01 

IP 


7903150015 Foruiards IF Bulletin 79-02, "Pipe Support Baae Plate Designs 
Using Conerete Expansion Anchor Dolts " 

KEPHLER.J & Region 3, Chicago, Office of the Director 79/03/08 

•P 

79O3J90SU7 Forwards 11 Bulletin 79-03, "longitudinal Wold Defects In 
ASHE SA-3U' Tgpe 304 Stainless Steel Pipe Spools 
Manufactured bg ynungstown Welding U Engineeiing Co " 

KEPPlEfi,J 6 Region 3, Chicago, Office of the Director 79/03/IS 

IP 


7903290116 "Prasorvico Insp •< Testing P Ian, Revi s 1 on 3, March 1979 ’■ 
DELOEOftGE. I 0 Commonwealth Edison Co 79/03/0Q 243pp 


7903140094 Aek receipt of /90130 Hr per 10CFR50 55(c) re safety reldef 
valve control sgs 

FIORFLLI.G Region J, Chicago. Reactoi Construction l< Engineering 

Support Qranch /9/02/15 Ip 


DOCKET 50-3/4 laSallc County Station, Unit 2 


7903060693 Notification that 790813 meeting re seismic design 
difficulties has been indefinitely postponed 
BDURNIAiA Light Water Reactors Blanch 3 79/01/30 Ip 

7903140399 Notification of 790228 meeting in Bethesda.JID w/utU 
concerning seismic design pioblcm Indicates date, tine 6 
location change 

SOURNlAiA Light Water Reactoi s Branch 3 /9/01/30 Ip 


7903010326 Notification of 790213 meeting in Be thesda, MD w/ut i i to 
discuss open items on initial test pi ogram 

OOURNlAi A Light Water Reactors Branch 3 77/02/06 2pp 
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7903060514 Forwards amended i equest for addl info re structural 
en gin penny, as requested in 790124 t elcon 

PARR, □ D Light Watei Reactors Branch 3 79/02/06 3pp 


77030S0530 Sum, iirtr lies meeting on 790506 to discuss fuel load date 
Fourth quarter 1979 date appeals rea I 1 s 1 1 c, uh I le Julij 1979 
date IS optimistic 

BOURN I A, A Light Mater Reactors Branch 3 79/02/13 3pp 


7903050076 Forwards NRC re c orr.me n tfa 1 1 ons far preparation of Offsite Dose 
Calculation Manual U radiological effluent Tech Specs 
PARR,Q D Light Watei Reactors Branch 3 79/02/14 6pp 


7903190021 Disciisscs re 0 va 1 ua 1 1 on of equipmmont qualification for 
seismic t, hydrodynamic loads Requests addl info re plans f< 
schedule for completing response to enc I questions 
DDYD, R 8 Division of Project Management 79/02/23 Opp 


7903200020 Requests addl Info to complete review of FSAR Addl info 
includes alternate shutdown cooling methods in event nf 
residual heat removal t operability of control rod drives 
after cutting L capping leturn line 

PARR, 0 I) Light Water Reactors Branch 3 79/02/2B 4pp 


7903190123 Summary of /90'21S-I6 meeting w/util re open Items on initial 
test program W/enc 1 list of attendees 

DDURNIA.A Light Water Reactors [!i aiich 3 79/03/01 12pp 


7903270043 Notification of 790315 meeting ui/Mark 11 lead plants to 
discuss mecharncal !, equipment qualification Meeting 
cance n ed 

PELTIER, I A Light Mater Reactors Branch I 79/03/08 4pp 


79O323D00? Notification of 790321 moating In Los OatosiCA u/ 
representatives from Mai k II owners group to discuss Mart II 
LOCA 9 safety relief valve pool dynamic loads 

ANDERSON, C \f Containment Systems Branch 79/03/12 t2pp 


7903200440 No 1 1 f i c a 1 1 on of 79031S meeting w/Mark II load plants in 
Be thesda, MD, to discuss mechanical 6 electrical equipment 
qual if 1 cat 1 oh 

PELTIER, I A Light Watei Reactors Branch 1 79/03/15 4pp 


7903210046 Forwoids "Asymmetric LDCa Pool Boundary Lead for Mark II " 
SOQON, L J Qoneral Electric Co .Nuclear Energy Products Oiv 
79/03/16 Ip 


7903810057 "Asymmetric LOCA Bubble Pool Boundary Load For Harii 11 " 
UPPAL, I S General Electric Co .Nuclear Energy Products Dlv 
79/03/16 I2pp 


7903800298 Forwards "Vpnt Clearing Pool Boundary Loads for Mark tl 
Plants," presenting alternative load spec based on 
conservative application of 4T test da ta« r eplae ing spec 
Identified in NUnE0-04B/ 

80B0N, L J Ooneral ricctrlc Co 79/03/20 6pp 


7903890085 Forwards proprietary copies of alternate load spec info 
document applicable to wetwell uallsttci replace info in 
NIJRE0-04B7 Ehcl withheld (ref 10CFR2 790) H/affldavit 
80B0N, 1. J General Flectrlc Co .Nuclear Energy Products Dlv 
79/03/20 Spp 


7903270494 Discusses applicant's pasitlon re FSAR open items fop which 
responses have already been docketed, but for which staff 
expresses continuing concern Issues include environ 
qual Iftcation of equipment t, sump ] eve I «y s 
BELOEQROE, 1. D Commonuisal th Edison Co 79/03/83 Spp 


7903060517 Requests addl info re iiis tr umen ta t ion control £> GA to 

camplete review of BER 

PARR.O D Light Hater Reactors Branch 3 79/02/05 7pp 


7903140457 In response to 8ER open t terns, odvl ses that status of items 
was reviewed on 790228 Review dealt u/diesel engine air 
start sgs, hydrodynamic stability analyses t< low pressure 
containment leakage testing 

DELOEQRGE, L □ Commonwealth Edison Co 79/03/07 4pp 

7903010118 Notifies of security plan deficiencies which are significant 
enough to warrant imposition of license conditions Forwards 
comments for incorporation into plan Appeal Is possihle 
End A withheU (ref lOCFfla 790) 

IPPOUTO, T A Operating Reactors Branch 3 79/01/30, Opp 


7903190102 Forwaids request for addl Info re fire protection Staff 
requirements for mm safe shutdown t, fire protection sys 
enc 1 

PARR,0 0 Light Water Reactors Branch 3 79/02/36 30pp 



DOCKETED SERIES 
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DOCKET SO-sy-l LaSalle County Slat tor, Unit 2 


790327049S Poruiards safsguariis contingency plan ttithheid (r«F 
I0CFB2 790) 

REED, C comnanueal th Edison Co 79/03/23 Ip 


7903150303 Forwards Amend 43 to facility FSAH 
REED, C Commonwealth Edison Co 79/03/09 Ip 


79031 3030& Amend 43 to FSAH Responds to five Second Round guest joni b 
contains voluntary teit U response revisions 
« Connofiwealth Edison Co 79/03/09 550pp 


7903210193 Forwards affidavit stating that distrltutlon of FSAR Amend 
43 has been made per 77052& Str from 00 Parr to B Lee 
DELCE0R6E.L 0 Commonucalth Edison Co 79/03/15 2pp 


7903080419 Forwards IF Info Notice 79'04, "Degradation of Engineered 
Safety Features " 

KEPPLEH, J O Region 3 Chicago, Office of the Director 79/0S/14 

Ip 


7903130603 Act receipt of 790205 Itr informing NRC of assessment of 
noncompl lanc e identified in IE Insp R«pts 50-373/7Q-2Q b 
50“374/7a-20 Cites ASHE Section 111,1974 ed i tion> paragraph 
NO-5320, as basis for noiicomp 1 lance 

FIORELLI.C Region 3, Chicago Reactoi Construction b Engineering 

Support Branch 79/02/21 2pp 


790313060B Responds to NRC 79010‘i 1 ti re violations noted In IE [nip 
Repts 50-373/7B-2B b 50 •374/78*20 Corrective actions record 
In question was far “info only" b was not required Ueld 
integrity verified foi completed weld 
REED, C CoiTimonweal th Edison Co 79/02/05 3pp 


7903290115 Forwards "Prescrvice Insp b Testing Plan, Revision 3j March 
1979 “ 

DELOEOROE. I- 0 Comiaonuiea I th Edison Co 79/03/15 2pp 


7903080105 Forwards IE Insp Repts 50-373/7B-2B fc 50-374/78-20 an 
701O31-(tO3 (i notice of violation 

HBISHMAN.R F Region 3, Chicago, Reactor Construction & 

Engineering Support Branch 79/01/03 2pp 


7903070556 Act i eceipt of 790129 Itr infoiming NRC of steps taken to 
correct violations noted in NRC 7Q1226 Itr 

KEPPUER.J G Region 3, Chicago, Office of the Director 79/02/23 

Ip 


7903150400 Forwards IE insp Repts 50-373/78-32 b 50-374/76-23 
on 731130-1213-14 b IB 20 No noncomp 1 lance noted 
HEISHMAN, R F Region 3, Chicago, Reactor Construction b 

Engineering Support Branch 79/02/28 3pp 


7903080108 Notice of violation from insp on 7B1031-1103 

* Region 3. Chicago, Reactor Construction b Engineering Support 
Branch 70/12/26 ip 


7903080110 IE Inep Repts 30-373/70-2-8 b S0-374/7B-2O on 7B1031-J1O3 
Kloncump 1 1 ance noted radiographic lept on feedwater safe b 
weld was erroneously marked "Acceptable " Actual root 
radiograph not available to check defect 
ER0. C M , DANIEUSON, » H Region 3. Chicago, Reactor 

Construction b Engineering Support Branch 78/12/26 4pp 

7903020413 Forwards IE Insp Repts 50-373/79-01 b 50-374/79-02 
on 790110 No noncompl lance noted 

KIND, J A Region 3, Chicago, Safeguards Branch 79/01/26 Spp 

7903020417 IE Insp Repts 30-373/79-01 b 30-374/79-02 on /90110 No 
noncomp I lance noted flajor areas inspected physical security 
for race I pt. Insp, hand 1 ing b storage of nuclear fuel Details 
withheld tref 10CFR2 790) 

BELAN0ER,J I , MADEDA, T J . SCHEFFER, J C Region 3, Chicago, 

Safeguards Branch 79/01/22 Ip 


7903160259 Forwards IE Insp Rept 50-3/3/79-04 b 50-374/79-01 oh 
790110-12 b notice of violation 

HEISHMAN.R F Region 3. Chicago, Reactor Construction b 

Engineering Support Branch 79/02/01 2pp 


7903130407 IF Insp Repts 50-373/ /a-3? r> 50-3/4/70-23 on 781130. 
1213-14 b I8'-20 No none omp 1 lance noted Hajoi areas 
inspected followup on previous insp b but 1 et ins/c i rcu I ar s, b 
review of const status 

PHILLIPS. 11 & . NEISLER. J H . HAYES, D U Region 3. Chicago, 
Office of the Diiector 79/01/29 9pp 


79030BD343 Infoims recipients of IE Bulletin 79-01, "Envii on 
Qua I I f ica 1 1 on of Class IE Equipment," dtd 790206. that valve 
limit switch identified as NAMCO Model 83CML should read 
SL3CML 

KEPPLEHaJ 0 Region 3. Chicago, Office of the Diiector 79/03/'01 

>P 


7903130015 Forwards it Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEPRLER. J O Region 3, Chicago. Office of the Director 79/03/08 

Ip 


7903190539 Forwards It Bulletin 79-03, "longitudinal Weld Defects in 
A9HE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Uelding b Engineering Co " 

KEPPLER, U 0 Region 3. Chicago. Office of the Director 79/03/12 

ip 

7903290116 "Presoivice Insp b Testing P 1 an, Revl Sion 3, Morch 1979 " 
DEt,0E8RCE , I. O Commonwealth Edison Co 79/03/08 243 pp 


7903160260 Notice of violation from insp on 790110-12 

s Region 3, Chicago, Reactor Construct l-oii b Engineering Support 
Branch 79/01/31 ip 


7903160262 IE insp Kept 50-373/79-04 b 30-374/79-01 on /90110-12 
Noncomp 1 1 ance noted Inadequate insp for anchor bolt 
I nstal la t lon« Inadequa te rework b replacement procedure for 
rejected anchor bolts 

YIN, 1 T > DANIELSON. D H Region 3, Chicago. Reactor 

Construction b Engineering Support Branch 77/01/31 7pp 


7903130066 Forwards lE Insp Rept* 50-373/70-31 b 30-374/78-22 on 
791206 b 12-13 No none ompl lanc e noted 

HE18HHAN, R F Region 3. Chicago. Reactor Construction b 

Engineering Support Branch 79/02/08 2 pp 


7903130069 IE Insp Repts 50-3/3/78-31 U 30-374/70-22 on 701206612-13 Ho 
noncompl lance noted Major areas inspected reactor internals 
uorki qua 1 ity records, Class I valves, douncomers-suppresslan 
pool b closeout noncompl lance items 

ERB. C M , HAUKINS.F C . DANIELSON.D H Region 3. Chicago, 

Reactor Construction b Engineering Suppnrt Branch 79/01/29 
llpp 


7903220458 Forwards IE Ihsp Repts 50-373/79-02 b 50-374/79-03 on 
790)11 No noncompl lance noted 

HEISHMANiR F Region 3, Chicago, Reactor Construction b 

Engineering Support Branch 79/02/12 2pp 


7903220466 IE Insp Rept* 50-373/79-02 i 50-374/79-03 on /9011i Mo 
noncompl lance gioted Ha jar areas inspected licensee action 
on previous findings, status of reported items Involving 
containment tendon buttonhead cracking b pump deficiencies 
NEIBLER.O H . KAHHINS, F C, KAYES, D M Region 3. Chicago. 

Reactor Construction b Engineei Ing Support Branch 79/02/08 4pp 


7903140084 Ack rfcelpl of 790130 lii per lOCFRSO SSic) re safety relief 
valve control sys 

FlORCLLl.O Region 3. Chicago Reactoi Construction b Engineering 

Support Branch 79/02/15 Ip 


DOCKET 50-375 Nuclear Eiaminatlon Reactor 


7903300371 Forwards Amend 2 to License H-llB 

REID, R W Dpeiallng Reactors Branch 4 79/03/21 3pp 


790330037B Amend 2 to License R-IIB revising administrative controls 
portion of Tech Specs to reflect revised oreni lallonal 
structure b make minor editoilal changes in definition of 
of staffing 

REID, R tl Operating Reactors Branch 4 79/03/21 9pp 


DOCKET 50-376 North Coast Nuclear Plant 


7903270036 Notification of 790320 meeting in Bethesda, MD. w/Puerto Rico 
Hater HesourcBS Authority to discuss plant gedlogy/ 
selsmblogy review 

FHOELICH, H W Environmental Project Branch 1 79/03/08 ip 


7903210430 Forwards 0SQ8 701213 status review i ept re geology b 
seismology of site Info will be addi essed In upcoming NRC 
site safety evaluation lept 
MCOURREN, H J Branch 1 79/02/P6 15pp 



DOCKETED SERIES 


DOCKET 30-3S2 Materford Generating Statlonp Unit 3 


7703030164 iHot 1 f Icati on of meeting on 790306 to discuss operating 
license safety review schedule 

BEfJEDtCTfH A Light Ulater Reactors Branch 2 79/01/86 Ip 


7903090253 Notification of 790220 meeting in Be thesda p MD. w/ut 1 1 to 
discuss const progi ess to date 

BENEDICTpR a Light Water Reactors Branch 2 79/02/14 2p p 


7903220400 Notification of 790426 special peehearitig (conference of 
parties in New Orl eansi LAp to (tlscuss key 1 ssues p cons i dor 
Intervention petition fc establish schedule 

WOLPEp 8 J Atomic Safety and Licensing Board Panel 79/O3/0B 4pp 


7903020363 Forwards Amend 2 to FSAR 

ASWELLi 0 L Louisiana Power & Light Co 79/02/21 Ip 


7903020366 Amend 2 to F6AR Drawings available in Central Piles 
ASWELLp 0 L Louisiana Power & Light Co 79/02/S1 SB9pp 


7903080160 Notification of 790320-f’l site visit to tour site t< discuss 
staff's technical questions re environ i ept foi operating 
license application 

CQTAp P C fcnvn onmental Project Branch 1 79/02/23 2pp 


7903060602 Responds to IE Bulletin 7B-I2. "Atypical Weld Ha 1 1 in 
Reactor Pressure Oessel Welds ” C-E has not used suspect 
weld wire heat Pioposes revision of bulletin 
ASWELL.O L Louisiana Power *< Light Co 73/1 1/30 2pp 


7903870603 Forwards NURC0-0523p "Summary of Operating Eiperlence 
u/Recl rculat ing Steam Generatorsp " which focuses on recent 
probisjss w/d egra da 1 1 on Believes continued plant operation 
does not constitute risl 

EiSENIIUTp D O Assistant Director for Systems ti Projects 
79/03/02 3pp 


7903270015 Confirms ai rangements made for 790320-21 offical site 
visit k meeting le environ 1 eviou of license application 
List of items to be discussed enc I 

BALLARD) R I Env i ronmon ta i Project Branch 1 /9/O3/09 I7pp 


7903260307 Requests addl info re capability of nuclear steam supply 
sys to respond to postulated ATWS transients W/ltr to major 
vendors requesting info fi NUREG-0460< Uol 3 H/o end 
VASSALLOp D B Assistant Directoi for Light Water Reactors 
79/03/15 3pp 


7903020070 Forwards IE Insp Rept SO-302/7B-16 on 731211-14 Mo 
non comp 1 lane c noted 

SEIDLEtW C Region 4 p Dallasi Reactor Construction tt Engineering 

Support Branch 79/01/03 2pp 


7903020074 IE Insp Ropt 30-3a2/7B-16 on 731211-14 No none ompl lance 
noted Major areas inspected const activities re follou-on 
review of QA/QC recoi ds l< observation of hand 1 1 ng^ r Igg 1 ng E> 
Installation of reactor vessel 

STEWARTp R C p CROSOHANpW a p HALLiR E Region 4. Dallasj 

Reactor Construction t< Engineering Support Branch 79/01/03 6pp 


7903280224 Forwards IE Jiisp Rept 30-3B2/79-01 on 790109-12 No 
none ompl lance noted 

SEIDLE>W C Region 4 p Datlasp Reactor Construction & Engineering 

Support Branch 79/01/31 2pp 


790307D8I5 Forwards proposed mod to preopei atioiial terrestrial ecology 
mon 1 torlng program as described in Suppl 6 to const permit 
environ rept Uiges expansion of program 

ASUELLi D L Louisiana Power ft light Co 79/02/23 6pp 


7903030042 Establishes ASLB of SJ WolfepUH Jordan ti H Foreman to rule 
on petition to intervene L/oi requests for hearingp & to 
preside If hearing Is ordered 

LAZOtft H Atom'ic bafety and Licensing Board Panel 79/08/12 2pp 


7903140351 Applicant's answer to Save Our WefclandSp Inc U Oystershell 
Alliance. Inc joint intervention petition Files no opposition 
to petition k requests notice of hearing be issued t< 
prehearing conference scheduled Certificate of Sve end 
BLAKE) E L ShdUp Pittman, Pottsp k Trowbridge 79/02/13 Sp p 


7903140322 Applicant's answer to LA Consumer's League) Inc Intervention 
petition Questions League's au thor i la t ion to represent its 
members k their interests Urges that author! latlon be 
required Certificate of Sve and 

BLAKE>E L 8haw> Pittman) PottS) & Trowbridge 79/02/14 6pp 


7903140835 Motion to file ono day out-of-time Enel responses were 
delayed due to dosing of federal offices 
HCOARRENiH J Branch 1 79/03/81 Ip 


7903140296 Responds to intervention potlttons of gave Our WetlandS) Inc 
4< Oystershell Alliance Inc "Interest" t, "aspects of 
proceeding requirements" have been saflsfled 
MCOURREMp H J Branch 1 79/02/21 7pp 


7903140302 Responds to intervention petition of LA Consumer's League 
Inc, " Interest" t, "aspects of proceeding" requirements have 
been satisfied Certificate of Rve end 
MCOURHENrH J Branch 1 79/02/21 5pp 


7903210314 Confirms 790319 meeting In New Orleans, LA u/LA Consumers* 
League b util to discuss contentions 
MCOURREN, H J Branch 1 79/02/23 Ip 


7903210317 Confirms 790316 tc 790319 meetings in New Orleans, LA 
w/Qystershel I Alliance t< Save Our Wetlands 
MCOURREN, H J Branch I 79/02/23 Ip 


7903220225 IE Insp Rept 50-3B2/79-01 on 790109-12 Ho noncompliance 
noted Major areas Inspected const activities re QA/OC 
documental ion, T eac tor vessel ins tal la tlen, A8ME Class III 
Code matl b seismic support hanger welds. 

STEWART, R C . GROSSMAN, W A Region 4. Dallas. Reactor 

Construction t Engineering Support Branch 79/01/31 4pp 


7903030425 Forwards IF Dullelin 79-01, "Environ Qualification of Class 
IE Equipment " W/llst of 11 systematic evaluation program 
plants for which no action Is required 

SEYFRIT) K V Region 4, Dallas. Office of the Director 79/02/08 
tp 


7903030441 Forwards IE Info Notice 79-03, "Llml torque Valve Oeared 
Limit Switch Lubricant " 

SEYFRIT, K V Region 4, Oallas, Office of the Director 79/02/09 

Ip 


7903090042 Forwards IE Info Npotlce 79-04, "Regrada tl on of Engineered 
Safety Features “ 

BEVFRIT, K V Region 4, Dallas. Office of the Director. 79/02/16 

tp 


790326001S Forwards IE Insp Rept 50-338/79-02 on 790123-26 k notice of 
violation 

SCIDLEiU C Region 4, Dallas, Reactor Construction b Engineering 

Support Branch 79/02/16 2pp 


7903360019 Notice of violation from insp on 790133-26 

» Region 4, Dallas, Reactor Construction k Engineering Support 
Branch 79/03/16 2pp 


7903260024 IE Insp Rept 50-382/79-02 on 790123-86 None omp I lance noted. 
Burvelllanee of welding parametsrs was Improperly performed, 
safety-related batteries were improperly charged 
STEWART, R.C . CROSBMAN, W A < HALL, R E Region 4, Dallae. 

Reactor Construction tc Engineering Support Branch 79/02/16 9pp 


7903190027 Informs recipients of IE Bulletin 79-01 ■ "Environ 
Qualification of Class IE Equipment," dtd 79020B. that valve 
limit switch identified as NAMCO Model SGCML should read 

aEYFR*lT,K V. Region 4, Dallas, Office of the Director 79/02/27 

Ip 


7903220036 Confirms 790316 meeting ,ln Now Orleans, LA w/representa tives 
of Save Our We tlands, Oy s tershel 1 Al 1 lance, NRC b LA Power b 
Light Co to discuss contentions 
MCOURREN, H J Branch 1 79/02/33 Ip 


'903230018 Forwards IF Bulletin 79-02. "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

SEYFRITiK V Region 4, Dallas, Office of the Director 79/03/03 
1 P 


7903220112 Grants NRC 790221 motion to file out-of-tieie 

WOLFE, 8. J Atomic Safety and Licensing Board Panel 79/03/03. Ip 


7903220007 Concludes that intervenors, Save Our We tlands, Inc, Oyster shol 1 
Alliance, Inc b LA Consumer's League, Inc have demonstrated 
standing 

HOLPE.S J Atomic Safety and Licensing Board Panel 79/03/07 4pp 


7903300013 Forwards IF Bulletin 79-03, "Long 1 tod Ina 1 Held Defecte In 
A8ME 8A-312 Type 304 Stainless Steel Pipe Spools * 

Manufactured by Youngstown Holding b Engineering Co " 

SEYFRIT, K V Region 4, Dallas, Office of the Director 79/03/18 
»P 
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7903390327 Foroiards IE Cireuiar 79-04. "loose Locking Nut on Lifnitorq,i 
VaWe Operators " 

SEVFRIT.K V Region 4, Dallas. Office of the Director 79/03/li. 

ip 


7903300180 !E Info Notice 79-05, “Uie of Inproper Hatls in Safetg- 
Related Components 

* afflte Df Inspection {. Enforcement 79/03/31 2 fp 


7903300191 Foruardi IE Info Notice 79-03. "Use of Improper Natls In 
8af atij-Ri lated Components '* 

SEYFRIT.K V Region 4. Dallas, Office of the Director 79/03/21 

Spf 


79030A06S9 Forwards suggestions for changing FSfR Revision 4 based on 
review of responses to Second Round i),uestlons re Sections 
13 3 S< 13 5 

COLLINS.P F Operator Licensing Branch 79/02/12 3pp 


7903030060 Forwards NRC r ecsmnendatl ons for preparation of Offsite Dos 
Calculation Manual & radiological effluent Tech Specs 
PARRiO D Light Water Reactors Branch 3 79/02/14 7pp 


7903140170 Requests addl Info re operator licensing to complete review 
of application for operating licenses 

PARRiO D Light Water Reactors Branch 3 79/02/23 4pp 


7903190333 Forwards request for addl info re reactor analgsis Info 
■ ought pertalni to crud buildup, data base for rod bundles, 
flow channel distributions It analytic models 
PARRiO 0 Light Water Reactors Branch 3 79/02/26 Spp 


7903270391 Forwards application to Susquehanna River Basin Commission. 
ER h dasign rept for const of Pond Hill Reservoir ER & 
datlgn rept not and 

CURTIQ.N it Pennsglvania Power (< Light Co 79/03/06 6pp 


7903140415 Forwards Amend 7 to license application as Revision 5 to 
F8AR 

CURTIS, N M Pennsglvania Power 1. Light Co 79/03/12 2pp 


7903140425 Amend 7 to license app 1 icat ten, submit ted as Revision 5 to 
FSAR 

■ Pennsg Ivania Power h Light Co 79/03/12 20Clpp 


7903230009 Notification of 790321 meeting in Los Gatos, CA u/ 
representatives from Hark II owners group to discuss Mark II 
LQCA h safety relief valve pool dgnankc loads 
ANOEASONi C J Contairiment Systems Branch 79/03/12 12pp 


7903130312 Forwards nonproprletarg versions of KraftuiarV Union 
Aktlenglesellschapt documents transmitted 771229 b 78CH05 
Reaponds to NRC 730420 Itr 

CURTIS, N W Pennsylvania Power b Light Co 79/03/13 ip 


7903150313 Rept tranislatetf from German "Formation 1. Oscillations of 
Spherical Oas Dulible Underwater 

HE1B5HAUPL Pennsylvania Power U Light Ca 7R/12/31 g 4 pp 

7903150316 Rejt translated from Osrman "Tests on Mlied Condeniatlon 
u/Model Quenchers " 

WERNER, MELCHIOR, SiMON Pennsylvania Power & Light Co 73/03/18 


79031S03I3 Rept translated from Oertnan "Calculation Model to Clarify 
Pressure Oscillations in Suppression Chamber After Vent 
Clearing “ 

WEISBHAUPLi 8CHALL Pennsylvania Power b Light Co 72/03/29 


7903150316 Rept translated from German "Condensatl on t, Vent Clear ina 
Tests In GKpl w/Perforated Pipes " 

HOFFMAN. MELCHIOR Pennsylvania Power ti Light Co 73/OS/iO 

1 1 6p p 


7903130335 Rept translated from German "KKD Const L Task of Relief 
Sys " 

KNAPP. DECKER Pennsylvania Power L Light Co 74/01/15 46pp 


790315D339 Rept translated from German "E«p erimenta I Studies of Vent 
Clearing in Model Test Stand ' 

WERNER Pennsylvania Power t, Light Co 7S/07/31 73pp 


7903150344 Rept translated from Ocimati "KKD Specification for Blowdoun 
Tests in Non-Nuclear Hot Test “ 

RUPPiH Pennsylvania Power t. Light Co 74/10/04 45pp 


7903150349 Rept translated from German "Expected Values of Dlowdoun 
Teats w/fielief Sys in Non-Nuclear Hot Teat at Brunsbuttol 
Nuclear Powei Plant fc Their Measurement " 

DECKER Pennsylvania Power h Light Co 74/09/30 63pp 


7903150354 Rept translated from Geiman "Results of Non-Nut loar Mot 
Tests u/Rellef Sys in Oi unsbuttel Nuclear Power Plant " 

BECKER Pennsylvania Power i. Light Co 74/12/20 35pp 


7903150336 Rept translated from Gorman "Analysis of Loads Moasured on 
Relief Sys During Noti-Nuclear Hot Test in KKB " 

DECKER. FEIST, CURRO Pennsylvania Power & Light Co 75/04/29 
141pp 


7903150360 Rapt translated from German "Drunsbuttel Nuclear Rawer 
Plant. List of Test Paiameters t Most Important Ileasurement 
Results of Non-Nuclear Hot Tests W/Pressure Relief Sys " 

HOFFMAN, SCHMID Pennsylvania Power b Light Co 77/00/01 A3pp 


7903150366 Rept translated from German "KKB Spec for Tests to f>upp I 
Relief Value Tests During Nuclear Startup " 

RUPP Pennsylvania Power U Light Co 75/06/20 t2pp 


7903150372 Rept translated from German "KKn-Nuc lear Startup. Resul ti 
of Tests W/Pressure Relief Sys 

COBEL Pennsylvania Power f. Light Co 76/09/30 16pp 


7903150374 Rept translated from German “Ph 1 1 Ippsburg Nuclear Power 
Plant First Extension Hot Test, Spec for Tests of Relief 
Valves b Emergency & boppressjoii Chamber Cooling Systems " 

ROPPi KEIL Pennsylvania Power b Light Co 75/00/28 49pp 


7903150371 Rept translated from German "Results of Non-Nuclear Ifot 
Test W/Relkef Bys in Phillppsburg Nuclear Power Plant " 

GODEL Pennsylvania Power b Light Co 77/03/22 66pp 


7903130373 Rapt translated from German "Phillppsburg Nuclear Power 
Plant, LI St of Test Parameters b Most Important Measurement 
Results of Non-Nuclear Hot Tests W/Pressure Relief Sys " 

HOFFMAN, SCHMID Pennsylvania Power b Light Co 77/00/02 33pp 


7903150375 Rept translated from German "Air Oscillations During Vent 
Clearing H/Sinple b Double Pipes " 

SCHNABEL. DECKER Pennsylvania Power b Light Co 78/00/31 20pp 


7903200072 Requests addl info re capability of nuclear steam supply tyt 
to respond to postulated ATW3 transients W/ltr to major 
vendors requesting info b forwarding NUREO-0460, Vol 3 
W/o end 

VASSALLO. D D Assistant Director for Light Water Reactors 
79/03/13 3pp 


7903210046 Forwards "Asymmetric LOCA Pool Boundary Load for Mark IE " 
SO0ON,L J General Electric Co .Nuclear Energy Products Dlv 
79/03/16 Ip 


7903210037 "Asymmetric LOCA Rubble Pool Boundary load For Mark It * 
UPPAL, I S General Electric Co .Nuclear Energy Products Dlw 
79/03/16 12pp 


7903210340 Forwards affidavit of sve foi Amend 7 to operating lleenss 
app 1 i cation 

CURTIS, N H Pennsylvania Power b Light Co 79/03/16 2pp 


7903150320 Rept translated from German. "Const b Design of 
w/Perforabed Pipe Quencher " 

BECKER, KOCH Pennsylvania Power b Light Co 73/07/09 


Relief Sys 
9lpp 


79031 5032 1 ^Rept translated from German "KKB-Vent Clearing u/Perforated 
BECKER, KQCH Pennsylvania Fewer b Light Co 73/10/12 I39pp 


7903150322 Rept translated from Osrman "Investigations 
sj/Parforated Pi pa Quencher w/Bmall Water Coverage of 
Ouenchir Arms “ 


of Condensation 


HOFFMANN. BECKER Pennsylvania Power b Light Co 73/12/14 3 f,pp 


7903200200 Forwards "Vent Clearing Pool Boundary Loads for Hark II 
Plants," presenting alternative load spec based on 
conservative application of 4T test da ta, rep lacing spec 
Identified in NUREG-0407 

SDBDNi L J General Electric Co 79/03/20 6pp 


7903290003 Forwards propi letary copies of alternate load spec info 
document applicable to wetwell walls, to replace Info In 
NUREO-0407 Enel withheld (ref 10CFR2 7901 W/affidavlt 
SOBON.L J General Electric Co .Nuclear Energy Products Dlv 
79/03/20 Spp 
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DOCKET 50-33;^ Susqoehdnna Steam Electric Station. Unit 1 


7903140310 Foiiuardt Amend fl to 7B07P0 license application as Revision 1 
to Environ Rept 

CCRTIS.N W Pennsylvania Pouet » Light Co 79/03/05 4pp 


7903I4032I Amend 4 to license app 1 1 c a 1 1 on. subml t ted as Revision I to 
Environ Rept. operating license stage 
* Pennsylvania Poiuet t< Light Co 79/03/05 I75pp 

790306.0440 Foruaids Personnel Security Manual Requests App 0 of plan be 
ulthheld (ref 1GCFR2 /90 > 

ttIRTlS, N W Pennsylvania Power I Light Co 79/03/06 Ip 


7903060537 Eiplalns reasons for subn. 1 1 1 1 ng , b u t not enur.era 1 1 ng « a id 1 
amends subsequent to Sept 1970 petition Will discuss 
contentions at conference 

s Citiiens Ag.-iinst nuclear Dangers 79/01/23 Ip 


7903070018 Request^ oppoitunity to pi esent statement re license 
application at limited appeal ance hearings 

TATEiN C Lehigh -Pocono Committee of Concern 79/01/22 ip 


7903070022 Requests limited appeal aiice at licensing hearings 
* Affiliation Unknoujn 79/01/17 Ip 

7903070026 Requests to make limited appeal aiicc statement at licensing 
heart ngs 

MCHUGH. D Affiliation Unknoun 79/01 /P9 Ip 

7903070030 Requests to make limited appoaiance statement at licensing 
prehearing 

CSALA, M Affiliation Unknown 79/01/25 Ip 


7903070034 Requests to make limited appearance statement at liconslng 
hearing Euspects validity of safety clairns 
PERKINS. J Affiliation Unknown 79/01/23 Ip 


7903090045 Notifies I Lemanowici U T HaUigan will represent Cltliens 
Against Nuclear Dangers in proceedings beginning w/specia! 
prehearing conference on 790129-30 

LEMONOW1C7, 1 Citiiens Against Nuclear Dangei s HALLIOAN, T 
AffUlatlon Unknown 79/01/22 Ip 


7903060702 Ansuei opposing motion of C Marsh for attys' feesj costs of 
eepert witnesses ti miscellaneous costs Urges denial of 
motion because Inter ven or does not satisfy NRC conditions 
for funding Certificate of 0vc end 
CUTCHIM. J M Dranch 3 79/02/09 5pp 


7903010455 Act receipt of 790105 memo requesting consideration of 
constituent I Lemanowici 1 tr A51 R Is considering request 
for hearing Request foi documents under FDIA is being 
processed 

OOSBICK-l, V Office of the Executive Dirertoi for Operations 
79/02/12 2pp 


7903220099 Special prehearing conference order Grants Pour intervention 
p et i tlonif adopt s preliminary schedule ii denies requests for 
financial assistance 

BECHHOEFER.C Atomic Safety and Licensing Board Panel 79/03/06 
BSpp 


7903220110 Notice of A5LD hearing Informs of availability op documents 
b requests Info from persons desiring to moke limited 
appearances Public is invited to attend 

BECHHOEFER.C Atomic Safety and Licensing Board Panel 79703/06 
App 


79D33B026S Requests applicants' F8AR Si environ rept 

BECHHOEFER.C Atomic Safety and Licensing Board Panel 79/03/07 

IP 


79O3OB0DOI Forwards IF, Insp Repts 50“3a7//B-23 S- 50-380/70-20 on 
701204—22 No none omp 1 a 1 nc e noted 

CARLSON. R T Region 1. Philadelphia. Reactor Construction 6 

Engineering Support Branch 79/01/12 2pp 
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7903140135 IE Insp Ropts 50-3a7//9-02 6 50-380/79-03 on 7901QB-1 1 No 
nonconp llanc B noted Major areas inspected instrumentation b 
electrical equipment t QA documentation 8 status of 
circulars tc bulletins 

FINKEL.AE , EQNETER.SD Region I, Philadelphia. Reactor 

Construction 6 Engineering Support Dranch 79/0t/25 6pp 


7903050540 Forwards IF Info Notice 79-03. '“Llmitorque Valve Geared 
Limit Switch Lubricant " 

GRIER. B H Region 1, Philadelphia. Office of the Director 

79/02/09 Ip 


7903000405 Forwards IE Info Notice 79-04. 'Degradation of Engineered 
Safety Feoturos " 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/02/16 Ip 


79030BOS11 Informs recipients of IE Bulletin 79-tH. ''Environ 
Qualification of Class It Equipment." iltd 790200. that valve 
limit switch identified as NAMCO Model S3CML should road 
SL3CML 

GRIER. B H Region 1. Pli i lade 1 p ti la . Office of the Director 
79/02/27 Ip 


7903210045 Ac k receipt of 790115 I tr re damage to wiring or termination 
module connecters for equipment 

CARLSON. R T Reg i o-n li Philadelphia. Office of the Director 
79/01/26 ip 


7903010204 Forwards final rept re deficiency concerning spot— welded 
strut ma t 1 

CURTIS. N W Pennsylvania Power t. Light Co 79/02/26 2p p 

79030102B5 Final deficiency rept on spot-welded struts 
* Pennsylvania Power Light Co 78/12/29 18pp 


7903150100 Act receipt of 790202 Itr Anticipates receiving deficiency 
rept in 60 days 

CARLSON. R T Region 1. Philadelphia. Reactor Construction 8t 

Engineering Support Dranch 79/02/2/ ip 


7903070267 Confirms info provided to NRC inspector on 790227 re 
deficiency in coax cable Cable had sections which eihlblted 
bubbles in second insulat Ion. firs t insulation was missing 
CUHTIBiM W Pennsylvania Power Light Co 79/02/28 2pp 


7903070362 Confirms info provided to NRC Inspector on 790227 re 
reportable deficiency Bechtel has advised that generic 
problem exists re failure of manufacturer to stake stem nuts 
fastening certain llmitorque rnntar operators 
CURTIS) N M Pennsylvania Power b Light Co 79/03/02 app 


7903060650 Forwards suggestions fur changing F5AR Revision 4 based on 
review of responses to Second Ro.und questions re Sections 
13 2 6 13 5 

COLLINS. P F Operator Licensing Branch 79/02/12 3pp 


7903050000 Forwards NltC recommendations for preparation of Offsite Do 
Calculation Manual t. radiological effluent Tech Epees 
PARRiO D Light Water Reactors Branch 3 79/02/14 7pp 


7903140170 Requests addi info re operator licensing to complete revle 
of application for operating licenses 

PARR. O D Light Water Reactors Dra'nch 3 79/02/23 4pp 


7903190385 Forwards request for add! info re reactor analysis Info 
sought pertains to crud buildup. data base for rod bundles, 
flow channel distributions b analytic models 
PAHR.O D> Light Water Reactors Oranch 3 19f<ys.l^b 5pp 


7903270391 Forwards application to Susquehanna River Basin Commlsslor 
ER b design rept for const of Pond Hill Reservoir ER l< 
design rept not end 

CURTIS. N W Pennsylvania Power t< Light Co 79/03/06 6pp 


7903140415 Forwards Amend 7 to license application as Revision 3 to 
FBAR. 

CURTIS. N W Pennsylvania Power U Light Co 79/03/12 2pp 


7903000002 lE IhSp Repts 50-307/78-23 b 80-308/70-20 on 701304-22 HP 
noncomp 1 lance noted Major areas inspected work activities re 
Installation 8. welding of reactor coolant pressure boundary 
other piping, fire protection 8< reactor vessel internals. 

OALLO.R M , MCOAUOHY. R W Region 1. Philadelphia. Reactor 

Construction 9 Engineering Support Branch 77/01/11 lOpP 


7903140133 Forwards IE Insp Repts 80-307/79-02 8. 30-300/79-02 on 
790100-11 No noncompliance noted 

CAHLSDNi R T Region 1. Philadelphia. Reactor Construction t< 

Engineering Support Branch 79/01/31 Spp 


7903140423 Amend 7 to license app 1 Icati on. submit ted as Revision 5 
FSAR 

* Pennsylvania Power U Light Co 79/03/12 200pp. 


7903230009 Notification of 790321 meeting in Los Oatos.CA u/ 
reprasentattvos from Mark 11 owners group to discuss Mark II 
LOCA &i safety relief valve pool dynamic loads 

ANDERBON. C vl Containment aystems Branch. 79/03/12 i2pp 
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DOCKET SD'-SQS Sus i^ue Fidnna Stean Elecfcric Statlorij Unit 3 


79031S0312 Foruarifs -nonpropT I e tary voreions of Kraftuerl Union 
Ak tlang 1 at a 1 1 sc haf t documents tiansmltted 771.530 b 700103 
RespOTids to NRC 700420 Itr 

CUliTISiN W Pennsylvania Pouar Light Co 79/03/lS Ip 


7'903150313 Rept translated Prom Oorman "Formation ascillations of 
Spherical Oas Bubble Underuater 

MEISSHAUPL Pennsylvania Power U Light Co 70/12/31 24pp 


7703180316 Rep t translated Prom German "Testa on llticd Condensation 
w/MoiIb 1 Quenchers " 

WEHMeft, ^1EUCH^0R^ SIMON Pennsylvania Power S, Light Co 73/0S/15 

t9pp 


7903150315 Rept translated from German "Calculation Model to Clarify 
Pressure Dscil lotions in Suppression Chamber After Vent 
Clearing " 

WEISSKAUPL. SCHALU Pennsylvania Pouier h Light Co 75/03/29 
31pp 


79031S0319 Rcpt translated from German "Condensation ti Vent Clearing 
Tests in OKM w/Perforated Pipes '■ 

HOPFflAKi MELCHIOR Pennsylvania Power « Light Co 73/05/10 
ItBpp 


79031S0330 Rept translated from German "Const & Design of Relief Sy s 
la/P erf orated Pipe auancher " 

OECKERi KOCH Pennsylvania Power b Light Co 73/07/09 91 pp 


7903180321 Rept translated from German "KUB-Vent Clearing u/Perforated 
Pipe Quencher " 

BECKER. KOCH Pennsylvania Power b Light Co 73/10/12 I39pp 


7903150328 Rept translated from German "Investigations of Condensation 
u/Perforated Pipe Quencher w/Bmall Hater Coverage of 
Quencher Arms " 

HOFFMANN. DECKER Pennsylvania Power b Light Co 73/12/14 3hpp 


7903180335 Rept translated from German "KHB Const G Task of Relief 
Sye " 

KKAPP. BECKER Pennsylvania Power b Light Co 74/01/15 4App 


7903180339 Rept translated from German "Eiper (mental Studies of Vent 
Clearing in Model Test Stand " 

HERNER Pennsylvania Power t< Light Co 75/07/31 73pp 


7903180344 Rept translated from German "KKG Specification for Blowdown 
Teats in. Non-Wuclear Hot Test ” 

nUPPaVI Penniylvanla Power ti Light Co 74/10/04 45pp 


7903IS0349 Rept translated fro.m German "Expaeted Values of Oloudoun 
Tests w/Ralief Sgs in Non-Nuclear Hot Tost at Drunsbuttel 
Nuclear Power Plant U Their Measurement " 

BECKER Pennsylvania Power b Light Co 74/09/30 63pp 


79Q31S0354 Rept translated from German "Results of Non-Nuclear Hot 
Tests w/Rellef Sys in Drunsbuttel Nuclear Power Plant " 

BECKER Pennsylvania Power b Light Co 74/ 1 5/SO 33pp 


79031S035b Rept translated from Oeiman "Analysis of Loads Measured on 
Relief Bys During Non-Nuclear Hot Test in KKD " 

BECKER. FEIBT, BURRO Pennsylvania Power b Light Co 75/04/59 
141 pp 


7903l503b0 Rept translated from German "Brunsbuttel Nuclear Power 
Plant.Llst of Test Parameters b Host Important Measurement 
Results of Non-Nuclear Hot Tests N/Pressure Relief Bys " 

HOPFHAN. eCHKlD Pennsylvania Power b Light Co 77/OB/OI &3pp 


79031S03&6 Rept translated from German "KKB Spec for Tests to Buppl 
Relief Valui Tests During Nuclear Btartup " 

RUPP Pennsylvania Power b Light Co 7S/Ob/SO t2pp 


7903130378 Rept translated from German "KKB-Nuclear Startup. Reeu 1 ts 
of Tests N/Prtesure Relief Sys " 

OQQEL Pennsylvania Power b Light Co 76/09/30 Ibpp 


7903190374 Rept translated from German "Phi 1 ipp eburg Nuclear Power 
Plant First Eitensloii Hot Test. Spec for Tests of Relief 
Valves b Emergency b Suppression Chamber Cooling Systemi " 

RUPP. KEtL Pennsylvania Power b Light Co 78/0S/3S 49pp 


7903150371 Rept translated from German "Results of Non-Nuclear Hot 
Test N/Rellef Sgs In Phil Ipp sburg Nuclear Power Plant " 

OOBEL Pennsylvania Power b Light Co 77/03/55 66pp 


7903150373 Rept translated from German “Ph i I ippsb urg Nuclear Power 
Plant.Llst of Test Pai ameters !. Most Important Measurement 
Results of Non-Nuclear Hot Tests W/Pressure Relief Sys " 

HOFFMAN. SCMMIB Pennsylvania Power t, Light Co 77/00/02 39pp 

7903150375 Rept translated fi om Geimaii 'Air Oscillations During Vert 
Clearing M/Slsigle A Double Pipes '■ 

SCHNABEL. BECKER Pennsylvania Power b Light Co 70/00/31 50pp 

7903280072 Reyoests addl info re capability of nuclear steam supply siys 
to respond to postulated ATWS transients W/ltr to major 
vendors requesting info forwarding NUHEO-0440. Vo 1 3 
W/o end 

VASSALLO, D B Assistant Director for Light Water Reactors 

79/03/lS 3pp 


7903210046 Forwards "Asymmetric L OCA Pool Boundary Load for Mark II “ 
SQDONi L J General Flectrlc Co .Nuclear Energy Products Div 
79/03/16 Ip 


7903810057 "Asymmetric LDCA Bubble Pool Uoundary Load For Mark I I " 
UPPAL. I 0 Geneial Electric Co .Nuclear Etteroy Products Dlv 
79/03/16 l?pp 


7903210340 Forwards affidavit of sve foi Amend / to operating license 
app 1 Ication 

CURTIS. N W Pennsylvania Power i< Light Co 79/03/16 2pp 


7903280280 Forwards "Vent Clearing Pool Boundary Loads for Mark 11 
Plants." presenting alternative load spec based on 
conservative application of 4T test data. rep I ac ing spec 
identified in NUftE0-04S7 

SOGDN.L J General Electric Co 79/03/8C1 6pp 


7903290005 Forwaids pioprietary copies of alternate load spec Info 
document applicable to wetuell w.ills.to replace info in 
NUREO-0407 Enel withhold (ref 10CFR2 790) H/affidavlt 
SOODNi L J General Electric Co .Nuclear Energy Products Div 
79/03/20 Spp 


7903140313 Forwards Amend 4 to 780720 license application as Reviiion I 
ta Environ Rept 

CURTIS. N W Pennsylvania Power !< Light Co 79/03/05 4pp 


7903140381 Amend 4 to license appl ica ti on. submi ttod as Revision I to 
Environ Hep t. op erat I iig license stage 
» Pennsylvania Power b Light Co 79/03/05 179pp 


7903060440 Foiwards Persontiel Security Manual Requests App G of Olan be 
withheld (ref iOCFRa 790) 

CURTIS.N W Pennsylvania Pouter t< Light Co 79/03/06 ip 


7903060837 Ekplaiits reasons for submi tt ing. but not onumera 1 1 ng» add I 
amends subsequent to Bept 1970 petition Hill discuss 
contentions at conference 

■» Citiiens Against Nuclear Dangers 79/01/22 Ip 


790307001B Requests opportunity to present statement re license 
application at limited appearance hearings 

TATE.N C Leh tgh-Poeono Committee of Concern 79/01/22, Ip 


7903070022 Requests limited appearance at licensing hearings 
» Affiliation Unknown 79/01/17 ip 


7903070026 Requests to make limited appearance statement at lieenbin) 
h earingi 

KCHUOH.D Affiliation Unknown 79/01/29 Ip 


7903070030 Requests to make limited appearance statement at Itcensing 
prehear ing 

eSALA.H Affiliation Unknown 79/01/25 Ip 


7903070034 Requests to make limited appearance statement at licensJn) 
hearing Suspects validity of safety claims 
PERKlNB.vJ Affiliation Unknown 79/01/23 ip 


7903090045 Notifies I Lemanowlci b T Halltgan will represent Cltiiini 
Against Nuclear Dangers in proceedings beginning u/special 
prehearing conference on 790129-30 

LEKONOHICZ. I Citizens Against Nuclear Dangers HALLIOAN. T 
Affiliation Unknown 79/01/22 ip 


7903060702 Answer opposing motion of C Marsh for attgi' fees, costs ef 
expert witnesses b mi sc e t laneous costs Urges denial of 
motion because Intervenor does not satisfy NRC conditions 
for funding Certificate of Sve end 
CUTCHIN.v) M Drench 3 79/02/09 Spp 
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DOCKETED SERIES 

DOCKET SO-3BB Susquehanna Steam Electric Station, Unit 2 DOCKET 50-3B9 St Lucie Plant, Unit 3 


7f0301'043S Ac k receipt of 790105 metro requesting consideration of 
constituent I Lemanouitct 1 tr ASl I) is considering request 
for hearing Request for documents under FQIA is being 
processed 

(■DS5ICK,L V Office of the Eiecutivc Director for Operations 
79/Oa/IS 2pp 


7903220099 Special preheating confeience aider Grants four intervention 
petl t i ons> adopt s preliminary schedule it denies requests for 
financial assistance 

BECHHOEFERiC Atomic Safety and Licensing Board Panel 79/03/0t 
Slipp 

7903220110 Notice of ASLO hearing Informs of availability of documents 
4 requests info fi om pei sons desning to make limited 
appearances Public is invited to attend 

3£CHH0£FER,C Atomic Safety and Licensing Board Panel 79/03/O& 

4pp 


77032S0265 Requests applicants' FbAR U environ rept 

BECHHO£FER.C Atomic Safety and Licensing Board Panel 79/03/07 

Ip 


7903060001 Forwards IE Insp Repts bO-3B7/7S-23 «< 50-388/79-20 on 
731204-32 No nonccmplaince noted 

CARLSQNi R T Region 1, Philadelphia, Reactor Construction it 

Engineering Support Branch 79/01/12 2pp 


7903030002 IE Insp Repts 50-387/78-23 i< 50-308/78-20 on 781204-22 No 
noncotnp 1 1 anco noted Major areas inspected work activities re 
installation tt wulding of reactor coolant pressure boundary 
Ic other piping, fire protection t leactor vessel Internals 
OALUO, R M . MCGAUGHY, R M Region 1, Philadelphia, Reactor 

Construction V Engineering Support Branch 79/01/11 lOpP 


7903140133 Forwards !E Insp Repts 50-397/79-02 i< SO-30Q/79-O2 on 
79010S— 1] No none nmp 1 1 anc e noted 

CARLSONfR T Region 1, Philadelphia, Reactor Construction t- 

Engineering Suppot t Branch 79/01/31 2pp 


7903140135 IE Insp Repts S0-3S7//9-0? !< 50-383/79-02 on 790108-11 No 
none amp 1 lance r>ated Majoi areas inspected instrumentation & 
olectrical equipment t< QA documentation t> status of 
circulars U bulletins 

FiNKEL.A E . EDNETER, B D Region 1, Philadelphia, Reactor 

Construction (< Engineering Support Branch 79/01/25 ipp 


79030S0940 Forwards IE Info Notice /9-03i "Llmi torque Valve Geared 
limit Switch Lubricant ” 

CRIER) B H Region 1, Philadelphia, Office of the Director. 
79/02/09 ip 


7903080405 Formal ds If Info Notice 79-04, "Degradation of Engineered 
Safety Features ” 

ORtERiO H Region I, Philadelphia, Office of the Director 

79/02/1& Ip 


7903000311 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 79020B, that valve 
Unit switch Identified as NAMCO Model S3CML should read 
8L3CML 

GHI£R)I3 H Region 1, Philadelphia, Office of the Director 
79/02/27 Ip 

7903010204 Forwards final rept re deficiency concerning spofc-we 1 dad 
strut fliatl 

CURTIB) N H Pennsylvania Power t< Light Co 79/02/26 2pp 

7903010283 Final defUleiicy rept on spot-welded struts 
a Pennsylvania Power 4, Light Co 70/12/29 ISpp 


7903190100 Ack receipt of 790202 Itr Anticipates receiving deficiency 
rept in 60 days 

CARUEON.R T Region 1. Philadelphia, Reactor Construction *< 

Engineering Support Branch 79/02/27 Ip 


7903070267 Confirms info provided to NRC inspector on 790PS7 re 
deficiency m coai cable Cable had sections which exhibited 
bubbles in second Insulation, first insulation was missing 
CURTIS) N H Pennsylvania Power 4< Light Co 79/02/20 2pp. 


7903070362 Confirms info provided to NRC inspector on 790227 re 
rep-ortable deficiency Bechtel has advised that generic 
problem eiists le failure of manufacturer to stake stem nuts 
fastening certain limitorque motor operators 
CURTIS, M W. Pennsylvania Power ti Light Co 79/03/02. 2pp 


7903270607 Forwards NUREO-0523, "Summary of Operating Experience 
w/Rbc I rcula t i t,g Steam Generators," which focuses on recent 
problems w/de gradation Believes continued plant operation 
does not constitute undue risk 

EISENHUTiD G Assistant Director for Systems «« Projects 

79/03/02 3pp 


7903090364 Opposes interveners' 790130 motion to flic Certificate of 
Sve end 

COLL,N A Sheldon, Hector 1, Davis 79/02/01 4pp 


7903090S7S Informs of document containing Info potentially relevant to 
Issue of spent nuclear fuel sabotage NRC assessment of info 
to be made available 

PATON, H D Branch 4 79/02/00 2pp 


79031SD200 Jntervenors' response per ALAD-509 In oppasltion to 
"de minimus" theory Alleges theory ignores issue of 
significant t, substantial releases of radD'n-222 to environ 
Certificate of Svt enc I 

KEPFORD, C Affiliation Unknown 79/02/19 37pp 


79G3230297 Forwards responsas to ALAB-309 Thirty-day period for 
responses to documents shall run from 790303 

8KRUTSKI,R M Atomic Safety and Licensing Appeal Panel 79/03/01 
5pp 


7903190323 Denies request by util for NRC withholding of financial info 
from public Info does not meet requirements of 10CFR2 790 
DAER,R L Light Hater Reactors Branch 2 79/02/26 4pp 


7903190327 Responds to 780809 NF1C Itr re public availability of util's 
financial info Forwards guidelines for disclosure of 
projected future economic performance & proposed safe harbor 
rule for pro j act ions 

COOK, J R Securities A Exchange Commission 7B/12/14 48pp 


7903290019 Forwards "Annual Rept 1978 “ 

tJRIO)R E Florida Power & Light Co 79/03/20 Ip 


7903290023 "Annual Rept 1978 " 

MCDONALD, N Florida Power S< Light Co 79/03/20. 3Bpp 


7903190333 Forwards Endorsement 24 to MAELU Policy NF-08, amend ing 1978 
std t< reserve premiums 

DUCK.J R Marsh & McLennan, Int 79/03/09 2pp 


7903020134 Memorandum 8« order re rules on parties' discovery requests fc 
on motions directed to applicant 

SMITH, 1 H Atomic Safety and Licensing Board Panel 79/02/09 
37pp 


7903020139 Protective order re procedures for tc rules governing 
pr oduc 1 1 on, copy Ing 4< use of documents, info & other matl 
released per discovery 

SMITH,! W Atomic Safety and Licensing Board Panel 79/02/09 
9pp 


7903220141 Forwards proposed order re aiidition I, delation of parties 
Order has been approved by all parties Requests that Itr be 
treated as motion per ASLO memorandum it order on discovery. 

Draft It Certificate of Sve encl 

JADLON,R A Spiegel & McOlarmtd 79/02/27 Spp 


7903150377 Response of Intervenor FL Cities to ASLD 790209 order on 
discovery Modifies or explains several requests Asks for 
e tar i f icatton of ASLQ ruling on Request 18 t< for deletion 
of applicant's Request 173-175 Certificate of 8vc enc I 
OUTTMANiD Spiegel 4, McDlarmld 79/03/03 ISpp 


790323002S Memorandum by util re discovery per ASLD 790209 order. 
Disputes claims of fact in intervenor FL Cities responsei 
requests clarification of discovery cutoff dates, Ob jects 
to Cities' Requests 57-59 4< 72-73 Certificate of Bve artel 
DVK,H , CRlDSONiD M , OROS8HAN, J D Covington & Burling, 79/03/02 
9pp 


7903260368 Joint response of NRC & tOJ to ABLTt 790209 order Urges ASLD 
to overrule objections to Joint Requests 36 4< 76, Certi fleets 
of Sve and 

BERGER, M 0 , CALHOUN, M L Justice, Dept of DEHEY.L 9 
Anti-Trust Division 79/03/02 9pp 


79030 S0S37 Forwards 
Safety Features " 
O'REILLY, J. P 
79/02/16 2pp 


IE Info Notice 79-04, "Degradation of Engineered 
Region 2, Atlanta, Office of the Director. 
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DaCl<ET 90-339 St Lucie PUnt. Unit 2 


DOCKETED SERIES 

POCKET 30-390 Uette Bar Nuclear Plant. Unit 1 


7903080273 Informi recipients of IE Dullefcin 79-01, “Enwlroii 
Qualification of Claes IE Enoipmont, “ dtd 790209. that valve 
limit switch Idantlfled as MAHCO HoUel S3CIML should read 
6L3CHL 

O'REILLV. JP Reslon 2. Atlanta. Office of the Director 

79/02/SB 2pp 


7903I40S4B Forwards IE Info Bulletin 79*02. "Pipe Support Base Plate 
Designs Using Concrete Eipansion Anchor Boils " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/03/08 3op 


7903190267 Ach receipt of 790113 I tr informing WRC of steps taken to 
correct violations noted in IE Insp Rept 30-369/78-12 
MURPHV.C e Region 2. Atlanta. Reactor Construction L Engineering 

Support Branch 79/03/08 Ip 


7903190273 Responds to NRC 781222 Itr re violation noted In IE Insp 
Rept 30-389/78-12 Corrective actions OC placement point 
inspectors instructed to maint in— process concrete tests as 
close as possible to 50-yard intervals 
UHRIO.R E Florida Pouisr b Light Co 79/01/19 4pp 


7903190279 Forwards IE Insp Kept 50-369/78-12 on 781120-1201 U notice 
of violation 

KURPHY.C E Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch 78/12/22 2pp 


7903190283 Notice of violation from insp on 781128-1201 

• Region 2. Atlanta. Reactor Construction b Engineering Support 

Branch 78/12/22 Ip 


7903190288 IE Insp Rept 30-389/78-12 on 781128-1201 Noncofflpl lance 
noted failure to test concrete for air, slump b temp at 
prescribed frequency 

HARRIS. J R ■ BRYANT. J C Region 2, Atlanta, Reactor 

Construction b Engineering Support Branch 78/12/82 4pp 


7903210138 Forwards IE Bulletin 79-03. "Longitudinal Weld Defects in 
ASHE 8A-31B Type 304 Stainless Steel Pipe Spools 
Manufactured by Voungstown Melding b Engineering Co " 

O'REILLY, J P Region 2. Atlanta. Office of the Director 

79/03/12 Ip 


7903210309 Forwards IE Circular 79-04. "Loose Locking Nut on Llmltorgue 
Valve Operators " 

O 'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/16 2pp 


DOCKET 50-390 Matts Bar Nuclear Plant. Unit 1 


790303002S Forwards request for addl Info b staff positions by 790417 
on facility thermal-hydraulic design 

VAROA. 8 A Light Mater Reactors Branch 4 79/02/06 6pp 


7903060661 Forwards agenda b meeting summary for recent site visit 
M/ancl list of attendees 

STAHLEi C Light Mateq Reactors Branch 4 79/02/06 20pp 

7903140313 Informs that util is required to provide an Offsite Dose 
Calculation Manual w/proposed Tech Specs Farwardt NRC 
racoeunendatlons for general contents of manual 
VAROA. 8 A Light Water Reactors Branch 4 79/02/16 7pp 


7903210108 Forwards 790228 Itr from TVA to EPA Region IV Administrator 
dascrlblng a two acre unllned pond which will b« utlllied 
for landtpreading of preoperatlona 1 metal cleaning 
solutions 

MILLS. L H Tennessee Valley Authority 79/03/13 5pp 


7903090193 Forwards comments on FES Submits population info for Meigs 
County 

OBBORNE. B A Tennessee. State of 79/03/02 3pp 


7903200411 Reports structural design deficiencies causing potential 
changes In stress b displacement pattern of containment 
yeesai Safety Implications presently untnoun Transient 
analysis being performed to test stress effect 
a Tennessee Valley Authority. 79/02/01 Ip. 


7903260242 Forwards safeguards contingency plans Plans withheld 
(raf iOCFR2 790) 

OILLELAND. J. E Tennessee Valley Authority 79/03/21 Ip 


7903160170 Forwards "Annual Rept 1978 

OlLLELANDi J E Tennessee Valley Authority 79/03/16 Ip 


7903080141 IE Insp Rept 50-390/79-03 No none omp 1 lanc e noted Major iiesi 
Inspected pi eoperat 1 ona 1 test program, preOP oi a t tonal test 
procedure p r epai aii on. p reparations foi fuel i-eceipt 6 review 
of testing 

UAONER.AC . FORD. E Ji . MARTIN. R D Region 2. Atlanta. Rcactsr 

Operations Nuclear Support Branch 79/01/19 3pp 


7903130001 Forwards IE Insp Rept "lO-aVO/ 79-05 on 790109-18 No 
tioncomp 1 lanc e noted 

LEHIS.R C Region 2. Atlanta. Reactor Opeiatlons Nuclear Support 

Branch 79/02/02 3pp 


7903130003 IE Insp Kept 50-390/79-05 on 790109-12 No noncomp 1 lane e 
noted Major areas inspected opeiatsng procedures b toui of 
plant areas 

HINCKLEY. D C Region 2. Atlanta. Rcactci Operations Nuclear 

Support Blanch QELIbLE.G R DANCE. H C Region 2. Atlanta. 

Office of the On actor 79/02/02 4pp 


7903060590 Ack receipt of 790201 Itr informing NRC of stops taken to 
correct violation noted in IE Insp Rept 50-390/78-32 

MURPHV.C E Region 2, Atlanta Reactoi Construction b Engineering 

Support Branch /9/02/06 Ip 


7903060594 Responds to NRC 790109 Itr re violation noted in IE Insp 
Rept 50-390/70—32 Con active actions documentation revised 
on pipe supports 1-63-124.125 b 126 to reflect uekding in 
lieu of bolting 

OILLELAND. J E Tennessee Valley Authority 79/02/01 2pp 


7908210164 Forwards IE Bulletin 79-Oi. "Environ Qual 1 f i ca 1 1 on of Clast 
IE Equipment U/llsl of 11 systematic evaluation program 
plants for which no action is required 

O'REILLV, J P Region 2, Atlanta. Office of the Director 

79/02/08 2pp 


790302C376 Forwards IF Info Notice 79-04, "Deg r ada t i on of Engineered 
Safety Features " 

O'REILLY. J P Region 2, Atlanta. Office of the Director 

79/02/16 app 


/903080300 thfurms recipients of IE Dullotin 79—01. "Environ 
Qualif icatien of Class IE Equipment." dtd 790200. that valve 
limit switch identified as NAMCO Model 83CML should read 
BL3CMU 

O'REILLV. J P Region 8. Atlanta, Office of the Director 

79/02/28 app 


7903I40SS2 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Dolts " 

O'REILLV, J P Region 2. Atlanta, Office of the Director 

79/03/00 2pp 


7903I600IS ACk receipt of 790288 Itr informing NRC of steps taken to 
correct vlalatians noted in IE ln»p Rspts 50-390/79-02 b 
30-391/79-02 

MURPHV.C C Region 2, Atlanta, Reactor Construction b Englnearlnt 

Support Branch 79/03/00 2pp 


7903160016 Responds to NRC 790207 Itr re violations noted In IE tnsp 
Rspts 50-390/79-02 b 50-391/79-02 Corrective actions 
incorrectly located subassembly replaced, sys returned to 
drawing configuration 

OILLELANO.J E Tennessee Valley Authority 79/02/88 app 


7903160017 Forwards IE Insp Repts 50-390/79-02 b 50-391/79-02 on 
790108-18 b notice of violation 

MURPHV.C E Region 2. Atlanta, Reactor Constructipn b 

Engineering Support Branch 79/08/07 8pp 


7903160080 Notice of violation from insp on 790108-12 

• Region 2. Atlanta, Reactor Construction b Engineering Buppprl 
Branch 79/02/06 ip 


7903160083 IE Insp Repts 30-390/79-03 & 50-391/79-02 on 790108-12 
None oeipl i once noted installed pipe subassembly was of 
different subassembly b serial number than specified by 
installation drawing 

OIRARD.E.H, CQNLON, r E Region 2, Atlanta, Reactor 

Construction b Engineering Support Oranch 79/02/06 6pp 


7903200217 Ack leceipt of 790208 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/79-01 b 
S0-39I/79-01 

MURPHV.C £ Region 2. Atlanta, Reactor Construction b Eng Inea-rlni 

Support Branch 79/03/09 Ip 


7903200810 Responds to NRC 790117 Itr re violations noted In IE Imp 
Repts SO-390/79-01 b 30-391/79-01 Corrective actions 
deficiency rept revised to provide accurate description 
of nonconformance b persunnel instructions 

QILLELAND, vJ E Tennessee Valley Authority 79/08/08 8pp 



DOCKETED SERIES 


BaCA^T so -O'JO Watts liar Nuclear Plantp Unit \ 


7903200223 Poruiards !E Insp Kept 30-390/ /9-01 ti 50-391 /79-0 1 on 
790103-05 ^ notice of violation 

MURPMV.C E pDjiori P, Atlanta) Reactor Constiuction 4 

Enaineering Support Branch /9/01/17 2pp 


7900200226 Notice of violation from intp on 790103-03 

•» Region 3. Atlanta, Reactor Construction t Engineering Support 

Branch 79/01/17 Ip 


7903200229 IE Insp Wept 30-390/ /9 -01 4 50-391/79-01 on 790103-05 
Nancomp 1 lanc e noted failure to control field design changes 
VaLLISM.E J • BRVANT'J C Region 2i Atlanta. Reactor 

Con s true t ion *' rngineering Support Branch 79/01/17 4pp 


790321-0-087 Forwards IF Hulletin 79-03. "Longitudinal Weld Defects in 
ASHE SA-312 Tgpe 304 Stainless Steel Pipe Spools 
Hanufac turod bg Voungstown Welding !. Engineering Co " 

O^WEILI-Yi J P Regior. 2. Atlanta. Office of the Director 
79/03/12 2pp 


7903S20'322 Act leceipt of 790223 Itr ui/suppi info re of steps taken tci 
correct violation noted in IE Insp Hept 30-390/78-31 

M031PH/. C E Region 2, Atlanta. Reactor Construction 4 Engineering 

Support Branch /9/03'l2 2pp 


T903I60217 “Aiingal Rept 197B " 

• Tennessee Valltg Authority 79/03/16 42pp 


7903210117 Forwards first interim deficiency rept re tensile anchor 
capacities louer than assumed in design allowables Plans 
to submit ne«t rept by 790516 

SILLELAND, J E Tennessee UalJeg Authority 79/03/14 Ip 


7903210122 First interim T ept of lower tensile anchor capacities than 
assumed in establishing design allowables Analysis of 
testing plate connection will be forwarded 
* Tennessee Valley Authoiity 79/03/14 ip 


7903270522 Forwards first mtarln rept re deficiency on 790-214 
OILUELANDi J E Tennessee Valley Authority 79/03/16 ip 


7903270327 First interim rept of deficiency on 790214 Distables 
associated w/esrtatn control loops In aoiiliary control room 
tailed In undesirable position due to error in 
instrumentation wiring 

* Tennessee Valley Authority 79/03/16 Ip 


7903270531 Fotwards second intei im rept re deficient installation of 
seismic pipe hanger anchors 

G ILL ELAND. J E Tennessee Valley Authority 79/03/16 Ip 

7903270342 Co-nst deficiency rept Failure to properly install anchor 
bolts which attach seismic pipe hanger base plates to 
concrete walls Caused by lack of concern by craftsmen 
Corrective action personnel re Ins true ted 
* Tennessee Valley Authority 79/03/16 2pp 


79033002211 Submits Amend 38 to FSAR 

GILLELANO. J E Tennessee Valley Authority 79/03/26 Ip 


7903300234 Amend 38 to FSAR. iiic lud ing revised responses to Rou-nd 1 ti 2 
quest ions. I til tia 1 Round 2 responses, ma jot design revision re 
Category I stroctui es. revi sed tables 4 figures 
s Tennessee Valley Authni ity 77/03/26 120pp 


790314-0360 (iDtifios NRC that addl antitrust info requested in 701012 
lir re rate schedules ?< power oichange agreements has been 
delayed until /90415 due to TVA rate changes. 

OlLLELAND, JE Tennessee Valley Authority 79/03/07 Ip 


7903080137 Forwards IFl Insp Rept 50-390/79-03 on 790108-11 No 
none d/npi lance noted 

LDNOvF J Region ?. Atlanta. Reactoi Operations Nuclear Support 

Branch 79/01/lQ 2pp 


7903220326 Responds to NRC 790130 telcon questions re violation noted 
In IE Insp Rept SO 390/78-31 ifclders trained, in terpas s temp 
requires suiveillante only 4 no written criteria exists for 
providing temp indicating matl to welders 

G1LL6LAND. J E Tennessee Valley Authority 79/08/23 3pp 


7903220020 Forwatds IF CiTcular 79-04. "Loose Locking Nut on Llmitorque 
Valve Operators " 

O-'fieiLUVi J P Region 2. Atlanta. Office of the Director 
79/03/16 2pp 


7903200146 Telcon rept TVA notified resident inspector -of design 
problem in essential raw cooling water piping break in Class 
H piping would result in eieossive loss of water not 
considered in stiing pump capacity 
* Tennessee Valley Authority 79/01/29 Ip 


DOCKET 50-39 1 Watts Bar Nuc lear Plant. Un it S 


790305002S Forwards request for sddl info 4 staff positions by 790417 
on facility thermal -hydraulic design 

VAROAi B A Light Water Reactors Branch 4 79/02/06 6pp 


7903060661 Forwards agenda 4 meeting summary for recent site visit 
M/encI list -of attendees 

STAHLEi C Light Water Reactors Branch 4 79/03/06 20pp 

7903140315 Informs that util is required to provide an Offsite Dose 
Calculation Manual w/proposed Tech Specs Forwards NRC 
recommendations for general contents of manual 
VARGAfS A Light Water Reactors Branch 4 79/02/16 7pp 


7903210108 Forwards >90220 Itr from TVA to ERA Region IV Administrator 
describing a two acre unllned pond which will be utilised 
for landipread ing of preoporatlona I metal cleaning 
solutions 

MILLS. L rt TeiineisoB Valley Authority 79/03/13 5pp 


7903&90IS5 Forwards comments on FEB Submits population Info for Melos 
County 

OBDORNE. D A Tennessee. State of 79/D3/0P 3pp 


7903200411 Reports structural design deficiencies causing potintiel 
changes in stress t. displacement pattern of containment 
vessel Safety impUeations presently unknown Transient 
analysis being performed to test stress effect 
» Tennessee Vail »y Au th or 1 1 y 79/02/01 ip 


7903260242 Forwards safeguards contingency plans Plans withheld 
iref 10CFR2 790) 

OILLELANDiJ E Tennessee Valley Authority 79/03/21 Ip 


7903200141 Telcon rept TVA notified resident inspector that metal 
shavings had been found in hydraulic actuators of four 
ausiTlary feedwater control valves supplied by hasoneilan 
a Tennessee Valley Authority 79/01/30 ip 


T90380039B Forwards first interim rept re potential inferior structural 
Steel containment vessel movement 

OILLELANDiJ F Tonnossee Valley Authority 79/02/01 Ip 


7903010271 First intorlm i ept on deficiency re piplnp embedded in 
structural c oncrete. in itia 1 1 y i eported 790112 Evaluation of 
estent 4 scope of nonconformance 4 effects on structural 
integrity is In progress Identifies two areas of concern 
OILLELAND. J E Tennessee Valley Authority 79/02/0S Ip 


7903160170 Forwards "Annual Rept 197B " 

OILLELAND. J E Tennessee Valley Authority 79/03/16. Ip 

7903160217 “Annu*! Ropl 1978 " 

a Tennessee Valley Authority 79/03/16. 42pp 

7903300220 Submits Amend 38 FSAR 

GlLLELANDi J E Tennessee Velley Authority 79/03/26 Ip 

S 

7903300234 Amend 38 to FSAR. Inc 1 uding revised responses to Round i l< 2 
quest 1 onsr 1 n t tial Round 2 responses, major design revision rs 
Category 1 structurasi revised tab les tc figures 
e Tennessee Valley Authority 79/03/26 120pp 


7903010275 Third interim rept on deflelanty re possible -unconservatlve 
pressuriter relief 4 safety line blowdown ana.ysis. ini tlally 
reported 780505 New design efforts for natile loads on 
pressurlier now in progress 

OILLELANDiJ E Tennessee Valley Authority 79/02/OB Ip 


7703010269 Forwards addl info re damaged truck of auxiliary bldg 
185-ian crane Manufacturer used straight wheels, contrary to 
tapered wheels in original plan 

OILLELANDiJ E Tennessee Valley Authority 79/02/14 2pp 


7903140360 Notifies NRC that addl antitrust Info requested in 781012 
Itr re rets schedules & power exchange agreements has been 
delayed until 790413 due to TVA rate changes 
OILLELANDiJ E Tennessee Valley Authority 79/03/07 ip 


7902210164 Forwards lE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment ” U/llst of II systematic evaluation program 
plants for which no action is required 

O'BEILLY.J P Region 2. Atlanta. Office of the Director 
79/08/00 2pp 



170 


DOCKETED SERIES 


‘'Degradation of Englnaerei 


7'9030S0a76 Forward j [£ Info Notice 79-04. 

Safetg Features '■ 

o Resion 2. Atlanta, Office of the Director 

79702/16 2pp 


7903200390 Foriuards first interim rept le potential inferior 
steel containment vessel movement 

GILLELAND, J E Tennessee Valleg Huthontg 79/02/01 ip 


structuril 


7903000300 Informs recipients of IE Bulletin 79-01. "Environ 
Qualif Icaticn of Class IE Bnuipment, " dtd 790208. that valve 
•'1®"“*'**'! as NAhiCO Model B3CML should read 

cL3wnL 

^ ftegion 2, Atlanta. Office of the Direetor 
79/02/2© 2pp 


7903140353 Forwards IE Info Bulletin 79-02, “Pipe Support Base Plate 
PBSians i/stns Concrete Expansion Anchor Bolts “ 

79%3/0b’‘^ P Region 3, Atlanta, Office of the Director 


7903010271 First interim rept on deficiency re piping embedded in 
structural c one r e te, i n 1 1 1 a 1 1 y reported 790112 Evaluation of 
extent & scape of nonconformance t, effects on structural 
Integrity is in progress Identifies two area s of concern 
C liLELAND. J E Tennessee Valley Authority 79/OS/OB ip 


7903010275 Third interim rept on deficiency re possible unc 0 n s ervat ivi 
pressurlier rsllef t, safety Unc blauidouin ana ly s i s. tni t ia I ly 
reported 780505 New design efforts for noitle loads on 
pressurlier now in progress 

QILCELANDiJ E Tennessee Valley Authority 79/03/03 Ip 


79031^0013 Act receipt of 790228 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/79-02 «c 
30-391/79-02 

MURPHV.C E Region 3. Atlanta, Reactor Construction A Engineering 

Support Branch 79/03/00 2pp 


7903160016 Responds to NRC 790207 Itr re violations noted in IE Insp 
Repts 50-390/79-02 *, SO-391/79-02 Corrective actions 
incorrectly located subassembly rsplaced, sys returned to 
drawing configuration 

OIULELAND, J E Tennessee Valley Authority 79/02/28 2pp 


7903160017 Forwards IE Insp Repts SO-390/79-02 Sc 50-391/79-02 on 
790100-12 Sc notice of violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction 4. 

Engineering Support Branch 79/02/07 2pp 


7903160020 Notice of violation from insp on 790100-12 

* Region 2. Atlanta, Reactor Construction & Engineering Support 
Branch 79/02/06 Ip 


7903160023 IE Insp Repts 50-390/79-02 6 50-391/79-02 on 79010S-12 
Noncompliance noted installed pipe subassembly was of 
different subassembly t< serial number than specified by 
Installation drawing 

OIRARD, E H r CONUON. T E Region 2, Atlahta, Reactor 

Construction & Engineering Support Branch 79/02/06 6pp 


7903200217 Ack receipt of 790208 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/79-01 S, 

50-391/79-01 

MURPHY.C E Region 2, Atlanta, Reattor Construttion S< Engineering 

Support Branch 79/03/09 Ip 


7903200210 Responds to NRC 790117 Hr re violations noted In IE Insp 
Repts 50-390/79-01 l< 50-391/79-01 Corrective actions 
deficiency rept revised to provide accurate description 
of tionconformance 6 personnel instructions 
OILUECAND, J E Tennessee Valley Authority 79/02/00 3pp 


7903200223 Forwards IE Insp Rept 50-390/79-01 U 50-391/79-01 on 
790103-05 i, notice of vlolatian 

HURFHVi C E Region 2, Atlanta, Reactor Construction & 

Engineering Support Orerich 79/01/17 2pp. 


7903200226 Notice of violation from insp on 790103-03 

• Region 2. Atlanta, Reactor Construction (< Engineering Support 
Branch 79/01/17 Ip 


7903010269 Forwards addi info re damaged truck of auiillary bldg 
lEB-ton crane Manufacturer used straight wh ee 1 s, contrary to 
tapered wheels in original plan 

OltLELANDi J E Tennessee Valley Authority 79/02/14 2pp 


7903210117 Forwards first interim deficiency rept re tensile anchor 
capacities lower than assumed in design allowables Plans 
to submit nect rept by 790S16 

OIUtEtAND, -J E Tennessee Valley Authority 79/03/14 |p 


7903210122 First interim rept of lower tensile anchor capacities ihan 
assumed in establishing design allowables Analysis of 
testing plate connec t ion will be forwarded 
« Tennessee Valley Authority 79/03/14 Ip 


7903270522 Forwards first interim rept re deficiency an 790214 
OlELELAND. J E Tennessee Valley Authority 79/03/16 Ip 


790327052V First Interim rept of deficiency on 790P14 Qistahles 
associated u/eertain control loops in auxiliary control r 60 m 
fal I ed in und es l rable position due to error in 
instrumentation wiring 

• Tennessee Valley Authority 79/03/16 ip 


7903270531 Forwards second interim rept re deficient installation of 
seismic pipe hanger anchors 

OILLELAMD, J E Tennessee Valley Authority 79/03/16 Ip 


7903270342 Const deficiency rept Failure to properly install anchor 
bolts which attach seismic pipe hanger base plates to 
concrete walls Caused by lack of concern by craftsmen 
Corrective action personnel rcinsti ucted 
» Tennessee Valley Authority 79/03/16 2pp 


DOCKET 50-394 California State Polytcch College Res Reactor 


7903080277 Forwards "Annual Operating Rept 1970 " Requests info on 
d tsman 1 1 ing r oact ors 

ADAMSON, R,U California Polytech State Univ 79/02/27 tp 


79030802BI "Annual Operating Rept 1978 " 

« California Polytech State Univ 79/02/26 Spp 


DOCKET 50-395 Virgil C Summer Nuclear Station, Unit I 


7903200229 IE Inep Rept 50-390/79-01 J, 50-391/79-01 on 790103-05 
Honcomp llanc e noted failure to control field design changes 
VALUISH, E U . BRYANT, J C Region 2, Atlanta, Reactor 

'*-—*'OctioJi St Engineering Support Branch 79/01/17 4pp 


7903080161 Forwards guidelines for preparation of Offsite Dose 
Calculat Iona 1 Manual to be submitted w/radio 1 og 1 c al effluent 
Tech epees by PUR f, BUR facilities 

BAER.R. L Light Mater Reactors Branch I 79/02/13 Bpp 


7903070164 Forwards proprietary U noiiproprletary talilei describing 
environ qualification of equipment Inside 6 outside 
containment Applications for withholding CAW“/e-06. AH-77-60 
U AW-76-39 end 

CREVIB.E H South Carolina Electric t, Oas Co 79/02/15 3tpp 


7903IS048? Request for addl Info re plant PSAR sections on contaknfsedi 
sys structural eng ineering, reactor sy s, meteorolog y t. Initial 
test program 

BAER.R L Light Meter Reactors Branch 2 79/02/23 t2pp 

7903050351 Forwards ravised t, updated drawings as Suppl 3 to wiring 
schematic package di'awings initially submitted 770223 
Package reflects natl contained in index of Bection 1 7 for 
facility F0AR 

CREMS.E H South Carolina Electric 6 Oas Co 79/O2/S0 49pp 


7903270617 Forwards NtJREO-0523, "Summary of Operating Eiperienoe M/ 
Rscireulatlng Steam Generators," which focuses on recent 
problems w/degradatlon Believes continued plant operation 
does nob eonsitute undue risk 

EIBENHUT, D G Assistant Director for Syetemi l< Project! 
79/03/02 3pp 
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DOCt^ET 50~39b Vjrgil C Suitimer Nuclear Statloni Unit 1 


7993240303 Bequeits addl info re capability of nuclear steam supply 
sijs to TBSpond to postulated ATWB transients W/ltr to major 
vendors renoasting info % foiuarding NURE0-0460< Vol 3 
H/D enc 1 

VA5SALLQ, D H Assistant Director for Light Water Reactors 

79/03/13 App 


7903240350 Foruards Technical Rept ;9-4, "Seismicity Near the VC Summei 
Nuclear Sbati on> July-Sep t 1978< " in response to request for 
addl Info 

CREMSj E H South Carolina Electric ^ Gas Co 79/03/21 Ip 

7903260241 "S e 1 smi c i ty Near the VC Summer Nuclear Sta 1 1 on . Ju 1 u -Sen t 
1970 

* South Carolina Electric t> Gas Co TR 79-A 79/03/21 46pp 

7903040323 Fonuai ds 790123 Itr to HR Denton from EH Crewes re suppl 
Info on minor seismic events 

CONNOR. T D Conner. Moore l< Corber 79/01/29 5pp 


7903250024 SC Electric t Gas Co ansuiei to Qentral Electric's amended 
petition t/ TBspnnse to NRC 790126 order Utges that petition 
it w/o merit U mattei should not be i efoi red to Atty 
Oeneral Certificate of bvc enc 1 

CONNER.? B . RAEIER. R M Connei . Moore !< Corber 79/03/07 3Bp p 


7903220239 IE !nsp Ropt 50-399/79-01 
failuro to folletu procedures for pi 
COMPTON, R H , MDDENOS, I . BRYANT. J 
Reactor Construction ■*< Engineering 


on 790i09-ia None omp I i atiCB 
pe support installation 
C Region S, Atlanta. 

Support Branch 79/02/01 


noted 


5pp 


790321O14B Foruards IE Bulletin 79-03, 
ASME SA-3(a Type 30A Stainless Steel 
Manufactured by Youngstown Melding U 
□ ‘REILLY. J P Region 2, Atlanta, 

79/03/12 Ip 


"Longitudinal Weld Defects 
Pipe Spools 
Engineering Co ■' 

Office of the Director 


in 


7903270594 Ac 1^ receipt of IE Ihsp Rept 50-395/ 79-02 on 790122-25 
No proprietary info 

JOHNSON, H C South Carolina Electric & Oas Co 79/03/12 2pj 


7903270599 Forwards IE Insp Rept 50-395/79-03 on 790123-25 No 
non comp liance noted 

MLfRPHYi C E Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/02/22 2pp 


7903270604 IE Insp Rept 50-395/79-02 on 790122-25 No none ompl lance 
noted Major areas inspected electrical cable Installation, 
terminations 1. recor ds. 1 1 c onse e identified 1 terns, i nspec lor 
f ol I ouup. c ab 1 e storage areas & records 

HARDWICK. ft J Region 2. Atlanta. Office of the Director 
79/02/22 dpp 


790329i 0D45 Staff responsa to 790131 amended petition of Central 
Electric Power Coopei at i ve. Inc, for significant change 
determination f. to 790126 Commission order Certificate of 
Sve 4 supporting documentation anc 1 

CHANANIA.F D . raUTUERG, J Anti-Trust Division 79/03/19 S43pp 


7903010097 Forwards IL Info Notice 79-01. "Derg en-Pat er son Hydraulic 
Sheet b Swag Arrestors <HSSA) " 

O'REILLY. J P Region 2, Atlanta. Office of the Director 

79/02/02 App 


7903010103 Forwards IE Info Notice 79-Oi. "Bet' g en-Pa ters on Hydraulic 
Shock Sway Arrestors (HS3A) ” 

□ ‘■REILt.V. J P Region 2, Atlanta. Office of the Director 

79/02/02 5pp 


7903220017 Forwards IE Circular 79-04, "Loose Locking Nut on Llisitorgua 
Valve Dperabors " 

□'REILLV.J P Region 2. Atlanta, Office of the Director 

79703/16 Ip 


7903230082 Ack receipt of 790314 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 80-395/79-03 
MURPHY. C E Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/03/16 ip 


79032B0090 Responifs to NRC 790222.790220 4 790302 Itrs re violations 
noted in IE Insp Repts 30-395/79-02 4 30-395/79-03 
Corrective actions received U released new tape shipment. use 
of duct tape restricted to external areas 

JDHNBDNi M G South Carolina Electric 4 Oas Co 79/03/12 2pp. 


7903140504 Follows up 7B041B Itr in response to 1C Bulletin 7B-04 
Forwards response to FBAR Question 031 57 Lists steAi-mountod 
Unit switches replaced at mfg facility or at plant site 
CHEWS. F H South Carolina Floctric 4 Gas Co 79/02/13 3pp 


7903280093 Forwards fE Insp Rept 50-395/79-03 on 790122-25 4 notice of 
V i olation 

MURPHY, c E Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/02/20 2pp 


7903080545 Forwards IT Info Notice /9'-04i "Degradation of Engineered 
Safety Features " 

□ ’'REILLY, J P Region 2. Atlanta. Office of the Director 

79/02/16 2pp 


7903080555 Forwards U Info Notice /9-04. "Degradation of Enginevrad 
Safety Features " 

O'REILLY.J P Region 2, Atlanta. Office of the Director 

79/02/14 Ip 


79030B0295 Itifoicns recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment " dttf 790208. that valve 
limit switch Identified as NAMCQ Model 53CML should read 
SL3CML 

O'REILLY. J P Region 2. Atlanta, Office of the Director 

79/02/20 2pp 


79032B0095 Notice of violation from insp on 79012S-2S 

■» Region 2. Atlanta. Reactor Operations Nuclear Support Branch 
79/02/16 ip 


7903260098 IE Imp Flept 50-395/79-03 on 790122-23 Non c omp 1 1 anc e noted 
use op unapproved tape on stainless steel piping 
OIRAftQ.E H , CDNLDN. r E Region 2. Atlanta. Office of the 
Dirsetor 79/02/16 7pp 


790'328D108 Ack receipt of 790201 itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-395/78-30 
fiURPHViC E Region 2. Atlanta, Reactor OporatloTis Nuclear Support 

Branch 79/03/16 Ip 


79032B0IJ2 Responds to NRC 790112 itr re violations noted in IE Insp 
Rept 50-395/70-30 Corrective actions contractor's log 
checked for tool statusj tools re callbr 

JOHNSON. Ml G South Carolina Electric 4 Oas Cu 79/02/01 2pp 


7903140530 Forwards It Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion AnchoT Bolts " 

□ 'REILLY, J P Regior, 2, Atlanta, Office of the Director 
79/03/08 I p 


7903280115 Forwards IE Insp Rept 50-395/70-30 on 7B1211-14 4 notice of 
violation 

MURPHY, C E Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/01/12 2pp 


7903220191 Act reralpl of /90227 Itr informing NRC of steps taken to 
correct violation noted m IE Insp Rept 50- 395/79-01 

HVRPHY. C E Region 2 . Atlanta, Reactor Construction 4 Engineering 

Support Branch 79/03/09 ip 


7903280110 Notice of violation from insp on 7B12il-l4 

* Region 2. Atlanta. Reactor Dporations Nuclear Support Branch 
79/0J/04 ip 


7903220194 fteeponds to NRC 790208 Itr re violation noted in IE Insp 
Rept 50-395/79-01 Corrective actions NCN-05BB Issued to 
document procedural vlelation 4 PCR-I> 8106 ASME initiated 
JOHNEON.M C South Carolina Electric 4 Oas Co 79/02/27 2pp. 


7903220197 Foi wards It Insp Rept 50-395/79-01 on 790109-12 4 notice 
ef violation 

MURPHY. C E Region 2. Atlanta, Reactor Coistructlon 4 

Engineering Support Branch 79/02/OS 2pp 


7903220233 Nobico of violation from insp on 790109-12 

• Region 2, Atlanta. Reactoi Construction 4 Engineering Bupport 
Branch 79/03/01 tp 


7903280121 IE Iixsp Rept 50-395/78-30 an 781211-14 Noncodip I iance noted 
failure to fall ou procedures for calihr revieuis. 

OIRARD, E H I HARDNtCK, R J , CQNLON, T E Region 2. Atlanta. 

Reactor Operations Nuclear Support Branch 79/01/04- tipp 


7903200136 Talcoii rept notification of discrepancies In radiographic 
technique 4 potential relevant defects in ASME Code 
rediography of Class 243 pipe welds which had been 
previously reviewed 4 atcepted 

» South Carolina Electric 4 Gas Co 79/02/07 ip 


7903190243 Updates 790206 rept re quaHty of accepted A8HE code pipe 
radiographs per lOCFRSO 3S<e) Discusses emergency diesel 
generator dificiencies 4 rock well valve operator 
qualification 

JOHNSON, M C South Carolina Electric 4 Oas Co 79/03/12 3pp 
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7903310010 Foruards IE Insp flept 50-397/79-01 on 790103-03 & notlc* of 
VI Q latien 


7903130046 Faruaris addl guidanc-e re phijsical security plari Lieerise 
thould Include total amount o^ SNMi percent enrlcnment -it 
amounts eiempt 8< noneiempt 

REID/F W Operating Reactors Oranch 4 79/03/02 3p p 


7903190337 Rsspetids to request for info re amounts (> types of SNH tn be 
Included In license Requests approval of end spec changes 
to security plan End uilthheld (ref lOCFfiZ 790) 

8HRIVER,IJL Virginia, Univ of 79/03/09 2PP 


DOCKET 90-397 UFPSS Nuclear Project, Unit 2 


7903140148 Formards recairirendations for general contents of Offsite 
Dose Calculation Manual, to be submitted u/proposed 
radiological effluent Tech Specs 

VAROAi 8 4 Light Hater Reactors Branch 4 79/02/3A 7pp 


7903270249 Forwards ad d 1 info re emergency planning needed for 
completion of First Round revieu Response requested by 
790507 

V/iAHOAi 9 A Light Mater Reactors Branch 4 79/03/05 9pp 


7903260301 Requests addl Info re capability of nuclear steam supply 
sys to respond to postulated ATMS transients M/ltr to major 
vendors requesting info fc forwarding fJUREO-0460, Vol 3 
W/o end 

VASSALLD, D Q Assistant Director for Light Water Reactors 

79/03/13 4pp 

79D3210046 Forwards "Asymmetric LDCA Pool Boundary Load for Mark II " 
GDDON, L J General Electric Co iNuclear Energy Products Dlv 
79/03/16 Ip 


7903210037 “Asymmetric UOCA Bubble Pool Boundary Load Fop Mark II " 
UPPALi 1 S General Electric Co jfluclear Energy Products Dlv 
79/03/16 I2pp 


7903290288 Forwards "Vent Clearing Pool Boundary Loads for Mark II 
Plants,'" presenting alternative load spec based on 
conservative application of 4T test data- rep lacing that 
Identified In NlfRE0-04a7 

SODDN-L J General Electric Co 79/G3/S0 6pp 


7903290083 Forwards proprietary copies of alternate load spec Info 
document applicable to wetuell wollsito replace info in 
NyBE0“D4B7 End withheld (ref iOCFR2 7901 H/affldavit 
SODON, L J General Electric Co rNuclear Energy Products Dlv 
79/03/20 3pp 


7903270383 Fo-rwards responses to First Round questions on OL 
app 1 icotiois, w/respoiises to past due questions which have now 
been completed Info will be incorporated into FSAR amend 
within four months 

HENDEROER. D L Washington Public Power Supply System 79/03/21 
230pp 


7903290022 Forwards 790221 Itr giving IfA Public Power Supply Sys 
permission to aubmit proprietary NU9 Rept TR-77-IE> "Fuel 
Cart Interaction Analys'is," to Rrookhaven Natl Lab for 
rovl sw 

RENDEROERi D L Washington Public Pouiar Supply System 79/03/21 
2pp 


7903)30277 Amend 3 to Environ Rept has been reviewed No changes to 
comments submitted on 770601 & 780726 

e- Interior, Dept of- Dureau of Indian Affairs 79/03/06 Ip 


7903070076 Forwards NRC policy statement re reactor safety study, review 
by the Lewis Committee (MiJRFQ/CR-040D) Ic survey of NRC uses 
of WABH-1400 All documents have been furnished to A6LD 
ti ABLAB panel members H/o end 
PATDN, M D Branch 4 79/02/12 Ip 


7903140300 Util opposes petitioners Darby , Garret t 6 Hanford Convarsisn 
Project addl contention ic lagal argument Intervention 
petition should be disposed of on basis of existing record 
as previously stipulated Certificate of Sve end 
REYNOLDS, N S Debevolse tc Lieberraan 79/02/15 7pp 


7903220107 Responds to petitioner's 790201 addl cantentlon t, legal 
argument. Add 1 safety contention, parts (a) b (b), should be 
admitted Parts (c > & Id) are too vague for adihisslon 
Certificate of Sve encl 
patch, M D Branch 4 79/02/21 6pp 


7703220264 Order subsequent to 770123 prehearing conference Denies 
intervention petitions 

COLE, R F , HILL, E E , BOWERS, E B Atomic Safety and Licensing Board 
Panel 79/03/06 i?pp 


SPENCER, G S Region 5, San Francisco, Reactor Cons true 1 1 on t, 

Engineering Support Branch 79/01/24 2pp 


7903210021 Notice of violation from insp on 790103-05 

♦ Region 5. San Francisco, Reactor Construction t, Engineering 
Support Branch 79/01/24 2pp 


7903210025 IE Insp Rept 50-397/79-01 on 790103-05 Non comp 1 lant e noted 
cleanliness of safety components 

BISHDP.T W , HAYNEDiR C Region 5, San Francisco, Reactor 

Construction t Engineering Support Branch HAIST.D P Region 3, 
San Francisco- Office of the Dtrectoi 79/01/24 ISpp 


7903190S24 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

ENGEL KEN, R H Region 5, San Francisco, Office of the Director 

79/02/16 ip 


7703300348 Forwards IE Jnsp Rept 50-397/ /9-02 on 790130-0201 
No noncompl 1 ance noted 

CREWS, J U Region 5, San Francisco, Reactor Dperatians Nuclear 

Support Branch 77/02/16 2pp 


7903300349 JE Insp Rept 50 397/79-0? on 790130-0201 No noncomp Hance 
noted Major areas inspected opeiatlonal staffing, QA far 
pr eoperat 1 on a I testing resolution of comments on overall 
preoperat j ooal test program 

JOHNSON, P H I CARLSON, J D Region 5, San Tianclsco. Office of Ihe 

Director STERNBERG, K M Region 5, San Frantisco. Reactor 

Operations Nuclear Support Branch 79/02/16 4pp 


7703140369 Irforms recipients of IE nulletiii /9-01, "Environ 
Qualification of Class IE Equipment," dtd 790B0S, that valve 
limit switch identified as NAMCD Model S3CML should read 
5L3CML 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 

79/02/27 I P 


7703140583 States that ib Bulletin 79-01, "Environ Qualification of 
Class IE Equipment { c oi r rc 1 1 on ) " was issued to listed 
licensees in Region 3 

e Region 3, San Francisco, Office of the Director 79/02/27 Ip 


7703150070 Forwards IE Bulletin 79-OP, "Pipe Buppot t Base Plate Designs 
Using Concrete bipansion Anchor Dolts ’’ 

ENGELKEN, R M Region 5, San Francisco. Office of the Director 

79/03/08 ip 


79D3190493 Forwards 11-. titjUetin 79-03, “Long I tud i na 1 Weld Defects in 
ASHE EA-31C Typo 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding t. Engineering Co “ 

ENGELKEN, R H Region 3, San Francisco, Dffice of the Director 

79/03/12 IP 


7903210416 Forwards IE Circular 79 04, "loose Locking Nut on Limitorque 
Valve Operators " 

ENGELKEN, R H Region 5, San Fiancisco. Office of the Director 

77/03/16 tp 


7903260323 Forwards IE Circular 79-05, "Moisture Leakage In Stranded 
Wire Contfoetors " 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
79/03/20 ip 


7703220029 Ack leceipt of 790222 Itr informing MRC of reportable 
deficiency involving pi imary penetration weld design error 
ENGELKEN. R H Region 5, San Francisco, Office of the Director 

79/03/02 Ip 


7903220031 Forwards reportable deficiency Involving primary 
con ta Inman t penetration weld design error 

RENBEROER, D L Washington Public Power Supply System 79/02/22 

if 


7903220033 Deficiency rept involving primary containment penetrafeipn 
weld design arr or, caus 1 ng thermal stress during operation 
Penetration X69D will not be used for sampling line 
a Washington Public Powei Supply System 79/02/22 Ip 


7903210093 Forwards rept re defective wolds in pipe whip restraint 
brackets Inside containment 

RENBEROER, 0 L Washington Public Power Supply System 79/03/13 

Ip 


7703210095 Rept on defective pipe whip restraint brackets supporting 
residual heat i emoval, reactor feedwater L main steam piping 
sys inside containment Defects slag inclusions t< porcisity 
Twenty brackets refabricated t> 14 1 epnired 
» Washington Public Power Supply System 79/03/13 ip 


I 
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DOCKET 50-400 Shearon Hams Nuclear Pouier PlsnCi Unit 1 


7903010250 Evaluation by util of uelding defects In embedments 
furchased for plant is eontinul ngi 790319 completion 
anti c 1 pated 

CHIANOKM J Carolina Power »< Light Co 79/02/13 Ip 


7903090250 Report on 790129 site visit to inspect test fills Vll“24-4-i 
t> VH-24-4-2 constructed t> tested in Dec 197B J< dan 1979 
Informed applicant of info heeds le test fill program tt Inap 
of auiiliarg dam b dike foundations 
f HOHPSCINi 0 0 Geosciences □ranch 79/02/14 2pp 


79'0321O23B Delineates misreading or misunderstanding by T5 EroJin of 
7Q125B order It is NC Util Commission’s view that NRC should 
be bound by prior findings on question of need for power in 
any licensing proceeding 

KOOEft.R K . WELLS. H A North Caiolina, Stale of 79/02/27 4pp 


7903270524 Forwards NUREO-0523, "Summary of Operating Ciperlence W/ 
Recirculating Steam Generators." which focuses on recent 
problems w/d egrada t i on Believes continued plant operation 
does not constitute undue risk 

EI5ENHUT.0 C Assistant Director for Systems t< Projects 

79/03/02 3pp 


7903270524 Fortuards NUREO-0523. "Summary of Operating Experience U/ 
Recirculating Steam Generators." which focuses on recent 
problems u/degradation Believes continued plant operation 
does not constitute undue risk 

EtSEHIIUTiO O Assistant Dirertoi for Systems it Projects 

79/03/02 3pp 


7903050011 Requests that hearings be held in evenings it on weekends 
EDDLEMAN. W Affiliation Unknown 79/02/02 Ip 


7903050124 Forwards memo detailing reassignment of personnel in NRC 
Region II Intends to have hearing lecord reflect changes 
REIS. E U Branch 3 79/02/Oi> Ip 


790305012B Confirms 770201 telcon re reassignment of Region II cadres 
flURPHYiC E Region 2. Atlanta. Reactor Construction it 

Engineering Support Branch 79/02/02 Ip 


7903070007 Forwards Itr from P8 Daggett requesting evening sessions bo 
held for fol thcoming hearing Staff has no indication of 
interest In evening sessions at this time 
BARTILC A Branch 3 79/02/00 ip 


7903070011 Requests that upcoming tieai mgs be hold in the evening* or 
on weekends to allow public attendance 
BAGGETT.P S Affiliation Unknown 79/01/27 Ip 


7903160285 Requests evening or weekend hearings to allow for public 
1 np ut 

BLOTNICK.J Affiliation Unknown 79/02/08 2pp 


7903060704 Responds to appeal of denial of intervenor status to Kudiu 
Alliance 6 tl Eddleman Urges affirming denial order because 
Interest requirement not satisfied ti contentions raised 
are beyond NRC licensing authority Certificate of Sve one 1 
EARTH. C A Branch 3 79/02/09 9pp 


7903070147 Answers notice of appeal it appeal brief of Budiu Alliance t. 
M Eddleman by insisting that if allowed intervention, 
petitioners must follow NRC Rules of Practice t. file 
specific contentions Certificate of Sve end 

TRDMDRIDGE. G r Shaw, Pittman. Potts. t< Trowbridge 79/02/09 
I3pp 


7903050237 Seven directions 1< requests for evidentiary hearings on 
roifianded Issues 

SNITTI. I W Atomic Safety end Licensing Board Panel 79/02/13 2pp 


7903050047 AUAD-526 affirming ABLB 790110 order denying joint petition 
of if Eddleman It Kudiu Alliance to intervone Recent residence 
near facility does not justify tardy filing h petitioners 
will not contribute to remanded issue 

DUFLO.fl E Atomic Safety and Licensing Appeal Panel 79/02/13 

5pp 

7903060339 Forwards two NRC 790123 A 790206 memoranda re non-capBtle 
faults at site 

EARTH. C A Branch 3 79/02/13 Ip 


7903050406 Requests that NRC make RH Uessman available as witness In 
remand hearings to testify re ropfc of interview of Ofc of 
Inspector tt Auditor (< his memoranduin to HC Dance dtd 770214 
re Jan 1977 insp of Brunswick He should bring his records 
SMlTHrl M Atomic Safety and licensing Board Panel 79/02/14 Ip 


7903220102 Intervenor requests at least two evening hearings during 
first weekly session so interested cltliens may observe 
6 participate at ASLB's dlscretinn Certificate of Sve end 
MVERB. D P . EDHISTEN.R L North Carolina. State of 79/02/14 2pp 


7903140640 Responds to applicant's 770209 answer to intervenors' appeal 
brief & notice Cotitehds that existing parties will not 
represent petitioners' interests properly tt Tejects other 
arguments In 790209 answer 

EDDLEMAM. W Kudiu Alliance 79/02/13 13pp 

7903i30495 Mamorandum A order re order of testimony Requests Info from 
parties as soon as agreement on order of witnesses is 
reached 

SMITH. I M Atomic Safety and Licensing Board Panel 79/02/16 3pp 

7903130200 Intervenors' response per ALAD-509 in opposition to 
"de minimus" theoi y Alleges theory ignores Issue of 
significant U substantial releases of radon-222 to environ 
Certificate of Sve encl 

REPFQRD. C Affiliation Unknown 79/02/19 37pp 


79032803'0a Requests that hearings be held at night, so that cltliens w/ 
daytime jobs may attend 

SfllTH.R Affil lation Unknown 77/02/20 Ip 


7903230277 Forwards responses to ALAB-307 Thirty-day period for 
responses to documents shall run from 790305 

SKRUTSKIi R M Atomic Safety and Licensing Appeal Panel 79/03/01 

Spp 


7903230143 Applicant's response to Intervenors' motion to remand and/or 
reopen record Ui ges denial of motion becaose A8L0 did not 
rely on Rasmussen Rapt In making Its decision Certificate of 
Sve and 

TROWORIDOE. 0 F Shaw, Pittman, Potts. & Trowbridge 79/03/09 5pp 


7903200102 Forwards IF Insp Repts 50-400/77-01 I* 50-401/77-01 on 
770116-17 No non* omp I lane o noted 

MURPHY.C E Region 2. Atlanta. Reactor Construction t< Engineering 

Support Branch 79/02/07 ^’pp 


79032001B5 IE Insp Repts 50-400/79-01 t< 50-401/79-01 on 790116-19 No 
noncompllance noted Major areas inspected concrete work 
activl ties. stol age 6 records of reactor vessel internals 6 
storage 6 records of mat! for safety-related structures. 

ANO.kl P . BRVANT.J C Region 2. Atlanta. Reactor Construction 

Engineering Support Branch 79/02/00 3pp 


7903130072 Follows up 780301 Itr in response to IE Bulletin 7B-02 
Investigations show no unprotected safety-related terminal 
blocks In any sys within containment that must function In 
post-accident environ 

MCDUFFIE. M A Carolina Power & Light Co 79/03/15 Ip 


7903090533 Forwards IF. Info Notice 79-04, “Dogradatlon of Engineered 
Safety Features " 

O'REILLY.O P Region 2. Atlanta. Office of the Director 
79/02/16 2pp 


7903150128 Responds to NRC 790209 Itr re IE Insp Rept 30-400/77-01 t. 
30-401/79-01 No proprietary Info 

HOWE. P H Carolina Power it tight Co 77/02/21 Ip 


7903080256 Informs recipients of IF. Bulletin 79-01, "Environ 
Qualification of Class IE Equipment." dtd 790208, that valve 
limit switch identified as NANCO Model S3CML should read 
BL3CHL 

O'REILLY. J P Region 2, Atlanta. Office of the Director 

79/02/28 2pp 


7903140465 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/03/0B 2pp 


7903220JS0 Responds to NRC 790227 Ur re IE Insp Repts 50-400/79-02. 
50-401/79-02, 30-402/79-01 t, 50-403/79-01 on 790123-26 No 
proprietary info 

HOWE. P M Caroline Power h Light Co 79/03/03 Ip 


7903220159 Forwards IE Insp Repts 50-400/79-02,50-401/79-02, 
50-402/79-01 fc 50-403/79-01 on 790123-26 6 notice of 
violation 

MURPHY.C E Region 2. Atlanta, Reactor Construction «. 

Engineering Support Branch 79/02/27 2pp. 


7903220166 Notice of violation fr.om Insp on 790123-26, 

« Region 2. Atlanta, Reactor Construction ti Engineering Support 

Branch 79/02/16 2pp 
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7903220173 IE In$p Repts 50-400/79-02. 50-401/79-08. 50-402>'79-01 fc 
SO-403/79-01 cn 790123-26 ^on c amp 11 a n c e notedl lack af 
(tdcunant cantroi 

DRADLEV. R D • HERDT.A R Rrgion 3> Atlanta. Rsactor 

Construction Engineering Support Dranch 79/03/16 Opp 


7903050011 Renuosts that hearings be held in evenings |< on ueetends 
EDDLEMANi W Affiliation Unknown 79/OP/02 Ip 


79030S0124 Poruards memo detailing reassignment of personnel in MAC 
Region II Intends to have hearing recoid reflect changes 
REIS. E J Branch 0 79/02/06 ip 


7903210119 Foruards IE Bulletin 79-03. "Longitudinal Meld Defect* in 
ABME SA-31S Tgpe 304 Stainless Steel Pipe Spools 
Manufactured bg Youngstoun Melding t. Engineering Co " 

O'RElLLY.vl P Region 2 . Atlanta. Office of the Director 
79/03/12 2pp 


7903270275 Act receipt of IE Insp Repts 50-400/79-04.30-401/79-04, 
50-402/79-03 8 . 50-403/79-03 on 790205-09 Ho proprietarg 
info 

HOME. P W Carolina Poiuer 8 . Light Co 79/03/14 Ip 


79032702BI Forwards IE Insp Repts 50-400/79-04,30-401/79-04, 
50-402/79-03.30-403/79-03 on 790203-8 No noncompl lance 
noted 

MURfHV.C E Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch 79/03/09 Spp 


7903270207 IE Insp Repts 50-400/79-04.50-401/79-04.50-402/79-03. 
50-403/79-03 on 790205-05 Nu noncomp 1 1 ance noted Major areas 
inspected dams, foundations, containment concrete tc 
p snetrat 1 onsi schedule miles tones. const progress & revisions 
ei/AN. M B , BRVAHr. U C Region 2. Atlanta, Office of the 
Director 79/03/07 5pp 


7903050128 Confirms 790201 telcon re reassignment of Region 11 cadres 
MURPHYiC E Region 2. Atlanta, Reactor Construction t< 

Engineering Support Branch 79/02/02 Ip 


7903070007 Forwards Itr from PS Baggett requesting evening sessions be 
held for forthcoming hearing Staff has no Indication of 
Interest In evening sessions at this time 
BARTH. C A Branch 3 79/02/0S ip 


7903070011 Requests that upcoming hearings be held in the evenings «r 
on kieeiends to allow public attendance 
BAOQETT.P S Affiliation Unknown 79/01/27 Ip 


7903160206 Requests evening or weekend hearings to allow for public 
input 

BLOTNICK, J Af f il latlOh Unknown 79/02/00 2pp 


7903060704 Responds to appeal of denial of Intervenor status to Kudiu 
Alliance (< U Eddleman Ui gcs affirming denial order because 
interest requirement not satisfied •. contentions raised 
are bcgend NRC licensing authority Certificate of Svc end 
BARTH, C A Dranch 3 79/02/09 9pp 


7905200104 Ack receipt of IE imp Repts 50-400/79-05.50-401/79-05. 
80-402/79-04 8 . 50-403/79-04 on 790205-05 No proprletarg 
info 

HOWE, P U Carolina Power 8 , Light Co 79/03/15 Ip 


7903260111 Forwards IE Insp Repts 50-400/79-05,50-401/79-05, 
30-402/79-04 fa 30-403/79-04 No none ompli ance noted 
rtUHPHYi C E Region 2 . Atlanta, Reactor Operations Nuclear 

Support Branch 79/03/06 2pp 


7903280124 IE Insp Repts SO-400/79-05, 50-401/79-05, 50-402/79-04 4< 
50-405/79-04 on 790205-00 Ho noneompllanc e noted Major areas 
inspected containment 1 Iner, weld tng-re lated spec fa procedure 
raqulrements, fa fitup of svc water piping weld 
OIRAHD, E H . CDNLONiT E Region 2. Atlanta, Office of the 
Director 79/03/02 4pp 


7903210568 Forwards IE Circular 79-04, "Loose Locking Nut on Liraltorque 
Valve Dptrators " 

Q'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/16 2pp 


7903070147 Answers notice of appeal fa appeal brief of Kudtu Alliance fa 
W Eddleman by insisting that if allowed Intervention, 
petitioners must follow NRC Rules of Practice fa file 
specific contentlens Certificate of 8 vc end 

TROWBRlDOEiO f Shaw, Pittman, Potts, fa Trowbridge 79/08/09 
I3pp 


7903050237 Seven directions fa requests for evidentiary hearings on 
remanded i ssues 

SMITH, I H Atomic Safety and Licensing Board Panel 79/02/12 2pp 


7903050047 ALAB-526 affirming ARLR 790110 order denying joint petktfdn 
of M Eddleman fa Kudiu Alliance to intervene Recent rosldence 
near facility does nut justify tardy filing fa petitioners 
will not contribute to remanded issue 

DUPED, M E Atomic Safety and Licensing Appeal Panel 79/02/10 
3pp 


7903060339 Forwards two NRC 790120 fa 790206 memoranda re non-capable 
faults at site 

BARTH, C A Branch 3 79/02/13 Ip 


7903080536 Transcript of 790227 hearing in Raleigh NC Pp 8,164-8,361 
W/enel testimeny of Panel One 

SMITH, I H . LEEDS. 0 V , BRIGHT. 0 0 Atomic Safety and Licensing 
Board Panel 79/02/27 87lpp 


7903000539 Transcript of 790220 hearing in Balelgh.NC Pp 2.368-2.621 
W/encI testimony of Panel Two 

SMITH, 1 H , LEEDS, J V , BRIGHT, 0 0 Atomic Safety and Licensing 
Board Panel 79/02/2S 3IBpp 


7903090054 Transcript of 790301 hearing In fialBlgh,NC Pp 2.668-2.096 
SMITH. 1 W . LEEDS. vl V , BRIGHT, 0 0 Atomic Safety and Licensing 
Board Panel 79/03/01 275pp 


7903160252 Transcript of 790300 hearing held In Raleigh, NC 
Pp 3.507-3,792 

SMITH. i M . LEEDS, U V , BRIGHT. 0 0 Atomic Safety and Licensing 
Board Panel 79/03/08 SBSpp 


DOCKET 50-401 Shearon Harris Nuclear Power Plant, Unit 2 


7903010230 Evaluation by util of wilding defect* in embedment* 
purchased for plant is c on tinuingi 790319 completion 
anticipated 

CHIANOl.N.d Carolina Power fa Light Co 79/02/12, Ip 


7903050406 Requests that NRC make RH Messman available as uitnesa in 
remand hearings to testify re rapt of Interview of Ofc of 
Inspector fa Auditor fa his memoTandum to HC Dance dtd 770214 
re vlan 1977 tnsp of Drunswlck He should bring his records 
SMITH, I W Atomic Safety and Licensing Board Panel 79/08/14 Ip 


7903280102 tntervehoi requests at least two evening hoarlngi during 
first weekly session so interested cltiiens may observe 
fa participate at ASlB'a discretion Certificate of Svc end 
MYERS, D P I EDMI 8 TCN, R L North Carolina, State of 77/08/14 2pp 


7903140646 Responds to applicant's 790809 answer to Intervenors' apfeil 
brief fa notice Contend* that eilsting parties will not 
represent petitioners' interests properly fa rejects other 
arguments In 790P09 answer 

EDDLEMAN, H Kudiu Alliance 79/02/15 13pp 


7903130495 hemoTandum fa order re order of testimoiiy Requests info frua 
parties a* soon as agreement on order of witnesses is 
reached 

SMITH. 1 H Atomic Safety and Licensing Board Panel 79/08/16 2fp 


7903150800 Intervenors' response per ALAI)-509 In opposition to 
"tfe minimus" theory Alleges theory ignores issue of 
significant fa substantial releases of radon-223 to environ 
Certificate of Svc end 

KEPFORDi C Affl 1 latlon Unknown 79/02/19 37pp 


790381^0838 Delineates misreading or misunderstanding by T 8 Erwin 
781288 order It is NC Util Commission's view that NRC should 
be bound by prior findings on question of need for power In 
any llcansing proceeding 

KDOERiR K . WELLS) H A North Carolina, State of 79/02/87 4 


7903870524 ^“T"*^** NUREG -0323, "Summary of Dp era ting Esperienee W/ 
n-vc ( reulA T 19 " uhlcit fotvset on roctnt 

pToblens w/degradation Believas continued plant operation 
doas not constitute undue risk 

79/03/02* Spp Director for Bystams fa Projects 


7903880300 Requests that hearings be held at night, so tliot citiians tf/ 
daytime jobs may attend 

SMITH, R Affiliation Unknown 79/02/20 Ip 


7903230897 Forwards lesponses to ALAn-509 Thirty-day period far 
responses to documents shall run from 790305 

SKRUT&KI, R M Atomic Safety and Licensing Appeal Panel 79/03/01 
Spp 
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7903230143 Applitaht's response to i ipt ci venor s motion to remanii and/or 
reopen record Urges denial of motion because ASlB did not 
relg on Rasnosseii Kept in making its decision Certificate of 
Bve enc I 

TROHQFtlDGEiO F* Sbawi Plttmanp Pottsi A Trowbridge 79/03/09 9pp 


7903200162 Forwards IE Insp Repts 30-4CO/79--0 1 f. 50-401/79-01 on 
790116-19 Mo honcomp 1 lance noted 

HURPhYpC E Region 2 p Atlantap Reactor Construction ?< Engineering 

Support Dranetp 79/02/09 app 


7903200165 IE Insp Repts ')0-400/79-0) 50-401/79-01 on 770116-19 No 

noncomp 1 1 ante rppited Majoi areas iipspected concrete worV 
ec t i VI 1 1 es. s tot age S' records of reactor vessel internals S< 
storage U recoids of pratl for safety-related structures 
AMS, Id P , DRVANT, > C Region Sp Atlanta, Reactor Construction t. 

Engineering Support Di anch 79/03/06 3pp 


7903150072 Follows up /Q0301 1 ti in response to IE Bulletin 76-02 
Investigations shcpu no unprotected safety-related terminal 
hlocts in any spys withitp c onta i nmen t that must function In 
pos t— ac c i d en t etiviron 

MCDUFFIEiH a Carolina Power U Light Co 79/02/13 Ip 


7903060535- Forwards IE Irpi-p Notice /9-04, "Degradation of Engineered 
Sapfety Features " 

O'REILLY, O P Region 2, Atlanta, Office of tiie Director 
79/02/16 2pp 


7903150126 Responds to blRC 790209 I tr le IE Insp Rep t 30-400/79-01 t< 
50-401/79—01 Ho proprietary ifpfo 

HOHEiP Id Carolina Power *< Light Co 79/02/21 Ip 


7903080236 Infoims recipients of IE Bulletin 79-01, "Envtro-n 
Qualification of Class IE Equipment," dtd 79020B, that valve 
limit twitch Identified as NAMCO Model 33CML should read 
SL3CML 

0*REILLV,J P Region 2, Atlanta, Office of the Director 

79/02/26 2pp 


7903I4046S Forwards IF Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Cpinci etc Expansion Anchor Bolts " 

O'ftEILUY.J P Rpiglon 2, Atlanta, Office of the Director 

79/03/08 2pp 


7903320130 Responds to NRC 790227 Itr re IE Insp Repts 30-400/79-02, 
30-401/79-02. 50-40a//9-0I t< 50-403/79-01 on 790123-E6 No 
proprietary info 

HONE, P H Carolina Power M Light Co 79/03/06 Ip 


7903220139 Fnrupords Ifc Insp Repts 30-400/79-02, 50-40-1 779-02. 
SO-402/79-01 50-403/79-01 on /90ia3-26 6 notice of 

Violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction 

Engineering Support Branch 79/02/27 Hpp 


7903220166 Notice of violation from insp on 790123-26 

4 Regihh 2, Atlanta, Reactor Construction t< Cnol-neering Support 
Dranch 79/02/16 2pp 


7903220173 IE Insp Repts 50-400/79-02,30-401/79-02,30-402/79-01 !< 
50-403/79-01 on 790123-26 Noncampl lance noted lack of 
document conti ol 

6RADLEV. R D , HCRDTiA R Region 2, Atlanta, Reactor 

Construction !> Engineering Support Branch 79/02/16 5pp 


79-03210119 Forwards IF Bulletin 79-03, "Longitudinal Meld Defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Hanufac turc-d by Youngstown Ueldtng h Cngineei ing Co " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/12 app 


/903270273 Act receipt of IE Insp Repts 50-400/79-04,30-401/79-04, 
30-402/79-03 li 50-403/79-03 on 790205-08 No proprietary 
Info 

HQUE.P N Carolina Power 6 Light Co 79/03/14 Ip 


7903270261 Forwards IE Insp Repts 30-400/79-04,50-401/79-04, 
30-402/79-03,50-403/79-03 on /90205-a No noncompliance 
noted 

MURPHY, C E Region 2, Atlanta, Reactor Opelations Nuclear 

Sup p art Branch 77/03/06 2pp 


7903270267 IE Insp Repts 50-400/ /9-04, 50-401 /79-04, 30-402/79-03, 
50-403/79-03 all 790203-00 No none omp 1 i anc e noted Major areas 
inspected dams, foundat t ons, containment concrete t, 
penetra t Ions, schedul e mi lestones, const progress & revisions 
SHAN, M G , BRYANT, U C Region 2, Atlanta, Office of the 
Director 79/03/0/ 5pp 


7903260104 Acf receipt of IE Insp Rapts 50-400/79-05,50-401/79-03, 
50-402/79-04 A 50-403/ /9-04 on 790203-06 No proprietary 
Info 

HQWEiP N Carolina Rouei *< Light Co 79/03/13 Ip 


7903230111 Forwards IE Insp Repts 50-400/79-05,50-401/79-05, 
50-402/79-04 £, 50-40J/79-04 No none om p 1 lane e noted 
MURPHY, C E Region 2, Atlanta, Reactor OpeTatlons Nuclear 

Support tlranch 79/03/06 3pp 


7903280124 IE Insp Repts 50-400/79-05.50-401/79-03.50-402/79-04 S, 
50-403/79-04 on 790205-08 No non c omp 1 I anc e noted Major areas 
Inspected containment 1 iner, uie 1 d 1 ng-related spec (, procedure 
requirements. 6 fitup of sve water piping weld 
OIRARD, E H I CONLOn, T E Region 2, Atlanta, Office of the 

Director 79/03/02 4pp 


7903210560 FoTU,ards IF Circular 79-04, "Loose Locking Nut on Limltorque 
Valve Op era tots " 

O'REILLY, vl P Region 3. Atlanta, Office of the Director 
79/03/16 2pp 


7903080536 Transcript of 790227 hearing in Raleigh NC Pp 2,164-2,361 
U/encl testimony of Panel One 

SMITH, I W , LELBS, V V , 6R10HT,0 O Atomic Safety and Licensing 
Board Panel 79/02/27 271pp 


7903000539 Transcript of 790228 hearing in Raleigh. NO Pp 2,362-2,621 
H/encl testimony of Panel Two 

SMITH, I U . LEEDS, J V , BRIGHT. G O Atomic Safety and Lecanslng 
Board Panel 79/02/20 3l0pp 


7903090QB4 Transcript of 790301 healing in Raleigh. NC Pp 2.662-2.096 
SMITH, 1 U , LEEDS. V V , BRIGHT, 0 Cl Atomic Safety and Licensing 
Boarif Panel 79/03/01 275pp 


7903160252 Transcript of 790308 hearing held in Raleigh. NC 
Pp 3,507-3,792 

SMITH,! M I LEEDS, U V . BRIGHT, G 0 Atomic Safety and Licensing 
Daard Panel /9/O3/O0 2B5pp 


DOCKET 50-402 Shearon Harris Nuclear Power Plant. Unit 3 


7903010250 Evaluation by Util of welding defects In embedmente 
purchased for plant is cont inulng 1 790319 completion 
antic Ipated 

CHIANGt.N U Carolina Fewer 6 Light Co 79/02/12 Ip 


7903210238 Delineates mlsraading or misunderstanding by TS Erwin of 
781228 order It la KC Util Commi ss i on 's view that NRC should 
be bound by prior findings on question of need- for power in 
any licensing proceeding 

KQGER.R K , WEUL8.il A North Carolina. State of 79/02/27 4pp 


7903270524 Forwards NUREO-0523, "Summary of Dperatlng Eeperience H/ 
Recirculating Steam OetieratorB, " which focuses on recent 
problems ui/d egradat ion Believes continued plant operation 
dbas not constitute undue risk 

EISENHUTiD G Assistant Director for Systems l< Projects 
79/03/02 3pp 


79030S0011 Requests that hearings bo hold in evenings & on weekends 
EDDLEMAMrW Affiliation Unknown 79/02/02 Ip 


790305D1S4 Forwards memo detailing rea s s t gtimen t of personnel In NRC 
Region 11 Intends to have bearing record reflect changes 
REIS. E J Branch 3 79/02/06 Ip 


7903050120 Confirms 790201 telcon re reassignment of Region II cadS'e 
HURPHViG E Region 2, Atlanta, Reactor Construction l< 

Engineering Support Branch 79/02/02 Ip 


7903070007 Forwards Itr from PS Baggett requesting evening sessions bi 
held for forthcoming hearing Staff has no indication of 
interest in evening sessions at this time 
6ARTH,C A Branch 3 79/02/00 ip 


7903070011 Requests that up-cotnlng hearings be held in the avanlng» 
on weakecids to allow public attendance 
BAGGETT, P S Affiliation Unknown 79/01/27 tp. 


7903160265 Requests evening or weekend hearings to allnui for public 
input 

OLDTNICK, J Affiliation Unknown 79/02/08 2pp 


7903060704 Respnnds to appeal of dental of Intervener status to Ktidcu 
Alliance St VJ Eddlemaii Uiges affirming denial order because 
Interest requil <<n»nt not satisfied tc contentions raised 
are beyond NRC licensing authority Certificate of Sve enel 
BARTH, C A. Branch 3 79/02/09 9pp 
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DOCKET 50-40? Shearon Hairis Nuclear Power Plants Ltnit 3 


7903070147 Answsri notice o^ appeal t< appeal brief of Kudiu Alliance b 
U Eddlernan bi; insisting that if allowed IntervenCioni 
petitioners must follow NFIC Rules of Practice b file 
specific contentions Certificate pf Svc end 

TROWBRIDOE.a P Shaw. Pittman. Potts. bTrowbridse 79/02/09 
13pp 


7903030237 Seven directions l< requests for evidentiarg healings on 
remanded issues 

SMITH. I U Atomic Safetg and Licensing Board Panel 79/05/18 2pp 


79030&0047 ALAB-S2A affirming ASLR 790110 order denying joint petition 
of U Eddleman !< Kudiu Alliance to intervene Recent residence 
near facility does riot justify tardy filing U petitioners 
will not contribute to rerranded issue 

DUFLQi h E Atomic Safety and Licensing Appeal Pane] 79/02/13 
5pp 


/vuwijwuiag Kesponos to 


50-401/79-02,30-402/79-01 t 50-40J/79-01 on 790123-26 No 


-tuu/ /v-Uif. 


proprietary info 
HDtJEiP U Carolina Pouor 


l^ignt Co 79, 03/06 


79032201*19 fotuaids IE Insp Repts 30-100/79-02.50-401/79-02. 
30-405/79-01 f, 50-, 103/ >9-01 on /90t23 26 *, notice of 
Violation 

MURPliV.C E Region 2. Atlanta. Reactor Construction t. 

En gin ee ring Support Rianch /9/02/27 2 pp 


7903220166 Notice of '.inlation tron insp on 790123-26 

«■ Region 2, Atlanta, Reactor Construction f, Cngineerino SuoBors 
Branch '’9/02/ In 2pp ® support 


7903220173 IE In„p llepts 50-400/ /9-n2. 50-40 1 / /9-Oa, 50-402/79-0-1 L 
50—403/79 01 on /9Cil27"ao Moncompliance noted lack of 
doc uiTk^nt c or< t r 0 1 

BRADLEY, R 0 . HEHDT.AR Region 2. Atlanta. Reactor 

Construction ' rnginoering Support Branch 79/03/16 5pp 


7903060339 Forwards two NHC /90I2S fi 790206 raethOTanda re non-cap able 
faults at site 

DARTH. C A Branch 3 79/02/13 Ip 


79030S0406 Requests that NRC make RH Messman available as witness in 
remand hearings to testify re rept of interview of Ofc of 
Inspector ft Auditor l< h 1 s memorandu™ to HC Dance dtd 770214 
re Jon 1977 insp -of BruiisulcV He should bring his records 
SMITH. I if Atomic Safety and Licensing Board Panel 79/02/14 Ip 


7903220102 Intervenor requests at least two evening hearings during 
first weekly session so interested cttiiens may observe 
It participate at ASLD's discretion Certificate of Svc cnc I 
MYERS, D P < EDHISTEN. R L North Carolina. State Of 79/02/14 2pp 


7903140649 Responds to applicant's 790209 answer to Intervenors ' appeal 
brief (t notice Contends that eiisting partlea will not 
represent petitioners' interests properly 1< rejects other 
arguments in 790209 answer 

EDDUEHAN. If Kudzu Alliance 79/02/15 13pp 


7903130493- Mamorandum !■ order re order of testimony Requests info from 
parties as soon as agreement on order of witnesses is 
reached 

SMITH. 1 H Atomic Safety and Licensing Board Panel 79/02/16 Spp 


790315D2OO Intervenors' response per ALAB-509 in opposition to 
"de ninlmus" theoiy Alleges theory Ignoros issue of 
significant substantial releases of ra<lon-822 to environ 
Certificate of Gve end 

KEPFORD.C Affiliation Unknown 79/02/19 37pp 


79032D030B Requests that hearings be held at night, to that citizens ui/ 
daytime jobs may attend 

SMITH, R Affiliation Unknown 79/02/20 Ip 


7903230297 Forwards responses to ALAD-509 Thirty— day period for 
responses to documents shall run from 790305 

SVtRUTSKI«R M Atomic Safety and Licensing Appeal Panel 77/03/01 
3pp 


7903210119 forwards IT Bulletin 79 03. Longitudinal Ueld Defects in 
ASME SA-312 lype 304 Stainless Steel Pipe Spools 
Manufactured by rp.jrig'town Weldini] h Engineering Co " 

O'REILLY, J P Region 2 , Atlanta Jffice ot the Director 
79/03/12 2pp 


7903270275 Ack refcipt of IE Insp Repts 50 400/99-04,50-401/79-04, 
50—402/77—03 * DO- ♦10//7>»— 03 on f90r>05-fJG No proprietary 
inf n 

HOWE. P W Caioiiha Powpi h Light On /9/03/14 ip 


7703370261 Forwards If Insp Repts ‘iO-4lO/ 79-04, 50-401 /77-04. 
50-402/79-03, 50-403/ '7-03 on 770PO5-0 No noncorap 1 1 ant e 
noted 

MURPHY, C E Region 2, Atlanta, Rcactoi Qperatio-ns Nuclear 

Support Blanch /7/03/06 2pp 


7903270367 IE Insp Repts 50-400 77 -04, 50-40 1 / /9-04 . 30-402/79-03. 
50-403/79-03 on /9020S-08 No nunc omp 1 1 anc e noted Major areas 
inspected denis, founilat 1 tins, cnnra i nnierit concrete 6 
penetrations, schedule nil 1 es tones, cons t prtigiess •< rovislons 
SHATJj H D , BRYANT. J C Region 2, Atlanta, Office of the 
Director /7/-03/07 Spp 


7903230104 Ack receipt of IE Insp Repts 50-400/77-05,50-401/79-05. 
50— 402//7-04 L bO 403/79—04 on /70205— Oil No proprietary 
1 nfo 

HOWE I P U Larpl ina Pouor A Light Co 79/03/15 Ip 


79032aon I Furwards If, Insp Repts 50-400//7-05, 50-401 /79-05. 
50-402/77 04 f 50-403/79-04 No none apip 1 i anc e nhted 
MURPHY, C L Region 2, Atlanta, Reactor Opel at ions Hue I oar 

Support Blanch 79. 03/0o ?pp 


7903200124 IE Insp Repts 50-400/ /7-05, 50-401 / 79-05, 50 -402/79 04 4 
50-403/77-04 or, 790205-08 No none omp 1 1 anc e noted Major areas 
inspected coiit.iinraonl 1 1 ner, wel d mg - 1 plated spec t procedure 
r equireiTicii ts, D fitup of svc water piping weld 
GIRARD.EM . COnLON. T L Rtgipn 2, Atlanta, Office of the 
Director 79/03/02 4pp 


7903230143 Applicant's response to iiibvrvencrg ' motion to remand and/or 
reopen record Urges denial of motion because ASLB did not 
rely on Rasmussen Ropt in making its declslori Certificate of 
Svc end 

TROWBRIDGE, Q H Shaw, Pittman, Potts, 1, Trowbridge 79/03/09 Spp 


7903210368 Forwards IF Circular 77 04, "loose Locking Nut on Ltrsiturque 
UalvB Operators " 

Q'REILIY.J P Region 2, Atlanta, Office of the Director 
79/03/16 2pp 


7903150072 Follows up 780301 1 tr In response to IE Bulletin 78-02 
Investigations show no unprotected safety-related terminal 
blocks in any sys within containment that must function In 
post-accident environ, 

MCDUFFIE. M A Carolina Power !< Light Co 79/02/13 Ip 


77D3080535 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

O'REILLY.J P Region 2, Atlanta. Dfftce of the Director 

79/08/16 2pp 


79D308B256 Informs recipients of IF Uulletin 79-01, "Environ 
Qualification of Class IE Equipment." dtd 79O20B, that valve 
limit switch identified as NAHCD Model S3CHI. should read 
8L3CML 

O'REILLVi J P Ilegioii 2. Atlanta. Office of the Director 
79/oa/2B 2pp 


7903140465 Forwards IF Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Eipansioii Anchor Bolts >' 

O'BEILLV, J P Region S. Atlanta. Office of the Director 
79/03/08 Spp 


7903000536 Transcrtpi of ,’90227 hearing in Raleigh NC Pp 
W/encl testimony of Patiel One 

SMITH, I W LEEDS, J V , BRIQHTiG 0 Atonic Safety and 
Board Panel 79/02/27 27lpp 


2, 164-8.361 
Licensing 


7903080537 Transcript of /9C)220 hearing in Raleigh. HC Pp 2,362-2,681 
IH/encl teslimonij of Paiipl Two 

SMITH, 1 U , LFEDS, J V . BRIGHT, G 0 Atomic Safety and Licensing 
Board Panel, '’9/02','B 3lBpp 


7903B90084 Transetipt of /70301 hearing in Raleigh, NC Pn 
SMITH, I U , LEEDS, J V , BRIGHT.G D Atomic Safely and 
Board Panel 79/03 '01 a75pp 


8,668-2.396 
Ltcens ing 


79D3160252 Tianstript of 7711308 hoaiing held in Raleigh, NC 
Pp 3. 507-3, 772 

SMITH. I U , I ELDS, J V , IIRIOHT.O.D Atomic Safety and Licensing 
Board Panel 79/0't/OB 2Q5pp 
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l>CCHET 50~403 Sri©€>run Hail is Clue leal Poieer Plant. Unit A 


77030LOE30 Evaliialian tij util of uplding defects In BmbeiJmonta 
purchased foi plant is continuing 7'103t9 completion 
ant ic I pa ted 

CHfANQl.N U • arollns PotiJer '< I ight Co 79 /Oa/lS Ip 


7903090250 Repot t 'in 790139 site ''isii to inspect test fills VR- 34 - 4-1 
4i VH-24-4-2 con s ti uc tnd ' tested in Dec 1978 h Jan 1979 
Inforred appliconl of info need, i a test fill program U insp 
of ausiliarg dan dike foundations 
THOMPSON! 0 0 »ep 3 Ciences liranch 79/02/14 2 pp 


7903St023B Points out nisreadlng or nu suiid et stand Ing by TB Eruin of 
78IS26 order Tt is NC l/til C nui.n i s s i on vieu that NRC should 
be bound tg pi loi i-indings on question of need for pouier In 
any licensing pioceeding 

l(0CER..n K Ncilti Carolina, State of /9/02/P7 4pp 


7903270524 Forii/ai ds MUfltC 0533, “ buirrroi y of Operating Eiperlence W/ 
Pet 1 rc ulat ing Bteair. Oonerators, " uJhich focuses on recent 
pretlens u/deyi ada t i on Relieves continued plant operation 
does not constitute undue risk 

ElEENinUT.D O Assistant Dlrectoi for Systems (• Piojects 

79/03/02 3pp 


7903050047 Al AD-526 affiiming AFL P 79t'tl0 Order denying joint petition 
of H Eddleman !< Kudiu Alliance to intervene Recent residence 
near facility does not justify tardy filing petitlonora 
ull I not contribute to remanded issue 

OUFLa.M E Atomic Safety and Licensing Appeal Panel 79/02/13 

5pp 


7903050011 Requests that hearings be held In evenings & on uoekends 
EDDLEHAN.H Af f i 1 ia 1 1 on tin known 79/02/02 Ip 


7903050124 Forwards memo detailing i ease ignment of personnel In NRC 
Region II Intends to have hearing record reflect changes 
REiSiE J Branch 3 79/02/06 ip 


7903050128 Confirms /90201 telcon le icassignraent of Region II cadres 
fUfiPHY,C E Region 2i Atlanta, Reactor Construction & 

EngiTieeiing Suppoi t Pranch 79 / 02/02 ip 


7903070007 Forwards Itr from PS Paggett 1 oquos t ing ' dven 1 ng sessions be 
held for forthcoming hearing Staff has no indication of 
iflteiest in evening sessions at th 1 1 time 
BARTH. C A Branch 3 79/02/00 Ip 


7903070011 Reqoosts that upcoming hearings be held in the evenings or 
on weekends to allow public attendance 
BAOGETTi P S Affiliation Unknown /9/01/2/ ip 


7903160285 Requests evening or weekend hearings to allnui for public 
Injiu t 

BLOTNICK. J Affiliation Unknown 79/02/08 2pp 


7903060704 Responds to appeal of denial of intervenor status to Kudzu 
Alliance U V) I ddlcmaii Urges affnmiiig denial order because 
inieiest roquiremeiit not satisfied '< lontontlons raised 
are bevond NRc licensinq authority Certificate of Bve end 
BARTH. C A liranch 3 79/02/09 9pp 


7903130495 Mernoiandum 6 order re order of testimony Requests info from 
paities as soon as agreement on order of witnesses is 
reached 

DOCKET 50-403 Shcaroii Hart is Nucleai Powei Plant, Unit 4 


79031S0200 Interveners' response per ALAB-509 in opposition to 
"de minimus^* theoiy Alleges theory ignores issue of 
significant 5 substantial releases of ladon — 222 to eitvlTon 
Certificate of Sve ercl 

KEPFORD, C Affiliation Unknown 79/02/19 37pp 


7903280308 Requests that hearings bo held at night, so that eitiiens u/ 
daytime jobs may attend 

SMITH, R Affiliation Unknown 79/02/20 Ip 


7903230297 Forwards lesponses to ALAR- 509 Thirty-day period for 
responses to documents shall run from 790305 

SKRUTSKIiR M Atomic Safety and Licensing Appeal Panel 79/03/01 
5pp 


V903230143 Applicant's response to 1 liter vetior s ' motion to remand and/ar 
reopeji racoi d Urges detnal of motion because ABLR did not 
rely on Rasmussen Rept in making its decision Certificate of 
Bve cncl 

TftOWBR 1 DOE, 0 P Shaw. Pittman, Potts, A Trowbridge 79/03/C*’ 5pp 


/903150072 follows up 700301 Ur in response to IE Bulletin 78-02 
Investigations show no unprotected safety-related terminal 
blocks In any sys within containment that must function in 
post -accident environ 

MCDUFFIE, M A Corol ina Power !, Light Co 79/02/15 Ip 


7903080535 Forwards IF Info Notice 79-04, “De 9 rada t i on of Engineered 
Safety Features ' 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/02/16 2pp 


7903000256 Informs recipionts of IF Bulletin 79-01, ''Environ 
Qualification of Class IE Equipment." dtd 790208, that valve 
limit swiltth identified as RAMCD Model 33CNL should read 
EL3CML 

O'RElLIYiJ P Region 2. Atlanta, Office of the Director 
79/02/2Q 2pp 


7903140465 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Caiicreto Fipaiision Anchor Bolts " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/0B 2pp 


7903220150 Responds to NRC 790227 Itr re IF Insp Repts 50-400/79-02, 
50-401/79-02. 50-402/ 79-01 t< SO-403/79-01 on 790123-26 No 
proprietary I nf 0 

HOWE, P W Caiollna Power 5 Light Co 79/03/08 Ip 


7903220159 Forwards IE Insp Repts 50-400/79-02,50-401/79-02, 
50-402/79-01 b 50-403/79-01 on 790123-36 «< notice of 
violation 

MURPHY, C E Region 3, Atlanta, Reactor Construction f< 

Ethgineering Support Qranch 79/03/27 2pp 


7903220166 Notice of violation fi onv insp on 790123-26 

4 Rogloii 3. Atlanta, Reactor Construction f, Engineering Support 

Branch 79/02716 2pp 


7903070147 Aiisuei s notice of appeal h appeal brief of Kudiu Alliance t> 
WEddleman by iniistinq that if allowed intervention, 
petitioners mbit follow NRC Rules of Practice t< file 
specific contuiitiuns Coitificato of Sve enc 1 

TRDWeniOOE, G I bhaw, Pittman, Potts, t< Ti owbndge 79/02/09 

13pp 


79032201/3 IE Insp Repts 50-400/79-02,50-401/79-02,50-402/79-01 4 
50-403/79-01 an 790123-26 Noncompliance noted lack of 
document contro I 

BRADLEY, R D Reg’loii 2. Atlanta, Reactor Construction 4 

Engineering Support Branch 79/02/16 Opp 


7903050B37 ae.eri directions *, requests foi evidential y hearings on 
renanded issues 

6141 TH, 1 H Ato.Tic bafety and Licensing Board Panel V9/02/I2 2pp 


7903050406 Requests that NRC make RH Wessman available as uitness in 
remand lieai’ings to testify re rept of intervieui of Ofc of 
Inspector 6 Auditor ’< his roanioi andum to HC Dance dtd 770214 
re Jan 1977 Insp of Brunswick He should bring his locacds 
SMITH. ( W Atomic Safety and Licensing Board Panel 79/02/14 Ip 


7903210il9 Forwaids IE Bulletin 79-03, "Longitudinal Hold Defects in 
A 8 ME 8A-3t2 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding <« Engineering Co “ 

O'REILLY, J P Region 2, Atlanta, Off Ice of the Director 
79/03/12 2pp 


7903270275 Aek receipt of TE Insp Repts 50-400//9-04, 50-401/79-04. 
50-402/79-03 4 50-403/79-03 on 790205-08 No proprietary 
info 

HDWE.P H Carolina Power & Light Co 79/03/14 Ip 


7903220102 Intervenor requests at 'least two evening hearings during 
first ueekly session so interested citiiens may observe 
4 participate at AaLB's discretion Ceitificate nf Sve cncl 
HYERS, D ? North waioltna, State of /9/02/i4 2p p 


7903140648 Responds to applicant s V90P09 answer to In t ervenors ' appeal 
brief (> notice Contends that existing parties will nob 
represorit petitioners' tnteiests propel ly 7, 1 ejects other 
arguments In 790P09 answer 

EODLEHAN, H Kudiu Alliance 79 '02/1 S 13pp 


79032/0281 Forwards IE Insp Repts 50-400/79-04,50-401/79-04, 
50-402/79-03, 50-403/79-03 on 790205-8 No noncomp 1 1 ane • 
noted 

MURPHY, C E Region 2, Atlanta, Reactor Dperations Nuclear 

Support Branch 79/03/08 2pp 


79O32702B7 IE Insp Repts 50-400/79-04,50-401/79-04,50-402/79-03, 
50-403/79-03 on 790205-08, No none ompl lance noted Major areas 
inspected dams, f ounda 1 1 ons, c onta inmecit concrete h 
p enetra tions, schedule m» I est ones, const progress 4 i revisions 
BWANiH B Region 2, Atlenta, Office of the Director 79/03/07 
5pp 
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DOCKET SO-403 Shearon Harris ^Jucle>ar Power Planli Unit 4 


7903260104 htk recaipt of IE Insp Rept* 50-400/79-09,50-401/79-03. 
50-402/79-04 i S0-403/y9-04 on 790205-03 fJo prop net ary 
Info 

HDWE. P W Carolina Poiuer U Light Co 79/03/15 Ip 


7903280111 Forfciard* It Insp Repts 50-400/79-05.90-401/79-09, 
50-402/79-04 It 50-403/79-04 No noneojnp 1 lance noted 
MORPHV.C E Region 2, Atlanta. Reactor Operation* Nuclear 

Support Branch 79/03/06 2pp 


7903200221 forwaids "Fnviion Radiological flonitoring Progiam, 
quarterly rept for Jul-tept 1976 Concludes field monitoring 
assag effort ai o adequate re program otjectives No 
si^nirtc^nt chants rcvtsd in bdckQfound levels 
BAUM. E A Vti g inia Elec trie 6 Power Co 79/03/lS Ip 


7903200228 "En.iron Radiological Monitoring Program," 
for Jul-Sept 1978 

» Virginia Electric t, Power Co 70/09/30 lOOpp 


quartarlg rept 


DOCKET 50-405 North Anna Power Station, Unit 4 


7903260124 IE Insp Repts 50-400/79-05.50-401/79-05,50-402/79-04 «< 
50-403/79-04 on 790205-00 No no tic omp 1 ) ante noted Major areas 
inspected containment 1 1 ner, wel Ping-r slated spec h ftrocedure 
requirenisnts. U fitup of sve water piping weld 
OIRARD.E H Region 2, Atlanta, Office of the Olrelctor 
79/03/02 4pp 


7903210901 Forwards NUHtC-0523, "Summary 
Recirculating Steam Genet ators, " due to 
degradation Believes cotitinueo plant op 
constitute undue risk W/o end 
EISENHUT, 0 G Assistant Director for 
79/03/02 3pp 


of Operating Gipeneneo 
recent prnb 1 ems u/ 
era t Ion doe s not 

Systems S< Projects 


bl/ 


790321036B Forwards IE Circular 79-04, ‘Loose Locking Nut on Limi torque 
Valve Operators “ 

O'REILLY. J P Region 2, Atlanta. Office of the Director 

79/03/16 3pp 


79030B0S36 Transcript of 790227 hearing in Raleigh NC Pp 2,164-2,361 
W/encl testimony of Panel One 

SMITH, I tf Atomic Safety and Licensing Board Panel 79/02/27 
87 Iff 


7903050372 Amend of Condition 4 endorsement to policy MF-57 changing 
liability from *-31.500, ODO to *36,000, 000 

GERAS, T Nuclear Energy Liability Insurance Association 79/02/01 

Ip 


79032 8031 5 Iiifoims that proposed cooperative interest of NC Electric 
Membership Coe p is li-ss than 20 MW 6 that of Old Woirinion 
Electric Coopeiative is between 20 ii 80 MW 
FLEXNEHi Dl Justice. Dept of "'9/03/2.3 flpp 


7903080539 Transcript of 790226 hearing in Raleigh. NC Pp 2.362-2.621 
H/encI testimony of Panel Two 

SMITH. I ti Atomic Safety and Licensing Board Panel 79/02/29 

3iepp 


7903090123 Forwards It- Info Notice /9-04. "Ocgiadation of Fngineered 
Safety Features " 

O'REILLY. J P Region 2. Atlanta. Office of the Olrector 
79/02/16 2pp 


7903090004 Transcript of 790301 hearing in Raleigh. NC Pp 2,662-2,896 
SMITH, ( U Atomic Safety and Licensing Roard Panel 79/03/01 
275pp 


79031602S2 Transcript of 790308 hearing held In Raleigh, NC 
Pp 3, S07-3, 792 

SMITH, I H At-omic Safety and Licensing Board Panel 79/03/09 
28Spp 


DOCKET 30-404 North Anna Power Station, Unit 3 


7903080314 Informs lecipients of IF Bulletin /9-01, "Environ 
Qua 1 i f icat I on of Cla^s IE Equipment," dtd V9020B, that valve 
limit switch ideiitiriod as NAMCD Model S3CMI should read 
SL3CHL 

a'PElLLVi J P Region 2, Atlanta, Office of the Director 
79/02/28 2pp 


7903140433 Forwards IF Info Bulletin 79-02, "Pipe Support Hate Plate 
Designs Using Coticrete Fipansioii Anchor Bolts " 

O'REILLVi J P Region 2, Atlanta, Office of the Director 
79/03/08 2pp 


7903210301 Forwards NUREG-0523, "Summary of Operating Eiperience w/ 
Recirculating Steam Generators." due to recent problems u/ 
degradation Believes continued plant operation does not 
constitute undue risk W/o end 

EISENHUT, D Q Assistant Director for Systems 1. Projects 
79/03/02 3pp 


7903050372 Amend of Condition 4 endorsement to policy hF-37 changing 
liability from *31,500.000 to *35.000.000 

GERAS, T Nuclear Energy Liability Insurance Association 79/02/01 

Ip. 


7903260315 Informs that proposed cooperative interest of NC Electric 
Membership Corp is less than 20 MW t, that of Old Dominion 
Electric Cooperative is between 20 C, BO MW 
FLEXNER. D L Justice. Dept of 79/03/22 2pp 


7903210151 Foiuards IF Bulletin 79-03, "Longitudinal Weld Defocti in 
ASME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Yaungstown Welding t< Engineering Co " 

O'SEILLViJ P Region 2. Atlanta, Office of the Director 
79/03/12 Ip 


7903220019 Forwards IF Circular 79-04, "Loose locking Hut on Ulhki toi qua 
Valve Operators " 

O'REILLY, J P Region ?, Atlanta, Office of the Director 
79/03/16 2pp 


7903200221 Foiwards "Enviion Radiological Monitoring Progran, " 
quarterly rept for Jul-Sept 1976 Concludes field monitoring 
b assay effort ale adequate re program objectives Nc, 
significant change noted in backgiound levels 
BAUM.E A Virginia Electric !< Power Co 79/03/lS Ip 


7903090123 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

O'REILLYi-J P Region 2, Atlanta, Office of the Director 
79/02/16 2pp 


7903200228 "Environ Radiological Monitoring Progi'aa,," quarterly repl 
for Jul-Sept 1979 Describes operational piogram 6, quarterly 
repts U ana lysis 

» Virginia Electric b Power Co 76/09/30 lOQpp 


7903080314 Inforins recipients of IE Bulletin 79-01. "Environ 
Oiiali f i cab Ion of Clas* IE Equipment," dtd 79020D. that valva 
limit switch identified as NAHCQ Model 63CML should read 
6L3CML 

O'REILLY.J P Region 2, Atlanta. Office of the Director 
79/02/20 2pp 


7903140433 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Uiing Concrete Etpansion Anchor Dolts " 

O'REILLY.J P Region 2, Atlanta. Office of the Director 
79/03/09 2pp 


7903210151 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding t« Engineering Cg, " 

O'REiLLVrJ P ftegion 2, Atlanta. Office of the Director 
79/03/12 Ip 


7903220019 Forwards IE Circular 79-04, "Loose Locking Nut on Llml torque 
Valve Operators " 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/16 2pp 


DOCKET 50-406 Tuskegea Inst Research Reactor 


7903250309 Forwards revised physical secuilty plan for appioval Fncl 
withheld fref 10CFH2 790) 

DYBC7AK, Z W Tuskegee Inst 79/03/21 Ip 


DOCKET 50-407 Vnlv of Utah Research Reactor 


7903060620 Forwards Amend 9 to License R-25 {< Amend 3 to License R-12A 
Find* secuilty plan acceptable forwards formatted guidelines 
to rewrite plan for i enewal of License R-23 
RETDiR W Operating Reactors tlranch 4 79/01/S6 6pp 


7903060623 Amend 9 to License R-PS, chang ing security plan 
RE1D,R W Operating Reactors Branch 4 79/01/26 2pp 


7903060626 Amend J- to I icense R— 126, Chang iMg security plan 
REID. R W Operating Reactors Dianch 4 79/01/26 2pp 



OOCfEI 60~407 Uii 1 w of Utah ftessai ch fifaLtor 
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7M30i0646 FoTuiards adrtl guidance re phgslcaj security plan License 7‘?tl30302a3 In i;esponso to 790111 NSC 1 6r< suggests changes to sgstenatlc 

Should reflect total amount of U'335( Pu J- U-233 t percent evaluation program Topic IV-lAi ''Operation W/Loss than All 

enrichAent. arsount ejeir.pt li amount not eiempt Loops In Bvc " 

flEIO.H U Operating Reac toi s Branch <1 79/02/02 2pp LINDERt F Dairyland Power Cooperative 79/02/26 Spp 


7903260132 In response to NdC 790202 1 ti re use of "Special Nuclear 7903070298 Forwards "Refueling Plan tor Cg c 1 e 6< " proposed changes to 

Hatl of Lou Strategic Significance,' forwai ds add) info re Tech Specs of ptavlsioiial License DPB-95 >< check to cover 

TRIOA fuel, AON fuol.PuBe Source MRC 229, PuBo Source 3980 amend fee 

U“Z35 LINDER, F Dalrgland Power Cooperative 79/02/26 2pp 

JENSEN, C M Utah. Univ of 79/03/19 Ip 

7903070234 "Refueling Plan for Cycle 6 " 

7if03230073 Forwards IE Insp Rept 50-407/79-01 oil 790123-26 !< notice of RAFFETV, B J , DUCK, P Dairgland Power Cooperative 79/02/28 

violation 24pp 

HADSEHr O L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/02/13 2pp 

7903070329 Forwards response to NRC 790214 reguest for addl info 
required for review of proposed nod of spent fuel storage 
7903230074 Notice of violation from insp on 79012J-26 pool 

■ Region 4, Dallas, Reactor Operations Nuclear Support Branch LINDER*F Datryland Power Cooperative 79/03/01 lOpp 

79/02/12 Ip 

7903130467 Forwards IS Insp Rept 50-409/78-17 on 781218-2! U notice 
7903230075 IE Insp Rept 50-407//9-01 on /90123-26 None om p 1 1 anc e noted of vinlation 

failure to follou logging procedures DAVIS, A □ Region 3, ChicagOi Fuel Facility h Materials Safety 

DICKERSON, M N , VERDU/CQ, 0 H . MADSEN, 0 L Region 4, Dallas, Branch 79/01/29 2pp 

Reactor Opeiations Nuclear Support Branch 79/02/12 7pp 

7903130470 Notice of violation Prom insp on 791218—21 

DAVlSiA B Region 3, Chicago. Fuel Facility tc Materials Bdfcty 

KlCfET 50-409 La Ct osse Boiling Water Reactor Branch /9/01/29 Ip 


7903230033 Forwards Fodeial Register notice amending 10CFR73 53 , 
"fiBRulrements for Physical Protection of Licensed Activities 
in Nuclear Pouei Reactors Against Industrial Sabotage, " to 
defer employee pat-down searches until 790001 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903290107 Forwards safeguards contingeiicg plan Plan withheld (ref 
10CFR2 790) 

LINDER, F Dairyland Power Cooperative 79/03/83 2pp 


7903070013 Advises of delay In issuance of safety evaluation 6 EIA re 
proposed license amend for LACBWR 
NOODIlEAn, C P Branch 3 79/01/31 Ip 


7903210237 Notes that faAND77-1927 contains potentially rolevant info ra 
Issue of spent nuclear fuel sabotage Forwards copy of 790122 
unc las s 1 f led tiaiismittal memo Will foi ward staff assessment 
of Info when available 

HPaOHEAD. C P Branch 3 79/02/06 Hpp 


7903130103 "Final Structural Design of luel storage Well Crash Pad for 
LACBWR Nuclear Power Plant " 

HUSAIN, I , ODLlOADOiA . YDLl.A H Dairyland Power Cooperative NES 
BIA0426 76/0a/3i 95pp 


7903090100 Forwards mods (, corrections to NRC guidance, "Review N 
Acceptance of Spent Fue) Storage N Handling Applications,” 
sent 780414 

ORIMES, D K Assistant Director for Engineers It Projects 
79/01/1 B 4pp 


7933120933 Ferwards staff recommendatioiis re general contents of 
Offsite Dose Calculation Manual to he submitted w/propdsed 
radiological effluent Tech Specs 

GHIHEB, B K Assistant Directoi for Engineers t< Projects 

79/0(/tB 4pp 


7903140169 Forwards request for clarifications of info submitted 790104 
T( proposed mods to spent fuel storage facility 
ZIEMANN.DL Operating Reactors Branch 2 79/02/14 4pp 


7903160297 Summary of 790209 meeting in Bethesda, MD, u>/u t i 1 to discuss 
•vallable info on liquefaction potential 6 appropriate soils 
properties investigation program for issue resolution 
H/supporting docuraen tat Ion 

tIETMORE.J S Operating Reactors Branch 2 79/02/19 2Spp 


7903130090 Forwards Plant 8ys Branch Input to safety evaluation 
for util's proposed mod to spent fuel storage pool 
LAIHAS.C Plant Systems Branch 79/02/81 2pp 


7903130096 Safety evaluation discussing util application for amend 
to operating license to increase capacity of spent fuel 
pool 

LAINAEi 0 Plant Systems Branch 79/02/21 6pp 


79030900'6e Buppl to summary of 790209 meeting re liquefaction potential 
at site. Stressed need to address post-earthquake stability 
Of pile foundations 

FtELLERj L W (keosc lances Branch 79/08/23 Ip 


7903130472 IE Insp Kept 50-409/78-17 on 781218-21 None omp 1 l ance noted 
lack of process or engineering control to limit eiposure 
of Individuals to airborne concentrations of radioactive 
mat I 

GREOERiL R > HIATT. J U , PISHER.W L Region 3, Chicago. Office 
of the Director 79/01/24 I8pp 


7903190419 In response to NRC 781124 Itr.bll relevant info can be found 
util 7B1127 Itr 

LINDER, F Dairyland Power Canperative 79/01/30 tp 


790314QS91 Forwards tE Insp Rept BO-409/79-01 on 790110-12 No 
noncomp 1 lance noted 

FIDRELLliO Region 3. Chicago. Reactor □peratiotis Nuclear Support 

Branch 79/02/06 2pp 


7903140995 IE Insp Rept 90-409/79-01 on 790110-12 No none omp 1 1 anc e 
noted Major areas inspocted review of rcc ord s. proc edure s, 
equl pmen 1 1 emp 1 ogee training, r«qual 1 f 1 cat 1 on training & fire 
prevent! on 

RIDEH.M D , LITTLErM S Region 3, Chicago, Reactor aperAtiDns 

Nuclear Support Branch 79/08/01 Spp 


7903220474 Forwards IE Insp Rept 90-409/79-08 on 790182-26 «< notice of 
viola t ion 

HElBHMANiR F Regloti 3, Chicago. Reactor Operations Nuclear 

Support Branch 79/02/15 2pp 


7903280477 Notice of violation from. Insp on 790188-26 

* Region 3, Chicago, Reactor Operations Nuclear Support Branch 

79/02/13 Ip 


7903220489 IE Insp Rept 50-409/79-D2 oti 790122-26 None omp 1 1 anc e noted 
failure to state 10CFR2I eppl Icatt 1 Ity on purchase 
d ocumentt 

RIDOUAYiK B > WADNICK.R F Region 3, Chicago. Reactor 

□peratlons Nuclear Support Branch 79/02/13 9pp 


7903000347 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/02/16 
If 


7903070868 Aek receipt of 790206 Itr Informing NRC of steps taken to 
correct violations noted In MRC 790112 Itr Enel withheld 
Iraf iOCFR8 790) 

HINt), j A Region 3. Chicago, Safeguards Branch. 79/02/20 Ip 


7903080338 Informs recipients of IE Bulletin 79-01, "Environ 
Oual 1 f tea tion of Class IE Equipment," dtd 790800, that valve 
limit switch identified as NAMCa Model 83CML should read 
aL3CML 

KEPPLEft. 0 Q Region 3, Chicago, Office of the Director 79/03/01 


7903190033 Forwards IE Bulletin 79-08, "Pipe Support Base Plate Designs 
Using Concrete Eipansion Anchor Bolts " 

KEPPLEB.JO. Region 3, Chicago, Office of the Director 79/03/08 

ip 
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DOCKET S0'40? La Crosse Hauling Uater Reactor 


TTOOJVOSSa ForiLiards IE Bulletin 79-03. • Longitodinal Ueld Defects in 
ASHE SA'3l2 Tgpe 304 Stainless Steel Pipe Spooks 
Hanufactured by Young s toun Uelding tc Engineering Co " 

KEPPLEH. J 0 Region 3, Chicago. Office of the Director 79/03/13 

Ip 


7703a0'0517 At I leceipL of 79022* Itr inforBiing MRC of steps taken to 
correct violations noted in IE Insp fiept 50-409/79-17 
DAVIS. A 0 Region 3. Chicago. Fuel Facility !< Itaterlal* Safety 

□ranch 79/03/13 Ip 


7903200S20 Responds to fJRC 790139 Itr re violations noted in IE Insp 
Rept 90-409/70-17 Corrective actions thorough 
decontamJ nation initiated fei radieaste bldg areas transited 
by personnel. * uork area painted y/epoiy paint 
LIWDEB. W Duke Power Co 79/02/26 4pp 


7903150229 Forwards montbly operatiny rept for Feb 1979 
LINDER.F Dairyland Power Cooperative 79/03/05 Ipp 


7903150329 Monti) ly operating rept for Feb 1979 

PAPtJORTH. L 0 Qairyland Power Cooperative 79/03/07 9pp 


DOCKET 90-410 Nine Mile Point Nuclear Statinn. Unit 2 


7903330009 Notification of 790331 cneeting in Los Gatos. CA u/ 
representatives from Hark 11 owners group to discuss Hark II 
LQCA ti safety relief valve pool dynanic loads 

ANDEREON.C J Con ta 1 nmeli t Systems Qrancb 79/03/12 I2pp 


7903210179 Forwaids Endorsements 31 «< 32 to AMI Policy NF-S36 t 
End ur semen ts SA t« 27 to MAELU Policy HF-a? 

OARNETTi J E Conover t< Associates. Inc Insurance 79/03/14 5 [,p 


7903000099 Forwards IE Insp Rept bO 412/7B-14 on 781311-14 llo 
non comp! lance noted 

CARLSDM.R T Region 1. Philadelphia. Reactoi Construction U 

Engineering Support Dianch 79/01/12 2pp 


7903080103 IE Insp Rept 50-413//9-14 on 781311-14 No none amp 1 1 anc e 
noted Major areas inspected const activities in pi ogress, 
rebar installation foi cental l.meiit inteiior slab V 
containment eitenor wall conciete placement techniques 
VARELA. A A . CKAUDHARV.S K . EDHETER. S D Region t. 

Philadelphia. Reactoi Construccien 2< Engineeiing Support Branch 
79/01/10 6PP 


7903050529 Forw.irds IE Info Notice /9- 03. ’ Lien torque Valve Geared 
Limit Switch Lubricant “ 

GRIER. 0 H Region 1. Ph 1 1 ade Ipb iri Office of the Director 

79/02/09 Ip 


7903080332 Forwards It Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

GRIER. D M Region 1 Ph 1 1 adelph la. Office of the Director 

79/02/1* Ip 


79030804*8 Informs lecipients of IT Hulletln /R-Ol. "Environ 
Qualification of Class It Equipment." dtd /9030Q) that valve 
limit switch identified as NAMCO Model S3CMI should read 
SL3CML 

CRIER. G H Region I. Philadelphia. Office of the Director 

79/02/27 Ip 


790321D04A Forwards "Asymmetric LOCA Pool Boundary Load for Mark II " 
SODONi L J General Electric Co .Nuclear Energy Products Dlv 
79/03/16 Ip 


7903210057 "Asymmetric LOCA Bubble Pool Boundary Load For Hark IJ 
UPPALi I 8 General Electric Co .Nuclear Energy Products Div 
79/03/16 I2pp 


7903060562 Ack leceipt of interim icpt "Reactor Containment Liner. 
Overlay Pod Fillet Held Crack " 

CARLSON.R T Region 1. Philadelphia. Reactor Construction t< 

Engineering Support Branch 77'0I/31 Ip 


7903370386 Forwards significant deficiency lept 78-03 re fillet weld 
crack in reactoi containment linei 
UODLEVER.E j Ouquesne Light Co 79/03/22 Ip 


7903290083 Forwards proprietary copies of alternate load spec info 
document applicable to wetwell walls, to replace info in 
NUHE0-04B7. Enc I withheld (ref I0CFR2 790) W/affldavit 
SOBON. L J General Electric Co .Nuclear Energy Products Dlv 
79/03/20 5pp 


7903270387 Significant deficiency i ept 78-03 on 781222 final rept On 
reactor containment liner overlay pad fillet weld Crack 
found greatei than half the thickness of liner n.atl Cracked 
area removed S< will be replaced 
* Duquesne Light Co 79/03/22 45pp 


79032005*7 Forwards IE Insp Rept 30-410//9-01 on 790108-11 No 
noncomp 1 tance noted 

CARLSON.R T Region 1. Ph i lad elph la. Reactor Construction tt 

Engineering Support Branch 79/02/06 2pp 


DOCKET 50-413 Catawba Nuclear Station. Unit 1 


7703200576 IE Insp Rept 50-410/79-01 on 770108-11 No noncompliance 
noted Major areas Inspected DC piograuvs for structural stoel 
erection tk welding, biological shield ue I ding, document 
c ontro 1. cadue 1 d welds 6 outstanding items 

NARROtf.L . SANDERS, U F . HCOAUCHY, R U Region 1. Philadelphia. 

Reactor Construction & Engineeiing Support Branch 79/02/02 
lOpp 


7903060632 Forwards IE Info Notice 79-03. "Limi torque Valve Geared 
Limit Ewitch Lubricant " 

ORIER.G H Region I, Philadelphia. Office of the Director 
79/02/09 Ip 


7903080433 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features ” 

GRIER. B.H Region 1. Philadelphia. Office of the Director 
79/03/16 Ip 


7903080517 Informs recipients of IE Dulletln 79-01. "Environ 
Qualification of Class IE Equipment. “ dtd 770208. that valve 
limit switch identified as NAMCO Model S3CHL should read 
8L3CML 

GRIER, BH Region I. Philadelphia, Office of the Director 
79/02/27, Ip 


7903O5D339 FDIA request for documents re NRC reeveluation of Rasmussen 
Rep t 

RILEY. J Caroline Environmental Study Group 79/01/21 Ip 


79032*0260 
PARKER. W 


Forwards "Electrical Schematics." Vols 
0 Duke Powci Co 79/03/21 2pp 


1-S 


79032*0264 Forwards lOCFROO 33 Info for operating license application 
PARKER. H a Duke Power Co 79/03/21 2pp 


7903260266 “License App 1 icat i on. Vol 1." consisting of general Info per 
I0CFR50 31 •‘Annual Kept 1977" end 
« Duke Powei Co 79/03/21 DPpf 


7903260243 Forwards "Environ Rept-OL Stage." Vols l(.2 Security plan 
forthcoming, pending NRC determination of amend 
acceptability 

PARKER. M O Duke Power Co 79/03/21 2pp 


79D30S04B7 Inter venor's petition to reopen safely phases of licensing 
proceedings Urges revieui of pressui e suppression 
conta i noisnls . 1 ack of i od sys required by UASH~1370 6 
possible inadequacy of stud bolts 

RILEY, i) L Carolina rnvlronmental Study Group 79/01/28 Spp 


7903070260 Folloiiiup on notifications of 780*21 U 781123 re potentially 
reportable deficiencies In cadueld sleeves on containment 
liner knuckle plate Forwards description, analysis t. 
corrective aciton 

BARTLETT. J Niagara Mohawk Power Corp 79/02/28 12pp 


DOCKET SO-413 Beaver Valley Power Station. Unit 2 


7903370574 Forwards NL1REG-0S23. "Summary of Operating Experience N/ 
Recirculating Steam Generators." which focuses on recent 
problems w/degradattoii Hellevei continued plant operation 
does not constitute undue risk 

EISENHUr. D G Assistant Director for Systems * Projects 
79/03/02 3pp 


7903290011 Forwards corporate annual i op t. f mane lal forecast f< util 
statement re available sources of funds U/o end 
THIE8. A C Duke Fewer Co 79/03/21 Ip 


7903260349 Forwards FSAR.Vol 1-12. Tech Specs 6 emergency plan 
PARKER, W □ Duka Power Co 79/03/?! 2pp 


7903260231 FSAR.Vot 1-12 

e Duke Power Co 79/03/21 31*0pp 


7903260253 Proposed Tech Specs 

» Duke Power Co 79/03/21 400pp 
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DOCKET 50~41J Cisiaulia Nucleai Station. Unit 1 
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DOCKET SO-414 Cataubs Nuclear Station. Unit 3 


7903390011 Forurards coipnrate annual r ep t. f inane lal forecast h util 
statement re available sources of funds M/o end 
THIES. A C Duke Pouer Co 79/03/31 Ip 


79033&OSS7 Cffiergencij Plan 

• Duke Pobiei Co /9/03/21 3Sbpp 


79033B033S Pori/aids IF info Notice /9-OJ . ''OerBen-Paterson Hydraulic 
Shock *t Buaij Arras tors <HSbA» " 

O'BEILLV-J P Region 2. Atlanta. Office of the Director 

79 / 03 / oa tpp 


79 O' 3 O 0 O 5 !ja JPoruialds IF Kolletill 79 - 01 . ''knviion Qualification of Class 
IE E^uipmenl " N/list of 11 systematic evaluation program 
plants for uhich no action is requited 

O'HEII LVi >1 P Region 3. Atlanta. Office of the Director 

79/03/09 app 


79033£i0349 Foruards FSAR.Vol 1-12. Tech Specs t< emergency plan 
PARKER. U 0 Duke Pouer Co 79/03/31 3pp 


7903360251 FSAR.Vol 1-13 

» Duke Power Co 79/03/31 3160pp 


7903360253 Proposed Tech Specs 

h Duke Po-uiei Co 79/03/21 400pp 


7903090139 Forwaids II Info Notice 79-04. '’negraiialion of Engineered 
Safety Features ' 

O'HEILl-V. J P Negioii 2, Atlanta. Office of the Directoi 

79/02/16 .:pp 


7903030249 Informs lecipients of IT Itullptiii /9-01. ''Eiiviroti 
Oualif ic. 1 t lan ef Class If Equipment.” dtd 79020B. that valve 
limit eiJiiich Jdciilifiod as NAMCO Model SSCMU should road 
SL3CMI. 

O'REIUI.Y. J P Region ?. Atlanta. Office of the Diroctoi 

79/02/2B Jpr 

7903150197 Ack loreipl of MI lns(i Hepts S't 413/79-01 »> SO-414/79-01 on 
790100-09 Mo propiietaiy info 
DAlL.l- C uuko Poucr Co /9/0?'2B Ip 

7903150199 forwaids IF Insp Repts 50 413/79-01 50-414/79-01 on 

7901011-09 No nencompl lancc noted 

HURPMYi C t <s^i Roattor Constiucti on It 

Engineering 'support Bianch 79v(i2/l.i *‘-PP 


7903360257 Emergency Plan 

* Duke Power Co 79/03/21 325pp 


7903080S53 Forwards IF Bulletin 79-01. “Environ Qualification of Class 
IE Equipment ” W/list of 11 systematic evaluation program 
plants for which no .icLien is required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/09 2pp 


7903090129 Forwards IE Info Notice 79-04. “Degradation of Engineered 
Safety Features 

O'REILLY. J P Region 3. Atlanta. Office of the Director 
79/03/16 2pp 


7903080249 Informs recipients of IE Dulletin 79-01. “Environ 
Qualification of Class IE Equipment. “ dtd 790208. that valve 
limit switch Identified as NAMED Model 53CHL should read 
SL3CHL 

O'REILLY. J P Region 3. Atlanta. Office of the Director 
79/02/30 2pp 


7903150202 IE tnsp Horlt 50-413/79-01 h 50-414/79-01 on 790108-09 No 
none oinnl lance noted Majoi ai eat inapecled welding of roac tor 
coolant, pi e*soi n houndary saf e ly-i r I atod piping. 

instal latioii nf piossuiiier lower support „ ^ 

DLAKt.J J . CONLDN. f C Region 2. Atlanta. Reactor Construction 

e< En jlrsoer 1 ng Suppei t Hranch 79/02/14 4pp 

79Q3tA0537 luiwards l( Info Dulletin 79 02. "Pipe faupport Base Plate 
Otftlflrki Isl«in9 CouLrcLiJ Fxpanalon /Vnehor Dolts 
O'rtEI LtrV* I* Ro^ioii Ailni»tae Dfficc of the Dlroctor 

79/03/^00 IP 


77032JOia/ lurw.irds U Hullelin 79-0'l. ■•Longitudinal Weld Defects In 
AShb £3A-'3U' Tgpo *10^ Biolnleatt Pipo fopoois ^ 

Manufacturfd by Youngstown Welding t. rnginooring Co 
O'HElll.Y.J P ReOlnn 2. Atlanta. Office of the Director 

79/03/ IB IP 


1903210079 foiw.irds II Cllcular 79-04. 
Vaiv* Oporalois '* 

O'REILLY. J P Region 2. Atlanta. 

79703/16 Ip 


“loose locking Nut on Llmltorque 
Office of the Diroctor 


DOCKET 50-414 Catawba Nuclear aiotioii. 


7903190197 Ack leceipt of IE Insp Repts 50-413/79-01 »< 50-414/79-01 on 
790108-09 No proprietary info 
DAIL. L C Duke Power Co 79/02/28 Ip 


7903150199 Foluards IE Imp Repts 50-413/79-01 5 50-414/79-01 on 
790108-09 No nonicunpl lance noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction t. 

Engineering Suppoit Branch 79/02/15 2pp 


7903150202 IE Insp Repts 50-413/79-01 6 50-414/79-01 on 790108-09 No 
noncompliance noted Hajor areas inspected welding of reactor 
coolant, pressui e boundary 6 saf ety— related piping. 6 
installation of pressorlier lowei support 

OLAKEi./ J . CONtOM. T E Region 3. Atlanta. Reactor Construction 

& Engineering Support Drancb 79/02/14 4pp 


903140937 Forwards It info Dulletin 79-02. "Pipe Support Base Plate 
Designs Using Conciote Expansion Anchor Bolls 
O'RElLLViJ P Region S. Atlanta. Office of the Director 




7903310127 Forwards IF Dulletin 79-03. 
ASHE SA-3ip Type 304 Stainless Steel 
Manufactured by Youngstown Welding tt 
O'REILLY. U P Region 2. Atlanta. 
79/03/12 Ip 


■'Longitudinal Held 
Pipe Spools 
Engineering Co " 
Office of the Dlrec 


Defects 


tor 


in 


7903050939 FOIA request for dorumonls ro NRC reovaluatlon of Rasmussen 
ftILEV. J Carolina Ciivifonmentnl Study Group 79/01/21 Ip 


7901250260 Forwards "H ‘ ‘ 

PAflKEHiVI 0 Ih'ltP MoMCi" Co 7 f/03/<fI ^PP 

7903260264 Forw-t4s lOCFNSO 33 *’'*"*' 

0 BuIb f'OulO'" Co 79 rOJ:/r,l *^PP 

79D326026B ••License App 1 Uatl on. Vol 1.” consisting of general info per 
10CFR3Q 31 ■•Annual Rept 197/^’ enc I 
» Ouke Power Co 79/03/21 OBpp 


7,03260243 Ferwoid, n/n on I 

lorthcomlng. ponding NRC determination of amend 

FMKER. W 0 ''*Duite Power Co 79/03/21 8 pp 

7,03050487 1 nto, ve.ior ' f pdtH.on to 

or,-:: «ash-. 27 o 

pOi«it>l« inadequacy study Group 79/01/20 5PP 

nlLEV.ml L Carolina thvlronmont* ' stuay v 


7903210575 Forwards IE Circular 79-04. 
Valve Operators ■’ 

O'REILLY. J P Region 3. Atlanta. 

79/03/16 Ip 


"Loose Locking Nut on Llmltorque 
Office of the Director 


I 

DOCKET 50-416 Grand Gulf Nuclear Station^ Uni^t l^ 


7903020389 Notice 
meteDToiogical 
THOMAS. C O 


of site visit on 770306 for routine observation 
Light Water Reactors Branch 1 79/02/10 2pP 


of 


7903080177 Forwards recommendation* for general Off 

Sosf Calculation Manual required w/proposed radiological 


effluent Tech Specs „ . 

3T0LZ.J F Light Water Reactors Branch 1 


79/02/13 7pp 


•03080272 Forwards first Round requests for addl Info re F8AR Requests 
amenfl? F8AR by 790218 to 






03080202 summary of 790201 *“' ' “* * ‘"J 
boring samples Discussed Round One geotechnical 
questions W/encl attendance list 




monitor wills 
engineering 
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DOCKET 50-416 Oi and Culf fluclear Station, Unit I 

7903060S32 Findinje re tnveiti ga 1 1 on of noriral reactor protection power 
uill 6e available 790601, not 770301 as previously estinated 
MCOAUCHY. J P Hitsisstpoi Power t, Light Co 79/03/01 Ip 

7703310518 Requests addl Info arising from First Round review of FBAR 
Te auilllary sys It power sys 

STOLIjU F Light Water Reactors Branch 1 79/03/01 20pp 

79033B0361 Foruiards Revision 0 to topical rept rtPL-TOP-lA, “Operational 
OA Manual, ” per NRC TBlPll instructions 

REAVES, T E Mississippi Power L Light Co 79/03/14 Ip 


7903260363 "Operational QA Manual." Revision 0 

8TAMPLEY.N L Mississippi Power t Light Co MPL-TOP-)A 
79/03/14 B9pp 


7903260309 Requests addJ info re capability of nuclear steam supply 
sys to respond to postulated ATWS transients H/ltr to major 
vendors requesting info U forwarding NUHEO-0460, Vo 1 3 
Vl/o end 

VASBALLO, D B Assistant Director for Light Water Reactors 

79/03/15 3pp 


7903300553 Forwards First Round requests for addl info Requests 
response as FSAR amend by 790622 to maintain review 
schedu 1 e 

STOLI.J F Light Hater Reactors Branch 1 79/03/15 27pp 

7903260269 Forwards affidavit of svc foi distribution of Amend 26 
Affidavit not signed oi notarUed 

MCOAUSHY.J P Mississippi Power ti Light Co 79/03/22 2pp 


7903290139 Forwards affidavit of svc for distribution of Amend 26. ptr 
NRC 790627 request 

MCOAUOHVtU P Mississippi Power I, Light Co 79/03/26 2pp 


7903160253 Forwards Amend I to Final Environ flept 

STAMP L EV. N L Mississippi Power Light Co 79/03/15 3pp 


7903160254 Amend I to Final Environ Rept re sys demand it reliability 
a Hlsslsslppl Power 6 Light Co 79/03/15 400pp 


7903260259 Forwards affidavit of svc for distribution of Amend I to 
Final Environ Rept Affidavit not signed or notarlied 
MCOAUeHV, J P Mississippi Power 6 Light Co 79/03/22 2pp 


7903290119 Forwards affidavit of svc for distribution of Amend 1 to 
Final Environ Rept 

MCOAUCHV. J P Mississippi Power & tight Co 79/03/26 2pp 


79032602BO Forwards contingency plan End withheld (ref IOCPn2 790) 
STAHPLEy. N L Mississippi Power it Light Co 79/03/22 Ip 


7903190207 Forwards Amend 29 to FSAR 

STAMPLEV. N L Hisiissippl Power U Light Co 79/03/16 3pp 


7903190216 Amend 29 to FSAR re design info. reg guide responses, revised 
piping & instrumentation diagrams t, revisions to Chapter 
13 

a Mississippi Power Light Co 79/03/16 4S0pp 


7903130367 Forwards antitrust review Info for amend to application for 
licenses 

STAMPLETtN L Mississippi Power L Light Co 79/02/07 Ip 


7903130369 Amend to application for 1 icenses. including info for 
antitrust review 

STAMPLEV. M L Mississippi Power h Light Co 79/02/02 iSOpp 


7903260210 Requests addl info re 790207 eubmittal for operating license 
antitrust review rate schedules of Itta Benai organlcat i onal 
opposition InfoiMS EPA voltage trensnisilon description 
transmlsslan description of West MS EPA 

TOALETON. A Antitrust L Indemnity Croup 79/03/12 3pp 


7903010107 Forwards IF Info Notice 79-01, "Dergen-Paterson Hydraulic 
Shock Sway Arrestors (HSSAl. " 

©'■REILL'/.J P Region 2, Atlajita, Office of the Director 
79/02/02. 4pp 


7903050671 Responds to IE Oulletln 70-10 re llergen-Paterson hydraulic 
shock supprestor accumulator spring coils Hechanlsm is not 
utlllied by util 

MCeAWOHV. J.P Mississippi Power L Light Co 79/02/06 Ip 


7903070161 Ack leeeipt of IF Insp Repts 50-416/ /B-a3 t< 50-417/76-23 Dn 
791227-2? No proprietary info 

MCOAUCHY.J P Mississippi Power »< Light Co 79/02/12 Ip 


7903130565 Ack receipt of IE Insp Repts 50-416/76-21 ti SO-417/76-21 «n 
791213-15 No proprietary info 

MCOAUCHY.J P Mississippi Power U Light Co 79/02/12 |p 


7903060564 Forwards IF Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/02/16 2pp 


7903080266 liifol ms recipients of 1(! Bulletin 79-01, “Environ 
Qualification of Class IE Equipment," did 790206. that valve 
limit switch identified as NAMCO Model S3CML should read 
SL3CML 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/28 2pp 


7903140526 Forwards IF Info Bulletin 79-03. "Pipe Support Base Plate 
Designs Using Concrete Eipansion Anchor Bolts " 

D'REILLV.J P Region 2. Atlanta, Office of the Director 

79/03/06 Ip 


7903210145 Forwards IE Bulletin 79-03. ’‘Longitudinal Weld Defects in 
A6ME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding '< Fnginoering Co '' 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/12 Ip 


7903280010 Forwards IE Circular 79-04, "Loose Locking Nut on Llnttorque 
Valve Operators " 

O'REILLY, J P Region 8, Atlanta. Office of the Director 

79/03/16 Ip 


7903010242 Potential lepnrtoble deficiency on 760683 one lot of strut 
type hanger mat I. unaccap tab le due to weld separat i on, has 
been Isolated to prevent use Evaluation continues w/ 
estinated completion by 790401 

ttCOAUOH, J P Mississippi Power L Light Co 79/08/07 ip 


790387044? Interim 1 epl of potential I'eportable deficiency at const 
site CE failed to establish U Implement an approved QA 
program for electrical work performed under field 
deviation disposition requests (< instructions 
MCQAUOHY, J P Mississippi Power 6 light Co 79/03/15 Ip 


DOCKET 50-417 Grand Oulf Nuclear Station, Unit 2 


7903080389 Notice of site visit on 790306 for routine observation of 
me teoro logical aspects of sites 

THOMAS, C 0 Light Water Reactors Branch 1 79/08/10 8pp 


7903060177 Forwards recommendations for general contents of Offsite 
Dose Calculation Manual required w/proposed radiological 
effluent Tech Specs 

8T0LZ. J F Light Water Reactors Branch 1 79/02/13 7pp 


7903080S78 Forwards First Round requests for addl info re F8AR Requests 
amend to FSAR by 790216 to reflect responses 

STOLZ.J.F Light Water Reactors Branch 1 79/08/16 89pp 


7903090808 Summary of /90P0t site visit Inspected moiiltor wells t, 
boring iamples Discussed Round One geotechnical engineering 
questions M/encl attendance list 
THOMPSON, 0 Oeosc lences Branch 79/02/21 3pp 


7903060232 Findings re invest i gation of normal reactor protection power 
will be available 790601, not 790301 as previously estimated 
HCOAUOHYiJ P Mississippi Power i Light Co 79/03/01 ip 


7903810510 Requests addl info arising from First Round review of FSWI 
re auilllary sys t> power sys 

STOLZiJ F Light Water Reactors Branch I 79/03/01 20pp 


79038BQ361 Forwards Revision 0 bo topical rept MPU-TOP-IA. "Dperallonal 
QA Manual, “ per NRC 7B121 1 instructions 

REAVES, T E Mississippi Power U Light Co 79/03/14 Ip 


7903260363 “Operational OA Hanunt, " Revision 0 

BTAhPLEV.N 1. Mississippi Power t, Light Co MPL-TOP-IA 
79/02/14 89pp 
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OOCHET 5CJ--417 Grand Gulf Nuclear Stationi Unit 2 


7?032A03o9 Requests addl tnfo re capabklity of nuclear steam supply 
lys to respond to postulated ATWS transients W/lti to major 
vendors requesting tnfo V f oruiard ing NUHEO-O460i Vol 3 
W/o encl 

VASSALLO* D D Assistant Director for Light Mater Reactors 
79/03/15 3pp 


7903300953 Foruiards Fust Round requests for addl info Requests 
response as FSAK amend tag 790622 to maintain revlsiu 
schedul 8 

STOLZpJ F Light Mater Reactors Branch 1 79/03/15 27pp 


7V032B0S69 Forieards affidavit of svc foi distribution of Amend SQ 
Affidavit not signed oi notarlied 

nCCAUQHY. J P Mississippi Pouer f* Light Co 79/03/22 2pp 


7903290-139 Forsiards affidavit of svc for disti ibutlon of Amend 2Qj per 
NRC 780627 request 

HCOAUQHY. J F Mississippi Posier 6 Light Co 79/03/26 2pp 


7903160233 Forwards Amend 1 to Final Environ Rept 

3TAHPLEY.N L Mississippi Power f- Light Co 79/03/15 3pp 


790316025A Amend I to Final Enviicin Rept re sgs demand ti reliatllltg 
* lllasissippl Pouiei \ Light Co 79/03/15 400pp 


7903230359 Forwards affidavit of svc for distribution of Amend 1 to 
Final Environ Rept Affidavit not signed or noterlied 
nCGAUOHY. -J P Mississippi Power A Light Co 79/03/22 2pp 


79032901 19 Forwards affidavit of svc for disti Ibutlon of Amend I to 
Flna) Environ Rapt 

MCOAUGHY.J P Mississippi Power 6 Light Co 79/03/26 2pp 


79O328O5G0 Forwards contingency plan Encl withheld (ref 10CFR2 790) 
gTAMPLEV.M L Mississippi Power & Light Co 79/03/22 Ip 


79031902-07 Forwaids Amend 28 to FSAR 

STAHPLEY.H L Mississippi Power t, Light Co 79/03/16 3pp 


7903190-216 Amend 28 to FSAR re design Info^reg guide r es p onses i revl sed 
piping 6 Instrumentation diagrams t< revisions to Chapter 

13 

• Mississippi Power 6 Light Co 79/03/16 450pp 

7903130367 Forwards antitrust review Info for amend to application for 

licenses 

BTAMPLEY. N L Mississippi Power fc light Co 79/02/07 Ip 


790-3130369 Anond to application for 1 1 censest inc lud Ing Info for 
antitrust review 

GTAHPLEY.M L Mississippi Power \i Light Co 79/02/02 ISOpp 


7903260210 Requests addl Info re 790207 submittal for operating license 
antitrust review i ate schedules of Itta Denai organl lat 1 anal 
opposition InfoiMB CPA voltage transmission description fc 
transmission description of Mast MS EPA 

T0AL6TDN> A Antitrust li Indemnltg Group 79/03/12 3pp 


79030101-07 Fortiiards IE Info Notlcr 79-011 "Dergen-Paterson Hydraulic 
BltOCk & Sway Ai restore (H8SA1 ” 

O'REILLYi J P Region 2t Atlanta> Offlco of the Director 
79/02/02 App 


7903050571 Responds to IE Bulletin 78-10 re Oergen-Paterson hydraulic 
shack suppressor accumulator spring coils Mechanism is not 
utlliied by util 

HCOAUOMY.J P Mississippi Power «< Light Co 79/02/06 Ip 


7903070161 Atk receipt of IE Insp Repts 50-416/70-23 fc 50-417/70-23 on 
781227— 29. No proprietary Info 

MCOAUGHY.J P Mississippi Power 6 Light Co 79/02/12 Jp 


79D3I3036S Ack receipt of IE Insp Repts 30-416/70-21 «< 50-417/79-21 on 
761313-15. Mo proprietary Info 

-HCOAUGMY. J P Mississippi Power ti Light Co 79/02/12 Ip 


79030BO5B4 Forwards IE Info Notied 79-04. “Degiadatlon of Engineered 
Safety Features " 

D^ReiLLYiJ P Region 2. Atlanta. Office of the Dlrect-or 
79/02/16 3pp 


79O30B02B6 Informs recipients of !E Bulletin 79-01. "Environ 
Qu s 1 i f 1 c ati on of Class IE Equipment." dtd 795208 > that valve 
limit switch identified as NAHCO Madel 33CKL should read 
SL3CML 

O'REILLY. J P Region 2i Atlanta. Office of the Director 
79/02/23 2pp 


7903140528 Foi wards IE Info Oulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Eipanslon Anchor Bolts " 
d’RElLUYiJ P Region 2. Atlanta. Office of the Director 

79/03/08 Ip 


7903210145 Forwards IF Bulletin 79-03. "Long t tud i-nal Ueld Defects in 
ASHE 3A-312 Type 304 Stainless Steel Pipe Spools 
Hanuf actur ed bg Youngstown Uelding 6 Engineering Co “ 

D'REILLV.J P Region 2. Atlanta. Office of the Director 

79/03/12 tp 


7903220010 Forwards IE Circular 79-04. "Loose Locking Nut on Liml torque 
Valve Operators " 

O'REILLY.J P Region 2. Atlanta. Office of the Director 

79/03/16 Ip 


7903010242 Potential reportable deficiency on 700623 one lot of strut 
type Hang*) mat I . unac c eptable due tli weld separation, has 
been Isolated to prevent use Evaluation continues w/ 
estimated completion by 790401 

MCOAUGH. J P ntsslsslppl Power U Light Co 79/02/07. Ip 


7903270449 Interim rept Of putential Teportohle deficiency at const 
site GE falle-d to establish 6 Implement an approved QA 
program for electrical work performed un-der field 
deviation disposition requests 6 instructions 
MCOAUGHY.J P Mississippi Power 6 Light Co 79/03/18 Ip 


DOCKET SO-423 Millstone Nuclear Power Station. Unit 3 


790330043? "QA Program Topical Rept." NU-OA-1. Revls Ion 3 
SUITZER.D C , DIEDRICK. D 0 Northeast Utilities NU-OA-l 
79/03/OS lOOpp 


7903020394 Requests Info on evacuation plans for Suffolk County 
residents in case of accident at any of 5 nearby nuclear 
plants Expresses concern re safety of inhabitants within 
prescribed "emergency planning lone " 

ARM.0 Affiliation Unknown 79/01/03 3pp 


7903130376 Foruiards Endorsement S3 to Policy MF-sa amending liability 
limit In Item 4 to *36.000.000 

&EOER.R M Northeast Utilities. 79/03/06 2pp 


7903160159 Forwards endorsement 9B to Policy NF-173 
SEOER. R.M Nor thee St Utilities 79/03/09 2pp 


7903060640 Forwards IE Info Notice 79-03. "Llml torqua Valve Geared 
Limit Switch Lubricant " 

GRIER. B H Region 1. Philadelphia, affice of the Director. 
79/02/09 Ip 


79O30BO438 Forwards IE Info Notice 79-0-i . "Degradation of Engineered 
Safety Features “ 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/02/16. 2pp 


7903080492 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment," dtd 790208. that valve 
limit switch Identified as NAKCQ Mode) S3CML should read 
BLOC ML 

GRIER, B H Region 1. Philadelphia. Office of the Director 
79/02/27 Ip 


7903280040 Forwerds IE Bulletin 79-Oa, "Pipe Support Oast Plat* Designs 
Using Concrete Eipanslon Anchor Bolts " 

GRIER. D H Region 1. Phi ledelph ia, Office of the Director. 
79/03/08 ip 


7903080588 Ack receipt of 790129 final rept re vendor OA program 
breakdown for 7VOECO pipe spools. Will review metter during 
next insp 

CARLBON.R T Region 1, Phlledclphia, Reactor Construction t« 

Engineering Support Branch 79/02/13 Ip, 
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DOCKET flo-flsa Millstone Ni^cIsaT Pomer Statlooi Unit 3 


7VO3270576 FoTuards NURE0-{)323p “Bummai H of Operating Eiperienc* H/ 
Rccircirlatlng Steam Oenerators. ” which focuses on recent 
problems u/degratfation Believes continued plant operation 
does not constitute undue rlst 

EISENHUT. D O Assistant Director for Systems & Projects 

79/'03/Oa 3pp 


DOCKET 30-42-1 Alwin W Vogtle Nuclear Plant. Unit I 


79O30Q0S33 Forujards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

O'REILLV.J P Region 2- Atlanta. Office of the Director 

77/02/ lf« 2pp 


7903000278 Informs recipients of IE Bulletin 79-01. "Environ 
Oualif Icatlon of Class IE Equipment." dtd 7902QB. that valve 
limit switch Identified as NAtfCO Model S3CMI should read 
SU3CML 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/02/28 2pp 


7903140320 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Eipanslon Anchor Ootts " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/03/08 2pp 


790320044Q Ack receipt of 790223 Jtr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-424/79-01 *< 

30-423/79-01 

MURPHY. C £ Region 2. Atlanta. Reactor Construction 4 Engineering 

Support Branch 79/03/09 Ip 


7903200433 Responds te NRC 790206 Itr ro violations noted in IE Insp 
Repts 50-424/79-01 4 30-425/79-01 Corrective actions 
Reinhart Catalog 620 sieve inspector ordered 4 procedure for 
checking sieves uii 1 1 be developed by 790309 
BTAFFA.R kl Geoigla Pouier Co 79/02/23 Ip 


7903200463 Forma rds IE Insp Repts 50-424/79-0! ti 50-425/79-01 on 
790110-12 & notice of violation 

MURPHY.C E Region 2* Atlanta. Reactor Construction 4 

Engineering Eupport Branch 79/02/06 2pp 


7903200472 Notice of violation from insp on 790110-12 

■ Region 2. Atlanta. Reactor Construction 4 Engineering Support 

Branch 79/01/29 ip 


7903200475 IE Insp Repts 30-424//9-DI 4 30-426/79-01 on 790110-12 
Noncompl lance noted failure to calibr aggregate test sieves 
HARRIS. J R . ORYANT.O L Region 2. Atlanta. Reactor 

Construction 4 Engineering Support Branch 79/01/29 4pp 


7903210142 Foruardi IE Bulletin 79-03. “Longitudinal Ueld Defects in 
ASME BA-312 Type 304 Stainless Steel Pipe Bpools 
Manufactured by Youngstown Ueldlng 4 Engineering Co." 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/12 Ip 


7903810593 Forwards IE. Circular 79-04. "Loose locking Nut on Llmltorque 
Valve Operators " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/03/16 2pp 


7903220119 Notification of updated evaluation development* to final 
deficiency repl due 790601 4 forwards Interim rept 
discussing embedded plate assemblies 
EHRENSPEROER. M Oeoigla Power Co 79/02/22 Ip 


7903220120 Interim rept re embedded plate assemblies not installed In 
compliance w/deslgn drawings 
* Osorgia Power Co 79/02/22 3pp 


DOCKET 50-423 Alvin U Vogtle Nuclear Plant. Unit 2 


7903080333 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features ’’ 

□ 'REILLY. JP Region 2. Atlanta. Office of the Director 

79/02/16 2pp 


7903080278 Informs recipients of IE Bulletin 79-01. "Environ 
Qual If {cation of Class IE Equipment." dtd 790208. that valve 
limit switch identified as NAKCO Modal 83CML should read 
SL3CML 

O'REILLVid P Region 2. Atlanta. Office of the Dlrectdr 
79/02/23. 2pp 


7903140530 Forwards IE Info Bulletin 79-U2. "Pipe Support Base Plate 
Designs Using Concrete [ rpansion Anchor Bolts " 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 

79/03/00 2pp 


7903800448 Acic leceipt of 790223 Iti informing MRC of steps taken to 
correct violations noted in IE Insp Repts 50-424/79-01 t 
50-425/79-01 

MURPHY. C E Region 8. Atlanta. Reactoi Construe tiun 4 Engineering 

Support Branch 79/0J/09 Ip 


7903200455 Responds to NHC 790206 1 ti le violations noted in lE Insp 
Repts 30-424/79-01 4 50-425/79-01 Ctirrectivc actions 
Reinhart Catalog 620 sieve inspectoi ordeied h proceduie for 
checking sieves will be developed by /90309 
STAFFA.R W Oeorgia Power Co 79/02/23 Ip 


7903800463 Foi wards If Insp Repts 50 4P4//9-0I • 50-425/79-01 on 
790110-12 f. notice of violation 

MURPHV.C E Region 8. Atlanta. Reactoi Construction I. 

Engineering Support Branch 79/08/06 2pp 


7903200472 Notice of violation from insp on 790110-12 

s Region 8. Atlanta. Reactoi Construction 4 Engineering Support 
Branch 79/01/29 Ip 


7903200476 IE loop Repts 50-424//V-01 •- 50-485/79-01 on 79DI 10-13 
None amp 1 1 ance noted failuie to calibi aggiegate test sieves 
HARRIS. J R . BRYANT. J C Region 8- Atlanta. Reactor 

Construction 4 Engineering Support Branch 79/01/29 4pp 


/903210142 Forwards IE Bulletin 79-OJ. 'Longitudinal Weld Defects In 
A6ME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Yuuiigstoun Welding *. Eng i iiei i i iig Co " 

O'REILLY. J P Region 2. Atlanta. Office of the Directoi 

79/03/12 ip 


7903210593 Forwaids Ib Cticular 79-04. loose locking Nub on Llmltorgee 
Valve Bperators " 

O'REILLY. J P Kegion 2. Atlanta Office of the Director 

79/03/16 2pp 

79032SDI19 Notification of updated evaluation di ve 1 opments lo final 
deficiency rept due 790601 4 forwards intorim rept 
discussing embedded plate assemblies 
EHRENSPEROER. M Georgia Power Co /9/02/28 Ip 


7903220120 Interim, rept re embedded plate assemblies not installed in 
compliance w/design diawlngs 
a Georgia Pouier Co 79/02/2? 2pp 


DOCKET 50-431 UC-Banta Barbara Reseat ch Reactor 


7903300055 IE Insp Hefts 50-1443/79-021 7. 50-1444/79-021 on 
7910124-251 No none amp 1 1 one e noted Major areas inspected 
allegation that fioieii water was present on previously 
placed concrete prlo.| to subsequent concrete placement 
FOLSQM.B A Region 1. Ph i I adel ph 1 a. Office of the Director 

79/02/13 7pp 


DOCKET 8TN-50-43' Floating Nuclcnr (Mant 


7903170036 Summary of 790223 technical meeting re leactor s 1 to. des ign h 
schedule for applicatliin roview Attendance 1 1 st. oi gAfil za tion 
char t. mi 1 es tone chart, flow chart 4 aerospace evaluation of 
slag line attack issue end 

01RKEL. R A Light Uatei Reactor* Branch 2 79/02/28 12pp 


7903270598 Forwards NURCn-0S23i "bunmary of Operating Eiperlence 
ui/Rec ircvlatlng Steam Generators." which focuses on recent 
problems u/d egi adatl on Believes continued plant operation 
docs not constitute undue risk 

EISENHUT.D 0 Assistant Director foi Systems 4 Projects 
79/03/02 3pp 


7903290316 Raquosts addl info re capability of nuclear steam supply 
sys to respeiid to postulated ATWS transients W/ltr to major 
vendors leqvestii.g info 4 forwaiding NURE0-046D. Vol 3 
W/u end 

VASBALLO.D B Assistant Directoi for Light Water Reactors 
79/03/13 3pp 


7903880364 Desclibes status of product assurance oigaiutation 
□rganl latton chart end 

HAQA.P B Offshore Power Systems isubs of Weslinghouse ElectriiC 
Carp ) 79/03/19 2pp 
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DOCKET STM-50-437 Pjoatjng Nuclea!' PitjiU 


7*90il30'l0207 C c«cnrh«‘rit -i cn f-ESi Mart J ^^grce^ uj/cio$i? scrutiny oF sites 
intBtuarieSfisvsis at neat barrier islands Believes 
acclderit CODS f qu euu es are much gt eater than For land-based 
iilants Notes us>e or WaSM'I^OO iri preparation of FEB 
WEDE^iA.^4:,. W N Environmental Protection Agency 79/02/26 3pp 


79022303(i)t Ack receipt of 770301 NRC lti A< k i e sp on M 1 1 1 1 1 y to provide 
fhyticaL protection features 1 1 > facility design Comm tments 
uiil be Included in next amend to plant design rept 
KAQAtP B Off-shore Pouoi System:^ (subs of Uest mg house Electric 
Corp > 77/03/17 Ip 


7903060040 Advi&es that applicant oppu«f<s Natural Kt^saui cea Defense 
Councfl-'fi /90H I motion for pTodijction of documents as 
uanec e^sary f/ i*^/o merjt 

•COWAN- E Z Eckeii oeamans- Chtiin Mol lot t 77/01/26 App 


7903050237 Requests thul idpplican* tu loquirod to file lu/AbLB ?* 
parties copset or aH common icat i oiw u»/rJRC 

RDISttAN. A ? tJ^tural Resources Defense Council 77/01 '30 Ip 


7*903050230 infor/ns that Natural Kosourco Defense Council missed filing 
deadline! but plans to file a hiipf on its contenLiori h 
remain tn the proceeding Certificate of Sve enc 1 

RQISMAN^A 2 f^atuial Resources Defense Council 77/02/12 App 


7903S90I 17 fotwara^j Islegiam sent to A6LB NRDC u i thd rau i ng 
applicant s motion fpi dismissal of NRDC's programmatic 
lapact sCatomenC 

VEIlRSCK. J H Ecrert, iioamans* Ctiorwi Mellutt 77/02/1^ ip 


’y9O32^Oll0 Apr>iii-arit Lii till;] 1 aL>'S oic^tiuii foi of MFfDC'B 790206 

proa rammo t J c iinpacl statement 

KEUKICK.vi 9 tcVut. deamans OI\erin {< HeUott 79/02/14 Ip 


7903l60''i01 Denips applicarit s 790206 t ei^uest for 790319 resumption of 
hearing Svgaesis infurmal agreement among patties on at 
least three Oates to be proposed to ASLH 

WOLFEi S O Atomic bafetg and Licensing Rciard Panel 79/02/16 Ip 


7903220065 Motion for summaig disposition ie failure of FES to c-onaider 
invlTott impact h attei natives 

RQI5HAN. A 7 Natural tieeources Defense Council 7V/0Z/lb Ip 


790322006B NRDC s momoianJum in suppoi t of summai y disposition mot 1 an 
i/rges that programmatic levlcui of floating nuclear plants be 
conducted Certificate of Sve enc 1 

RDlSMANi A 1 Natuial Resoul ces Defense Council 79/02/16 Bp P 


7903220D7V NRDC statement of matl facts sihich are not in dispute re 
Offshore Powtr Sys's intent to build more tiian eight 
floating nuclear plants fertificule eif Sve ohcl 

RDlSMANiA Z Natuial Resources Defense Council 79/02/16 5pp 


7903220D97 Inteivcnoi suthdraus fc pni active participation in licensing 
hearings* due to util's cithdrauil of older for floating 
nuclear plants off NJ goast Certificate of Sve enc I 
ONSnORFF. K A . VAN Ni-5C, S C Neu Jersey. State of 79/03/20 App 


7903260353 Responds to /901 10 Hi re NRC position contained in FES. Part 
111 Requests that fui thei inquiiies be addressed to NRC 
counae 1 

SQMiMKI.S M Branch 3 79/03/00 2pp 


7903210315 CJideis public healing to i esune on 790404 in Uethe sd a i MDi r e 
Atlantic County Cifiiens Council on fjiviron's Contentions 
3a t< 3c 

HOLFF* B J Atomic Safety and i icenslng Doard PatlSl 79/03/12 ip 


7903270011 Eiplains that floating nucloai plant designerias ueil as 
owner* bears i asponsib i I l ty to factor physical protection 
into design Requests that c omtr i tmeiit to this effect be 
inctuded in plant design i ept 10CFR73 95 end 
BAERi R I- Light Ifatei Reactors Branch 2 79/03/01 9pp 


7903080540 Forwards IE Info Notice 79«04 j "Degradation of Eiiglfieered 
Safety Features " 

O'REII-Lyi J P Region 2* Atlanta. Office of the Director 

79/02/16 Ip 


79030902?! Infeims laclpients of IE Bulletin 79-01i "Environ 
Qualification of Class IE Equipmenti" dtd 79020B. that valve 
limit Sttittch identified as NAMCO Model 83CML should read 
SUSChi. 

Q*REIU_Y, J P Region 2i Atlanta, Office of the Director 
79/02/39 2pp 
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7903300094 Forwards It Bulletin 79-02. "Pipe Support Base Plate Designs 
Using Concrete Espansion Anchor Oolts 

O'REILLY, J P Region 2, Atlanta. Office of the Director 

79/03/Oa ip 


7903310112 Foruards IE Bulletin 79-03. "Longitudinal Held Defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding I* Engineering Co " 

O'REILLV, J P Region 3i Atlanta. Office of the Director 
79/03/ia Ip 


7903210563 Forwards IE Circular 79-04. "Loose LocVlng Not on Llmltorque 
Valve Operators ■" 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/16 Ip 


DOCKET 50-430 Bellsfonte Nuclear Plant. Unit 1 


7903020112 Forwards NRC and EPA evaluation of rept re potential larval 
fish entrairimBnt TVA has eompVisd ui/Cond i ki on 3 D(2} of 
CPPR-ia2 !< apPR-123 

REGAN. W H Environmental Project Branch 2 79/02/14 23pp 


7903D50073 Forwards NRC i e c orrim sndat ions for preparation of Offsite 
Dose Calculation Manual t proposed radloiogical effluent 
Tech Specs 

PABR.O 0 Light Hater Reactors Branch 3 79/02/14 7pp 


7903270544 Forwards NURE<3-OS23. "Summary of Operating Eiperience 
u/Rec i rc u 1 a I Ing Steam Oeneratore. " which focuses on recent 
problem w/degradatioii Believes continued plant operation 
does not consCitute unduo risk 

El SEN HUT. D G Assistant Director for Systems Projects 

79/03/02 Spp 


7903210392 Requests add I info re effluent treatment sys described in 
FSAR 

PARR. Q D Light Hater Reactors Qranch 3 79/03/03 3pp 


790326OS42 Faruards safeguai ds contingency plans Plans withheld 
Cref lOCFRa 7901 

GILLELAND.J E Tennessee Valley Authority 79/03/21 Ip 


7903160170 Foruiarda "Annual Rept 1978 " 

OILLELAHDi 0 E Toimessee Valley Authority 79/03/16 kp 


79O31602I7 "Annual Rept 1978 " 

e Tennessee Valley Authority 79/03/16 42pp 


7903060373 Forwards IF Insp Repts B0-43U//a-P2 6 50-439/70-22 on 
7B121B-2I No none ompl lance noted 

MUflPHY. C E Region 2. Atlanta. Reactor -Construction 6 Engineering 

Support Dratich 79/01/11 2pp 


7903060379 IE Insp Repts 50-423/78-22 U 50-439/70-22 on 731210-21, No 
noncomp 1 lance noted Major areas inspected containment, 
reactor coolant pump casing t ns tal latlon. pip 1 ng b pipe 
support design 

COMPTON. K M . M0DENC13. L . BRYANT. J C Reg ion 2. Atlanta. 

Reactor Construction 6 Engineerlhg Support Branch 79/OI/tl Spp 


7903070197 Forwards IF. Insp Ropts 50-438/70-21 6 50-439/70-21 on 
781219-22 No non c omp 1 i a nc e noted 

MURPHY. C F Region 2. Atlanta. Reactor Canstruction L Englneeri-ng 

Support Branch 79/01/tl 2pp 


7903070199 IE Insp Repts 50-438/ /0-21 t< 30-439/7S-21 dn 701219-22 No 
noticompl lance noted Ma j-or areas inspected licensee action on 
previous insp find mgs. reactor coolant pressure boundary, 
safety-related piping V OA implementing procedures 

BLAKE. J J . COMLON, T E Region 8. Atlanta. Roector Construction 

6 Engineering Support Branch 79/01/16 6pp 


7902210164 Forwards It Bulletin 79-01. "Environ Oua 1 i f ica tlon of Class 
IE Equipment " W/list of It systematic evaluation program 
plants for which no action is required 

□'REILLY. J P Region 2. Atlanta. Office of the Director 
79/02/00 2pp 


7903020376 Forwards IE 
Safety Features " 

□ ‘REILLY. J P Rag 
79/02/16 2pp 
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DDCKE.T 90-438 S»IIefonl;e Nuclrar PUtiI;. Unit 1 


DOCKETED SERIES 

7702S10164 Forwards IF Bulletin 79-0li "Environ Goal i Citation of Clast 
IE Equipment " Vi/list of 11 sijstrinst 1 c evaluation program 
plants for which no a>.tion is required 

Q 'f)EI LUYi <J P Region 2i Atlanta^ Office of the Director 

79/02/08 2pp 


7903080300 Informs recipients of IE Dulls tin 79-01 1 "Ervvl 
Qualification of Class IE Equipment* " dtd 790S08i that v 
limit switch Identified as NAKCO Model S3CML should read 
SUSCMU 

'O'REILLY.J P Region S. Atlanta* Office of the Director 
79702/88 2pp 


7903140958 Forwards IE Info Duiletin 79-02. "Pipe Support Dase Plate 
Designs Using Concrete Eipansion Anchor Bolts '' 

O^RElLLVi J P Region 8. Atlanta. Office of the Director 
79/03/08 Sfifi 


7903810087 forwards IE Bulletin 79-03, ''Longitudinal Held Defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Hanufactured by Youngstown Ualdlng & Engineering Co “ 

O'REILLVtJ P Region 8. Atlanta. Office of the Director 
79/03/12 2pp 


7903380028 Forwards IE Circular 79-04. "Loose Lociing Nut on Li/nl torque 
Valve Operators " 

0'REII.LV< J P Region 8. Atlanta. Office of the Director 

79/03/ li app 


7903010877 First InterlRi rept on deficiencg re piping embedded In 
structural c oner e te. in 1 1 la 1 Ig reported 790118 Evaluation of 
extent tt scope of noncomformance & effects on structural 
integrity Is In progress Identifies two areas of concern 
OILLELANO, J E Tennessee Valley Authority 79/08/14 Ip 


DOCKET 90-439 Beltefante Muclsar Plant. Unit 8 


7903080118 Forwards NHC and EPA evaluation of rept re potential larval 
fith entrainment TVA has complied u/Condltion 3 018) of 
CPPR-128 t< CPPR-123 

REOANiW H Environmental Project Branch S 79/02/14 23pp 


7903090073 Forwards HRC recommendations for preparation of Offsite 
Dose Ca I cula 1 1 on Manual N proposed radiological effluent 
Tech Specs 

PARR.O D Light Water Reactors Branch 3 79/02/14 7pp 


7903270S44 Forwards NURE0-0S83. ''Summary of Operating Eiperlance 
w/Reclr C ulat ing Steam Oenerators. " which focuses on recent 
problem w/degradat Ion Delievet continued plant operation 
dote not constitute undue risk 

EISENHUTrD 0 Assistant Director for Systems t< Projects 
79/03/02 3pp 


7903210392 Requests addl info re affluent treatment sys described in 
F8AR 

PARR.O 0 Light Water Reactors Branch 3 79/03/09 3pp 


7903860242 Forwards lafaguards contingency plans Plans withheld 
IpeP 10CFR2 790). 

OILLELANO.O E Tennessee Valley Authority 79/03/81 Ip 


7903160170 Forwards "Annual Rept 1978 " 

OILLELANO. JE Tennessee Valley Authority 79/03/16 Ip 

7903160217 "Annual Rept 1978 " 

* Tennessee Valley Authority 79/03/16 48pp 


7903060378 Forwards IE Insp Repts 90-438/70-22 6 90-439/78-88 on 
701218-81 No noncomp 1 lance noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction 6 Engineering 

Support Branch 79/01/11 2 pp 


7903060979 IE Iflsp Repts 80-430/78-82 tt 90-439/78-82 on 7818 18-81. No 
none omp 1 1 once noted Major areas Inspacted contalnmint. 
reactor coolant pump casing Installation. piping 6 pipe 
support design. 

COMPTON.R M . MDDENDB.L . BRYANT. J C Region 8. Atlanta. 

Reactor Construction (< Engineering Support Branch 79/01/11 9pp 


7903070197 Forwards IE Jnsp Repts 80-438/78-81 fc 90-439/70-81 on 
781219-82 No non c omp 1 lance noted, 

MURPHY. C E. Region 8. Atlanta. Reactor Construction L Engineering 
Support Branch 79/01/11 2 pp 


7903070199 IE Insp Repts 90-438/78-21 & 90-439/78-81 on 701819-82 No 
noncompl lance noted Major areas inspected licensee action on 
previous insp findings. reactor coolant pressure boundary, 
safety-related piping 4i QA implementing prbeedures. 

BLAKE. J. vl 1 CONLON.T E Region 2. Atlanta. Reactor Construction 

fc Enplnaerlng Support Branch 79/01/16 6pp 


7903080376 Forwards IE Info Notice 79-04. 'Degradation of Engineered 
Safety Features '' 

Q'REILLViJ' F Region 2. Atlanta. Office of the Director 
79/02/16 8pp 


7903CB0300 Informs recipients of IE Bulletin /9'01. "Environ 
Oua 1 1 f lea 1 1 on of Class IE Equipment.'' dtd 790208. that valve 
limit switch sdoiitified as NAtlCO Hndcl 53CML should read 
SL3CHL 

□ 'REILLY* 0 F Region 2. Atlanta. Office of the Director 

79/02/80 8pp 


7903140858 Forwards IF Info Bulletin /9-02. 'Pipe Support Dase Plate 
Designs Using Concrete Expansion Aiichot Bolts " 

O'REtLLYiJ P Region 2. Atlanta. Office of the Director 
79/03/00 2pp 


7903810007 Forwsids IE Bulletin 79-03. "Longitudinal Weld Defects In 
ASME SA-3)2 Type 304 Stainless Steel Pipe Spools 
Hanufactured by Youngstown Welding ’< Engineering Co '' 

O'REILLV.J P Region 2. Atlanta. Office of the Director 

79/03/12 2pp 


79038800SS Forwards JE Circular 79-04. "Loose Locking Nut on Llmitorgvl 
Valve Operators " 

O'REILLV.J P Region 2. Atlanta. Office of the Director 

79/03/16 2pp 


7903010277 First interim rept on deficiency re piping embedded in 
structural concrete, initially reported 790112 Evaluation of 
estent L scope of noncomf ormance *< effects on structural 
Integrity Is In progress Identifies two areas of concern 
OILLELANO. J E Tennessee Valley Authority 79/02/14 tp 


DOCKET 50-440 Pen y Nuclear Power Plant. Unit I 


7903060996 Notification of 790208 meeting In Bcthesda.MD re faults in 
facility Intake U discharge tunnels 

LYNCH. M D Light Water Reactors Branch 4 79/01/23 3pp 


7903870302 Notification of 790329 meeting w/Cleveiand Electric 
Illuminating Co in Dethesda. Maryland to discuss geologic 
Investigation of faults in intake 6 discharge tunnels 
LYNCH. M D Light Water Reactors Branch 4 79/03/16 2pp 


7903090046 Forwaids IL Insp Repts 90-440/7B-17 L 90-441/78 16 on 
7S1818-80 No noncompliance noted 

HElBHMANi R F Region 3. Chicago. Reactor Construction & 

Engineering Support Branch 79/01/83 Spp 


7903070091 IE Imp Repts 90-440/70-17 & 90-441/78-16 on 701210-20 No 
none amp 1 1 anc a noted Major areas Inspected leactor pressure 
vessel moving pros edures. qual I ty records 6 hardware Insp 
for Class t ti 2 valves 

ERB. C, H I DANl ELSON. D. H Region 3. Chicago. Reactor 

Construction t< Engineering Support Branch 79/01/88 9pp 


7903180537 Forwards IF. Insp Repts S0-44O/78-1S & 80-441/78-14 on 
701120-1801 ti notice of violation 

HEISHHAN. R F Region 3. Chicago. Reactor Cons true ti on t< 

Engineering Support Branch 79/01 /24 Spp 


7903120943 Notice of violation from Insp on 7B112S-I201 

u Region 3. Chicago. Office of the Director 79/01/22 2pp 


7903120970 IE Insp Repts 80-440/ fa-18 l< 50-441/70-14 on 701180-1801 
Noncompliance noted Inadequate measures to control purchased 
matls or welding processes F Inadequate documentation of 
pressure test repts 

KONKLIN.J £ . NAIDU.K R . HAYES. D W Region 3, Chicago, Cfftc* 
of thi Director 79/01/88 ISpp 


7903000373 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

KEPPLER. J, 0 Region 3. Chicago. Office of the Director 79/08/16 

Ip 


DOCKETED SERIES 


CaCKE.1 50-440 P'Oriy Nutiear Power FManti Unit t 


7403080333 Informs leripieiits of IF Bulletin V9-0li "Environ 
Oual 1 f 1 cation of Class It Equipmenti' dtd 7?0S08i that valve 
limit switch Identified as NAIICO Model S3CML should read 
SL3CML 

l<EPPLEHiJ 0 Region 3< Chicago. Office of the Director 79/03/01 

Ip 


79031500S9 Foru*ards If Bulletin 79-oa, "Pipe Support Base Plate Designs 
Using Concrete tipansion Anchoi Bolts " 

KEPPLER.JO Region 3. Chicago. Office of the Director 79/03/08 

Ip 


790319034& Foruiaids 11 Bulletin 79-03. "Longitudinal Ueld Defects in 
ASHE SA-3ia Type 301 Stainless Steel Pipe Spools 
flanwf a c tu r e d bq Youngstown Uelding Engineering Co " 

IfEPPLeft.d 0 Region 3. Chicago. Office of the Director 79/03/12 

Ip 


740324>0099 At k receipt of /90301 Itr informing NBC of steps taken to 
correct vlelationo noted in IE Insp Hepts 50-440/79-15 1< 
50-441/79-14 

FlORELLitD Iloqion 3. Chicago. Reactoi Construction 5 Engineering 

Support Branch 79/03/14 Ip 


7903B6010S Responds tu NI?C 790124 Itr re violations noted in IE Insp 
Repta 50-440/79 lb h 1)0-441/79- 14 Corrective actions uelds 
have teen inspected !< repaired > QA procedures established, 
pressure lest procodui e will bo levised 

DAVIDSON. D (i Cleveland Electric Illuminating Co 79/03/01 5pp 
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7903190546 Forwards IE Dullctln 79-03. "Longitudinal Meld Defects in 
ASHE SA-3)S Type 304 Stainless Steel Pipe Spools 
Manufactured bg Youngstown Melding & Engineering Co “ 

(CEPPLER.J 0 Region 3- Chicago. Office of the Director 79/03/12 

«P 


7903260099 Act receipt of 790301 Itr informing NRC of steps taken to 
correct violations noted in JE Insp Repts 50-440/79-15 fc 
50-441/79-14 

FIORELLI.O Region 3. Chicago. Reactor Construction It Engineering 

Support Branch 79/03/14 Ip 


7903260102 Responds to NRC 790124 Ur re violations noted in IE Insp 
Repts 50-440/79-15 Pi 50-441/79-14 Corrective actions uelds 
have been inspected & repaired S. QA procedures establlshedi 
pressure test procedure uiti be revised 

DAVIDSON, 0 n Cleveland Electric Illuminating Co 79/03/01 5pp 


7903190111 Ack receipt of 790212 Interim reptiT* SiM Cons truetors, Inc '» 
QA program breakdoun 

FIORELLI.G Region 3. Chlcagoi Reactor Construction ti Engineering 

Support Branch 79/03/01 Ip 


DOCKET 50-443 Seabi ook Nuclear Station. Unit 1 


7903300530 States NRC requirements re transf ei s of special nuclear 
matl Assigns symbol XTB for activities pending issuance of 
1 1 cense 

SPARKS, E Division of Safeguards 79/03/13 ip 


/90319QS11 Ack rocolpt of /90ri2 inloriiD lopt.re SSrli Cons true tors. Inc 's 
QA program breakdown 

KIORELLl.O Region 3, Chicago, Reactor Construction b Engineering 

Support Branch /9/03/01 ip 


DOCKET 50-441 Peirg Nuelnai Power Plant, Unit 2 


7903060396 Notification of 790208 meeting in BothesdaiMD re faults in 
facllitti intake it dischaige tunnels 

LVMCH. H D Light Water Reactors Branch 4 79/01/23 3pp 


/9030904I3 Requests names t, addresses of interveners in proceedings re 
Public 8vc Co of NH const permit Also seeks info re current 
status of EPA approval of facility cooling sys 
PHILLIPS. N P Affiliation Unknown 79/01/31 tp 


79O30505S4 Forwards NRC responses to questions raised by JH Buck re 
Pilgrim t Phillips Cove transmission lines 
DRENNERiL Branch 3 79/02/09 3p p 


7903060329 Responds to ASLAB request by forieardlng NRC studlte re 
population densities (• accident risks tt related 
correspondence W/o enc 1 

CUTCHIN.V M Branch 3 79/02/13 2pp 


7903270302 Not 1 f i ca 1 1 on of 790329 mooting u/Cleveland Electric 
t II uni naLlng Co in Be thosda. Mary I and to discuss geologic 
investigation of faults in intake l< discharge tunnels 
LVHCH. H D Light Wfltbr Reactors Branch 4 79/03/16 2pp 


7903390046 Forwards If Insp Repts 50-440//0-17 it 50-441/78-16 on 
7Q1S18-S0 No none omp 1 lance noted 

llEtSHHANiR r Region 3, Chicago. Reactor Construction J< 

Engineering Support Branch 79/01/23 2pp 


?903150200 I ntervanori " response per ALAB-509 In opposition to 
"de minimus" theory Alleges theory ignores issue of 
significant ?< substantial releases of radon-222 to environ 
Certificate of Sve end 




A £ 1 l 4 ^ k 4 rsn llnlptiniiin 


•90 /i\*3/tO 


7903130475 Corrects NRC 790209 proposed ASLAB decision Page 56 left out 
"Beabraol in comparison to " 

BRENNER. L Branch 3 79/02/21 Ip 


7903090051 IE Insp Repts 50-440/70-17 N 50-441/78-16 on 701210-20 No 
none omp 1 iance noted Major areas inspected leactor pressure 
vessel meving procedures, qoal 1 ty lecords tc hardwai e insp 
for Class I •• 2 valves 

ERQ.C H . DAfflELCiDNi I) H Region 3. Chicago. Reactor 

Construction 6 rnginoonng Support Branch 79/01/22 5pp 


790312053'/ I orwards If Insp Repts 80-440//8-15 ti 50-441/78-14 on 
781120-1201 6 notice of violation ^ , 

IIEIEHHAN'. ft F Region 3. Chlrago, Reactor Construction 6 

Engineer Ing Support Hianch 79/01/24 2pp 


7903120042 Notice of violation from insp on 781120-1201 
* Region 3i Chicago. Office of the Director 79/01/22 


2pp 


79030S0370 Forwards If Info Notice 79-04, "Degradation of Engineered 
KFPPLEft.J 0 Region 3, Chicago. Office of the Director 79/02/16 

tf 


7903060353 Info.r(ra lecipients of IE Bulletin "^^'''*^“1’ 

Qum) t f icati on of Class IE Equipment." dtd 790^08, that val 
limit switch identified at NAMCO Model 83CML should road 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 79/03/01 

Ip 


903090400 Responds to 790130 request for names I, eddresses of 
intervenors re Public Bve Ce of NH const permit proceedings 
Forwards svt Hat 




awj Oiileic An/I R«cnrd9 




903230297 Forwards responses to ALAQ-509 Jhirty-day period for 
responses to documents shall run from 790305 ^o/nn/ni 

8KRUT8KI.R. H Atomic Safety and Licensing Appeal Panel 79/03/01 


103220313 eeacoast An t i-Pol lut Jon League's argument re hypothetical 
Site healing. Argues NRC has not made meaningful 
study of alternative sites Requests establishment of 

5 .., 


903260I70 Supports ptopesed alternate sites hearing, in t*** 
^towers are required at Seebrook, bu t feels Phillips Cove is 
non-vieble altornattve Certificate of 6vc end 
DIONAN.T, 1 OAt). R K Public Service Co of New Hampshire 




cool ing 
79/03/02 


'903200328 Forwards IF. Insp Repts 50-443/79-01 & 50-444/79-01 on 

790115-10 No noncomp I i ante noted 

CARLSOn’r T Redon 1. Phi lad.lp hie, Reactor Construction l< 


SuDDort Branch 


-JO rivsjt\1 


79O3I50O28 Forwards If Bulletin 79-02. 'Pipe Support Tsse Plat 

Using Concrete Eipanslon Anchoi Qo*** . .. Director 79/03/00 

KEPPLER.d 0 Region 3. Chicago. Office of the ini eccor 


DOCKETED SERIES 
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DCCAST 50-4<ia Soabrook Nuclear Station. Unit I 


7903200333 IE Inap fiepts 50-443/79-01 i 30-444/79-01 on 790115-18 No 
noncompl lance noted Major areas inspected previouslii 
unresolved items, uork in progress it. const area, reactor 
pressure vessel unloading t< handling (r concrete placement 
FOLSOM. 8 A , BATEMAfI, W H , MCGAUeHY. R W Region 1. 

Philadelphia. Reactor Construction !i Engineering Support Branch 
79/02/06 7pp 


7903060625 Foriuards IE InFo Notice 79-03. "Llmitorque Valve Oeared 
Limit Sultch Lubricant " 

CRIER. Q H Region 1. Philadelphia. Office of the JJirector 
79/02/09 Ip 


7903300049 Forwards IE Insp Repts 50-443/79-02 !< 50-444/79-02 on 
790124-25 No none onpl i snce noted 

CARLBON. R T Region 1. Philadelphia. Reactor Construction & 

Engineering Support Branch 79/02/14 2pp 


7903300055 IE Insp Repts 50-443/79-02 i< 50-444/79-02 on 790124-25 
Mo tinnconp 1 ianc e noted Major areas Inspected allegation 
that froien water uas present on previausig placed concrete 
prior to subsequent concrete placement 

FOLSOM. S A Region 1. Philadelphia. Office of the Director 
HCOOUCHY. R N Region 1. Philadelphia. Reactor Construction f< 

Engineering Support Branch 79/02/13 7pp 


7903090389 Foriuards IE InfO’ Notice 79-04, “pggpadat 5 # Engineered 
Safety Features " 

ORIERrB H Region 1. Philadelphia, Offlcr of the Director 

79/02/16 ip 


79030B0460 Informs lecipients of IE Bulletin 79-OJ. "Environ 
Oual if ication of Class IE Equipment," dtd 790206. that valve 
limit switch identified as NAHCO Model S3ChL should read 
SL3CML 

fiRlER.BH Region S. Philadelphia, Office of the Director 
79/02/27 Ip 


7903260120 Ack ] eceipt of 790213 I tr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/76-16 & 
80-444/78-16 

CARUSON.R T Region 1. Philadelphia. Reactor Censtruction t, 

Engineering Support Branch 79/02/28 Ip 


7903260129 Responds to NRC 7901 IS Itr re violations noted In IE Ihsp 
Rspts 50-443/7B-16 ft 50-444/78-16 Corrective actions 
structural steel stored property t, surveillance of area 
increased 

HASELTINE. J D Public Service Co of New Hampshire 79/02/13 
Ip 


7903260131 Forwards IE Insp Repts 50-443/70-16 D 50-444/76-16 on 
781212-15 It notice of violation 

CARLSON. R T Region 1 . Ph 1 Isdel ph la. Reactor Construction l« 

Engineering Support Branch 79/01/15 2pp 


7903260134 Notice of violation from Insp on 781212-15 

« Region 1. Philadelphia. Office of the Director 79/01/12 
IP 


7903260140 IE Insp Repts 50-443/78-16 It 50-444/7D-16 on 761212-15 ' 
Noncompl lance noted failure to control matl storage 
FOLSOM, a A # FASANO, A N , MC0AU8HV. R W Region 1, Ph i I ado 1 phta. 

Reactor Construction Enginoering Support Branch 79/01/12 7pp 


7903150200 I riterve nor s ' response per ALAB-509 in opposiiton to 
"de minimus" theoi y Alleges theory ignores issue of 
significant L substantial releases of iadon-2S2 to environ 
Certificate of Sve end 

KERF ORD, C Affiliation UnVnoun 79/02/19 37pp 


7903130475 Corrects NRC /90209 proposed ASLAD decision Page 56 left out 
''Seabrook in comparison to " 

BREIJNER, L Branch 3 79/02/21 Ip 


7903090408 Responds to 790130 request foi names L addresses of 
interveners re Public Sve Co ot NH const permit proceedings 
Poruiar d s s.c list 

FELTCH, J M Division of Rules and Records 79/03/01 2 pp 


7903230297 Forwards responses to f1U.<B-509 Thirty-day period for 
responses to dotu.sents shall run from 790305 

SKRUTSKI.R M Atomic Safety and Licensing Appeal Panel 79/03/01 
5pp 


7903220313 Seacoast Ant i -P o 1 1 ut i on League's argument re hypothetical 
alternative site hoaring Argues NRC has not made meaningful 
study of alternative sites Requests establishment of 
rational appruacn to siting Ceitificatc of Sve enc 1 
BACUS.RA O'Neil. Backus, bplelman 79/03/02 15pp 


7903260170 Supports proposed altpinate sites hearing. In case cooling 
towers are requiiad at Seabrook, but heels Phillips Cove is 
non-viable alternative Certificate of Sve enc I 

DIGNAN. T . OAO. R h Public Service Co or New Hampshire 79/03/02 

llpp 


7903200326 Forwards IE Insp Repts 50-443/ /9-01 (< 50-444/79-01 on 
790115-16 No none amp 1 lanc e noted 

CARLSDN, R T Region 1 . Philadelphia. Reactor Construction V 

Engineering Support Branc h 79/02/0/ 2pp 


7903200333 IE Insp Repts 50-443/79-01 *. SO-441/79-01 on 790115-16 Na 
none bmp 1 ian.ee noted Major are.is inspected previously 
unresolved items, work in progress in const area, reactor 
pressure vessel unloading «. handling 6 cotici ete placement 
FOLSOM, a A , BATEMAN, W H . MCGAUGMY. R W Region I. 

Phi laifelph la. Reactor Construction b Engineering Support Branch 
79/02/06 7pp 


7903060625 Forwards IF Info Notice 79-03. ' I Imilorquo Valve Geared 
Limit Switch Lubricant " 

GRIER. B H Region I, Philadelphia. Office of the Director 

79/02/09 I p 


7903300049 Forurards IL Insp Repts 50-443//9-02 *< 50-444/79-02 on 
790124-25 No noncompliance noted 

CARLSDW, R T Region 1, Philadelphia. Reactor Construction li 

Engineering Support Branch 79/02/14 2pp 

7903300055 IE Insp Repts 50-443/79-02 !i 50-444/79-02 on 790124-25 
No noncompliance noted Major ai eas inspected allegation 
that froien water uas present on previously placed conciete 
prior to subsequent concrete placement 

FOLSOM. S A Region 1, Ph 1 1 ad c 1 p h 1 a , Office of the Director 
MCOOUOHY.R ty Region t, Philadelphia. Reactor Constructipn h 

Engineering Support Branch 79/02/13 7pp 


/903080389 Forwards 1C Info Notlcv /9-04. "Degradation of rngineerod 
Safety Features " 

QRlEn.B H Region 1, Ph 1 ladelph la. Office of the Director 
79/02/16 ip 


7903280025 Forwards IF Bulletin 79-02. "'Pipe Support Base Plate Designs 
Using Concrete Ecpaiislon Anchor Dolts " 

GRIER, B.H Region I. Philadelphia, Office of the Director 
79/03/06 ip 


DOCKET 50-444 Seabrook Nuclear Station. Unit 2 


7903090413 Requests names f< addresses of interVenore In proceedings re 
Public Sve Co of NH const permit Also seeks Info re current 
status of EPA approval of facility cooling sys 
PHILLIPS. N P Affiliation Unknown 79/01/31 Ip 


7903050554 Forwards NRC tosponses to questions raised by JH Duck re 
Pilgrim t< Phillips Covo transmission lines 
BRENNER. L Branch 3 79/02/09 3pp 


7903060329 Responds to ASLAD request by forwarding NRC studies re 
Reputation denslttes 6 accident risks related 
correspondence N/o end 
CUTCHINiJ M Branch 3 79/02/13 2pp 


7903060460 Informs recipients of IE Bulletin 79-01. "Environ 
Oual 1 f ica 1 1 on of Class JE Equipment," dtd 790208. that valve 
limit switch identlflod as NAMCO Model S3CML should read 
8L0CHL 

ORIER.B H Region 1, Philadelphia, Office of the Director 
79/02/27 Ip 


7703260120 At k receipt of 790213 Itr Informing NRC of steps taken t» 
correct violations noted In IE Insp Repts 50-443/76-16 L 
50-444/76-16 

CARLSDN, R T Region I, Philadelphia. Reactor Construction U 

Engineering Support Branch 79/0P/26 tp 


7903260129 Responds to NRC 790113 Itr re violations noted in IE Imp 
Repts 50-443/76-16 «< SO-444/78-16 Corrective actions 
Structural steel stoied property f< surveillance of area 
increased 

MASELTINE. J D Public Service Co of Now Hampshire 79/02/13 

Ip 


7903260131 Forwards IE Insp Repts 50-443/78-16 b 50-444/76-16 on 
78 13b 2- iS & notice of violation 

CARLSON, R T Region I, Philadelphia, Reactor Construction t. 

Engineering Support Rraneh 79/01/15 2pp 



DOCKETED SERIES 


DOCi<£T SO-444 Ssatiisok Nuclear Station> Unit 5 


7903260134 Notice of violation froM insp on 701213-15 

* Region 1. Philadelphia Office of the Director 79/01/12 
lj» 


7903260140 IE Insp Repts 50 443/;S-16 6 50-444/70-16 on 781212-15 
Nontonp I lanc e noted failuie to control matl storage 
FGLSCK,S A , FASAND. A N . NCGAUQHY. R U Region 1. PMladclpMa. 

Aeat tor Construction t Engineering Support Branch 79/01/12 7pp 


7?'032SC025 Foruards IF Bulletin 79-0?i"Pipe Support Base Plate Designs 
Using Concrete fcipansion Anchor Bolts “ 

GRIERjB M Region 1 Ph 1 1 ad e 1 p h i e > Office of the Director 

79/03/08 ip 


DOCKET SO-445 Comaiiche Peak Steam riectric Ste , Unit 1 


7903120422 SunmarDes 701024 meeting on geologg of site /< surrounding 
area No seismic pioblems 

NAVEHTI.R tight via ter Reactors Branch 4 79/0t/17 llpp 


7903060657 Requests addl info re reg guide h branch technical posttions 
to complete evaluation of application for operating license 
Responses should be submitted bij 790301. 

VARS A. 5 A Light Natei Reactors Blanch 4 77/02/03 44pp 


7903060674 lliforTis of schedule !< procedures foi revieu of UCAP-0S87 
Several applications that reference this i epl as basis for 
inaeting IEEE 323- 1774 std ui 1 1 be levleucd Requests addl 
info re previous i epts on seismic tests 

ST0L7. J F Light Uater Reactors Branch 1 77/02/06 2pp 


7903020178 Forijcards plans re revlcu of Class IF equipment qualification 
referencing UCAP-BSS/. ’ Me th ado 1 og g foi Ouallfging 
tiestinghousc PNR- SD Piovided NQBS Safety-Related Equipment " 

BAER. R L Light Uatei Fleactors Blanch 2 77/02/09 4pp 


7903140125 Descilbes NRC recommendations for general contents of 
Offiite Dose Lalculation Manual i cquired u/rad i ologteal 
effluent Tech Specs 

BAER I R L Light Uater Reactors Branch 2 79/02/13 7pp 


7903210003 Confirms telcon of 790316 re defective equipment supplied to 
Teias Util Generating Co Tuo AU line sui tchboards uere 
■tslpped ui/ini orr eel ammeters installed Incorrect ammeters 
uere removed f> correct ammeters Installed 
^eRHQH. R I- Oeiioral Moctric Co 79/02/16 2pp 


7903050393 Foiiuards ‘'E«hibit 3i Garland" erroneously omitted from enc 1 
in 790322 Ur, log number TXX-2963 

FULLER. S Teias Utilities Services. Inc 79/02/26 2pp 


7903150140 Summary of 770213 meeting in Bethesda.MD w/TX Utils 
Generating Co to discuss NRC requlromenls re overhead cranes 
t> pipe breaks outside containment 

BURHELL. 5 II Light Water Reactors Branch 2 79/02/27 4p p 


7903210411 Fniuards request for addl Info re poteer sys f< 
instrunentation 1 conti ol sys Request that FSAR be amended 
to Include info sought Response should be submitted by 
790323 

EAER. R L Light Wetor Reactors Blanch 2 79/02/28 SOpp 


7903270621 Forwards NUREfJ-0023i "Summary of Operating Experience 
W/Reclrcujatiiig Steam Generators." uhtch focuses on recent 
problems ui/d egradat ion Believes continued plant operation 
dogs not constitute undue risk 

EtSENMUTtO G Assistant Directoi fo) Systems b Projects 
79/03/02 3pp 


7903260367 Nolifieation of 790320-Pl site visit to Oien Rose. TX u/ 
Caseload Foreiast Panel lo evaluate constr progress !c 
Independently assess fuel load date 

BUR HELL. 8 P Light Water Reactors Branch 2 79/03/09 2pp. 


7903260308 Requests addl info re capability of nuclear steam supply 
(gs to respond to postulated ATWS transients W/ltr to major 
vendors requesting info 6 forwarding NUREO-0460. Uol 3 
U/o encl 

VABSALLO. D D Assistant Director foi Light Water Reactors 
79/03/1 S 3pp 


7903280244 Notification of 790327 meeting w/TX Utilities Oonerating Co 
in Pathasda. HD to discuss repair procedures for relocating 
Kliorlented vossel support pods 

BUHHEUL.SB Light Water Reactors Branch 2 79/03/19 2pp 
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7903020371 Review of environ rept is conplote Proposed action will not 
affect any projects of DQl.Bureau of Reclamation 

WEfMER. R H Interior, Dept of. Bureau of Rec i ama 1 1 on 79/02/22 
Ip 


7903070351 Forwards 79021S memo t. 7902J 1 Itr of CE Harley re 
distribution of Fnviron Rept 

WERNER. R Texas Utilities Services. Inc 79/03/26 4pp 


7903260177 Forwards safeguard contingency plan Plan withheld (ref 
iOCFR2 790) 

GARV.R J Texas Utilities Generating Co 79/03/22 2pp 


7903050340 Forwaids addl info which now completea TX Municipal Powsr 
Agency antitrust info Concerns application for util tu 
receive ouiiersh ip interests In facility Draft joint 
owner ship agreement 1 draft transmission agreement encl 
• Debevoise t< Lieberman 70/12/22 20pp 


7903220074 State of TX's petition to participate as Interested state 
State is concerned u/piotectlng health L safety of its 
cltliena 6 in meeting its future energy needs Certificate 
of Sve end 

LQWERREr R W Texas. State of 79/02/13 3pp 


7903190153 Forwards NUREG/CR— 0400. NRC policy statement re Lebils 
Committee's revieu of WABH-1400. w/FES h SER M/o ends 
CHANDLER, L U Branch I 79/02/14 Ip 


7903060333 Answers request for info re participation in licensing 
proceeding Forwards info W/o enc] 

ULHAN. M 8 Operations L Administrative Division 79/02/13 2pp 


7903230140 Applicant uould uelcomo participation of State of TX as 
interested state if healing is held Certificate of Sve end 
REYNOLDS. N S Dcbevolse t. Lieberman 79/02/26 2pp 


/903220473 Intervention petition of Citiiens Association for Sound 
Energy Avers interests affected Affidavits of J Bills fe E 
Stinsons U Certificate of Svt encl 

ELLIS. U Citizens Association for Sound Energy 79/02/23 &pp 


7903300086 Intervention petition L request for hearing filed by TX 
Association of Coitimunity Organiiation for Reform Now I. West 
TX Legal Sve Affidavits of T Thompson ti W Garret I. 

CeTtificeto of Eve encl 

GAY. 0 M West Texas Legal Services 79/03/02 gpp 


7903300102 Citizens for Fair Util Regulation's intervention petition 
Avers interests to bo affected L requests local hearing 
Affidavit of NH .Jacobson N Certificate of Sve encl 

JACOBSON. N H Citizens for Fair Utility Regulation 79/03/03 4pp. 


7903210354 Raises no objection to State of TX 790213 petition to 
participate as interested party if hearing is ordered 
Certificate of Sve encl 

CHANDLER, LJ Blanch I 79/03/05 2pp 


7903200152 Establishes ASLB to rule on intervention petitions L hearing 
requests L to preside if hearing is ordered 

YORE. J R Atomic Safety and Licensing Board Panel 79/03/09 2pp 


7903280293 Requests explanation of why operating licenses are being 
cgnsldered years before const Is completed 
NQVICK.J Affiliation Uiiknoun 79/02/28 Ip 


7903060717 Requests intervener status in proceedings re application of 
TX Utilities Generating Co for operating license 
ELLIS. J Citizens Association for Sound Energy 78/12/30 ip 


7903030204 Notification to dvsregai d 790102 petition for intervention 
by Cibitens for Fair Utility Regulation in matters re 
operating license antitrust proceeding 

UE65Y. R P Office of the Executivo Legal Director 79/01/05 ip 


7903070272 informs that during v/an 1979 South TX Electric Cooperative 
Inc U Medina Electric Cooperative Inc neither initiated nor 
received any discovery r eques t s, W/C«r ti f icate of Sve end 
JOHN. D. F Akin. Oump. Hauer 6 Feld 79/02/02 4pp 


7903020100 DUJ response to Houston Lighting L Power Co objections (i 
motion for a protective order re DOJ discovery request Urges 
denial of util motion (< seeks answers to all DDJ 
interrogatories Certificate of 3vc encl 

HARRIS.J L . CLARK, R H . PARMENTERiF H Justice, Dept of 
79/02/06 2lpp 
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DOCKETED SERIES 


DOCKET 50-4flS Camaiithe Peak Qteafii. SleetMc Sta > Unit 1 


7903070090 Anauat-Bd DOJ diacpvery rsquast »n Jan 1779 t pecatved 
Intarr og-atoT > as Answers dje u/di>cuf»en bs <ref and 
agresRientd Captificate of Sve ancl 
BALDUGH. R C Austidr TX 79/02/0* 3pp 


7903090094 Irifopms of Tea-La Electric Cooperative's receipt of 
discoverij docojnonta from related Disti ict Court case far 
tnsp No other discovery activity initiated during Jan 
Certificate of Sve end 

BURCHETTE-WH Northeutt Ely /9/02/09 4pp 

790303017* “Info RcqoePted by Attorney Oeneral for Antitrust Review of 
TX Nunidpal Peuer Agency " 

• Teias Utilities Oenerating Co 78/12/14 2DDpp 


7903070190 Motion tor entension of tine until 79030S to respond to 
790206 motion to compel fuller responses to BQJ first set of 
interrogatories Certificate of Sve encl 

FRANKLIN. M J . BOUKNIOHT. J A Louen s t el n. Meunan. Rei s . Ac el ra d t< Toil 

77/02/14 5pp 


7903070422 Advises that “Second Sat of I ti t erroga t or ios U Requests tor 
Production of Documents from Houston Lighting fc Power Co to 
HRC" uas hand-delivered on 790212. not 770209 as Certificate 
of 8vc states 

PLUMEfM D Anti-Trust Division 79/02/14 ip 


7903190330 Motion by TX Utils Ooneratlng Co for eitenslnn of time to 
respond or file appropriate motions to 79D131 discovery 
request Could not reach counsel for Public Utlt Board of 
Brobintvl 1 1 e. TX Certificate of Sve end 
KNOTTS. J a Pebevoise tc Lleberman 77/03/14 6pp 


7903080347 Requests dar i f 1 ca tl oil re Interrogator t es 1 * 2 In search 
set Monts to know whether Houston Lighting U Power wants 
Info on all witnesses NRC may call. or only those addresting 
Houston Lighting U Power activities 
UeeSY. R. P Anti -Trust Division 77/02/15 Ip 


79031300S5 Grants tinia oitenslons to Houston Lighting U Power L TX 
Utils Generating Co to respond to discovery requests 
MILLER, H E Atomic Safety and Licensing Board Panel 79/02/19 
2pp 


7903130170 Motion fop ei tension of time until 790302 to respond to OQJ 
77020* motion to compel, due to late receipt of notion by TX 
Util Generating Co's counsel Certificate of Sve end 
KNOTTa. J D Debevoise t< Llqberman 79/02/16 4pp 


77030S009S Houston Lighting & Power objoctlons ti answers to NRC's 
initial interrogatories {< requests for production of 
documents Certificate of Sve end 
BARNETT. E M Daker & Dotts 79/02/20 3fipp 


7903030379 Forwards TX Municipal Power Agency iTMPA) response to NRC 
790104 Itr requesting atftfl Info re pending request to amend 
const permits to reflect ownerililp interest of TMPA 
SCHMIDT, H C Teiai Utilities Co 79/02/22 ip 


79O3D90381 Responses of four TX cities fBryani Denton, Darland, L 
Greenville} to NRC Question 9 of "Info Requited by Attorney 
General for Antitrust Review " M/encl date on smaller 
adjacent electric util sgs 

PLEITZ, D Naman, Howell. Smith, Lee * Muldrou 79/D2/0Q *pp 


7903080327 Notification of 770320 prehearing conference In Dethesda.HO 
to review discovery status of parties * to hear arguments on 
790216 joint HQS 

MILLER, M E Atomic bafety and licensing Board Panel 77/02/23 Ip 


7903220403 Central Power & Light Co's first sot of interrogatories to t 
request for production of documents from Public Util Doard 
of City of Brownsv 1 11 B, TX Certificate of Sve encl 
STAHL, D M Isham, Lincoln !t Beale 79/02/23 tSpp 


7903260098 Motion by Central Power t< Light for eitension until 790323 
in which to respond to Houston Lighting b Power Co's first 
set of interrogatories 

STAHL, D M Isham, Lincoln 6 Doalo 77/02/23 6pp 


7703I5010B Grants eitension until 790312 for NRC response to Houiton 
Lighting t Power Co second set of inlerrogatoi les * 
requests for production of documents for good cause shown 
MILLER. M E Atomic Safety and Licensing Board Panel 79/02/37 |p 


77032002*9 Central Power Light Co's second set of interrogatorls* E, 
request foi production of documents, addressed to Houston 
Lighting L Power Co 

STAHL. D M Isham. Lincoln *< Beale 79/02/27 lOpp 


7903210374 Houston Lighting t, Powoi Co's response to DOJ motion for 
extension of time Requests ASLB to hold ruling on motion in 
abeyance until 770320 prehearing conference S, urges adoption 
of fair schedule Certificate of Sve encl 

0DUKNIGHT, J A Louen s te i n, Newman. Re 1 s, A < s I rad it Toll 77/02/27 
7pp 


7903220143 Central Power f, Light Co's fust set of interrogatories h 
request for production of documents addressed to TX Util 
Generating Co 

« Isham, Lincoln it Deale 79/02/27 9pp 


7703I406D8 Responds to OQJ 790206 request to compel City of Austln.TK. 
to provide fullei responses Denies motion re Interrogatories 
7,12 It I3igrants motion re Interrogatories 5,19 ti 22 
MILLER, M E Atomic Safety and Licensing Board Panel 79/02/28 

*pp 


790314D645 Allows Central Power L Light Co until 770316 to respond to 
Houston Lighting (t Power Co's interrogatories Defers ruling 
on DOJ 790222 motion until after /90320 prehearing 
conference 

MILLER, M E Atomic Safety and Licensing Board Panel 77/02/20 

2pp 


7703230-174 Rept on progress of discovery during Feb 1979 
HARRIS. JL Justice, Dept of 77/02/20 6pp 


7703060231 Forwards response of Drains Electric Power Cooperative Inc 
to Question 9 of info requested by Attorney General for 
antitrust review 

SCHMIDT, H.C Teias Utilities Co 79/03/01 I3pp 


77032302B0 TX Utl) Co b subsidiaries' answers to NRC's initial 
interrogatories *, requests for production of documents 
Affidavit of authui nation b Ceitificate of Sve end 
RELYEA, S C Worsham, Forsythe b Sarapels 79/03/01 24pp 


7903200277 TX Util Generating Co's response to DOJ 79020* motion to 
compel fuller responses Urges denial or mod of motion 
Certificate of Bve encl 

KNOTTS, J a Debevoise b Lleberpian 79/03/02 lOpp 


7903090007 Grants 79D2I6 motion extending until 790302 TX Util 
Generating Cc's time to respond to ODJ motion to compel 
miller. M E Atomic Safety and Licensing Board Panel 79/02/22 Ip 


7903130377 Application for Issuance of subpoenas for depoiltion of 
RL Hrlght & for production of do-cursents to Keeper af Records 
of Gulf States Util Co Certificate of Sve encl 
POIRIER. K R Spiegel it McDlarmld 79/02/22 29pp 


7903140633 Houston Lighting b Power Co's objections to Items 5. 6(<l, 
Kdl, Hg),8lc),2l. 37(a>.43 b 43 of NRC 790113 discovery 
request Moves ABLB for a protective order Certificate of Sve 
•ncl 

FRANKLIN, M J . BARNETT, E W Baker b Dotts 79/02/22 Bpp 


7903230190 MaCtnn for extension of time in which to respond to Houston 
Lighting b Power Co's second set of Interrogatories b 
document requests Certificate of Bve encl 
HARRIS, J L Justice. Dept of 79/02/22 7pp 


7903200287 TX Wtll Generating Co's objections b motion for protective 
orders w/regaril la interrogatories b document requests of 
Brownsv 1 1 le. TX Interrogatories are vague b genera 1 1 t esponies 
would be burdereecme Certificate of Qvc encl 
KNOTTS, J B Debevoise b Lleberman 79/03/02 lOpp 


7903300078 Response of South TX Oooperat i ve, Inc b Median Electric 
Coop erablvc, I nc to mital in tei roga tor i as b first request 
for production of documents from Public Util Board of 
Drounsvllle, TX Cortiflcate of 0vc encl 

HUNTER, M McGinnis, Lochrldge b Kilgore 79/03/02 6pp 


79D31BO370 Protective order re confidential business info which may he 
submitted by companies In connection u/this proceeding 
MILLER, H £ Atomic Safety and Licensing Board Panel 79/03/0* 

*pp 
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DOCKETED SERIES 


GOCl'ST S0-44S Comancho Peak Steam Electric Sta . Unit 1 


7'?O31A03a7 Grants 790301 joint motion For ulthdraual of subpoenes ti 
■notions S< approves agreement re depositions t< documents 
HlLLESpfi E Atomic Safetg and Licensing Board P^nel 79/03/06 Ip 


79O3S3038B Order re Houston Lighting b Pouer 7901 IS motion for 
protective order concerning DDJ discoverg request Overrules 
objerflons re speculation argument & conjecture Orders util 
to supply requested facts 

KILLERpM E Atomic Safetg and Licensing Board Panel 79/03/06 

Spp 


7903S00087 Foruards addl info from TX Municipal Pouior Agencg in 
response to Question 9 re antitrust revieu U/o end 
SlIAPAR.H K Office of the Eiecotlve Legal Director 79/03/07 Ip 


790336DI9I Grants Houston Lighting & Pouer Go's 790306 motion for 
eetenslcn until 7903SO in uhich to respond to Central Pouer 
(r Light Co's second set of interrogatories 

HILLERtM E Atomic Safetg and Licensing Board Panel 79/03/03 Ip 


7903160135 Informs of status of discoveiy NRC has received answers b 
objections from Houston Lighting i> Pouer Co It TX Util 
COpwas served u/second set of Intel rogatories from former & 
plans to continue revleuing documents 
BLUHE. « B Anti-Trust Division 79/03/09 Ip 

7903S'2Oa44 Sustain* certain of TX Util Generating 790IIS objections re 
DOpI discoverg requests! denies othei s Grants motion to compel 
fuller responses to DOJ interrogatories 2<a )(i(b >i 3(a ) > 4 j 7> 9i 
ISr 14-16. 20. SI. S3 (t S5 

HILLERtM E Atomic Safetg and licensing Board Panel 79/03/09 

Bpp 


7903300241 Grants motion of Gulf States Util to eitend until 790411 
iperlod In uhich to respond to A8LB 790S86 subpoena for 
production of documents per request of Public Utils Board of 
Brounsvl 1 1 e. TX 

HILLER.M E Atomic Safetg and Licensing Board Panel 79/03/13 Ip 


79O3S90111 Application bg Public Utils Board of Breunsvl I Id, TX. for 
Issuance of subpoenas for production of documents from 
parent L affiliated companies of Central Pouier L Light Co 
Certificate of Sve end 
* Spiegel L KcDlarmid 79/03/14 9Bpp 


7903030192 Forwards "Info Requested bg Attorneg General for Antitrust 
Revieu of TX Municipal Pouer Agencg " 

KHDTTS.J B Debevoise << Llebcrman 76/12/14 Ip 


7903140267 Forwards IE Insp Repts 30-443/78-22 L 30-446/70-22 on 
701201-31 No noncompliance noted. 

SEIDLE.H C Region 4i Dallas. Reactor Construction & Engineering 

Support Branch 79/01/10 2pp 


7903140272 IE !nsp Repts 30-443/70-22 «. 30-446/70-22 on 701801-31 No 
nencempl iancB noted Major areas inspected const activities 
including uoldlng of reactor coolant L emergency core 
cooling pipe sgsi storage ti maliit of equipment k concrete 
TAVLCflrfi 0 r GROSSMAN. W A Region 4, Dallas. Reactor 

Conetructlan 6 Engineering Support Branch 79/Ol/iO 6pp 


7903140286 Forwards IE Insp Repts 50-443/ /9-02 8. 30-446/79-08 on 
790108-10 No noncompliance noted 

SETOLEiH C Region 4. Dallas. Reactor Construction ti Engineering 

Support Branch 79/01/10 2pp 


7903)40263 IE Insp Repts 30-443/79-02 U 80-446/77-08 on 790100-10 No 
nencenp 1 ianc s noted Major areas inspected const topics 
Including welding of reactor coolant l< safety-related pipe, 
containment concrete p lacemsnts. penetration It cable trays 
0ILSERT. L 0 , CROSBMAN, W A . HALL. R E Region 4. Dallas, 

Reactor Construction t. Engineering Support Branch 79/01/17 6pp 


790308042B Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment " hl/list of 11 systematic evaluation program 
plants for which no action is required 

BEVESIT.R V Region 4. Dallas, Office of the Director 79/02/00. 

I# 


79030B0442 Forwards IE Info Notice 79-03, "Llmi torque Valve Oaarad 
Limit Suitch Lubricant " 

BEYFBIT.R V Region 4, Dallas, Office of the Director, 79/08/09 
If 


7903090047 Forwards IB Info Notice 79-04. "Degradation of Engineerod 
Safety Features " 

9EVFRIT.K V Region 4, Dallas, Office of the Director 79/02/16 
tp 


7903070204 Ad receipt of 790104 Itr informing NRC of stops taken to 
correct violations noted In IE Insp Repts 30-443/78-20 fc 
50-446/70-20 

SEIDLE. H C Region 4, Dallas. Reactor Construction ti Engineering 

Support Branch 79/02/21 Ip 


7903070207 Responds to NRC 76121S Itr re violations noted in IE Insp 
Rapts SO-445/70-aO U SO-446/76-20 Corrective actions' 
speelfleations revised to elimi natc requirement for 
submittal of radiographs to arch! tec t/eng Ineer 
OARV.R J Teias Utilities Qeneratlng Co 79/01/04 3pp 


7903190025 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 790200, that valve 
limit switch identified as NAMCD Model 83CltL shO'Uld read 
SL3CHL 

SEVFRIT.K V Region 4. Dallas, Office of the Director 79/02/27 
‘P 


7903290000 Forwards IE Bulletin 79-02. "Pipe Support Base Platt Designs 
Using Concrete Expansion Anchor Bolts " 

SEVFRIT.K V Region 4. Dallas, Office of the Director 79/O3/0B 
Ip 


7903300010 Forwards IE Bulletin 79-03. “Longitudinal Weld Defects in 
ASHE 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactur ed by Youngstown Welding St Engineering Co." 

SEVFRir.K V Region 4. Dallas, Office of the Director 79/03/12 


7903280237 Ack receipt of 790306 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-445/79-03 *< 

50-446/79-03 

SEIDLE, W C Region 4. Dallas. Reactor Construction tt Engineering 

Support Drench 79/03/13 Ip 


79032G0290 Responds to NRC 790306 Itr re violation noted In IE Insp 
Repts 50-445/79-03 L 50-446/79-03 Corrective actions 
"elephant trunk" length increased to reduce concrete free 
fall.QA procedures changed & emphasized 

GARY.R J Teias Utilities Generating Co 79/03/06 3pp 


7903300003 Forwards IE Circular 79-04. “Loose Locking Hut on Llmitorque 
Valve Operators " 

SEVFRIT.K V Region 4. OaUas. Office of the Director 79/03/16 
»P 


7903300200 Forwards IE Info Notice 79-DS, "Use of Improper Matls in 
Safety-Related Components " 

SEVFRir.K V Region 4. Dallas, Office of the Director 79/03/21 
8pp 


7903270324 U Crosiman Informed on 790186 of potentially reportable weld 
metal defects in shop weld between reactor pressure vessel 
hot leg noitle “C" k its safe-end Interim response dtd 
790219 has been submitted Investigation will continue 
GARY.R J Texas Utilities Generating Co 79/03/19 Ip 


DOCKET 30-446 Comanche Peak Steam Electric Bta . Unit 2 


'903120422 Summarizes 761024 meeting on geology of site t< surrounding 
area. No seismic problems 

NAVENTI.R Light Water Reactors Drench 4 79/01/17 llpp 


79030606S7 Requests addl info ra reg guide L branch technical positions 
to comp lete evaluation of application for operating license 
Rasp oneas should be subml tt«d by 790301 

VARGA. 8 A Light Water Reactors Branch 4 79/02/02 44pp 


7903060674 Informs of schedule & procedures fop ravlew of WCAP-BS07. 
Several applications that reference this rept at basis for 
meeting IEEE 323-1974 std will be revl euied. Requests addl 
info re prevloue repts on seismic tests 

BTOLZ.J, F Light Water Reactors Drench 1 79/02/06 8pp 


7903020176 Forwards plans re review of Claes IE equipment qualification 
referencing tlCAP-8S87i “Methodology for Qualifying 
Westlnghause PWR-3D Provided NS88 Saf ety-Ralatad Equipment *' 

BACR,R. L Light Water Reactors Branch 8 79/02/09. 4pp. 


7903140129 Descrlbss NRC recommendations for general contents of 
Offsite Dose Calculation Manual required w/rad lolog i cal 
effluent Tech Specs 

BAER.R L Light Water Reactors Branch 2, 79/08/13. 7pp 


7903210003 Confirms telcon of 790216 re defective equipment supplied to 
Texas Ublt Generating Co Two AV line switchboards were 
thlpped u/ineorreet ammeters installed Incorrect ammeters 
were removed & correct ammeters Installed 
YERROWfR L. General Electric Co 79/08/16 2pp. 



m DOCKETED SERIES 


DOCKET 50-44& CofflaneAe Peat Steam Electric Sta i Unit 3 


7903030293 Forcuards "Echlblt 3< Car land " erroneous ly ooiitted from end 
In 770332 Itr. log niinber rXX-3763 

FULLER • S Te>as Utilities Servicesi Inc 79/03/36 2pp 


7903130140 Summary of 790213 meeting In Be th e sdap HD u/TX Utils 
Cenerating Co to discuss NRC requirements re overhead cranes 
8< pipe breaks outside eontalrment 

OURUELLjS B Light Hater Reactors Branch 2 79/02/27 4pp 


7902210411 Forwards request for addl info re power sys t< 
instrumentation & control sys Request that F5AR be amended 
to Include info sought Response should be submitted by 
790323 

DAERrR U Light Water Reactors Qranch 2 79/02/38 SOpp 


7903270631 Forwards /<UREO-0933 p "Summary of Operating Esperiance 
u/Reclrculat ing Steam Generators!" which focuses on recent 
problein* u/degrada 1 1 on Believes continued plant operation 
does not constitute undue risk 

EISENHUTpD G Assistant Director for Systems (i Projects 
79/03/02 3pp 


7903260367 Notification of 790320-21 site visit to Glen Rose. TX u/ 
Caseload Forecast Panel to evaluate constT progress ti 
Independently assess fuel load date 

BURMELLpS P Light Hater Reactors Branch 2 77/03/09 2pp 


790326030B Requests addl info re capability of nuclear Steam supply 
sys to respond to postulated ATMS transients W/ltr to major 
vendors requesting info 6 forward ing NUHEO-O460i Vo] 3 
H/o one 1 

VASSALLOiD B Assistant Director for Light Water Reactors 
79/03/15 3pp 


7903280244 Notification of 790327 meeting w/TX Utilities Generating Co 
in Bethesdoi MD to discuss repair procedures for relocating 
mtsorlenteif vessel support pads 

QURUELLi S B Light Water Reactors Branch 2 79/03/19 2pp 


7903020371 Review of environ rept Is complete Proposed action will not 
affect any projects of 00I< Bureau of Reclamation 
WEIHERt R H Interior. Dept of. Bureau of Reclamation 79/02/23 

tp 


7903070331 Forwards 790212 memo «< 790211 Itr of DE Harley re 
distribution of Enviro'n Kept 

WERNER. R Tesas Utilities Services, Inc 79/02/26 4pp 


7903260177 Forwards safeguard contingency plan Plan withheld tref 
10CFR2 790I 

GARY.R J Teiat Utllltlds Generating Co 79/03/22 2pp 


7903050340 Forwards addl info which now completes TX Municipal Power 
Agency antitrust info Concerns application for util to 
receive ounarshlp interests In facility Draft joint 
ownership agreement fc draft transmission agreement snci 
e Cebevolse & Lleberman 7B/12/22 20pp 


7903820074 State of TX 'a petition to participate as Interested state 
State is concerned ui/protectlng health I. safety of its 
cttlicni fc in meeting its future energy needs Certificate 
of 6vc end 

LOMERRE. R. M Teias. State of 79/03/13 3pp. 


7903190133 Forwards HUREG/CR-0400. NRC policy statement re Lewis 
Committee's review of HASH- 1400, w/ FES & SCR M/o ends 
CHANDLER, LJ Branch 1 79/02/14 ip 


7903300102 Citlisns for Fair Util Regulation's intervention petition 
Avers interests to be affected i, requests local hearing 
Affidavit of NK -Jacobson & Certificate of Bve end 

JACaBSQN, N H Cttliens for Fair Utility Regulation 79/03/03 4pp 


7903210354 Raises no objection to State of TX 790213 petition to 
participate as interested party tf hearing is ordered 
Certificate of Sve end 

CHANDLER. LJ Branch 1 79/03/03 2pp 


79032G01S2 Establishes ASLD to rule un intervention petitions U hiarlrp 
requests t, to preside if hearing is oidered 

YORErU R Atomic Safety and Licensing Board Panel 79/03/09 2 pp 


79032G0293 Requests explanation of why operating licenses are being 
considered years before const le completed 
NOVICK.J Affiliation Unknown 79/02/20 Ip 


79030S0204 Not i f I cation to disrogaid 790102 petition for inter ventler 
by Citizens for Fair Utility Regulation in matters re 
operating license antitrust proceeding 

LESSV.R P Office of the Executive Legal Director 79/OI/OS ip 


7903070272 Informs that during Jan i9/9 South TX Electric Cooperativt 
Int h Medina Flectric Cooperative Ine neither initiated nor 
received any discovery requests W/Cer ti f ica te of Sve end 
uaMN, D F Akin. Cunp, Hauer t Feld 79/02/02 4pp 


7903020100 DOJ response to Houston Lighting tt Power Co abjections li 
motion for a protective order re DOJ discovery request Urges 
denial of util motion b seeks answers to all DOJ 
Interrogatories Certificate of Sve end 

HARRIS. J L , CLARK. R H , PARMENTER. r H Justice. Dept of 
79/02/06 2lpp 


7903090090 Answered DOJ discovery request in Jan 1979 & received 
interrogatories Answers due ui/documents (ref end 
agreement) Certificate of Sve end 
BALOUQH.R C Austin. TX 79/02/06 5pp 

7903090094 Informe of Tei-La Electric Cooperative's receipt of 
discovery documents from related District Court case for 
insp Mo other discovery activity initiated during Jan 
Certificate of Sv< unci 

DURCHETTE. W H Northeutt Ely 79/02/09 4pp 


7903090196 "Info Requested by Attorney General for Antitrust Revitu oi 
TX Hunidpal Power Agency " 

4 Texas Utfllttes Generating Co 78/12/14 200pp 


7903070190 Motion for extension of time until 770303 to respond to 
790206 motion to compel fuller responses to DOJ first set of 
Interrogatories Certificate of Sve end 

FRANKLIN. U J . BOUKIltGHT. J A Loieelistoin. Neuman. Rel s. Axelrad k Toll 
79/02/14 3pp 


7903070422 Advises that ''Second Bet of Interrogatories •!« Requests for 
production of Documents from Houston Lighting t< Power Co to 
NRC" was hand-delivered on 790212. not 790209 as Cert if lea te 
of Bve states 

DLUHE.M D Anti -Trust Division 79/02/14 ip 


7903i903SO Motion by TX Utils Generating Co for extension of tine to 
respond or file appropriate motions to 790131 discovery 
request Could not reach counsel for Public Util Board of 
Brounsvt 1 1 hi TX Certificate of Bve end 
KNOTTS, J a Debevoise h Lioberman 79/02/14 6pp 


7903080947 Requests clarification re Interrogatories 1 It 8 In search 
set Hants to know whether Houston Lighting 1. Power wants 
info on all witnesses NRC may call, or only those addressing 
Houston Lighting 5 Power activities 
LEBSY.S P Anti -Trust Division 79/02/15 Ip 


7703130093 Grants time extensions to Houston Lighting & Power 6 TX 
Utils Generating Co to respond to discovery requests 
miller, H E Atomic Gafoty and Licensing Board Panel 79/08/19 

app 


79031S017B Motion for extension of time until 790302 to respond to DDJ 
790206 lastion to compel, due to late receipt of motion by TX 
Util Oineratlng Co's counsel Certificate of 8vc end 
KNOTTS, J 0 Debevolse I, Lleberman 79/02/16 4pp 


7903080055 Houston Lighting it Power objections It answers to NRC's 
initial interrogatories C< requests for production of 
documents Certificate of Sve end 
BARNETT, E H Baker & Betts 79/02/20 36pp 


/903050379 Forwards TX Municipal Power Agency ITMPA/ rospons# to NflC 
790104 Itr requesting addl info re pending request to amend 
const permits to reflect ownership interest of TMPA 
- IMIDT, H C Texas Utilities Co 79/08/22 ip 
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roC>*ET 50-44* Ci-naiictie Peak bteam FI er trie bta . Un i t 2 


Be-pO'ifes of lOJr Tt cities i Bi ij an. Den to n. <5a r I an d > t 
Ctesnvillei '•u NRC Oocstiun ‘i ot 'Infii Requested by Attorney 
General for Anlitiuat fie.ieu " u enc 1 data on smaller 
adjatent electiji u'l! sgs 

PLFITI.O u»nan HnJe-11 Smitti Lee ' Muldrou /R/Oa/OS 6p(k 


79030^00!)7 Grant, -k'j'lt .i.jtjon eit-eniiina until '90302 TX Ut l i 
Generating C: » tire in respond ro ooj motion tu compel 
lilLLER>n E Atoiiir Zsriry anu t i.cnsing Boot d Panel 79/02/22 Ip 


/B’Q'TI □05'’7 Appli'dtioii tor issuflnie of iiibpoenas foi deposition of 
RL Mpisf't ' fd' pi-ifuck.on of dicudients to Pocpti or Records 
af Cul f States Otil st. Certificate of 3/r one) 

POIRIER MR =CiEgel • MrDiarmid /9/02/22 29p p 


T-^OOMOiBO H tan Ulirtitig ’ Pduj't r 0 ■ objections to Items 5.*(el< 
]td>.t(gl 'liCk ,1 3’I3/ 4'j • 45 or NRt 790115 discovery 
request Mo, us n=iP tu a piotei-ri.t older Ceilificate or Svc 
enc t 

FRAMrtLIM. W u DnUl'i. t I I. W Hakri ‘ Betts ’O/02r22 Bp p 


T'JOSJ’IOIVO Morinri ‘nr ei'en^inn or t 1 iiis ifi uh 1 1 ti to t espond to Houston 
Lighting •< F*iuir' Cn - sertnd se' of i ntei rogator i as •< 
docudient reqno.ts -e ‘iritate o F 'j.s pne 1 
HARRIE.JL iept Of /■7/n?>P2 7pp 


7903000639 Nnti f I c in in vf ■'90320 piehe.iiing conference In Be t h esda. flD 
to revieu discovery status of ptities *. to hear arguments on 
79021ft joint lI'Js 

HILLEFt. M t Atiimn. Gafity and I icensing Board Panel '’9/02/23 Ip 


7903220403 Ciiitiai i'oiuei • tight Cc s fust snt of interrogatories to »< 
request for pt due > i in or doi iiirienr a ri o.n Public IFtil Board 
of City of Srotnit k 1 1 1 e < Tf Certificrte of Svi encl 
STAHl J D H 1*1 am. linctiln *< Qeali 79/02/23 I2pp 


7903260093 HrrtiOT bij I'entiai Pciuii ’ Liylil foi B< tens ion until 790323 
In uhtch to r'eepon.J to Houston ( igi.tiiig n Ptis'pr Cn 's first 
set of 1 II tpi r og atoi I es 

STAHlrD H T-.r.im. linr In 9 OeuK '9/02/23 6pp 


7903150100 •Grant' eitonsion until /9"3t2 for HRC response to Houston 
Lighting F' poiuer Co second set ot i n t ui t oga tor i es t 
requests for pioductioii of doruinents for good cause shpiun 
MlLLEft. M E n'rami. Oartty and licensing Hoard Panel 79/02/27 tp 


79032003*9 Cciittai Pouiei > light c n s .eiond set of i ntori'oga tor l es ti 
request foi piodurtion dr documL'.. Is. addressed to Houston 
Lighting L Touer □ 

STAHL. D H Jtnu.ii. ijnccln ’< Oealc 79/02/27 lOpp 


7903210574 Houston lighting f. Pouci Co's response to DOJ motion for 
estension of time hpqnests ASLtl to bold ruling on motion In 
ateyance until ■’’'"'.120 prehearing cnnfoi once f< urges adoption 


CiQCKET 50-446 Cosaiiche Peak titeam I'lertric Bta . Unit 2 


7903230143 Certv si Popitr ’ ligl.t Lb . fust set nf interrogatories «< 
request fei pitiu lipii of dnrumenF' addressed to TX Util 
Cererating Co 

» Ishani. Liricoln ' Heole 79/C'2'e' 9pp 
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790320027/ Ti Util Geiieiating Co s response to DDJ 79020* motion to 
compel fuller rispori'es Urges denial or mod of motion 
Certificate of Eve encl 

KNOTT0. JD I'lbe.clse' Liebeiman 79/03/02 lOpp 

7903200287 TX Util Generating Co s objections !i motion for protective 
orders u/regard to mtorro-gator i es / document requests of 
Brotunsvi 1 1 e, TX interrogatories are vague l< genera 1 1 reap onses 
uould be buidcttsorae Certificate of Svc encl 
KNOTTS, J U Ilvbovoise ' l.iebermar, 79/03/02 lOpp 


7903300078 Respiin o nf tnutb TX C oop er ut 1 v c . I n c L Median Electric 
Coop oiativo, Itic to inital int e Mogul or les b first request 
for producticfi or docLiments from Public tfti 1 Board of 
0r ounsv 1 1 1 D, T X Ceitificate of Svc encl 

HUNTER, M McCinriis luchridge L hilgore 79/03/02 6pp 


7903190378 Ptotecti.e older re confidential business info uihlch mag be 
submitted b ij voitipariiea in conneitiun ur/this proceeding 
HIIUCR.M E ntorriic Oarety and Licensing Board Panel 77/03/06 
6PP 

790316030/ Grants 790J01 joint motion for uii til cfrauia 1 of subpoenas ti 
motions *• approves agreement re depositions f« documonts 
MiLLFR. 11 E ntomic Safety and I i censing Board Panel 79/03/06 Ip 


79032203B9 Order re Houkton Light mg b Pouer 790115 motion for 
protective eider concernitig DOJ discovery request Overrules 
objections le speculation argument ?i conjectuie Orders util 
to supply requsstod facts 

HILLER. M b Atomic Siffty and I iceitsitig Board Panel 797Q3/06 
5pp 

V903200057 Forward' ailol info from Ti Municipal Ptiiuer Agoficg in 
response 'o Ousvtiuii ■- ra antitrust in/ieuj W. o end 

SHAPAR.H K ufrue of the Ececiitive Legal Director 79/03/07 Ip 


7903260151 Giants Hoiistori Lighting A Power Co's 770306 motion for 
extension until 7703/0 m uhich to i espond to Central Power 
6 Light Co s second set of inteM'ogator les 

HILLFR. M E Atomic nifr>ty and Licensing Ronrd Panel 79703/OB Ip 


7903160105 Infoims of status of discovery NUC has received answers l< 
objections Fr nm Houstoii I ightiiig b Poiuer Co f, TX Util 
Coiwas served w/sevoiid set of i ntei roga tor i es froirr former 6 
plans to continue reviewing doc u.ren t « 

OLUJIE, M D Anti-Trust Division 79/03/09 tp 


7903220244 Sustains certain of TX Util Generating 790112 objections re 
DDJ dlstavevij r equest s< deni es others Grants motion to compel 
fuller responses to IJOJ t ntei r ojatoi I os 21 a J!,( b ii 3< a }. 4, 7» 9i 
12. 14-16, 20. 21 . 23 7- 2b 

MILLER. M E Atomic Eafoty and I iccnsing Board Panel 79/03707 
5pp 


7903300241 Grants motion of Gulf Btates Util to extend until 790411 
period in which to respond to ABLE 790226 subpoena for 
production of documents per request of Publl-c Utils Saard of 
Brounsvl 1 le. T k 

MILLER. M E Atomic bafety and l.icentiPis Board Panel 77/03/13 Ip 


7903290111 Application by Public Utili Board of Brotinsvi 1 le. TX. for 
issuance of subpoenas ror production of documents from 
parent afriliated companies of Control Power tt Light Co, 
Certificate of Svc encl 

s Spiegel tlcDinrmid 79/03714 7Bp p 


7903140608 Responds to DO) 790206 requesC to compel City of Austin, TX, 
to provide fuller le'pQnscs Denies mtition re In tei roga I or' i es 
7.12 6 13, graiihs mot ion 1 e Inter t ogatori es 5,19 6 22 
fllLLER.M E ..tomi" Rafi'ty anti Licensing Board Panel 79/02/28 
6pp 


7903140645 Alloii.s lenlisl Power f, light Co until 790316 to respond to 
Houston Lighrir-j t PuweT Co's ml err ogalor 1 es Defers ruling 
on DOJ 79022? motion until after ’90320 prehearing 
conferance 

HILLER. t1 E Atoc'ic Lahety and licensing Board Panel 79/02/28 
app 


7903230194 Ropt on pr ogi esS of dlscnvery during Feb 1977 
HARRIS. J L Juitice. Dept nf /9/02/E8 6pp 


7903060251 Forwards rpsp.ir.so of Ci ai us 't 1 e c 1 1 I c Powei Cooperative Inc 
tu Ouestion 9 af inro requested by Abturney General foi 
anti tr us t t a . i eu 

SCHHinr.HC Te.ab Utilities Cd ’9/03/01 13pp 


790305019? foi U 01 ds 'Info Requested by Attorney General for Antitrubt 
Review of T< Municipal Power Agency " 

KNOTTS:. J D l/ubevciise •< Lleborman 78/12/ 14 Ip , 


79031402*7 forwards If Insp Repts 50-445/7B-?a 6 50-446/70-22 an 
781201-31 No noncomp 1 laiice notad 

SEIDLE.M C Region 4. Dallas, Raat tor Construction 8< Eng Inoer i ng 

Support Branch 79/01/10 2pp 

7903140272 iC Insp Repts 50-445/78-22 l< 50-446/78-22 on 761201-31 Mo 
noiicomp] lancc noted Mojor areas irispected const activities 
including welduig of reactor coolant I< omergoncy core 
cooling pipe sys storage U (iiaii.t of equipment t< concrete 
TAVlOR, R G , vltfltSMAN. W A Region 4. Dallas. Reactor 

Construe 1 1 on ’ Et.g i neer ing Support Branch 79/01/10 6pp 

790-3140256 Forwards i( IhSp Repts 50-44 5/79-02 !< 30-446/79-02 Ptl 
790lC6-tO No noiicomp I lance noted . _ , , 

SEIDLE.M C Region 4. Dallas, Reactor Constroction *( EnglneeTlng 

Support Drwi,ch 7'7'Cl/iB 2PP 


79D32302S0 TX Util Cc ' subsidiuties eiiswei s tti NRC ' s initial 
Interrogator t s , t irquevis for pi eduction of documents 
Affidavit of au til t r 1 za I i on * Ceitificate of Svc encl 
RELYEA, S C MdiPlrthi, foisythe • C, impels 79.03/01 24pp 
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7903H0263 IE Insji Repts 50-445//9-O2 8. 30-446/79-02 on 790100-10 Mo 
none omp 1 lance iioteO Major areas inspected const topics 
Including uelding oF leactor coolant i> sa Fety-ra lated pipe> 
containment concrete p lacementsi penetrat i on b cable traijs 
OJLBERT.L 0 > CR053MAM. M A , HALLi R E Region 4i Dallas. 

Reactor Construction b engineer ing Support DrancJi 79/01/17 6pp 


79030B042B Forniards IE Bulletin 79-01. “Environ Qual i FI cat i on of Class 
IE Equipment “ U/list oF 11 sijsteenatlc evaluation program 
plants for luhlch no action is required 

SEYFRITiK V Region 4. Dallas. Office of the Director 79/02/03 
IP 


79030B0442 Forujards IE Info Notice 79-03. "LI ml torque Valve Oeared 
Limit Switch Lubricant '' 

SEYFRIT. K V Region 4. Dallas. Office of the Director 79/02/09 

IP 


7903210210 Forward! notice of violation from tnsp on 790213 

SEIDLE. N C Region 4. Dallas. Reactor Construction b Engineering 

Support Branch 79/02/20 2pp 


7903210216 Notice of violation from Insp on 790215 Moncomp 1 1 ance noted 
failure to follow concrete placement procedures 

* Region 4. Dallas. Reactor Consti uc t ion b Engineering Support 

Branch 79/02/20 Ip 


7903070204 Act receipt of 790104 Hr Informing NRC Of steps taken to 
correct violations noted in IE Insp Repts 50-443/78-20 b 
30-446/7B-20 

8EIDLE.U C Region 4. Dallas. Reactor Construction b Engineering 

Support Branch 79/02/21 Ip 


7903070287 Responds to NRC 76121B 1 tr i e violations noted In IE Insp 
Repts 30— 44S//0— 20 b 50— 446/70-2O Corrective actions 
specifications revised to eliminate t equirement for 
submittal of radiographs to ai ch i tec t/engincer 
OARV.R J Tkias Utilltios Oenerating Co 79/01/04 3pp 


7903190023 Informs recipients of IT Rulletin 79-01. “Environ 
Qualification of Class IE Equipment." dtd 790208. that valve 
limit switch Identified as NAHCO Model S3CML should read 
SL3CML 

SEYFRIT. K V Region 4. Dallas. Office of the Director 79/02/27 

IP 


7903280006 Forwards iL Bulletin 79-DJ. "Dlpe Suppoi t Base Plate Designs 
Using Concrete Erpanslon Anchor Bolts " 

8EVFRIT.K V Rcgicin 4, Dallas. OFFlce of the Director 79/03/00 

Ip 


7903300010 Forwards IF Oullctln 79—03. "Longitudinal Held Defects in 
ABME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by YoungsLouin Ueiding b Engineering Co " 

8EYFRIT.K V Region 4. Dallas. Office of the Director 79/03/12 
>P 


7903280287 Ack receipt of 790306 Hr informing NRC of steps taken to 
correct violation noted so IE Insp Repts 50-443/79-03 b 
50-446/79-03 

SEIDLEi M C Region 4. Dallas. Reactor Construction & Engineering 

Support Branch 79/03/13 Ip 

7903230290 Responds to fJRC 790306 llr re viotation noted In IE Insp 
Repts 50-443/79-03 b 30-446/79-03 Correct! ve actions 
"elephant trunk" length Increased to reduce concrete free 
fall.OA procedures changed b emphastied 

GARY. R, J Texas Utilities Generating Co 79/03/06 3pp 


7903300003 Forwards IF Circular 79-04. "loose Locling Hut on Llmltorque 
Valve Operators " 

SEYFRIT. K V Region 4. Dallas. Office of the Director 79/03/16 

Ip 


7903300200 Forwards IF Info Notice 79-05. 'Uss of Improper Matls in 
Safe tg-Rela ted Components " 

8EYFRIT.K V Region 4. Dallas. Office of the Director 79/03/21 

2pp 


7903270324 W Crossmon informed on 790126 of potential Ig reportable weld 
metal defects in shop ueld between reactor pressure vessel 
hot leg noil Is "C" b its safe-end Interim response dtd 
790219 has been submitted Investigation will continue 
OARV.R J Texas Utilities Oenerating Co 79/03/19 Ip 


7903270320 In response to NRC 7901 1 • Iti.GL has decided thal 
NEDO-24048 should be levieued uiidei thud category, in which 
costs incurred ate assessed to tinal design approval 
application H/tahle re review of documents sent to NRC 
8HERH00D. G G GodOf a1 Electric Cu . Hue 1 eai Eneigy Products Div 
79/03/13 3pp 


7903300383 Requests NRC assesc'.Ent review of GF preltminaiy design 
approval extension Subinitcal Discusses past meetings re 
dafeiral oi eitei.sjun 

SHERWOOD. G C Gcnei .x) llectric tu .Nuclear riiergu Products Div 
79/03/21 2pp 


DOCKET 30-452 Gi eenwood Tiieiqy Ceiitei • Unit 2 


7903270302 foruiai ds NUHFG— 0523. "Suoimai g of Operating Experience 
U/Recirc M 1 ating Steam Generatoi s. " which focuses on recent 
problems u/dagradat i on tlelie.es continued plant operation 
duos not constitute undue risk 

E 1 6EHHUT .D G Assistant Diiectoi fur Systems *< Projects 

79/03/02 3pp 


7903260297 Requests adol info re capability of nuclear steam supply 
sys to respond to postulated ATWS Irai.sients M/ltr to major 
vendors requesting info t forwarding riunEG-04a0. Uul 3 
VJ/o enc 1 

VASSALLO.D D Assistant Diiectoi for Light Water Reactors 

79/03/ 15 4 p p 


7903020332 Forwards Amend 14 to PLAR.Vols 1-/ 

* LeDoeuf. Lamb. Lejby f MacRae 79/03/01 Ip 


7903020334 Amend 14 tu license application Contains revisions to PSAR 
re changes in unit designs slnti 19'3 
HEIDEL. C M Detroit Tdlson Cu 79/f>2/?' 4 pp 


7903020336 Amend 14 to P5AR Includes dusign changes re unitiied plant 
sharing majui f ac i 1 1 1 les. use of di aPt cooling towers b 
revisions lii A-SMF. codes 

• Detroit Edison to 78/12/31 3400pp 


7903020363 Forwards buppl S to En.lit.ii Ftupt. const permit stage. 
Vols 1-3 

JENS. U H Detioit (Idison Co 79/02/d/ Ip 


7903020364 Environ Rept. const ppimit stage. Siippl 3. Vols J-3 
* Detroit Fdison Co 79/02/P7 BOOOpp 


7903260269 Forwards Ceitificate of b.i foi Suppl 5 to ER. const permit 
stag e 

MATERS. 0 R De+roit Cdison Co 79/03/14 4pp 


7903210173 Fqiunrds Coitificate of a.c for Amend 14 to application for 
licenses 

HATERS. 0 R Detroit Ldison Co 79/03/08 4pp 


DOCKET 50-453 Greenwood Fnergy Center. Dnit 3 


7903270502 Forwards NUWCO-0523. "bommary of Opeiating Liperlence 
W/Rec 1 rcula 1 1 ng Steam Genet ators. " which focuses on recent 
problems w/degi adation Believes continued plant opeiation 
does not constitute undue iisl 

EISENHDT.D G Assistant Director for Systems b Piojocts 

79/03/02 3p p 


/903260297 Requests aidl info re capability of nuclear steam supply 
sys to respond to postulated ATWS tFai.sients W/lti to major 
vendors requesting info forwarding NVREO-0460. Vol 3 
H/o end 

VAESALLO. D B Assistant Director ftii Lfaht Water Reactors 

79/03/13 4pp 


7903020333 forwards Amend 14 to PSAR.Vqls !-/ 

a LeDoeuf. Lamb. Lei by it MacRae 79/03/01 Ip 


7903020334 Amend 14 to license applicatictn Contains revisions to P5AR 
r* changes in unit designs since 19/5 
HEIDEL.C M Detiolt Edison Co 79/02/27 4pp 
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DOCi^ET S0~4?3 Oreanuood Fnergg Centeri Unit 3 


7903020336 AqisTid 14 to PSAR Includes design changes re until ted plants 
sharing major fac 1 1 1 1 lesi use of draft cooling towers it 
revisions in ASHE codes 
* Detroit Edison Co 78/12/31 3400pp 


79030S0363 Forwards Suppl 3 to Environ Repti const permit stagoi 
Vais 1-3 

JEHSi^M H Detroit Edison Co 79/02/S7 Ip 


7903020364 Environ Repti const permit stage. Suppl SiVols 1-3 
» Detroit Edison Co 79/02/27 aOOOpp 


7903360269 Forwards Ceitificate of 8vc for Suppl 3 to ERi const permit 
stage 

KATERS. 8 R Detroit Edison Co 79/03/14 4pp 


7903210173 Foi wards Ceitificate of Sve for Amend 14 to application for 
licenses 

MATERS. D R Detroit Edison Co 79/03/08 4pp 


DOCKET SO-484 Byron Station, Unit 1 


7903060608 Forwards list of addl info needed to complete review of 
F8AR Sections 13 2 i, 13 S re training programs U procedures 
COLLINS, P F Operator Licensing Uranch 79/02/12 7pp 


7903150377 Estahlishes schedule for NRC review of application for 
operating licenses Prospective decision date estimated as 
Bipt 1981 

BDVD<R S Division of Project Management 79/02/22 4pp 


7903180357 Recommendations U comments re ER In general, rept ado<iuateli| 
addresses fish (, wildlife resoui ces Description of wetlands 
in b near plant site & transmission corridor should be 
included 

BT ORES.R L Interior, Dept of. Fish «< Mildllfe Service 79/03/12 
Spp 


7903130466 IE Insp Repts 50 - 454 / 78 - 1 1 . 30-4S8/7B- 1 1 , 30-486/70- 14 b 
80-457/70-14 on 781214 No n onconp I lane e noted Major areas 
inspected licensee corrective actions re reportable 
deficiencies per tOCFRSO 85 ( e I 

KONKLIN. J E , DARRETT. P A . HAYES, D H Region 3, Chicago. Office 
of th e Director 79/01/23 8pp 


7903130384 Forwards IE Insp Repts 30-454/78-10 t< 50-485/78-10 on 
781212.19 6 790103 No n one omp 1 1 atic e noted 

DAVIS, A 0 Region 3. Chicago. Fuel Facility h Materials Safety 

Branch 79/01/29 2pp 


7903130359 IE Insp Repts 30-454/78-10 & 50-45S/7B-I0 on 781212,19 k 
790103 No noncompliance noted Major areas Inspected 
praop erat ional environ moni tor ing > ons 1 te neteorolog leal 
monitoring review ?< onsite const environ protection program 
AXELSON, H L , ESSIO.T H Region 3, Chicago, Fuel Facility 8< 

Materials Safety Branch 79/01/19 5pp 


7903190477 Forwards IE Insp Rept S0-4D4/79-O2 U 90-438/79-02 on 
790123-23 6 notice of violation 

HEISHMAN,R F Region 3. Chicago, Reactor Construction b 

Engineering Support Branch 79/02/02 2pp 


7903190480 Notice of violation from insp on 790123-25 

* Region 3. Chicago. Reactor Construction b Engineering Support 
Branch 79/02/01 Ip 


7903190493 IE Insp Repts 80-434/79-02 U S0-4S3/79-02 an 7901B3-2S. 
Nancompliance noted failure to fallow procedure ti to provide 
acceptance criteria In procedure 

LEE. E W K , DANIELSON, D. H Region 3. Chicago. Reactor 

Construction b Engineering Support Drench 79/02/01 3pp- 


7903220493 Forwards IE Insp Rept S0-4S4/79-01 b 50-495/79-01 on 
790109-11 b notice of violation 

HElSHMANiR F Region 3. Chicago, Reactor Construction b 

Engineering Support Branch 79/02/12 2pp 


7903220497 Notice of violation from Insp on 790109-11 

* Region 3, Chicago. Reactor Construction b Engineering Support 

Branch 79/02/09 Ip 


7903270433 Forwards safeguards contingency plan Uithheld 
<ref I0CFR2 790) 

REED. C Commonwealth Edison Co 79/03/23 ip 


7903090020 Petition to Intervene In licensing proceedings Believes 
license should not be issued > 

BKINEFUUa, M -J DeKalb Area Alliance for Responsible Energy 
79/01/13 4pp 


7903090021 Forwards proofs of sve for petition to intervene b affidavit 
of BL Qalbreath 

EHINEFLUOiH J DeKalb Area Alliance for Responsible Energy 
79/01/16 3pp 


7903090)60 Petition to intervene in opeiatlng license proceedings 
License should not be gianted pending rasolutlon of generic 
safety prob I ems, spent fuel compact ion. Class 9 accidents b 
seisKlc-related site problems 

VDHN8aN,D League of Women Voters of Rockford. IL 79/01/13 9pp 


7903D80165 Answer to League of Women Voters of Rockford, IL petition 
te intervene Finds petitioners have satisfied requirement of 
Standing for interest b may submit contentions Certificate 
ef Bve end 

KARMAN.M Dranch I 79/01/29 4pp 


7903090037 Ack receipt of petitions to intervene in operating license 
proceeding b notice of ASLB establishment ef rule on 
petitions to intervene Requests response to petitions 
JOHNSON, D League of Women Voters of Rockford, IL 79/01/30 Ip. 


7903220519 IE Insp Rept 50-434/79-01 b 80-433/79-01 nn 790109-11 
None omp 1 1 ance noted documented Instruction! b procedures did 
not eilst to assure accomplishment of all design changes 
KONKUIN.J E . NAIDU.K R , HAYE8, D W Region 3. Chicago. Reactnr 

Construction fc Engineering Support Branch 79/02/07. IBpp 


7903080419 Forwards IE Info Notice 79-04, "Degradotlon of 
Safety Features *' 

KEPPLERi J 0 Region 3, Chicago, Office of the Direct 
IP 


Engineered 
or 79/02/16 


7903080343 Informs recipients of IE Bulletin 79-01. "Environ 
Ouallflcetlon of Class IE Equipment." dtd 790208, that valve 
limit switch identified as NAMCO Model SOCML should read 
BL3CML 

KEPPLERi d 0 Region 3. Chicago, Office of the Director 79/03/01. 

Ip 


79O31S00I8 Forwards IE Bulletin 79-08, "Pipe Support Base Plate Designs 
Using Concrete Eipanslon Anchor Bolts *' 

KEPPLER.J O Region 3, Chicago. Office of the Director 79/03/08 
IP 


7903190839 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects In 
ASHE 8A-312 Type 304 Stainless Stesl Pipe Spools 
Manufactured by Youngstown Welding b Engineering Co '' 

KEPPLER, J 0 Region 3. Chicago, Office of the Director. 79/03/12, 

Ip 


DOCKET 80-483 Byron Station, Unit 2 


7903090130 Forwards proof of sve for petition for leave to intervene 
JOHNSON. B League of Women Voters of Rockford, IL 79/02/03 3pp. 


7903190430 Forwards proof of sve for intervention petition, b affidavit 
of membership b authorl latlon Certificate of 8vc end 
JOHNSON, B. League of Women Voters of Rockford, IL. 79/02/03 6pp, 

7903130460 Forwards IE Insp Repts 80-484/78-11,80-488/78-11. 
80-496/7B-14 b 80-457/78-14 for Insp on 781214 No 
noncampliance noted 

HElSHMANiR F Region 3. Chicago, Reactor Construction b 

Englnterltig Support Branch 79/01/23 2pp 


7903060608 Forwards list of addl info naedod to complete review of 
F8AR Bections 13 2 b 13 3 r« training programs b procedures 
COLLINS, P.F. Operator Licensing Branch. 79/02/12 7pp 


7903180277 Establishes schedule for NRC review of epplication for 
operating licenses Prospective declslpn date estimated as 
Sept 1981 

BDYDiR.a Division of Project Management 79/02/22 4pp. 



196 DOCKETED SERIES 


DOCKET 30-4 Dyron St^tion^ Unit S 


7900150397 R b tommcTi tfat 1 on s t tommants re £R In generoliPBpt adequatelij 
adilrs&set fish h uildlife reBOurces Description of uetlands 
in ti near plant site ti iransitil s sion corridor should te 
Inc lud ed 

8T OilEB.R L Intorior. Dept of, Fish t, Wildlife Service 79/Oa/lS 
2pp 


7900270435 Forwards safeguards contingencg plan Withheld 
tref 10CFR2 790) 

REGD.C Conmonwealth Edison Co 79/03/'30 Ip 


7903090020 Petition to intervene in licensing proceedings Believes 
license should not he Issued 

SKINEFUUOjM J DeKalb Area Alliance for Responsible Energy 
79/01/13 4pp 

7903090021 Fortuerds proofs of svc for petition to intervene & affidavl 
of BL Oalbreath 

SHINEFLUQ, H J DeKalb Area Alliance for Responsible Energy 
79/01/11. 3pp 


7903090160 Petition to intervene In operating license proceedings 
License should not be granted pending resolution of generic 
safety problsms, spent fuel compact 1 on. Class 9 accidents tt 
seismic-related site piobleiss 

JOWRSON. B League of Women Voters of Rockford, IL 79/01/13 5pp 


7903050165 Ansuor to League of Women Voters of Rockford, lU petition 
to intervene Finds petitioners have satisfied regu Irement of 
standing for interest 6 may submit co-ntentions Certificate 
of Bvc encl 

KARMAM. M Branch 1 79/01/29 4pp 


7903090037 Ack receipt of pBtltio.n6 for leave to intervene in operating 
license proceeding It notice of ABLB establishment -of rule on 
petitions for leave to intervene Requests response to 
pet 1 1 i one 

JOKRBON, □ League of Women Voters of Rockford, IL 79/01/30 Ip 


7903090150 Forwards proof of svc for petition for leave to intervene 
JOHNSON, B League of Women Voters of Rockford, IL 79/02/03 3pp 


7903150430 Forwards proof of svc for Intervention petition'^ affidavit 
of membership S< author! tation Certificate of Svc end 
JOHNSON, D League of Women Voters of Rockford, IL 79/02/03 6pp 


79033S0006 Requests copy of proposed operating license 

DOHERTY, J F Tssas Public Interest Research OroUp 79/03/07 Ip 


7903130460 Forwards IE Invp Repts 90-454/78-11,50-455/70-11, 
50-456/78-14 1. 50-457/7B-14 for Insp on 7B1214 No 
noncomplisnce noted 

HEISHHAM, R F Region 3, Chicago, Reactor Construction & 

Engineering Support Branch 79/01/23 Spp 


7903J 30466 IE InSP Repts 50-4 94/7B-1 1, S0-4&5/7B-1 1 . 50-456/78-14 It 
50-457/78-14 on 781214 No n Otic omp 1 i anc e noted Major areas 
inspected licensee corrective actions re reportable 
deficiencies per tOCFRSO S5le) 

KONKLIN, J E , BARRETT, P A , HAVEfi, 0 W Region 3, Chicago, Office 
of the Director 79/01/23 8pp 


7903130334 Forwards IE Insp Repts 50-454/78-10 «< 50-455/78-10 on 
781212,19 tc 790103 No nonconp 1 lance noted 

OAVISfA D, Region 3, Chicago, Fuel Facility t. Materials Safety 

Branch 79/01/29 2pp 


7903130359 IE Insp Repts 50-454/78-10 8< 50-453/76-10 on 7B1212, 19 U 
790103 No noncomp 1 ianc e noted Major areas Inspected 
preoperatl anal environ moni toring, onsite meteorological 
monitoring review t, onsite const environ protection program 
AXELBONfW L , EESIO, T N Region 3, Chicago, Fuel Facility 6 

Materials Safety Branch 79/01/19 Spp 


7903190477 Forwards IE Insp Rept 90-454/ 79-02 *c 50-455/79-02 on 
790123-25 t, notice of violation 

HEISHMAN, R F Region 3, Chicago, Reactor Construction 4, 

Engineering Support Branch 79/02/02 2pp 


7903I904B0 Notice of violation from insp on 790)23-25 

e Region 3, Chicago, Reactor Construction & Engineering Support 

Branch 79/02/01 Ip 


7903190493 IE Insp Repts 50-454/79-02 50-463/79-02 on 790123-25 

Nancompl ianct noted failure to follow procedure 4, to provide 
acceptance criteria in procedure 

LEE,E W K , OANIELBON. D H Region 3, Chicago, Reactor 

Construction (■ Engineering Support Branch 79/02/Cl Spp. 


7903220493 Forwards IE Insp Rept 50-434/79-01 J, 50-455/79-01 on 
790109-11 4< notice of violation 

HEISHMAN, R F Region 3, Chicago, Reactoi Construction & 

Engineering Support Branch 79/02/12 2pp 


7903220497 Notice of violation from insp on 790109-11 

» Region 3, Chicago, Reactot Construction 4< Engineering Support 
□ranch 79/02/09 Ip 


7903220519 IE Insp Rept 50-454/ /9-01 t< 50-455/79-01 on 790109-11 
None omp 1 la nc e noted documented instructions !< procedures did 
not exist to assure accomplishment of all design changes 
KONKLIN, J E , NAIDU.K R , HAYEB, B W Region 3, Chicago, Reactor 

Construction 4< Engineering Support Branch 79/02/07 tBpp 


7903080419 Forwards IE Info Notice 79-04. ‘Degradation of Engineered 
Safety Features " 

KEPPLERiJ O Region 3, Chicago, Office of the Director 79/02/16 

Ip 


7903080343 Informs recipients of IF Bulletin 79-01, "Environ 
Dual if 1 cation of Class [E Equipment," dtd 790208, that valve 
limit switch Identified as NAMCO Model S3CML should read 
BL3CML 

KEPPLERi J G Region 3, Chicago, Office of the Director 79/03701 

Ip 


7903130013 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLER,J 0 Region 3, Chicago. Office of the Director 79/03/OB 


7903190339 Forwards IE Bulletin 79-03. "I ong 1 tud i na 1 Weld Defects In 
ASHE BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Woldlng EiiglneeTing Co " 

KEPPLERj J G Region 3, Chicago, Office of the Director 79/03/12 

Ip 


DOCKET 50-456 Draldwood Station, Unit 1 


790306060B Forwards list of addl info needed to complete review of 
FSAR Sections 13 2 4< 13 5 re training programs I, procedoras 
CDLLINB.P F Operator Licensing Branch 79/02/12 7pp 


7903150277 Establishes schedule for NRC review of application for 
operating licenses Prospective decision date estimated as 
Eept 1981 

BOYD, R 8 Division of Project Management 79/02/22 4pp 


7903270500 Foruiarda safeguards contingency plan Plan withheld 
iref I0CFR2 790) 

REED, C Cammonwcal th Edison Co 79/03/23 ip 


7903060295 Answer to B Neiner Farms, Inc, et ai, petition to intervene 
Petitioners hava satisfied requirement of interst 4, may 
submit contentions Certificate of Bvc end 
KARMAM, M Branch I 79/01/29 4pp 


7903090037 Ac It receipt of petitions to intervene in operating licenie 
procaeding U notice of ASLO establishment of rule on 
petitions to intervene Requests response to petitions 
JOHNSON, B League of Women Voters of Rockford, IL 79/01/30 Ip 


7903150430 Forwards proof of svc for intervention petition, 6 affidavit 
of membership 4, authoriiation Certificate of Bvc encl 
JDMNSONrD League of Women Voters of Rockford, IL 79/02/03 6pp 


7703280006 Requests copy of proposed operating license 

DOHERTY, J F Texas Public Interest Research Group 79/03/07 Ip 


7703130460 Forwards IE Insp Repts 30-454/78-11,30-435/78-11. 
S0-456/7B-14 & 30-4S7/78-14 for insp on 781214 No 
none omp 1 lance noted 

HEISHMAN, R F Region 3, Chicago, Reactor Construction ti 

Engineering Support Branch 79/01 /23 2pp 


7903130466 IE Insp Repts 50-454/73-11,30-455/78-11,30-456/78-14 6 
50-457/78-14 on 781214 No noncompl lance, noted Major areas 
Inspected licensee corrective actions re reportable 
deficiencies per lOCFRSO 5S(e) 

KONKLIN, J E . BARRETT, P A , HAVES, D W Region 3, Chicago, Office 
of tha Director 79/01/23 Gpp 


7903130403 Forwards IE Insp Repts 30-456/78-13 4< 50-457/76-13 on 
781128-30 tc 781219 4, notice of violation 

HEi6HMAN,R F Region 3, Chicago, Reactor Cons true ti on tc 

Engineering Support Branch 79/01/29 2pp 


DOCKETED SERIES 


DOCKET 50-'4Si> Oiaiduood Stdtioni Unit 1 


Notice of violation from insp on 79>iaB-30 t< 7aiai'9 
» Region 3. Chicago. Reactor Conitruction Si Engineering Support 
Branch 79/01/25 Ip 


7903130410 IE Insp Reptt 50-456/ /B-13 S< 30-457/70-13 on 791128-30. S. 
761219 Nonconip 1 lane e noted failuie to provide QC coverage 
procedures^ or dotumentatlon for grouting activities 
JONES. C E I HAWKINS. F C . HAYES. 0 W Region 3. Chicago. Reactor 

Construction t. Fngineering Support Branch 79/01/23 llpp 


7903000419 Forioards IF Info Notice 79'04. "Degradation of Engineered 
Safety Features " 

KEPPLEfi.J fr Region 3, Chicago. Office of the Director 79/02/16 

Ip 


7903130123 Ac k receipt of 790126 1 tr fortearding copy of loritten reply 
from ASM.E After revleu of rep ly, cone luded that no 
nonconp 1 1 anc e is involved Records mill be revised 
accord mg ly Site procedures util also be revised 

FIORELLI.O Region 3, Chicago. Reac tor Construction E. Engineering 

Support Branch 79/02/21 Ip 


7903130131 Foruards ASNt response to util ingulry re identified 
nonconp 1 lance on radiographic procedure, uihlch Is being held 
In abeyance Requests status change of Item from infraction 
to observation U/eticl pertinent con espondcnce u/ASME 
REED. C Commonwealth Edison Co 79/01/26 3pp 


7903150039 Responds to NRC 1 tr re violations noted In IE Insp Repts 
50-546/70-00 ti 547-547/7B-08 Coircctive actions lifts 
u/ suspension to be In accordance u/coirect beam 
configuration of heaviest object 

COUOHUM. J Public Service Co of Indiana. Inc 79/02/08 4pp 


7903030343 Infoims recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment," dtd 790200, that valve 
limit stjitch identified as NAHCO Model S3CML should read 
SL3CML 

MEPPLER.J G Region 3. Chicago. Office of the Director 79/03/01 

»P 


7 9031150015 Foruards IE Bulletin 79—02. "Pipe Support Base Plate Designs 
Using Concrete Eipanston Anchor Bolts " 

KEPPLER.J G Region 3, Chicago, Office of the Director 79/03/00 

»P 


79Q3I600S4 Act receipt of 790223 itr informing NRC of steps taken to 
-correct violation noted in NRC 790129 Itr 

FioreLlI.C Region 3. Chicago, Reactor Constiuctlon t< Engineering 

Support Branch 79/03/09 Ip 


790316D0SB Responds to NRC 790129 Itr re violation noted In IE Insp 
Repts 50-456/7B-13 J. 50-437/70-13 Coriectlve actions 
grouting work stopped pending development of grouting 
procedure 

REED.C Commonuealth Edison Co 79/02/23 2pp 


7903190339 Foruards IF Bulletin 79-03. "Longitudinal Weld Defects In 
ASHE BA-312 Type 304 Stainless Steel Pipe Spools 
Kanufac tured by Youngstown Welding t< Engineering Co " 

HEPPLER.J O Region 3. Chicago, Office of the Director 79/03/18 

Ip 


DOCKET 30-457 Braiduood Station. Unit 2 


790306060B Forwards list of dddl Info needed to complete revleu of 
FSAR Sections 13 2 t< 13 5 re training programs U procedures 
COLLINS. P F Operator Licensing Branch 79/02/12 7pp 


7903130S77 Establishes schedule for NRC revleu of application for 
operating licenses Piospectlve decision date estimated as 
Sept 1901, 

BOYD. R 8 Division of Project Management 79/02/22 4pp 


7903270300 Foruards safeguards contingency plan Plan uithheld 
Cref lOCFRS 7901 

REED. C Commonwealth Edison Co 79/03/23 ip 


790-3060295 Ansuer to B Nelner Farms. Inc, at al. petition to Interveno 
Petitioners have satlsflsd requirement of interst It may 
submit contentions Certificate of Bve end 
KARMANrH Branch 1 79/01/29 4pp 


7903090037 Act receipt of petitions to intervene in operating license 
proceeding l< notice of ASLB establishment of rule on 
petitions to intervene Requests response to petitions, 

JOHNSON. 0 League of Women Voters of Rockford, IL 79/01/30. Ip 
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7903150430 Foruards pro-of of sve for intervention petition. i> affidavit 
of membo-rship l< author i lat 1 on Cei tlficate of 3vc end 
JOHNSON, B League of Women Voters of Rncfcford. lU 79/02/03 6pp 


7903130460 F-oruards IF Insp Repts 50-454/70-11,50-455/78-11, 
50-456/70-14 Si 50-457/70—14 No noncompliance noted 
HEISKMANrR F Region 3. Chicago. Reactor Construction & 

Engineering Support Branch 79/01/23 2pp 


7903130466 IE Insp Repts 50-454/78-11,30-455/78-11,50-456/70-14 I, 
30-457/78-14 ah 7B1214 No none amp 1 1 anc e noted Major aroas 
inspected licensee corrective actions re reportable 
deficiencies per lOCFHSO 351e> 

KDNKLIN. J E Region 3, Chicago, Office of the Director 
79/01/23 Bpp 


7903130403 Foruards IE Insp Repts S0-436/7B-13 6 50-457/70-13 on 
701126—30 I, 781219 6 notice of violation 

KEIBKmAN, R F Region 3. Chicago. Reactor Construction Zi 

Engineering Support Branch 79/01/29 2pp 


7903130409 Notice of violation from insp on 791120-30 I, 781219 

* Region 3, Chicago. Reactor Construction l< Engineering Supp-ort 

Branch. 79/01/25 Ig 


7903130418 IE Insp Repts 30-456/70-13 It 50-437/78-13 on 791128-30. I, 
781219 Noncomp 1 lane e noted failure to provide OC coverage 
procedures or documentation for grouting activities 

JONES. C E . HAWKINS, F C . HAYES. D W Region 3, Chicago, Reactor 

Construction It Engineering Support Branch 79/01/23 ilpp 


7903080419 Forwards IE info Notice 79-04, "Degradation of Engineered 
Safety Features •• 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/02/16 
ip 


7903130123 Ack receipt of 790126 Iti forwarding copy of written reply 
from AStlE After review of rep I y> cone lud ed that no 
noncompl lance is involved Records will be revised 
accordingly Site procedures will also be revised 

FlORELLliO Region 3, Chicago, Reactor Construction l< Engineering 

Support Branch 79/02/21 Ip 


7903130131 Forwards ASHE response to util Inquiry re identified 
noncompliancQ on radiographic procedure. which Is being held 
In abeyance Requests status change of item from infraction 
to observation W/enc 1 pertinent correspondence u/ASME 
REED. C Commonwealth Edison Co 79/01/26 9'pp. 


7903130D3? Responds to NRC itr re violations noted in IE Insp Repts 
50-346/70-00 S, 547-547/70-08 Corrective actions lifts 
u/suspenslon to be In accordance w/correct beam 
configuration of heaviest object 

COUGHLIN. J Public Service Co of Indiana, Inc 79/02/00, 4pp. 


79O30BO343 Informs recipients of IE Bulletin 79-01, "Environ 
Qua 1 1 f Icatlon of Class IE Equipment," dtd 790208. that valv* 
limit suitch identified as NAMCD Model S3CML should read 
SL3CML 

REPPLER. J 0 Region 3. Chicago. Office of the Director 79/03/01 

Ip 


7903150015 Foruards IE Dullotln 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLER, JO Region 3, Chicago, Office of the Director 79/03/08 

Ip 


7903160054 Ack receipt of 790223 Itr informing NRC of steps taken to 
correct violation noted in NRC 790129 Itr. 

FIDRELLIiO Region 3, Chicago, Reactor Construction It Enginearing 

Support Branch 79/03/09 Ig 


7903160030 Responds to NRC 790129 Itr re violation noted In IE Insp 
Repts 30-436/7B-I3 I. 30-457/70-13 Corrective actions, 
grouting work stopped pending development of grouting 
procedure 

REED, C Commonwealth Edison Co 79/02/23 2pp 


7903190339 Forwards IE Bulletin 79-03. "Longitudinal Weld Defects in 
ASHE 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Melding it Engineering Co " 

KEPPLER, J. 0 Region 3. Gblcogo. Office of the Director. 79/03/12 

Ip 


DOCKET 30-458 River Bend Station, Unit 1 


7903080341 Ack Tecelpt of 790201 itr providing NRC u/addl info re 
culvert crossing over Alligator Bayou 

8EIDLE, U, C Region 4, Dellas. Reactor Construction It Engineering 

Support Branch 79/02/13 Ip 
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DOCKET 50-438 Rlv»v Bend StatiOTii Unit I 


7‘?03080S4a Confirm* taleon u/H Everett re reijulred 6 -(nonth delat) In 
»ubmittal of addl info re environ a»ses*ment of culvert 
crocfing Alligator Batjou Hill submit hgdrologij studg b 
mitigating action (tlan by 790201 

HUMPHREYS! L L Oulf States UtlUtii* Co 79/1S/19 Ip 


7903080344 Forward* addl Info on culvert crossing over Alligator Bayou 
requested in Audit Rept* 50-438/76-04 & 50-4S9/7B-04 
Faruardi Flood studg li discussion of possible mitigating 
actions r« potential environ Impacts tt/o ends 
HUMPHREVSiLL Oulf State s Util i t i es Co 79/02/01 7pp 


790313024B Fortiiards "Alligator Bayou Flood Studyi Present Bayou 
Hydrology " 

8 EIDLE 1 U C Region di Dallasi Reactor Construction & Engineering 

Support Branch 79/02/27 ip 


79031302S1 "Alligator Bayou Flood Btudyi Present Bayou Hydrology " 
» Oulf States Utilities Co 79/02/2B 2Spp 


7903150305 Foruiards Info re archaeological b historical site surveys 
resulting fron proposed changes to transmission routes 
Related Itrs b four oversited naps end 

HUMPHREYS! U 1. Ou! f States Uti 1 Itles Co 79/03/0d> 2Bpp 


79030£i0663 Informs of status of data requested In IE Bulletin. 76-12 
Reactor vendor requires more than 60 days for data 
collection Motes delay until generic approach to identifying 
atypical weld matl is resolved 

HUMPHREYSrU L Oulf States Utilities Co 78/11/24 Ip 


7903080413 Forwards IE Bulletin 79-01 j “Environ Qualification of Class 
IE Equipment " W/list of U systematic evaluation program 
plants for which no action is required 

6EYFR1T. K U. Region 4/ DallaSi Office of the Director. 79/02/08 
tP 


7903080435 Forwards IE Info Notice 79-03< "L in i torque Valve Oeared 
Limit Suiltch Lubricant " 

BEVFRITiK V Region 4! Dallas! Office of the Director 79/02/09 
>P 


7903090039 Forwards IE Info Natlce 79-04! "Degradation of Engineered 
Safety Features " 

SEYFRir. K.V Region 4, Dallas. Office of the Director 79/02/16 
ip. 


7903190032 Informs recipients of IE Bulletin 79-01! "Environ 
Qualification of Class IE Equipment!” dtd 790208! that valve 
Unit switch tdentlftid as NAHCO Medal 83CHU should read 
8U3CML 

8 EYFRIT!K.V Region 4. Dallas. Office of the Director 79/03/27. 
tp. 


79032B0004 Forwards IE Bulletin 79-02. "Pipe Support Base Plate Designs 
Uclng Concrete Etpansion Anchor Belts " 

8 EYFRIT.K V. Region 4. Dallas. Office of the Director 79/03/08 
IR- 


7903300008 Feruiards IE Bulletin 79-03i '’Longitudinal tfald Defects In 
ASME SA-3ia Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding (< Engineering Co ” 

SEVFRITjK V Region 4. Dallas. Office of the Director 79/03/12 
Ip. 


7903290336 Forwards IE Circular 79-04i "Loose Locting Nut on Llinitorqve 
Valvt Operator* " 

8 EVFRIT. K.V Region 4. Dallas. Office of the Direelor 79/03/16. 
Ip- 


7903300193 Forwards IE Info Notice 79-05. "Use of Improper Mails In 
Safaty-Rale ted Components " 

BEYFRIT.H.V Region 4. Dallas. Office of the Director 79/03/21 
app. 


7903130037 Forwards final resolution {< corrective action re deficient 
reinforcing steel supplied by Trans-American Steel, Steel has 
bean renevad from site Util considers Itsm closed 
HUMFHftEVS.L L Oulf States Utilities Co. 78/12/29 2pp 


DOCKET 50-459 River Bend Station. Unit 2 


79030SD541 Act receipt of 790201 Itr providing NHC w/addl Info rs 
culvert crossing over Alligator Bayou . 

BEIDLE. H C. Region 4i Dallas. Riactor Construction li Enginserlng 
Support Branch 79/02/13 Ip 


7903080542 Confirms telcon u/R Everett re required 6 -month, delay 
submittal of addl info re environ assessment of culvert 
crossing Alligator Bayou Uill submit hydrology study L 
mitigating action plan by 790201 

HUMPHREYS.L L Gulf States Utilities Co 78/12/15 Ip 


7903080544 Forwards addl Info on culvert crossing over A1 1 igater Bsaoi 
requested In Audit Repts 50-458/78-04 !< 50-459/78-04 
Forwards Flood study ti discussion of possible mitigating 
actions re potential environ Impacts U/o ends 
HUHPHREYS.L L Gulf States Utilities Co 79/02/01. 7pp 


7903130248 Forwards “Alligator Bayou Flood Study. Present Bayou 
Hydrology " 

8E1DLE.H C Region 4. Dallas. Reactor Construction £ Englntirlng 

Support Branch 79/02/27 Ip 


7903130251 "Alligator Bayou Flood Study. Present Bayou Hydrology “ 
» Gulf States Utilities Co 79/02/28 aSpp 


7903150305 Forwards info re archaeological f< historical site surveys 
resulting from proposed changes to transmission routes 
Related Itrs (t four oversiied maps end 

HUMPHREYS, L L Oulf States Utilities Co 79/03/06 2Bpp 


7903060663 Informs of status of data requested in IE Bulletin 7S-tS 
Reactor vendor requires more than 60 days for data 
collection Notes delay until generic approach to identifying 
atypical weld matl is resolved 

KUJ1PHREYS.L L Oulf States Utilities Co 7B/11/24 tp 


79030-00413 Forwards IE Bulletin 79-01, "Environ Qualification of Cias* 
IE Equipment " Id/llst of 11 systematic evaluation program 
plants for which no action It required 

8 EYFRIT.K V Region 4, Dallas. Office of the Director 79/02/08 

Ip 


7903080435 Forwards IE Info Notice 79-03. “Llmi torque Valve Geared 
Limit Switch Lubricant “ 

SEVFRIT.K V Region 4, Dallas. Office of the Direct-or 79/02/09 

Ip 


7903090039 Forwards IE Info Notice 79-04. "Degi adat ion of Engineered 
Safety Features “ 

BEYFRIT.K V Region 4. Dallas, Office of the Director 79/02/16 

»P 


7903190032 Informs recipients of IE Bulletin 77-01. “Environ 
Oual Iflcatlon of Class IE Equipment." dtd 790208, that valve 
limit switch Identified as NAMCO Model S3CHL should read 
SLSCML 

SEYFRIT.K V Region 4, Dallas. Office of the Director 79/02/27 
IP 


7903280004 Forwards IE Bulletin 79-02. “Pipe Support Base Platt Oesif-ne 
Uilng Concrete Expansion Anchor Bolts " 

SEYFRIT.K V Region 4, Dallas, Office of the Direetor 79/03/08 

Ip 


7903300008 Forwards IE Bulletin 79-03, "Leng itod Ina 1 Held Defects In 
A 8 ME 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Melding it Engineering Co " 

SEYFRIT.K V Region 4. Dallas. Office of the Director, 79/03/12 
Ip. 


7903290326 Forwards IE Circular 79-04. "Loose Lochlng Nut on Linltorqui 
Valve Operators " 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/0-3/16 
IP. 


7903300193 Forwards IE Info Notice 79-05, "Use of Improper Matll in 
Safety-Related Components " 

SEYFRIT.K V Region 4, Dallas. Office of the Director 79/03/Sl 

2 pp, 


7903130027 Forwards final resolution 1. corrective action re deficllnt 
reinforcing atcel supplied by Trans-American Steel Bteel has 
baen removed from site Util conelders Item closed 
HUMPHREYS. L. L Oulf States Utilities Co. 78/12/29. 2pp 


DOCKET 50-460 NPPBS Nuclear Project. Unit 1 


7903210492 Forwards NURE0-0S23. "Summary of Operating Experience w/ 
Recirculating Steam Generators.” due to recent prebleme w/ 
degradation. Believes continued plant operation does not 
conetltute undue risk, 

EISENHUT. D 0 Assistant Director for Systeni t< Project! 
79/03/02 3pp 



DOCKETED SERIES 189 


DOCAET 90'4&{) UPPSS Nuclear Project. Unit 1 


7903-240301 Requests addl info re capability of nuclear uteam eupply 
cys to respond to postulated ATI43 transients U/ltr to major 
ven-dors requesting info ti foruardlng NUflE&'*0460< Vol 3 
Vfa end 

VASSALLOuD D Assistant Director for Light Water Reactors 

79703/13 4pp 


7903190324 Forwards lE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

EMQELMEN. R H Region 9. San Francisco. Office of the Director 
79/02/14 Ip 


7903140349 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 79080B.that valve 
limit switch identified as NAMCQ Hodel S3CHL should read 
5L3CHL 

ENOELKEN. R H Region 5. San Francisco. Office of the Director. 
79/02/37 Ip 


7903140393 States that IE Bulletin 79-01. “Environ Qualification of 
Class IE Equipment (correction)" was issued to listed 
licensees in Region 3 

* Region 3. San Francisco. Office of the Director 79/02/27 Ip 


7903360093 Forwards IE Insp Repts 30-460/79-03 6 30-313/79-03 on 
790122-24 it 790221 No noncompl lance noted 

BOOK.I H E Region 3. San Francisco. Fuel Facility 4. Materials 

Safety Branch 79/02/27 2pp 


7903280103 IE Insp Repts 30-460/79-03 t, 30-313/79-03 on 790122-26 «< 
790221. No noncompliance noted Major areas inspected environ 
protection program 

THOMAS, R D . NORTH, B . BOOK, H E Region 3. Ban Fran,, loco, Fuel 

Facility t< Materials Safety Branch 79/02/26 Qpp 


7903190070 Forwards IE Bulletin 79-02. “Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Dolts “ 

ENOELKEN, R H Region 3. San Fpancisto, Office of the Director 
79/03/08 tp 


79030803S0 Poruardt IE Info Notice 79-04, “Degradation of Engineered 
Safety Features " 

K6PPLER.J 0 Region 3. Chicago, Office of the Direetdp 79/02/14 

tp 


79D30B0361 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equ i pment. “ dtd 790208. that valve 
lloltt switch Identified as NAMCO Model &3CHL should read 
SLaCML 

KEPPLER. J <3 Region 3. Chicago. Office of the Director 79/03/01 

tp 


79I131S0037 Foruards IE Bulletin 79-02. “Pipe Support Oase Plate Oeslyns 
Using Concrete Eipanslon Anchor Bolts " 

KEPPLER. J a Region 3. Chicago. Office of the Director 79/03/08, 
Ip. 


790314(1062 AcV receipt op 790214 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Rept 90-401/7B-04 

KEPPLER. -J 0 Region 3. Chicago, Office of the Director 79/03/09. 

tp 


7903140067 Responds to NRC 790112 Itr re violation noted In IE Insp 
Rept 90-441/78-04 Corrective actions supplier instructed 
in welding requirements U will establish calibr program 
0ER8TNER.U C Illinois Power Co 79/02/14 2pp 


7903190003 Forwards IE Bulletin 79-03. "Longitudinal Ucld Defects In 
ASKE 8A-312 Type 304 Stainless Steel Pipe Sponls 
Manufactured by Youngstown Welding it Engineering Co " 

KEPPLER. U D Region 3. Chicago. Office of the Director 79/03/12. 
ip- 


7903130217 Forwards Info re potential reportable const deficiency 
concerning defective ivrlds In drywell wall platework Welds 
have been repaired, reportable occurrence rept will not be 
submitted 

0ER8TMER.W C Illinois Power Co 79/03/07. 4pp 


DOCKET 50-462 Clinton Power Station. Unit 2 


7903190493 Forwards IF Bulletin 79-03, “Longitudinal Wald Defects l-n 
ASiiE EA~3t2 Type 304 Qtainless Steel Pipe Spools 
Manufactured by Youngstown Welding h Engineering Co “ 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
79/03/12 Ip 


7903260310 Requests addl info re capability of nuclear staan supply 
sys to respond to postulated ATW8 transients W/ltr to major 
vendors requesting Info ti forwarding NURE9-0440> Vo 1 3 
H/o and 

VASSAL LO. D. D Assistant Director for Light Hater Reactors. 

79/03/13 3pp 


7903210414 Forwards IE Circular 79-04. "Loose Locking Mot on Llmltorque 
Valve Operators “ 

ENOELKEN.R H Region 5. Ban Francisco. Office of the Director 
79/03/14 Ip 


7903050337 Forwards “Annual Rept 1979.“ 

HULLER.O E. Illinois Power Co 79/02/27 Ip. 


7903240323 Forwards IE Circular 79-03. “Moisture Leakage In Stranded 
Hire Conductors “ 

ENOELKEN. R H Region 5. Ban Francisco. Office of the Director 
79/03/20 Ip 

79031S0340 Forwards final ropt re reportable deficiency concerning 
UKki valve ovrrprissurl ration Valve manufacturer could not 
guarantee communication between cavity tt conduit All valves 
listed will be modified to ensure overpressurl ration 
RENBEROER. D L Uashington Public Power Supply System 79/03/09 
3pp 


DOCKET 90-441 Clinton Power Station. Unit 1 


7903050370 “Annual Rept 1973 " 

* Illinois Power Co 79/02/27 2Bpp. 


79030B03BO Forwards IE Info Notice 79-04, “Degradation of Englnaarad 
Safety Features " 

KEPPLER. U O, Region 3i Chicago. Office of the Director 79/02/14 
Ip 


7903080341 Informs recipients of IE Dulletln 79-01. "Environ 
Qua 1 If Icatlon of Class IE Equipment. “ dtd 79020^. that valve 
limit switch idontifted at NAMCO Model S3CML should road 
8L3CML 

KEPPLER. J 0. Region 3. Chicago. Office of the Director 77/03/01. 

Ip 


7903240310 Requests addl Info re capability of nuclear steam supply 
sys to respond to postulated ATMS transients H/ltr to major 
vendors requesting info It forwarding NUREO-0460. Vo I 3 
H/o end. 

VASSALLO.D B Assistant Director for Light Hater Reactors 
79/03/13 3pp 


7903050337 Forwards "Annual Rept 1978 “ 

HULLER.O E Illinois Power Co 79/02/27 Ip. 


7903150037 Foruards IE Bulletin 79-02. “Pipe Support Base Plate Design 
Using Concrete Expansion Anchor Bolts. ” 

KEPPLER, V 0 Region 3. Cbicagoi Office of the Director. 79/03/0B 


7903190003 Forwards IE Bui lot In .79-03. “Longitudinal Meld Dafecta In 
ASHE 8A-312 Type 304 Stainless Steel Pipe Epaolt 
Manufactured by Youngstown Holding 6 Engineering Co. “ 

KEPPLER, 0.0 Region 3. Chicago, Office of the Director. 79/03/18 

ip 


7903030370 "Annual Rept 1978 “ 

* Illinois Power Co. 79/02/27 aspp 


DOCKET 90-443 Fulton Oeneratlng Station. Unit 1 


7903130035 Forwards IE Insp Rept 30-441/7B-07 on 781219-22 Mo 
nancomp 1 lance noted 

HEISHHAN. R F Region 3. Chicago, Reactor Construction It 

Engineering Support Branch 79/01/?9. 2pp 


7903210444 Forwards 10CFR2. lOCFRSO, lOCFRSl. lOCFRlOO h KUREO-OIBO re 
early elte review process, in responss to 790205 telcon 
requast. W/o ends 

QRAY, JR Branch t 79/03/02 Ip 


7903130041 IE Insp Rept 30-441/78-07 on 781219-23 No noneomp I lance 
noted Major areas inspected' safety-related equipment receipt 
It storage protection, containment structures It ejectrleal 
cables work It records revlsw 

VANDELrT E , HAWKINS. F C . HAYES. P U Region 3. Chicago. 

Reactor Construction h Engineering Support Branch 79/01/29. 
SOpp. 



DOCKETED SERIES 


DOCKET 50-464 Fulton Oenerating Station. Unit S 


7903210446 FoTuards 10CFR2 j 10CFR50. lOCFKSl . lOCFfilOO b NUREO-OiaO ra 
•arlg aita reviaw proceta. in rasponaa to 790205 talaon 
reiiuast Vtfa enels 

OPAY, J R Branch 1 79/03/02 Ip 


DOCKET 30-466 Allens Creak Wuclear Station. Unit 1 


790307020B Forwards raspanses to Questions 2.3.3.6.7.10.19 & SO from 
NRC 790209 Itr re alternative sites 

MCQUIRE.W F Kouston Lighting «< Power Co 79 / 02/22 37pp 


7903210304 Forwards rasponses to Questions 9. 1 1. 13. 14-lB J< 22 from 
"Alternative Site Visit Questions" of 790205 H/ajrteul tural 
statistics for 1977 tf TX water resources data for water 
gear 1977 U/everslsed drawing 

MCOUIRE. H F Houston Lighting fc Power Co 79/03/09 46pp 


7903200064 fieguBsts addl info re capabllltg of nuclear steam supply sys 
to respond to postulated ATUS transients W/ltr to major 
vendors raguBsting Info 4. forwarding NUR£0-0460i Vol 3 
M/o and 

VABSALLO. 0 B Assistant Director for Light Water Reactors 
79/03/15 3pp 


7903230180 Forwards Amend 51 to P 8 AR M/affl davit 

TRUNER. B A Houston Lighting & Power Co 79/03/21 Opp 


7903230181 Amend 51 to PSAR. conta i nl ng written documentation of 
commitments made to NRC hg telcon re site charac ter i i tl cs 
TURNER. E A Houston Lighting fc Power Co 79/03/21 4pp 


7903230102 Responds to Issues In PSAR «i fiuppl 1 to SER Have completed 
ravlaiit of purchasing uncontrolled mineral Interests within 
•icluslon area of faeilltg Util now controls all mineral 
interests within exclusion area 

TURNER.E. A Houston Lighting & Power Co 78/07/19 13pp 


7903070194 Responds to 790130 petition of K Hooker for suspension of 
proceedings Urges denial of petition as erroneous tc 
irrelevant Certificate of 8 vc end 

NEWMAN. J R > CULP.R H Loucnstein. Newman. Re 1 1 . As elrad k Toll 
79/02/09 6 pp 


7903300574 Requests correspondence re faeilltg t< opportunity to aiaie 
limited appearancd at const permit hearing 
CYPRUS. 0 8 Affl 1 lation Unknown 79/02/14 Ip 


' 790305086S Informs that NRC iSid not receive TX PIRO motion for 
admission of two contentions until 790209 k will therefore 
ftla response by 790301 

SOHINKt.5 H Branch 3 79/02/19 2pp 


7903130036 Discovery procedures to begin 790216 b end 790402 Prehearing 
conference to be held 790417 

WOLFE . 8 J Atomic Safety and Licensing Board Panel 79/02/16 2pp 


7903140420 Denies 790130 petition for suspension of proceedings because 
It was filed by K Hooker.uho was denied admission as a party 
on 790209 

WOLFE. 0 U Atomic Safety and Licensing Board Panel 79/02/16 2pp 


7903140440 Forwartfi DOE comments re NRC final suppl to NUnEO-0470 
SOHlNKliS M Branch 3 79/02/16. Ip 


7903210319 Applicant's response to TX PIRO 790202 motion for admission 
of two contentions Urges ASLB to deny mobion as Issues 
ralteil should not be considered Irv licensing proceedings 
Certificate of 3vc end 

CULP.R H I NEWMAN. J R Lowenste In. Newman. Reis. Axelrad k Toll 
79/02/16 7pp 


790319000S Noblfles of appeal of ASLB 790209 order denying 
Intervention 

VOMACKA. A National Lawyers Guild. Houston Chapter 79/02/22 Ip 


7903190011 Appeals 790209 denial of Intervention status Argues 
residency In proximity of site confers standing U contention 
re right to privacy is sufficient Certificate of 8 vc end 
VDftACKA.A National Lawyers Guild. Houston Chapter. 79/02/22 
3pp. 


7903160174 Appeals denial of intervanor status Due to leek of 
notification of denial. status as party should ha grantad 
Requests ruling that NRC may consider ultimate diiposal of 
nuclear wastes 

DEBRENAECKERi U Affiliation Unknown 79/02/23 2pp. 


7903210417 Forwards Itr b info re Lewis Rept (NUREG/CR-0400> resulting 
from review of WASH-1400 W/o enc 1 
SGHINKI.S M Drench 3 79/02/23 ip 


7903260100 Requests directed certification of three questions to ASLAB 
re denial of contentions Certificate of Sve end 
SCOTT. J Teias Public interest Research Group 79/02/23 7pp 


7903130503 Notice 6 supporting brief of appeal ASLB 790209 order 
denying inter vent 1 on petition Uiges admission of contentions 
a-5 b 7 of 7B0929 stipulation w/NRC Certificate of SVC end 
DOHERTY.U F Affiliation Unknown 79/02/84 ISpp 


790313050B Hotioii for admission of contontions previously absridantd as 
"Class 9 accident " Contends reactor risk k large 
radioactivity lelease accidents issue should be admitted 
DOHERTY. J F Af f 1 1 1 at i on Unknown 79/02/24 5pp 


79'0'3130S00 Requests appeal from denial of intervontion petition 
HOOKER.K Affiliation Unknown 79/02/27 ip 


7903130502 Urges reversal of ASLB denial of intervention petition. as 
petition was in substantial compliance w/NRC regulations & 
contentions raise valid issues Certificate of Sve encl 
HOOKER. K Aff 1 1 iatlon Unknown 79/02/27 t 6 pp 


7903140051 Requests suspension of proceedings Contends EI5 is defidint 
b legal requirements have not been satisfied 
MARRACK.D Affiliation Unknown 79/02/S7 ip 


790314063S Notification of appeal re ASLB denial of intervention 
pet i tlon. 

POTTHDFF.F H Affiliation Unknown 79/02/27 Ip 

79O314063B Requests one-dag eltonsion foi filing appeal brief 
POTTHOFF. F H Affiliation Unknown 79/02/27 Ip 


7903I30I04 Brief b notice of appeal from A 6 LB 790209 denial of 
intervention petition Rejection of contention rc location of 
transmission corridor was based on incorrect assumption 
RENTFRO.W E Affiliation Unknown 79/08/27 2pp 


7903210313 Notice b brief of appeal Objects to NRC's failure to Inform 
public re hearings b to allow public input Related documents 
enc 1 

FRAHBON. P. S I FRAMSON, M B Affiliation Unknown 79/02/27 tipp 


7903210316 Appeals 790212 dental of intervention status Objects to NRC 
attitude re implementation of NEPA b placing burden on one 
asking for info Related documents end 
MARflACK. D Af f iliatlon Unknown 79/02/27 15pp 


7903140632 Urges acceptance of Contention 4 rc development of tolar b 
wind energy in TX as a superior alternative to nuclear 
station 

PDTTHCFF.F H Affiliation Unknown 79/03/01 3pp 


7903210355 Request for ex tension, untl I 79030Q(to respond to TX PIRO's 
790202 motion for admission of two contentions Certificate 
of Bve encl 

BOHlNKr.B M Branch 3 79/03/01 3pp 


7903210362 Notice of reconstitution of ASLAB for const permit 
procaedlng 

8 KRUTSKI 1 R H Atomic Safety and Licensing Appeal Panel 79/03/01 

Ip 


7903210464 Provides (nfo re limited appearance statement Eiplains 
method for participation in proceeding, since petition for 
leave to Intervene has been denied 
SOHINKI.S M Branch 3 79/03/01 2pp 


7903210310 Brief responding to appeals from 790209 denial of 
Intervention & to TX PlRG's petition for directed 
certification must be filed by 790319 NRC b applicant shoulif 
inform ASLAB re status of alternate site inquiry 

SKRUTBKl.R M Atomic Safety and Licensing Appeal Panel 79/03/05 
3pp 


7903220308 Intervener TX PIRO first set of interrogatories to Houttoh 
Lighting b Power Co 

BCOTT. 0 rt Texas Public Interest Research Group 79/03/05 3pg 


DOCKET 50-467 Allens Creek Nuclear Station. Unit 2 


7903070208 Forwards responses to Questions 2 . 3. 5. 6 . 7. 10. 19 b 20 from s 

NRC 790809 Itr re alternative sites 

MCGUIRE. W F Houston Lighting b Power Co 79/02/22 37pp 



DOCKETED SERIES 


DOCKET 50-467 Allens Creek Nueleer Stationi Unit 2 


7'9i{>3ai0304 Forwards responses to Questions 9, II 1 I 81 14-18 & 22 from 
‘Alternative Site Visit Questions” of 790205 M/agriculturai 
Statistics for 1977 t< TX water resources data for water 
year 1977 W/oversiicd drawing 

HC&UIRE. U F Houston Lighting t Power Co 79/03/09 flfcpp 


DOCKET SO— 46Q Laguna Verde Station 


7903290293 Recentlg received cable advising facilltii attachment info 
lav units had not been completed IAEA safeguards will be 
applied if nuclear matl arrives prior to attachment 
camp 1 et ion 

S}«A. sf R Office of International Programs SECY-79-iaiD 
79/03/26 Ip 


DOCKET 3TN-50-470 CESSAR Sgstem 80 


7903210490 S-ummarg of 790212 meeting w/C-E te acceptance review of 
CESSAR FSAR h standard 1 lat Ion policg matters related to 
C-E'» application for Tgpe-1 final design approval fur 8 ys 
BO design U/list of attendees A revised agenda 
VILLALVA. 1 Standard 1 latlon Branch /9/03/01 &pp 


DOCKET 50—471 Pilgrim Nuclear Power Stationi Unit 3 


T90327f>583 Forwards NUREQ-0523i "Stimmarg of Operating Excrience 
lf/R«c Ir culating Steam Oenerators. '' which focuses on recent 
problems w/degradat ion Believes continued plant operation 
does not constitute undue risk 

ElSEHHUTiD G Assistant Director for Systems It Projects 
79/03/03 3pp 


7903190292 Questions legal procedures re abbreviated recirculation of 
FC:3 swppl re alternative sites analysis Asserts truncated 
procedure is Improper 

ADOQTT.IfS Slmmonds. Hinsloui. Ml 1 1 1 a I. Abbott 79/01/09 3pp 


7903I2O46B Forwards draft suppl to plant FES (NUREO-03301 «< Federal 
Reglsfc«r notice 

HECANp Id H Environmental Project Branch 2 79/02/2B 2pp 


7903130472 Notice of availability of draft suppl to FES (KljnEO-0330 ) 
REOANitf H Environmental Project Blanch 2 79/03/li6 3pp 


7903130480 Draft suppl lo FEB 

* Office of Nuclear Reactor Regulation NUnE0-0530 79/02/30 

IBGpp 


7903310321 Forwards Federal Register notice announcing availability of 
draft suppl to FE 8 re alternative sites 
SHlTIf. B H Branch 2 79/02/20 3pp 


7903140293 Dept has no comments on draft suppl to FES <NUBE0-0330> 
COTJMER, M U Agriculture. Dept of 79/03/09 Ip 


7903190300 Responds to 790220 Itr reguesting comments on draft suppl to 
FES < NLIREO-0530 ) Notes omission oil Page 1 1< suggests 
inclusipn of plan t< location map of selected site 

HEINEHANNiJ M Federal Energy Regulatory Commission 79/03/14 ip. 


7903260356 Discusses transmission line corridor Impact on woodlands 
Believes Rocky Point location would cause least ecological 
damage Concurs that Dunstable site is Inappropriate because 
Of unavoidable impact on wetlands 

VANDENBUeOiD 0 Agriculture. Dept of 79/03/23 Ip 


7903O6OS49 Piovidea comments on NRC 790116 statement of outstanding 
issuss in proceeding re alternative s 1 tes. f inane i a 1 
gual 1 f icati on. need for power t< NRC Reactor Safety Study 
ADSOTT.U 8 (limmonds. Minslou. Willis t< Abbott 79/01/25 Spp 


7903O7<>348 AhH Cleeton's request for info re financial qualifications 
from Boston Edison in Itrs to NRC Certificate of Bve oncl 
AeBQTT.MS Affiliation Unknown 79/01/25 2 pp 


790.3070314 AS<M Cleaton motion to reopen hearing record re need for 
power t- file updated testimony due to matl change since 
770701 Mentx Boston Edison 771231 forecast 6 MA Energy 
Facllibles Siting Council 781024 decision considered 
ABBOTT. MS Affiliation Unknown 79/01/25 3pp 


7903070316 AbH Cleeton's motion to compel MRC to provide detailed 
evaluation of impact of 790119 decision re 1979 Reactor 
Bafety Study so parties may determine whether safety issues 
should be reopened Certificate of Svt end 
ABBOTT. M S Affiliation Unknown 79/01/25 2pp 


7903130019 Requests right to raise Class 9 issue at proceeding after 
Commission announces its decision on matter 
CQRKIN. C Massachusetts. State Of 79/02/06 ip 


7903140163 Opposes Intcrvenor Cleetons' 79012S motions because relief 
sought is unnecessary Related eorrespondanc e t< MA Dept of 
Public Util decision DPU 19494 end 

LEMALD.O H Ropes 6 Gray STODDLEY. D O Boston Edison Co 
79/02/09 24pp 


7903090190 Opposes Cleetons' 790129 Motion 1 requesting that hearing 
on financial qualifications of applicants be deferred 
because NRC policy favors going Forward 6 advantages of an 
early resolution outweigh delay 
SMITH. S H Branch 2 79/02/14 tOpp 


7903080194 Opposes Cleetons' 790123 Motion 3 re reopening record oT 
need for power issue because MA Energy Facility Citing 
Council decision has not been shown to contain new Info or 
info which would materially change facts In record 
SMITH. D U Branch 2 79/02/14 2pp 


7903080200 Responds to Cieeto.ns' Motion 4 requesting MRC evaluation 
of impact of NRC policy statement on Reactor Bafety Study ii 
Lewis Panel review Agrees to provide evaluation by 790301 
Certificate of Sve end 

SMITH. D H Branch 2 79/02/14 3pp 


7903120579 Per A6LD 790115 order re status of revi eui. forward s draft 
suppl to FES (MUREQ'0S30) Notifies that NRC is ready to 
proceed on financial qual i f Ications issue U respond to 
questions on remaining uncontested issues 
5M1TH. B H Branch 2 79/02/02 2pp 


7903260339 Informs of classified document containing info potentially 
relevant to issue of sabotage of spent nuclear fuel N of NRC 
assessment of info to be made available 
0M1TH. B H Branch 2 79/03/09 Ip 


7903140466 Dosed on 790116 telcon t< previous NRC 781208 decision, 
financial schedules t< forecasts submitted 780623 6 30 do not 
meet 10CFR2 790 requirements N will be placed in NRC PDR 6 
LPDR tt/relevant communicatlens 

PARR. 0 D Light Meter Reactors Branch 3 79/02/S6 3pp 


7903140469 Forwards addl financial Info in response to 760.531 request. 
Requests proprietary treatment for certain matl tref 
10CFR2. 790) 

BUTLER. R H Boston Edison Co 76/06/23 2pp, 


79D3140474 Forwards addl financial info in response to 780931 request 
Requests proprietary treatment of certain mail iref 
10CFR2 790) 

BUTLER. R H Boston Edison Co 7B/06/30 Spp 


7903220275 "Annual Rept 1978 ” 

S Boston Edison Co 79/02/28 24pp 


7903050212 Forwards Endorsement 1 to MAELV Policy XD-31 
FDUL8HAM. P A Boston Edison Co 79/02/26 2pp 


7903060492 Annual rept re personnel 4t maii-ren exposure by job function 
MCGUIRE. P J Boston Edison Co 79/02/26 Spp. 


DOCKET 50-472 Pilgrim Nuclaar Power Station. Unit 3 


7903220279 "Annual Rept 1978 " 

* Boston Edison Co 79/02/28 24pp 


7903090212 Forwards Endorsement 1 to MAELU Policy XQ-31 
FOULBHAM.P A Boston Edison Co 79/02/26 2pp 


7903060492 Annual rept re personnel t< isan-rem exposure by Job function 
MCqgiRE.P d Boston Edison Co 79/02/28 3pp 



DOCKETED SERIES 


DOCKET 8TN-S0-477 AtUntU denars ting Station^ Unit I 


7903300S63 Ack rcCalpt of 78121? P8Afl Amend 33 uithdrauing appllcakion 
Foruiardi ralatad’ Pader-at Regiitar notic* 

BOYO.R 8 Divisien af Project Hanagement 7?/03/’ldi Spp 


7903300564 hlotlea of uithdrauial at application for const parmtti b 
facility licenses 

BAER<n E. Light Hater n'eactors Branch 3 7?/'03/16 2pp 


79031S0219 Notice of intervanor Atlantic County ClUjens Council on the 
Environ substitution of counsel KA Onsdorff uill substitute 
for flW Potter Certificate of Svc end 
ONSDORFF. K A Affiliation Untnoun 79/03/06 4pp 


79030BD997 Responds to Intervenor Atlantic Coonty^s brief in support of 
notion to i4rpose terms t. conditions Urges denial of 781239 
notion for failure to comply W/10CFR3 730(b> h for lack of 
merltorlaus request for relief Certificate of Svc end 
BOHINKliB M Branch 3 79/02/12 6pp 


7903190536 Danies intervenors' joint AOtlon for failure to comply u/ 
Rules of Practice re time for filing brief No statutory 
authority for imposition of atty's fees 

HOLFEi 8 J Atomic Safety and Licensing Board Panel 79/02/15 4pp 


790’319040't Order dismissing proceeding after 781230 ulthdraual of 
epplicatlon of util 

HOLFEt 8 J Atomic Safety and Licensing Board Panel 79/02/tS, Ip 


DOCKET 8TN-SO-47B Atlantic Oeneratlng Station. Unit 2 


790330DS63 Act receipt of 781319 PEAR Amend 33 uithdrauing application 
Forwards related Federal Register notice 

BOVOi R 8 Division of Project Management 79/03/16 Spp 


79D3300964 Notice of withdraual of application for const permits b 
facility licenses 

V BAER, R L Light Hater Reactors Branch 2 79/03/16 2pp 


79031S02I9 Notice Of intervener Atlantic County Cltlcens Council en the 
Environ eubstitutlon of counsel KA Onsdorff ullj substitute 
for HH Potter Certificate of Svc end 
ONSDORFF, K A Affiliation Unknown 79/02/06 4pp 


79030B0557 Responds to intervenor Atlantic County's brief in support of 
notion to impose terms ti conditions Urges denial of 78122? 
motion for failure to comply hi/10CFR2 73D(bl b for lack of 
■erltorloui request for relief Certificate of Svc end 
80M!NKr,8 H Branch 3 79/02/12 6pp, 


7903190336 Denies Intervenore' joint motion for failure to comply u/ 
Rules of Practice re time for filing brief Mo statutory 
authority for iieposltlDn of atty's fees 

HOLFE, B. J Atomic Safety and Licensing Deard Panel 79/02/19 4pp 


7903190401 Order dismissing proceeding after 781220 ulthdraual of 
application of Util 

HOLPEfS J Atomic Safety and Licensing Bpard Pane] 79/02/19 Ip 


DOCKET eTN-9D-4BO ReSAR-41 


7903070180 Summary of 780919 meeting u/Hestlnghousa to dltcuie future 
licensing plans for sternfardlied N985 designs H/llst of 
attendees S, outline of Uestinghoute presentation 
O'REILLY, P. D, Standardl tatlon Branch. 78/10/09. 18pp. 


DOCKET 8TN-9D-482 Holf Creak Oeneratlng Station 


7903080991 Forwards NURE0/CR-04D0> "Risk Assessment Review Oroup Repi 
to the US NRC" (Lewis Reptl Commission presently developing 
policy statement re rept 

LEWIS, S,H Office of the Executive Legal Director 79/01/23 Ip 


7903190200 Intervenors' response per ALAB-907 In opposition to 
"de minimus" theory Alleges theory ignores issue of 
significant b substantial releases of radan-222 to environ 
Certificate of Svc end 

KEPFORD, C Affiliation Unknown 79/09/17 37pp 


7903230297 Foruiards responses to ALAB-S09 Thirty— day period for 
responses to documents shall run from 790305 

8KRUTSKI.R M Atomic Safety and Licensing Appeal Panel 79/83/01 
Spp 


7903230304 Forwards NRC policy statement re reactor safety study, revicu 
by Lewis Committee (NUREO/CR-OAOOI {< survey of NRC uses of 
HAEH~1400 All documents have been furnished to A8LD b A5LAD 
memt ers 

LEWIS, 8 H Branch 2 79/03/09 2pp 


7903120413 Requests current status rept re facility const problins 
HINN,L House of Rep 79/02/12 Ip 


7903260339 Requests any info available on soundness of foundatUn of 
reactor, in order to respond to constituent's Itr 
HHITTAKER, D House of Rep 79/03/01 Ip 


79D307D166 Forwards IE Insp Rept 50-462/78-16 on 761120-22 No 
non comp 1 lane e noted 

BEIDLE, H C Region 4, Dallas, Reactor Construction b Eng ineerinj 

Support Branch 79/01/16 2pp, 


7903070I6B IE Insp Ropt 30-489/78-16 on 761120-22 No noncompliance 
notad Major areas inspected aspects of OA program relating 
to control of design b procurement, overa 1 1 conduct of audit 
program b document control 

□BERDj C A , MATT I A, J , CROSSHAN, W A Region 4, Dallas. Reactar 

Construction & Engineering Support Branch 79/01/17 6pp 


7903060609 Requests assessment of concrete strength of reactor budding 
base mat based on strength data obtained w/90-day test 
cylinders, & evaluation of base mat load carrying capacity 
SnyOrR 8 Division of Project Management 79/02/Oa 2pp 


7903060607 Forwards HR Hough's i ecommendatl ons for testing base met 
cylinder reainants Requests NRC comments 
KOE6TER,0 L Kansas Oas b Electric Co 79/01/16 3pp 


7903080424 Forwards IE Bulletin 79-01, "Environ Oua 1 i flea t Ion of Cliis 
IE Equipmint " H/llst of 11 systematic eval uatlon program 
plants for which no action is required 

SEYFFtIT, K V Region 4, Dallas, Office of the Director 79/02/(K! 

Ip. 


7903060437 Forwards IE Info Notice 79-03, "Limi torque Valve Oeered 
Limit Switch Lubricant ” 

BEYFRITiK V Region 4, Dallas, Office of the Director 79/02/09 

Ip 


7903090048 Forwards IE Info Notice 79-04, "Degradation of Englneirel 
Safety Features " 

SEYFRIT, K V Region 4, Dallas, Office of the Director 79/02/U 
Ip 


7903210943 Forwards IE Insp Rapt 30-4B2/7B-13 on 781113-16 b 1206-00 6 
notice of violation 

SEYFRITiK V Region 4, Dallas, Office of the Director 79/02/16 
4pp 


7903210946 Notice of violation from insp on 781113-16 b 1206-01] 
» Region 4, Dallas, Office of the Director. 79/02/19. 3pp 


993 Forwards NUREO-0523, "Summary of Operating Evperfenca 

Irculatlon Steam Generators," which focuses on recent 7903210394 JE Insp Rept 30-462/70-13 on 701113-16 b 1206-08 

Noncomp 1 ianc B no ted, fai lure to establish mix design per 
specifications b procedures, fai lure to meet concrete 
crlbar la, fa i lur e to provide completa info b failure to teit 
0BER0,C.R , CR08SMAN,H A , HALL, R E Region 4. Dallas. Offletor 
the Plrecfcor 79/02/19 40pp 


7903210970 Forwards "Rept of Investigation of K8 Oas b Electric Study 
of Lou Concrete Cylinder Etrengthi of Reactor Containment 
Bldg Bate Mgt " Concludes util study does not assure 
structural adequacy of base mat concrete 
HAMM,R. C Hamm Engineers, Inc 79/02/02 Ip 

790321097B "Rept of Investigation of KS Oas b Electric Study of Low 
Concrete Cylinder Strengths of Reactor Containment Bldg Base 
Mat. " 

HAMMiR C. Hamm Engineers, Inc NRC-O9~77-106 79/02/02 OOpp 



DOCKETED SERIES 


DOCKET UoU Creek Generating Station 


TTOSGTOSSa Ack receipt of 7B1226 Itr informing NRC of c.teps taken to 
correct <flolationc noted in IE Insp fiept SO- 482 /Ta- IS 
EE I DUE I 14 C Region At Dallao Reactor Construction t< Engineering 

Support Branch 77/02/Sl Ip 


7'90a07O539 Responds to RRC 781 1S9 Itr re violations tioteik in IE insp 
Ropt S0~402/78~12 Corrective actions uislding procedures uill 
b« rovi euedi heater s given neu cablesimotor maint procedures 
changed to include motoi shaft rotation 

KOESTER.O L Kansas Gas t' Electric Co 78/12/28 8pp 


7903l‘!'OO22 Informs recipients of IE Bulletin 79-Olt "Environ 
Qualification of Class IE Equipment! " dtd 79020a> that valve 
Unit siultch Identified as NAKCO Model 83CKL should read 
St3C«L 

SEVfRITiH V Region 4. Dallas> Office of the Director. 79/02/27 

Ip 


7903290193 Agrees that placement of concrete in safety-related 
structures other than contalnmont bldg may notii continue as 
result of IE Insp Rept 50-482/79-03 on 790220-23 Notes that 
base mat concrete issue Is unresolved 

EEyFRIT. K V Region 4. Dallasi Office of the Director 79/03/03 

2pp 


7903280007 Foruqrds IE Bulletin 79-'02> "Pipe 8upport Rase Plate Designs 
Using Concrete Eipansion Anchor Bolts ‘ 

EEVPRIT. K V Region 4t Dallas. Office of the Director 79/08/08 

)P 


7903300OfcS Foriuards IE Bulletin 79 -OG. "Longitudinal Ueld Defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Yourigstouin Uelding U Engineering Co " 

EEVPH1T«K V Region 4. Dallas. Office of the Director 79/03/12 
IP 


79038OC0OD Foruords IE Circular 79-04i "Loose Locking Nut on Limi torque 
Valve Dperators “ 

SEVFRIT^K V Region 4. Dallas. Office of the Director 79/03/16 
IP 


7T0330D203 Foruards IE Info Notice 79—05. "Use of Improper Natls in 
Safe ty-Reia ted Components " 

SEVFRIT. K V Region 4. Dallas. Office of the Director 79/03/21 

2pp 


DOCKET 6TN-30-483 Callouiay Plant. Unit 1 


7903210468 Foriuards NUREO-0523. "Summary of Operating Experience u/ 
Recirculating Steam Generators." due to recent problems u/ 
degradation Believes continued plant operation does not 
constitute undue risk 

EISCNHLITt D 0 Assistant Director for Systems Projects 
79/03/02 3pp 


7903260312 Requests addl info re capability of nuclear steam supply 
tys to respond to postulated ATWS transients M/ltr to major 
vandoTS requesting Info fc foruiarding NUREO-0460. Vol 3 
H/o end 

VASSALLDi D B Assistant Director for Light Water Reactors 
79/03/15 3pp 


7903220331 Per 790111 1 tr. f oruards project agreement to Appeal Board 
uhich bias promised at conclusion of oral argument In shoui 
came proceeding 

REYNOLDS.UB Sham. Pittman. Potts. hTroubrIdge 79/01/16 ip 


7903070966 Affirms A8L0 780928 decision may suspend const permit until 
builder cooperates u/NRC Investigation Does not decide issue 
of NRC suthority to protect discharged "uhistleblouers '* 

DUFLOi H E Atomic Safety and Licensing Appeal Panel 79/02/23 
30pp . 


7903130018 Forwards IE Insp Rapts 50-483/70-13 «< 90-486/78-03 on 
781120-22 Mo noncompliance noted 

HEISHHAN. R P Region 3. Chicago. Reactor Construction t< 

Engineer lug Support Branch 79/02/01 2pp 


7903130021 IE Insp Rept 50-483/78-13 6 50-486/78-03 on 781120-22 No 
noncompliance noted Major areas inspected BA programs re 
design 1< procurement control. conduct of audit progrem & 
document control 

aCHUElDINZ. E R , HAVES. D M Region 3. Chlcagoj Reactor 

CoTistriictlon 6 Engineering Support Branch MATTIA. vl. C Region 

ti Phi Ladelphia. Office of the Director 79/01/25 Spp 


7903130030 Forwards IE Insp Rept 50-403/78-14 on 781204-06 No 
noncomp) lance noted 

MEISHHAN.R F Region 3. Chicago, Reactor Construction 6 

Englntbrlng Support Branch 79/02/01 2pp 


203 

7903130033 IE Insp Rept 90-483/78-14 on 781204-06 No none ompl lance 
noted Major areas inspected action on bulletins t. circulars, 
site tour. sa f ety-r el eted piping records, observation of work, 
uelding {< nondestructive esaminataon 

8CHWEIBIM1.E R . KANSEN.W A . HAYES. D W Region 3. Chicago. 

Reactor Construction ti Engineering Support Branch 79/01/26 
!4pp 


7903220411 Forwards IE Insp Rept 50-483/79-01 h 90-486/79-01 on 
790130-31 No none ompllanc e noted 

FtORELLI.O Region 3. Chicago. Reactor Operations Nuclear Support 

Branch 79/02/13 2pp 


7903220418 IE Insp Repts 50-483/79-01 1. 50-486/79-01 on 790130-31 No 
none omp 1 lance noted l1a|0T areas inspected licensee actions 
on bulletins l< circulars 

8CHWE1&1NZ.E R . KNDR. R C Region 3. Chicago, Reactor 

Operations Nuclear Support Branch 79/02/14 Spp 


7903080386 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

KEPPLER. d <J Region 3, Chicago. Office of the Director 79/02/16 

Ip 


7903080367 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 790208. that valve 
limit switch identified as NAMCO Model 83CHL should read 
SL3CML 

KEPFLER.d Q Region 3. Chicago. Office of the Director 79/03/01 

IP 


7903130047 Forwards IE Bulletin 79-02. "Pipe Support Dase Plato Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLER. J O Region 3, Chicago. Office of the Director 79/03/08 

Ip 


7903190563 Forwards IE Bulletin 79-03. "Long I tud ina 1 Weld Defects In 
ASMS 6A-3I2 Type 304 Stainless Steel Pipe Spools 
Manufactured by Younostown Uelding 6 Enginearing Co ” 

KEPPLER. J G Region 3. Chicago. Office of the Director. 79/03/12 
Ip. 


DOCKET STN-50-4B4 Tyrone Energy Park. Unit 1 


7903270S06 Forwards NUREG-0923. "Summary of Operating Experience u/ 
Recirculating Steam Oenerators. “ which focuses on recent 
problemt w/dagradatlon Believes continued plant operation 
does not constltote undue risk 

EI8ENHUT. 0 0 Assistant Director for Systems t. Projects. 
79/03/02 3pp 


7903150200 Interveners' response per ALAD-509 in opposition to 
"de minimus" theory Alleges theory Ignores Issue of 
significant 6 suhstontial releases of radon-22a tq environ 
Certificate of Bve end 

KEPFORO, C Affiliation Unknown 79/02/19. 37pp 


79031SD3B4 Dbjectlon of Intervenors Ecology Action of Oswego b Northern 
Thunder to ALAD-509 because “da minimus" theory re radon 
omission Is absurd Requests hearing to consider evidence of 
other approaches to cost benefit analyels 
IHRIO. R Northern Thunder 79/02/1? 22pp. 


7903230297 Forwards responses to ALAB— 509 Thirty-day period for 
responses to documents shall run from 790305 

eKRUTSKliR M Atomic Safety and Licensing Appeal Panel. 79/03/01 
Spp 


7903230271 Forwards NRC policy statement re reactor safety s tudy, r evlaui 
by Lauls Cominittae {NUREO/CR-0400) li survey of NRC uses of 
HA8H-1400 All documents have furnished to ASLB It ABLAS panel 
menb ar s 

LEWIS. 3 H Branch 2 79/03/05 Ip 


7903130024 Forwards IE Insp Rept 50-484/78-02 on 781120-22. Mo 
nonconplianca noted 

HEISHMAN. R F. Region 3, Chicago. Reactor Construction l< 
Engineering Support Branch 79/02/01 2pp 


790313002B IE tnsp Rept 50-494/7S-02 on 781120-22 No noncompliance 
noted Major areas inspacted OA program rs design S< 
procurement controlr conduct of audit program & document 
control 

8CHWE1DINZ.E R. . HAYEB.DU Region 3r Chicago, Reactor 

Construction 6 Engineering Support Branch MATTIA, -vl.C Region 
1, Philadelphia. Office of the Director 79/D1/2S Spp. 


7903080341 Forwards IE Info Notice 79-04. "Degradation ilf Engineered 
Safety Features " 

KEPPLER, J.O Region 3, Chicago, Office of the Director. 79/02/16 

ip 



DOCKETED SERIES 


204 

DOCKET STN-90-4a4 Tijrone Energy Park> Unit 1 


7903080364 Infortns TBCiplentB of tE Dullettn 79-Ol> "Environ 
Qualification of Clast IE Egulpnentj" dtd 79020Qrthat valve 
limit suitch i d an 1 1 f tad as NAftCO Model 63CML should read 
8L3CML 

KEPPLEfljJ 0 Region 3i Chicago* Office of the Director 79/03/01 

ip 

7903140034 Forwards IE Dulletln 79“02< "Pipe Support Base Plate Designs 
Using Concrete Eipansioni Anchor Dolts " 

KEPPCEBi J 0 Region 3, Chicago. Office of the Director 79/03/08 

Ipp 


7903140030 IE Info Bulletin 79-02. “Pipe Support Date Plate Designs 
Using Concrete Eipantion Anchor Bolts ” Reviews numerous 
failures & deficiencies of concrete ecpansion anchors 
Requests verification of safetg S. design requirements 
* Region 3. Chicago. Office of the Director 79/03/08 3pp 


7903190007 Forwards IE Dulletln 79-OD. "Longitudinal Held Defects in 
ASMS SA-312 tgpe 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown folding fr Engineering Co " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/03/12 

IP 


DOCKET 8Thl-S0-4a5 Sterling Power Project Nuclear, Unit I 


7903270912 Forwards NURE0-0923 j "Summary of Operating Esporionce u/ 
R«c Ircu lati ng Steam Generators, " which focuses on recent 
problems u/d egradation Believes continued plant operation 
dees net constitute undue risk 

EI8ENHUT. D O Assistant Director for Systems ti Projects 
79/03/02 app 


7903150183 Extends until 790302 time for NRC consideration of petition 
for review of ALAB~SD2 filed bv Ecologg Action of Oswego 
CHILK. 8 J Office of the Seoretarg of the Commission 79/02/16 
IP 


7903130200 Interveners' response per ALAS-509 in opposition to 
"de minimus" theorg Alleges theorg Ignores issue of 
significant (c substantial releases of radon-222 to environ 
Certificate of Svc end 

KEPFORO, C Affiliation Unknoun 79/02/19 37pp 


79031S03S4 Objection of intarvenors Ecology Action of Oswego (< Northern 
Thunder to ALAB-509 because "de minimus" thB 0 .ry re radon 
intsilon if absurd Requests hearing to consider evidence of 
other approaches to cost benefit analysis 
IHRIO.R Northern Thunder 79/02/19 22pp 


7903230297 Forwards responses to AUAD“509 Thirty-dag period for 
responses to documents shall run from 790DDS 

BKRUT8KI.R M Atomic Safety and Licensing Appeal Panel 79/03/01 
9pp 


7903140610 Extends Until 790309 time for NRC consideration of petition 
for review of ALAD''902i f i led by Ecology Action of Oswego 
CHILK.8 J Office of the Secretary of the Connilcsian 79/03/02 


7903220360 Recommends NRC deny petition of Ecology Action of Oswego far 
review of ASLAD decision ALAD-302 Diseuselon of other 
arguments raised by Ecology Action (< draft order denying 
review of ALAB-S02 end 

FtTZOERALD.U A Office of the Oeneral Counsel SECY-A-79-6 
79/01/16 iSpp 


7903220366 Decision ALAD-302 affirming A8LAD 770826 decision re alt 
issues except those concerning need for power t< environ 
impact of radon releases 

DUFLD. H E Atomic Safety and Lictnslng Appeal Panel 76/10/19. 
27pp. 


7903260194 Grants in part Ecology Action of Oswego's petition to review 
ALAB-SD2. Issue to be heard Is wether ADLAD correctly 
Interpreted NRC's "obviously superior" std for rejecting 
eppllcant's proposed site Briefs due by 790409 

CHILKtB J Office of the Secretary of the Commleslen 79/03/08 
2pp 


7903060616 Forwards IE Info Notice 79-03, "Llmltorque Valve Geared 
Liffltt Switch Lubricant " 

ORIERiO H Region 1. Ph 1 ladel phiaa Office of the Director 
79/02/09. Ip 


7903000239 Forwards IE Info Notice 79-04. "Degradation of Enginearad 
Bafety Features " 

GRIER.B H Region 1, Philadelphia. Offlea of the Director 
79/08/16 ip. 


7903080462 Informs recipients of IE Bulletin 79-01. "Environ 
Qua 1 1 f lea 1 1 on of Class IE Equipment," dtd 790208. that valve 
limit switch identified as NAMCO Model S3CMU should read 
SLSCML 

GRIER, D H Region 1, Ph 1 1 sde 1 p h 1 a . Office of the Director 

79/02/27 I p 


7903280036 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Deiljns 
Using Concrete Expansion Anchor Bolts “ 

GRIER, Q H Region 1, Philadelphia. Office of the Director 
79/03/08 Ip 


DOCKET STN-SO-4B6 Calloway Plant. Unit 2 


7903210468 Forwards NUREG-0S23, "Summary of Operating Experience u/ 
Recirculating Steam Generators. " due to recent problems u/ 
degradation Del i eves continued plant operation does not 
constitute undue risk 

EISENHUT. D 0 Assistant Director for Systems X, Projects 
79/03/02 3pp 


7903260312 Requests addl info re capability of nuclear steam supply 
sys to respond to postulated ATW3 transients W/ltr tn major 
vendors requesting info 1, forwarding NUREG-0460, Vol 3 
N/o end 

VA6SALL0, D Q Assistant Director for Light Mater Reactors 
79/03/15 3pp 


7903220351 Per 790 L 1 1 Iti. forwards pioject agreement to Appeal Board 
which was promised at conclusion of oral argument in show 
cause proceed ing 

REYNOLDS. W B Shaw, Pittman. Potts. V Trowbridge 79/01/16 tp 


7903074966 Affirms A5LB 780928 decision may suspend const permit until 
builder cooperates w/NRC Investigation Does not decide issue 
of NRC authority to protect discharged “whistleblowers " 

DUFLO. M E Atomic Safety and Licensing Appeal Panel 79/02/23 
3Bpp 


7903130018 Forwards IE tnsp Repts 90-483/70-13 «< 30-486/70-03 on 
781120-22 No noncompi lance noted 

HEIBHHAN, R f Region 3. Chicago. Reactor Construction 4, 

Engineering Support Branch 79/02/01 2pp 


7903130021 IE Insp Rept 90-483/78-13 tc OO-406/7B-O3 on 781 120-2? die 
none amp 1 la nc e noted Major areas inspected OA programs re 
design 6 procur eireiit con trol. conduc t of audit program (, 
document c ontro 1 

SCNUEIBINZ.E R . HAYES, D W Region 3, Chicago. Reactor 

Construction & engineering Support Branch MATTIA, J C Region 
li Philadelphia, Office of the Director 79/01 /2S Qpp 


7903220411 Forwards IE Insp Rept 90-403/79-01 t< 30-486/79-01 on 
790130-31 No noncompi lance noted 

FIORELLliG Region 3, Chicago, Reactor Operations Nuclear Sypport 

Branch 79/02/13 2pp 


7903220418 IE Insp Repts 30-483/ /9-01 tt 90-486/79-01 on 790130-31 Ka 
noncompliance noted Major areas Inspected licensee actions 
on bulletins V circulars 

SCHNE I Q IN2 , E R , KNOP, R C Region 3, Chicago, Reactor 

Operations Nuclear Support Branch 79/02/14 Spp 


7903080386 Forwards IE Info Notice 79-04, "Degradation oF Engtn»eri4 
Safety Features " 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 79/02/16 

Ip 


79030S0367 Informs reelpionts of IE Bulletin 79-01, "Environ 
Qualification of Class lb Equipment," dtd 79020S, that valve 
limit twitch identified as NAHCO Model B3CML should read 
SL3CMU 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/03/01 
»P 

7903I90S6D Forwards IE Bulletin 79-03, "Longitudinal Held Defects In 
ASMS 8A-3t2 Type 304 Steinless Steel Pipe Spools 
rtanufac t ured by Youngstown Welding 6 Engineering Co " 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/93/12 
‘P 


DOCKET STN-50-48a Perkins Nuclear Station, Unit 1 


7903190261 Forwards "Tests to Evaluate Coefficient of Static Friction 
Between Steel h Concrete “ 

OArL,L C Duke Power Co 79/02/21 Ip 


7903130289 "Tests to Evaluate Coefficient of Static Friction Diteien 
Steel tc Concrete " 

RABBAT. 8 G . RUSSELL, H 0 Duke Power Co 79/02/28 30pp 


DOCKET STN-SO-^^Ba Perkins Nuclear Station< Unit 1 


DOCKETED SERIES 


790’aoS0‘H5 Advises that RP Wilson replaces R Roberson re all 
correspondence in proceeding 

HILEONiR P South Carollnai State of 79/01/2S tp 


T^'O^iaOllO Poruards resolution by Nontgocnery County Doard of 
Coir.iiil s* loners opposing licensing t< const of facility 
MCACLAY.HP Montgomery County, NC 79/02/13 Ip 


7903150112 Resolution opposing licensing i, const of facility based on 
tremendous consumption of uater by cooling touers (< large 
increase in electricity rates 

MCAUlAY, H P . CRANfORD, T Montgomery County, NC 79/02/13 3pp 


7703200263 Applicant's further suppi pioposed findings of fact t< 
canclusions of laui Certificate of Svc end 
MCGARRV. J n Duke Poiuer Co 79/02/23 82pp 


79032603A6 Intervenors' motion to i eopen record for add! hearings re 
Feactor safety t, geological study Fui ther suppi proposed 
findings of fact proposed concluBlons of lau Certificate 
of Svc end 

PFEFFERKORN, W C Pfefferkorn !< Cooley. P A 79/03/03 25pp 

7903220073 Urges prompt decision in favor of plant license because of 
meed for energy Independence from QPEC countries t< cost of 
delay in developing alternate sources 
STVJ-ES.J S Affiliation Unknoujn 79/03/05 Ip 


7903290011 Forwards corporate annual r ep t , f 1 nanc 1 a 1 forecast ti util 
statement re available sources of funds W/o end 
TNIEB, A C Duke Poiuer Co 79/03/21 Ip 


7903080532 Forwards IF Bulletin 79-01, "Environ Qualification of Class 
lE Enuipinent " W/llst of 11 systematic evaluation program 
Plants for which no action Is required 

O'REILLV, J p Region 2, Atlanta, Office of the Director 
77/02/09 2pp 


7903090129 Forwards IF Info Notice 79-04, ‘Degradation of EnglneereiJ 
Safety Features " 

d'RElULViO P Region 2, Atlanta, Office of the Director 
79/02/16 2pp 


79Q3O0O249 Informs recipients of IE Bulletin 79-01« "Environ 
Qua] if Icatlon of Class IE Equipment," dtd 790208, that, valve 
limit switch Identified as NAMCD Model S3CML should read 
SL3CML 

D'flEILLY, J P Region 2, Atlanta, Office of the Director 
79/03/2B 2pp 


7903140537 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Oesigivs Using Concrete Expansion Anchor Bolts " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/08 Ip 


7903210127 Forwards IE Bulletin 79-03, "Long 1 tud i tia 1 Held Defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Holding 6 Engineering Co " 

O'HEILLYrU P Region 2, Atlanta, Office of the Director 
79/03/12 Ip 


7903210575 Forwerds IE Circular 79-04, "Loose Locking Nut on Uimltorque 
Valve Operators " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/16 ip 


DOCKET BTN-S0-4B9 Perkins Nuclear Station, Unit 2 


7903150291 Forwards "Tests to Evaluate Coefficient of Static Friction 
Between Steel V Concrete " 

DAIL.L C Duke Power Co 79/02/21 Ip 


790319D2BS "Tests to Evaluate Coefficient of Static Friction Between 
Steel 6 Concrete " 

RABBAT, D 0 . RU8BELL, H G Duke Power Co 79/02/8B 30pp 


7903050415 Advises that Rl' Hilson replaces R Robarson re all 
correspondence in proceeding 

UILBOH.R P South Carolina, State of 79/01/25 Ip 


7903200263 Applicant's further suppi proposed flridirngs of fact fc 
conclusions of lau Certificate of Svc end 
MCOASRY, J M Duke Power Co 79/02/23 B2pp 


7903260346 Interveners' notion to reopen record 6 for addi hearings r« 
reactor safety &, geological study Further soppl proposed 
findings of fact proposed conclusions of lau Certificate 
of Svc end 

PFEFFERKORN, W 0 Pfefferkorn t, Cooley, P A 79/03/05 25pp 


7903290011 Forwards corporate annual rep t, f Inane la 1 forecast 6 util 
statement re available sources of funds U/o ond 
THIES.A C Duke Power Co 79/03/21 ip 


7902280235 Foiwards IE Info Notice 79-01 , "D erg en-Pat er son Hydraulic 
Shock !> Sway Arrestors IHSSAl " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/02/02 Spp 


7903080552 Forwards IF Bulletin 79-01, "Environ Qualification of Class 
IE Equipment " U/list of 11 systematic evaluation program 
plants for luhich no action Is required 

O'REILLY.vl f> Region 2, Atlanta, Office of the Director 

79/02/Q9 app 


7903090129 Forwards IE Info Notice 79-04, ‘'Degradation of Engineered 
Safety Features " 

□'REILLViJ P Region 2, Atlanta, Office of the Director 

79/02/16 Spp 


7903000249 Informs recipients of IE Bulletin 79-01, "‘Environ 
Qualification ef Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model 53CHL should read 
SL3CML 

□'REILLY, J P Region 2, Atlanta. Office of the Director 
79/02/28 2pp 


7903140537 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plats 
Designs Using Concrete Expansion Anchor Bolts " 

O'REILLY, J P Region 3, Atlanta. Office of the Director 
79/03/08 I p 


7903210127 Forwards IE Bulletin 79-03, ‘‘Longitudinal Held Defects In 
ASME SA-312 Type 304 Stainless Steel Pipe Spools 
Itanufactured by Youngstown Ueldlng I, Engineering Co " 

O'REILLY, J P fteglen S, Atlanta, Office of the Director 

79/03/12 Ip 


7903210573 Forwards IE Circular 79-04, "Loose Locking Nut on Limi torque 
Valve OperatoTS " 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/03/16 Ip 


DOCKET 8TN-50-49a Perkins Nuclear Station. 'Unit 3 


79031302B1 Forwards "Tests to Evaluate Coefficient of Static Friction 
Detuieen Steel t< Concrete " 

DAIL.L C Duke Power Co 79/02/21 Ip 


7903150263 "Teats to Evaluate Coefficient of Static Friction Detwesn 
Steel It Concrete " 

RABBATiD G , RUSSELL, H 0. Duke Power Co, 79/02/28 30pp 


7903050415 Advises that RP Hilson replaces R Roberson re all 
corrsspond ence in proceeding 

HIL8DN, R P South Carolina, State of 79/01/25 ip 


7903150110 Forwards resolution by Montgomery County Board of 
Conmi ssloixers opposing licensing L const of facility 
MCAULAY. H P Montgomery County, NC 79/02/13 ip 


7903L50112 Resolution opposing licensing U const of facility based on 
tremendous consumption of water by cooling towers & large 
increase in electricity rates 

MCAULAY, H P , CRANFORD, T Montgomery County, NC 79/02/13 Spp 


7903200265 Applicant's further suppi proposed findings of fact t< 
conclusions of Taw Certificate of Svc end 
I1C0ARRY,J N Duke Power Co 79/02/23 82pp 


7903260346 I n terve Ivors ’ motion to reopen record t< for add! hearings ra 
reactor safety U. geological study Further luppl proposed 
findings of fact proposed conclusions of law Certificate 
of Svc end 

PFEFFERKQHN, U.G Pfefferkorn (< Cooley, P A 79/03/0S 2Spp 


7703220073 Urges prompt decision in favor of plant license because of 
need for energy independence from QPEC countries 4, cost of 
delay in developing alternate sources 
STYLES. J. B Affiliation Unknown 79/03/05 Ip 
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DOCKET 9TN-50-^9(> PsTkini Nuclear Station, Unit 3 


T'yOSZfOOl} Forwards corporasn aitnual r ap t, f Inane isl forecast l< utii 
statement re available soureei of funds U/o and 
THIES.A C Lute Power Co 79/03/8U Ip 


7903080249 Informs recipients of IE Bulletin 79-01. "Environ 
Qua I i f Icat 1 on of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model S3CML should read 

suacm. 

□ ■’REIULVfJ P Resion 2, Atlanta, Office of the Director 

79/02/20 2pp 


7902230239 Forwards iE info Notice 
8hoct & Sieau Arrestors (HSSAk " 
O'REILLY, J P Reqlon 8, Atlan 
79/02/02 Spp 


79-01, "Bergen-Paterson Hydraulic 
:a. Office of the Director 


79031'40537 Forwards IE Info Dul 
Designs Using Concrete Eipans 
O'REILLY. J P Region 2, At 

79/03/08 Ip 


etin 79-021 "Pipe Support Base Plete 

on Anchor Dolts " 

anta. Office of the Director 


7903030992 Forwards IE Bulletin 79-01, "Environ Oval if i ta ti on of Class 
1£ Equipment ’■ M/list of il systematic evaluation program 
plants for which no action is required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/02/09 2pp 


7903210127 Forujards IE Bulletin 79-03. "Longitudinal Weld Defects in 
ASHE 8A-312 Type 304 Btalnless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co " 

D'REILLY.U P Region 2, Atlanta, Office of the Director 

79/03/12 Ip 


7903090129 Forwar 
Safety Features 
0 'REILLY. J P. 
79/02/16 2pp 


ds IE Info Notice 79-04, "Degradation of Engineered 
Region 2, Atlanta, Office of the Director 


7903210579 Forwards IE Circular 79-04, "Loose Locking Nut on Limltorim 
Valve Pperators " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/16 ip 


7903000249 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment." dtd 790203, that valve 
limit iuitch Identified as NAMCO Model S3CML should reed 
8L3CML 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/02/28 2p p 

7903140937 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Eeponslon Anchor Dolts 
O'REILLY, J P Region 2. Atlanta. Office of the Director 
79/03/08 Ip 


7903210127 Forwards lE Bulletin 79-03. "Longitudinal Weld Defects in 
ABME 8A-312 Type 304 Stainless Steel Pips Spools 
Hanufactured by Voongstoun Welding & EnginesTlng Co 
O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/12 Ip 

7903210975 Forwards IE Circular 79-04. "Loose Loelclng Nut on Llmltorqu 
Valve Operators " 

O'REILLY, J P. Region 2, Atlanta. Office of ths Director 
79/03/16 Ip 


DOCKET &TN-90-491 Cherokee Nuclear Station. Unit 1 


7903190231 Forwards "Tests to Evaluate Coefficient of Static Friction 
Between Steel t< Concrete." 

DAILiL C Duke Power Co 79/02/21, Ip 


DOCKET BTN-OO-492 Cherokee Nuclear Station, Unit 2 


79031S02BI Forwards "Tests to Evaluate Coefficient of Static Friction 
Between Steel 1, Concrete " 

DAIL.L C Duke Power Co 79/02/21 Ip 


7903150280 "Tests to Evaluate Coefficient of Static Friction Detuetti 
Steel U Concrete " 

RADBAT, B O Duke Power Co 79/02/28 30pp 


DOCKET STN-90-492 Cherokee Nuclear Station, Unit 2 


790305D413 Advises that RP Wilson replaces R Roberson re all 
correspondence in proceeding 

WILSON I R P South Carolina, State of 79/01/29 tp 


7903IS0200 Interveners' responeo per ALAD-309 in opposition to 
"de minimus" tha.or!)' Alleges theory ignores issue of 
significant 4i substantial releases of radon-222 to environ 
Certificate of Sve end 

KEFFORB.C Af f i 1 1 at t on Unknown 79/08/19 37pp 


7903230297 Forwards responses to ALAn-909 Thirty-day period for 
responses to documents shall run from 790305 

BKRUTBHI.R M Atomic Safety and Licensing Appeal Panel 79/03/01 
Spp 


7903190208 "Tests to Evaluate Coefficient of Static Friction Between 
Steel b Concrete “ 

RABBAT, B 0 Duke Power Co 79/02/20 30pp 


7903290011 Forwards corporate annual ropt, financial foreeaet b util 
statement re available sources of funds W/o end 
THIES.A C Duka Power Co 79/03/21 Ip 


7903090419 Advises that RP Wilson replaces R Roberson re all 
correspondence in proceeding. 

tflLBON, R P. South Carolina. State of 79/01/29 Ip 


7903190200 Interveners' response per ALAB-909 In opposition to 
"de mlinlinus" theory Alleges theory ignores issue of 
significant Ic eubstan^tlal releasee of radon-222 to environ 
Certificate of Sve end. 

KEPFORD, C Affiliation Unknown 79/02/19 DTpp 


7903230297 Forwards responses to ALAB-B07 Thirty-day period for 
reepansts to documents shall run Prom 790309 

SKRUTSKIiR M Atomic Safety and Licensing Appeal Panel 79/03/Ot 
9pp. 


7903290011 Foruards corporate annual rapt, financial forecast b util 
statement re available sources of fundi, M/o end 
A Q pyj. Power Co 79/03/21 Ip 


79022S0239 Forwards IE Info Notice 79-01, "Dorgen-Patorson Hydraulic 
Shock b Sway Arrestors <H88A) " 

O'REILLY, J P. Region 2, Atlanta, Office of the Director 
79/02/02 Spp 


7903DS0392 Forwards IE Bulletin 79-01, "Environ Oua 1 i fleet Ion of Cleii 
IE Equipment " W/llet of li systematic evaluation program 
plants for which no action is required 

O'REILLY, V P Region 2, Atlanta, Office of the Director 

79/02/09 2pp 


7903090129 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/16 2pp 


7903030249 Informs recipients of IE Bulletin 79-Oi, "Environ 
Qualification of Class IE Equipment," dtd 790203, that valve 
limit switch identified as NAMCO Model 83CML should reed 
SL3CKL 

O'REILLY, J.P Region 2, Atlanta, Office of the Director 

79/02/26 2pp 


7903140537 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plat# 
DeslgTii Using Concrete Ekpanslon Anchor Bolts ■’ 

O'REILLY, JP Region 2, Atlanta, Office of the Director 

79/03/09 Ip 


7903210127 Forwards IE Bulletin 79-03, "Longitudinal Wald Defects In 
ASME 8A-3i2 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding !< Engineering Co " 

O'REILLY.O P Region 2, Atlanta. Office of the Director 

79/03/12 ip 
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DOCKET STN-50-*»'?a Cherokee Nuclear Station. Unit 2 7903160159 Forwards Endorsement 53 to Policy NF-173 

SESER.R M Northeast Utilities 79/03/09 2pp 


7903210573 Forwards 1C Circular 79-04. '^Loose Locking Nut on Lirsitor^ue 
Valve Operators “ 

O'REILLY. U P Region 2. Atlanta. Office of the Director 
79/03/1 A ip 


DOCKET STW-30-49J Cherokee Nuclear Station. Unit 3 


79031SD2B1 Forwards “Tests to Evaluate Coefficient of Static Friction 
Between Steel U Concrete '' 

OAtt.L C Duke Power Co 79/03/21 Ip 


79031502BB ''Tests to Evaluate Coefficient of Static Friction Detueen 
Steel t< Concrete " 

SABBAT. 0 C Duke Power Co 79/02/28 30pp 


79030SQ4I5 Advises that RP Nllson replaces R Roberson re all 
correspondence in proceeding 

tllLSON. R P South Carolina, State Of 79/01/25 ip 


7903150200 Intervenors' response per A1 A8-309 In opposition to 
"de fflinlmus" theoi y Alleges theoi y ignores Issue of 
elpniflcant h. substantial releases of radon-322 to environ 
Certificate of Sve end 

KEPFOHDfC Aff il iatlon Unknown 79/02/19 37pp 


7903230297 Forwards responses to ALAB-509 Thirty-day period for 
responses to documents shall run from 790303 

SKRUTSK.I.R M Atomic Safety and Licensing Appeal Panel 79/03/01 

Spp 


7903290011 Forwards corporate annual rep t. f inane lal forecast It uttl 
statement re available sources of funds N/o end 
THIES.A C Duke Power Co 79/03/21 Ip 


7902200233 Forward s IE Info Notice 79-0 1 .'' Derg en-Pa ter son Hydraulic 
Shock A Sway Arrestors (llSEAl “ 

O'ReiLLVfJ P Region 2. Atlanta. Office of the Director 

79/02/02 5pp 


7903080552 Forwards IE Bulletin 79-01, “Environ Qualification of Class 
IE Equipment “ M/llst of 11 systematic evaluation program 
plants For which no action Is required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 

79/02/09 2pp 


7903090129 Forwards IF Info Notice 79-04. “Degradation of Engineered 
Safety Features “ 

Q'REILLYiU P Region 2. Atlanta, Office of the Director 

79/02/16 2pp 


7903000249 Informs reclpionts of IF Bulletin 79-01, “Environ 
dualif kcat 1 on of Class 1 IE Equl pment. "d td 790308 that valve 
limit switch Identified as NAMCO Model S3CML should read 
SLaCHL 

O'REILUV.J P Region 2. Atlanta, Office of the Director 

79/02/28 2pp 


7903140537 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Coiicrote Espansion Anchor Dolts “ 

O'REILLVpv? P Region 2, Atlanta. Office of the Director 

79/03/08 ip 


7903210127 Forwards IE Bulletin 79-03, “Long 1 tod Inal Weld Defects in 
ASHE 5A-31S Type 304 Stainless Steel Pipe Spools 
HanoFactur ed by Youngstown Welding Engineering Co " 

O'REILUY.U P Region 2, Atlanta. Office of the Dirac tor 

79 / 03 /ta Ip 


7903S10S7S Forwards IE Circular 79-04. "Loose Locking Nut on Limltorque 
Valve Operators “ 

O'REILLYiU P Region 2, Atlanta, Office of the Director 
79/03/16 Ip 


DOCKET 90-496 Montague Nuclear Powor Station. Unit 1 


7903200421 Forwards Revision 3 to "QA Program Topical Rapt. " htU-OA— I 
fc T-espoTiies to questions In NRC 701221 1 tr Revision 3 
replaces former QA topical rep t. subml t ted 780201 
CDUNSILrW 0 Northeast Utilities 79/03/09 3pp 


7903200439 "QA Program Topical Rept," NU-QA-1. Revisian 3 

SWITZER. D C Northeast Utilities NU-QA-1 79/03/05 lOOpp 


7903100376 Forwards Endoisament S3 to Policy MF-32 amending liability 
limit in Item 4 to *36.000.000 

8E0EH, R H Northeast Uti 1 1 ties 79/03/06. 2pp 


7903150047 Forwards IE Bulletin 79-02. “Pipe Support Base Plate Designs 
Using Concrete Eipanslan Anchor Bolts " 

KEPPLER. J G Region 3. Chicago. Office of the Director 79/03/08 
Ip 


DOCKET 50-497 Montague Nuclear Power Station. Unit 2 


7903200421 Forwards Revision 3 to "QA Program Topical Rept. " NU-QA-l 
$< responses to questions in NRC 781221 I tr Revision 3 
replaces former QA topical rept. subml tted 780201 
COUNSIL.W 0 Northeast Utilities 79/03/09 5p p 


7903200439 “QA Program Topical Rept." NU-QA-l, Revi s Ion 3 

SWITZER. D C Northeast Utilities NU-QA-l 79/03/05 lOOpp 


7903130376 Forwards Endorsement 53 to Policy HF— 52 amending liability 
limit In Item 4 to *36,000.000 

BEOER.RH Nor theast Uti li ties 79/03/06 2pp 


7903160159 Forwards Endorsement 58 to Policy NF-173 
SEGER.R M Northeast Utilities 79/03/09 2pp 


DOCKET STN-50-498 South Tesas Project, Unit 1 


79030605S4 Requests addl info For review oF FSAR Specific info required 
includes reactne phys 1 c s, effluent treatment. radio 1 og leal 
assessment U hydrology 

PARR.Q D Light Water Reactors Branch 3 79/02/02 ?pp 


7903050083 Forwards NRC rec ommenda t 1 ens for preparation of Offsite Dose 
Calculation Manual radiological effluent Tech Specs 
PARR.B D Light Water Reactors Branch 3 79/02/14 7pp 


7903080585 Forwards request for addl Info by 790521 to complete F0AR 
review re mat I s Integrity, reactior fuc 1 s, acc Ident t> analysis, 
emergency plann ing. geology /sei smol ogy ft geotechnical 
eng ineer Ing 

PARR. □ D Light Water Reactors Branch 3 79/02/14 24pp 


7903190019 Forwards, request for addl info for review of FSAR re 
containment sys 

PARR. a. D. Light Hater Reactors Dranth 3 79/02/23 app 


7903190056 Requests addl meteorology info to continue review of FSAR 
Info includes ambient air temps. design wind velocity, 
atmospheric stability conditions t. reliability of control 
room access to met eurolog 1 col info 

PARR. O D, Light Water Reactors Dranch 3 79/02/26 Qpp 


7903270315 Forwards NUREfl-OSaO. "Summary oF Operating Esperlence w/ 
Recirculating Steam Generattirs, " which focuses on recent 
problems u/degradation Believes continued plant operation 
doe* not constitute undue risk 

EISENHiUTiD S Asslsbaht Director for Systems (< Projects 
79/03/02 3pp 


7903260199 Forwards request for addl info re mechanical engineering in 
order to complete review of FSAR 

TURNER. E A Houston Lighting (t Pauer Co 79/03/09 OBp p 


7903280064 Requests addl info re capability of nuclear steam supply sys 
to respond to postulated ATHS transients M/ltr to major 
vendors requesting info *< forwarding NunE0-0460j Vol 3 
U/o encl. 

VAB8ALLQ. D B Assistant Director f ~ • 

79/03/15 3pp 


7903120263 Mo comments on Amend 2 to Environ iteps- 

WEINERi R H Interior. Dept of. Bureau of Reclamation 79/03/09 

Ip 


7903140290 Mo cominanl* on Amend 2 to Environ Rept 
ROOERS.U E Interior. Dept of 79/03/06 Ip 


7903070305 Forwards NUREG/CR-0400, '’R1*V Assessment Review Qroup be ua 
NRC" dtd Sept 197Q U/o end. 

MCOURREN.H J Branch 1 79/02/02 tp 


7903060707 Responds to amended suppl petition of D Karke petition to 
Intervene Urge* denial of petitions for failing to satisfy 
Intervention requirements Certificate of Sve end 
MCOURREN. H U Branch 1 79/02/06 Qpp 
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DOCKET 8rN-90'49B South Teiai Prajccti Unit 1 


7903310307 Supports intorvantlon potltient of 0 ttortei Austin Citliens 
for Economical Enersy & Citliens Concerned about Nuclear 
Powtri Inc because they raise important contentions & can 
make valuable contribution Certificate of Svc end 
LONERRE. R H Tecas. State of 79/03/19 5pp 


790313094& Petition to intervene by Citliens for Equitable Utilsi lnc< 
filed late due to group's unauareness of proceedings Argues 
standing as natter of right U discretion Lists nine 
contentions Author! la tton Certificate of Svc end 
BUCHORN. P Affiliation Unknouin 79/02/33 2hpp 


7903330079 Poruards NRC's "Roles of practice" i< informs of procedures 
re limited appearances Mill send notices of hearings 
HCGURREN.H J Branch 1 79/03/16 Ip 


7903220317 Opposition bg util to intervene petition of Citiiens for 
Equitable Utile Petition dots not shoiii good cause for 
untlmellness & falls to demonstrate ability bo assist 
proceeding Certificate of Svc end 

NEMHANi J R Louens tc Ini Neumani Rel s i Axelrad ti Toll 79/03/03 3?PP 


7903130922 Joint HQ8 for production of documents it deposition Issued 
by ASLB on 790131 on application by Central Pouir t< Light 
Movantsiflve manufacturers not parties in proceed lngs< argue 
subpoenas are too broad Certificate of Svc end 

COHN.R E . LEIDL.R J Butler, Blnion. Rice, Cook t< Knapp 79/02/16 
17pp 


79030S0196 Informs of status of review of discovery documents re Meet 
TX Util Ce> et al,vs TX Electric Svc Co by Public Util Doard 
of Brounsvl 1 le> TX Interrogatories h document requests have 
beeh ft led, served t< corrected Certificate of Svc end 
POIRIER. M R Spiegel U HcDiarmid 79/03/01 Spp 


79030903S2 Discovery status rept of Central Power ti Light Co for Jan 
1979 Initial Interrogatories 6 request for production of 
documents received Extension of time for response requested 
Applies for subpoena issuances 

RVAN.T 0 Isham, Lincoln 6 Beale 79/02/01 6pp 


7903060299 Forwards Certificate of Svc for response by City of San 
Antonio to first set of intarrogatorles fc request for 
productten of documents from OQJ City has received ti 
Initiated no other discovery requests in Jan 

UOOO.J C Hattheus. Nowlin, Hacfarlane «< Barrett 79/03/03 4pp 


79030S0100 DQJ response to Houston Lighting tc Pouer Co abjections It 
motion for a protective order re OOJ discovery request Urges 
denial of util motion ti seeks answers to all OOJ 
interrogatories Certificate of Svc end 

HARRIS, J L . CLARK, R H , PARHENTER.F H Justice, Dept of 
79/03/06 21 pp 


7903090090 Anis/ered DOJ discovery request in Jan 1979 tc received 
Interrogatories Answers due u/documents (ref end 
egreemsnt) Certificate of Svc end 
BALOUOH, R C Austin, TX 79/02/06 9pp. 


7903020144 Houston Lighting t< Power Co's first set of written 
interrogatories to Central Power tc Light Co.Requeets 
responia within 14 days Certificate of Bvc end 
BARNETT, E N Baker L Bolts 79/02/07 49pp 


7903090094 Infor/ns of Tee-La Electric Cooperative's receipt of 
discovery documents from related District Court case for 
insp.No other discovery activity initiated during Jan 
Certificate of Bvc end 

BUnCHETTE, W H Northeutt Ely 79/03/09 4pp 


7903200470 tn responi* to 790131 Itr, advises that all documents made 
available re antitrust proceeding were also made available 
to representatives of Spiegel L HcDiarmld 
SAHPELS, H 0 Marsh am, Forsythe U Bempils 79/02/09. ip 


7903230097 Typographical error exists on Page 3 of Houston Lighting »i 
Power Co's Interrogatory 2 The date "January l,l96Si" should 
be substituted for "January ii 1978" in the third line 0vc 
list end, 

■“"‘■"TTc E, M Baker tiQattS 79/02/12. 6pp 


7903070422 Advises that "Second Set of Interrogatories & Requests for 
Production of Documents from Houston Lighting & Power Co to 
hIRC" was hand-delivered on 790212, not 790209 as Certificate 
0 f Svc states 

BLUHEiM D Antj-Trust Division 79/03/14 ip 


7903190350 Kotion by TX Utils Qeneratlng Co for extension of time to 
respond or file appropriate motions to 790131 discovery 
request Could not reach counsel for Public Util Board of 
BrownsviU e, TX Certificate of Svc enc 1 
KNOTTGrJ B Debevoise it Lleberman 79/02/14 6pp 


7903080547 Requests clarification re Interrogatories t & 2 in seareb 
set Hants to know whether Houston Lighting & Power wants 
info on all witnesses NRC may call, or only those addressing 
Houston Lighting & Power activities 
LESBViR P Anti-Trust Division 79/02/15 ip 


7903130059 Grants time extensions to Houston Lighting & Power U TX 
Utils Generating Co to respond to discovery requests 
MILLER, M E Atomic Safety and Licensing Board Panel 79/02/19 
Spp 


7903070524 Forwards transcript of final argument before UB District 
Court In Dallas M/o end 

BLOME.H D Anti-Trust Division 79/03/16 ip 


7903150178 Motion for extension of time until 770302 to respond to DOJ 
790206 motion to compel, due to late receipt of motion by TX 
Util Oenerating Co's counsel Certificate of Svc end 
KNOTTS, J 0 Debevoise t< Lieberman 79/03/16 4pp 


79O3OS0OSS Houston Lighting it Power objections L answers to NRC's 
initial interrogatories b requests for production of 
documents Cartlfieate of Svc end 
BARNETT.E U Baker i< Botts 79/02/20 36pp 


7903090007 Grants 790216 motion extending until 790302 TX Util 
Oenerating Co's time to respond to OOJ motion to compel 
MILLER, M E Atomic Safety and Licensing Board Panel 79/03/22 Ip 


7903130577 Application for issuance of subpoenas for deposition of 
RL Mright U for production of documents to Keeper of Records 
of Oulf States Util Co Certificate of Svc end 
POIRIER, H R Spiegel it HcOlarmld 79/02/32 39pp 


7903140633 Houston Lighting it Power Co's objections to Items 3,6(t], 
I (d), 1 (g>i G<c ), 21. 37(a), 43 h 45 of NRC 79011S discovery 
request Moves ASLD for a protective order Certificate of Bvc 
end 

FRANKLIN, M J , BARNETT, E M Baker b Botts 79/03/33 Bpp 


7903230190 Motion for extension of time in which to respond to Houston 
Lighting t. Power Co's second set of interrogatories & 
document requests Certificate of Svc end 
HARRIS.J L Justice, Dept of 79/02/22 7pp 


7903080529 Notification of 790320 prehearing conference in Bethsfda,HD 
to review discovery status of parties b to hear arguments on 
790216 joint «08 

HILLER, M E Atomic Safety and Licensing Board Panel 77/02/23 Ip 


7903140625 Opposition by Public Utils Dberd of Drouintvil 1 e, TX, to joint 
H03 filed on 790216 Argues that requested info is relevant 
to decision ASLB must make Certificate of Svc end 
POIRIER, M Spiegel b McDlarmld 79/02/23 tOpp 


7903320403 Central Power ti Light Co's first set of interrogatories to fc 
request for production of documents from Public Utit Board 
of City of Brownsvi 1 1 B, TX Certificate of Svc end 
STAHL. D H Isham. Lincoln b Beale 79/03/33 12pp. 


7903360098 Motion by Central Power ?< Light for extension until 790333 
in which to respond to Houston Lighting b Power Co's first 
set of Interrogatories 

STAHL, D H Isham, Lincoln b Beale 79/03/33 6pp 


79031S0108 Grants extension until 790313 for NRC response to Housten 
Lighting b Power Co second set of interrogatories (i 
r e quasi t for production of documents for good cause shown 
MILLER, K E. Atomic Safety and Licensing Board Panel 79/02/27 ip 


3200269 Central Power b Light Co's second set of interrogator J et t 
equest for production of documents, addressed to Houston 
ighting b Power Co 

TAHL, D M Isham, Lincoln (< Beale 79/02/27 lOpp 
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DOCMET STN-50~4S8 South Teias Project, Unit 1 


T'!032lOS7-4 Houiton Lighting «< Potiisr Co'b response to DOJ motion for 
(Itension of time Requests ASLB to hold ruling on motion in 
dbegante until 790320 prehearing conference {< urges adoption 
of fair schedule Certificate of Svc end 

BQUKNIOHT, J fl Louenstein, Neuman, Rei s. Ax elrad & Toll 79/02/27 

9pp 


7903220193 Central Pouer t. Light Co's first sot of interrogatories & 
request for production of documents addressed to TK Util 
Osnerating Co 

* Ishani, Lincoln 4< Deals 79/02/27 9pp 


7903190603 Responds to DOJ 790206 request to compel City of Austin, TX, 
to provide fuller responses Denies motion re Interrogatories 
7(12 & 13i grants motion re Interrogatories S, 19 t< 22 
HILLERtH E Atomic Safety and Licensing Board Panel 79/02/20 

6 pp 


7903190693 A1 lous Central Pouer t( Light Co until 790316 to respond to 
Houston Lighting U Pouer Co's interrogatories Defers ruling 
on DDJ 790222 motion until after 790320 prehearing 
confsrenc e 

HtLLERi H E Atomic Safety and Licensing Board Panel 79/02/20 
Spp 


7903230194 Rept on progress of discovery during Feb 1979 
IIARRla, JL Justice, Dept of 79/02/20 6 pp 


7903260131 Orants Houston Lighting t Power Co's 790306 motion tor 
eitension until 790320 in which to respond to Central Pouer 
6 Light Co's second set of interrogatories 

MILLER, M E Atonic Safety and Licensing Board Panel 79/03/00 ip 


7903160105 Informs of status of discovery NRC has received answers 6 
objections from Houston Lighting 6 Power Co 6 TX Util 
Co, was served u/second set of interrogatories from former l< 
plans to continue reviewing documents 
SLUHE, M B Anti-Trust Division 79/03/09 ip 


7903220249 Sustains certain of TX Util Generating 790112 objections re 
DOJ discovery requestsi denies others Grants notion to coopol 
fuller responses to DOJ interrogator tes 2<a)t i b), 31 a >, 4, 7, 9, 

12, 14-16,20, 21.23 !< 2S 

MILLER, ME Atomic Safety and Licensing Board Panel 79/03/09 
Spp 


7903200076 Motion by Public Utils Board of City of Brounsvi 1 is, TX. f or 
clarification of 790307 ASLB order granting Central Power 1< 

Light 6 Utils Board joint notion for ulthdraual of subpoenas 

6 motions Certificate of Svc end 

POIRIER, M Spiegel t< McDiarmld 79/03/12 6 pp 


7903300241 Orants motion of Gulf States Util to eitend until 790411 
period in which to respond to ASLB 790226 subpoena for 
production of documents per request of Public Utils Board of 
Brounsvi 1 le, TX 

HILLER,M E Atonic Safety and Licensing Board Panel 79/03/13 ip 


7903260349 Central Pouer 6 Light Co's objections L motions for 
protective order re certain Interrogatories l< document 
requests from Public Util Board of Brounsvi I le, TX Affidavit 
of HC Price U Certificate of Svc end 
RYAN. T 0 Isham. Lincoln t< Deale /9/02/2B Itpp 


790-3140601 Joint motion for protective order to ensure confidentiality 
of info i< documents produced by movants t, to allou for 
development of evidence Proposed order t< Certificate of Svc 
enc 1 

COliH.R E . LEIDL, R J Butler, Blnion, Rice, Cook «< Knapp 79/03/01 
I9pp 


7903140642 Joint motion for ulthdraual of application for subpoenas L 
nstiuns.per agreement of movants on production of uitnesses, 
subj to Issuance of protectivo order Certificate of Svc 
end 

RYAN. T 0 Isliam, Lincoln k Beale COHN, R E . LEIDL, R J Butler, 
Olnlon. Rico, Cook *< Knapp 79/03/Oi 13pp 


7903230200 TX Ut i 1 Co Ic subsidiaries' ansuars to NRC's initial 
Interragetorie s k requests for production of documents 
Affidavit of author I iotlon It Certificate of Svc end 
RELVEA. S C Horeham, Foreythe It Sampols 79/03/01 24pp 


7903200277 TX Util Oaneratlng Co's response to DOJ 790206 motion to 
compel fuller rasponsos Urges denliil or mod of motion 
Certificate of Svc end 

HNOTTRi J a Debevoise It Lleborman 79/03/02 lOpp 


790320028/ TX Ulll Oaneratlng Co's objections 6 motion for protective 
-orders u/rogard to interrog ator I es fc document requests of 
arounsvllle.TX niterrogatorles are vague It general) responses 
would be burdensome Certificate of 8 ve end 
KNOTTS. J B Oebovolso It Lieberman 79/03/02 lOpp 


7903200478 Submits Feb 1979 progress rept for Houston Lighting It Power 
Co Certificate of Svc end . , 

FftANKiLIM.H J Louienste in, Neuman, Rei s. Ax olrad t Toll /Y/oa/OtC 
4pp 


7903300070 Response of South TX Cooperative, Inc It Median Electric 
Cooper etlve. I nc to inltal Interrogatories t< first request 
for production of documents from Public Util Board of 
BrownsvllleiTX Certificate of Svc and 

HUNTER. H NeOlnnlSp Lochrldge t< Kilgore 79/03/02 6 pp 


7903290111 Application by Public Utils Board of Brounsvi 1 If . TX. for 
Issuance of subpoenas for production of documents from 
parent & affiliated companies of Central Power U Light Co 
Certificate of Svc end 
» Spiegel t McOlarmid 79/03/14 9Bpp 


7903140267 Forwards IE Insp Repts 50-490/78-16 6 50-499/76-10 on 
701219-22 No noncomp I lance noted 

SEIDLE.N C Region 4, Dallas, Reactor Construction U Engineering 

Support Branch 79/01/09 2pp 


7903140289 IB Intp flepts 50-496/78-18 ti 50-499/78-10 on 701219-82 No 
noncomp 1 iance noted Major areas inspected const activities 
re post tens i onlng , concrete placement, housekeeping, 
equlpnent storage U previous insp 

HUBACEKi W G , CROSSMAN, H A Region 4, Dallas. Reactor 

Construction t Engineering Support Branch 79/01/09 Spp 


79030700B0 Ack receipt of 790122 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-490/70-17 Ic 
50-499/78-17 

SEIDLErW C Region 4. Dallas, Reactor Construction 6 Engineering 

Support Branch 79/02/07 Ip 


7903070085 Reaponda to NRC 761221 Itr re violations noted in IE Insp 
Repts 50-490/78-17 6 50-499/70-17 Corrective actions 
radwelder 0iJ«lifir*Hnn -fn.R X 

DOCKET STN-50-49a South Texas Project, Unit 1 


7903080483 Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment " W/Ust of tl systematic evaluation program 
plants for which no action is required 

8EYFR1T, K V Region 4, Dallas, Office of the Director 
»P 


79/02/00 


7903080436 Forwards IE Info Notice 79-03, 
Limit Switch Lubricant " 

SEVFRIT.K V Region 4, Dallas, Office 
IP 


"Liml torque Valve Geared 
of the Director 79/08/09 


>903260034 Forwards IE Insp Rept 50-490/79-02 li 50-499/79-02 on 
790123-26 & 790130-0208 h notice of violation 


8E1DLE,N C 
Support Branch 


Region 4, Dallas. Reactor Construction fc Engineering 
79/02/15 2pp 


7903150370 Protective order re confidential bueiness info which may be 
subnltted by companies in connection u/thls proceeding 
HILLER. H E Atomic Safety and Licensing Board Panel. 

6pp, 


79/03/06 


7903160307 Orante 790301 joint motion for ulthdraual of subpoenas li 
motions I, approves agreement re depositions ^^.04 i,, 

HILLER. H E Atomic Safety and Licensing Board Panel 79/03/06 p 


7903280388 Order re Houston Lighting k Pouer 790115 

protective order concerning DOJ discovery request Overrules 
objections re speculation argument k conjecture Orders utu 
to siipplij requested facts ^o/oa/OA 

HlLLERiti E Atomic Safety and Licensing Board Panel 79/03/ 
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7'90'3260043 Forwards IE Insp Repts ■30-4907 79-01 It 50-499/79-01 on 
' 790123-2& t. 79O13O-02'0a & notice of vlo lotion 

SEIDLE. M C Region 4. Dallas^ Reactor Construction 1 . Engineer log 

Support Drancft 79702/16 2pp 

7903260047 Notice of violation from ln»p on 790123-36 It 790130-0302 
* Region 4. Dallas Reactor Construction «< Ensinoerlnj Support 

Branch 79/02/16 Ip 

7903260051 IE Insp Repts 50-498/79-01 U 50-499/79-01 on 790123-26 P 
790130-0202 Noncomp I lanc e noted transcription of cadweldlng 
eiaitiinatlon chockllit records took place u/o documented 
Instructions! procedures! or drawings 

HOBACERi W G ! GROSSMAN. U O . MALL. R E Region 4. Dallas, 

Reactor Construction Ii Engineering Support Branch 79/02/13 9pp 


7903190029 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Eguipment. “ dtd 790208, that valve 
Limit switch Identified as MAKCD Model S3CML should read 

SL3CiHL 'lo.AMynv 

SEVFfilT. K V Region 4. Dallas. Office of the Director 79/02/87 

ip 

7903310198 AcV receipt of 790108 & 790214 Itrs Informing HRC of steps 
taken to correct violations noted in IE Insp Repts 
50-498/78-16 t 50-499/78-16 

SEIDLC.H C Region 4, Dallas# Reactor Construction t# Eng 1 neer ing 

Support Dranch 79/03/02 Ip 

7903210201 Responds to NRC 790117 I tr re violations noted In IE Insp 
Repti S0-49B/7S-16 5 50-499/7B-16 Corrective actions 
training conducted in housekeeping insp procedures, megger 
testing & warehouse maint card sgs 

TURNER, E A Houston Lighting €i Power Co 79/02/14 Ip 

7903280018 For-uards IE Dulletin 79-02. “Pipe Support Bose Plat* Designs 
Using Concrete Eipansion Anchor Dolts " 

BEYFRIT.R V Region 4, Dallas, Office of the Director 79/03/0B 

If 

7903300012 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects tn 
A5KE SA-312 Tgpe 304 Stainless Steel Pipe Spools 
Manufactured bg Youngstown Melding & Engineering Co " 

SEVFRIT. K V Region 4, Salles, Office of the Director 79/03/12 

*P 

7903290324 Forwards IE Circular 79-04. "Loose Locking Mot on Llmltorgue 
Valve Operators ” 

SE'VFRIT, K V Region 4, Dallas, Office of the Director 79/03/16 

Ip 

7903300196 Forwards IE Info Notice 79-OS, "Use of Improper Metis In 
8af ety-Re latcd Components “ 

8EVFRIT, K V Region 4. Dallas, Office of the Director 79/03/21. 

2pp. 


7903190168 Forwards interim rapt on reportable deficiency re Improper 
anchor bolt matl first reported on 790200 Final rept will be 
subnltted 790601 

TURNER# E A Houston fighting ft Power Co 79/03/08 Ip 

7903190169 On 79Q20S util notified NRC of potentially reportable 
deficiency re Installation of anchor bolts lefg from 
Improper matl by Brown ft Root Caused by failure of OC 
personnel to verify renuisltlons 
• Houston Lighting ft Power Co 79/p3/0B 2pp 


nnCMPT QTM-6A~ao9 Smith Taiac Proierfc. Unit 2 


7903220403 Centi al Power ft Light Co's first set of interrogatories to (c 
request for production of documents from Public Util Board 
of City of Brounsvi lie, TX Certificate of Svc end 
STAHL, D M isharo. Lincoln ft Beale 79/02/23 12pp 


79031900-S6 Requests addi meteoiology info to continue ravlew of FBAR 
Info Includes ambient air temps, design wind velocity, 
atmospheric stability conditions ft toliabllity of control 
room access to meteorological Info 

PARR.O D Light Water Reactors Branch 3 79/02/26 3pp 


7903270515 Forwards NUREG-0523, ''fcumraary of Operating Eiperience w/ 
Recirculating Steam Oeoerators, " which focuses on recent 
problems u/deg i adation Believes continued plant operation 
does not constitute undue risk 

ElSENHUTiD C Assistant Diiector for Systems ft Projects 
79/03/02 3pp 

7903260199 Forwaids request for addl info re mechanical engineering in 
order to complete reviesi of FSAH 

TURNER, £ A ileus ton Lighting k Power Co 79/03/09 38pp 

7903200064 Requests addl mfo re capability of nuclear steam supply lys 
to respond to postulated ATWS transients W/ltr to major 
vendors requesting info ft forwarding" NUREO-0460, Vol 3 
H/o one 1 

VA3SALL0. tt 0 Assistant Oirecto, for Light Water Reacto.rs 
79/03/15 3pp 

7903120263 Ho comments on Amend 2 to Environ Hept 

UEIMERpR H Intcnoi, Dept of. Bureau of Reclamation 79/03/02 

Ip 


7903140290 No comments on Amend ? to Environ Rept 
HOOERS. U E Interior, Dept of 79/03/06 Ip 


7903070305 Forwards NUREC/Cn-04DO, ''Risk Assessment Review Group to U3 
HRC" dtd Bept 1970 U/o end 
MCOURREM. H J Branch 1 79/02/02 ip 


7903060707 Responds to amended sUppl petition of D Harko petition to 
Intervene Urges denial of petitions for falling to satisfy 
Intervention requirements Certificate of Svc end 
MCOURREM. H J Branch I 79/02/06 9pp 


7903210307 Supports intervention petitions of D Mai ke, Austin Cltliehs 
for Economical Energy ft Citizens Concerned about Nuclear 
Power# Inc because they raise important contentions ft can 
make valuable contribution Certificate of Bve enc I 
LOHERRE.R W Teias, State of 79/02/19 5pp 


7903130946 Petition to intervene by Citizens for Equitable Utils, tnc. 
filed late due to group's uiiauai vness of procoedingi Argues 
standing as matter of right ft discretion lists nine 
contentions Authori zation ft Certificate of Svc end 
BUCH0RN,P Affiliation Unknown 77/02/23 26pp 


7903220079 Forwards NRC's "Rules of Practice" ft Informs of procedures 
rc limited appearances Will send notices of hearings 
HCCURREN. H J Branch 1 79/02/16 ip 


7903220317 Opposition by util to intervene petition of Cltilvns for 
Equitablo Utils Petition does not show good cause for 
untimeliness ft Falls to demonstrate ability to assist 
proceeding Certificate of Svc end 

NEUMAN, v* R Lowcnsteln. Newman. Reis, Aielrad ft Toll 79/03/02 39pp 


7903130922 Joint MOS for production of documents ft deposition Issued 
by ASLB on 790131 on application by Central Power ft Light 
Movants, five manufacturers not parties In proceed ingi, argue 
subpoenas are too bi oad Certificate of Svc end 

COHN.R E . LEIDL.R J Butler, Binton, Rice. Cook ft Knapp 79/02/16 
17pp 


'9Q3050196 Infornis of status of review of discovery document* re Mest 
TX Util Co.et al.vs TX Electric Svc Co by Public Util Board 
of Brownsvi 1 1 e, TX Interrogatories ft document requests have 
been fl led, served ft corrected Certificate of Svc end 
POIRIER, M R Spiegel ft McDiarmid 79/02/01 5pp 


'903090392 Discovery status rapt of Central Power V Light Co Pur Jan 
1779 Initial interrogatories ft request for production of 
documents received Extension of time for response requested 
Applies for subpoena issuances 

RYANrT Q>. Ishami Lincoln ft Deals 79/02/01, 6pp 
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79{)30&O25‘7 Forwards Certificate of 6ve for response by Ulty of San 
Antonia to fust set of interrogatories It request for 
productioTi of documents from DQJ City has received U 
initiated no other discovery requests in Jan 

VIOOD. J C Matthews, Nowlin, Macfarlane t, Barrett 79/03/02 4pp 


7903020100 DOJ response to Houston Lighting tt Power Co objections It 
nation for a protective order re DDJ discovery request Urges 
denial of util motion seeks answers to all DDJ 
Interrogatories Certificate of 9vc end 
HARRlSiJ L Justice, Bept of 79/02/06 21pp 


7903090090’ Answered DDJ request in Jan 1979 I, received Int erroga tor 1 o s 
Answers due u/documents (ref end agreement) Certificate of 
Svt encl 

flALOUOH, ft C Austin, TX 79/02/06 5pp 


7903020144 Houston Lighting 6 Power Co's first set of written 
interrogatories to Central Power 6 Light Co Requests 
response within 14 days Certificate of Svc end 
FARHETT, E U Baker It Botts 79/02/07 49pp 


7903090094 Informs of Te«-La Electric Cooperative's receipt of 
dlstovery documents fi om related District Court case for 
Insp No othei discovery activity initiated during Jan 
Certificate of £>vc end 

9URCKETTE, U H Noi thcutt Ely 79/02/09 4pp 


7903200470 !n response to 790131 I tr, advises that all documents made 
available re antitrust proceeding woi e also made available 
to representatives of Spiegel t, McDiarmld 
9AHPELB, M B Worsham, Forsythe !< Sampels 79/02/09, tp 


7903220057 Typographical error Busts on Page 2 of Houstori Lighting 8, 
Power Co's icitoiiogatory 2 The date "January 1,1960," should 
be substituted for "January 1, 1970" in the third line Svc 
list encl 

BARNETT. E W Baker !, Botts 79/02/12 6pp 


7903070190 Motion for eitension of time until 790305 to respond to 
790206 irotion to compel fuller responses to DDJ first set of 
Interrogator I BS Certificate of Svc ancJ 

FRANKLIN, U J Lowens t e i n , Newman, Re i s, A* e 1 rad 8< Toll 79/02/14 

9pp 


7903070422 Advises that "Second Set of 1 n tei r oga tor 1 e s & Hequests fer 
Production of Documents from Houston Lighting b Power Co to 
NRC" teas hand~de 1 ivei ed on 79D212, not 790209 as Certificate 
of Svc states 

Bl.tIME, H B Anti-Trust Division 79/02/14 ip 


7903150350 Motion by TX Utils Oenciating Co for extension of timo to 
respond or file appropriate motions to /90131 discovery 
request Could not reach counsel for Public Util Board of 
Br owns vl 1 1 e, TX Certificate of Svc encl 
KNOTTS, J B Dobevoise ft Liehcrm.m 79/02/14 6pp 


79030BD547 Requests clarification re interrogatories I i< 2 in search 
set Hants to know whether Houston Lighting t< Power wants 
info on all witnesses NRC may call, or only those addressing 
Houst-on Lighting 4c Power activities 
LESSV, R P Anti-Trust Division 79/02/15 ip 


7903130055 Oronts time extensions to Houston Lighting & Power fc TX 
Utiis Oenerating Co to i esponri to discovery requests 
Hiller, M E Atomic Safety and Licensing Board Panel 79/02/15 

2pp 


7903070521 Forwards transcript of final argument before UB District 
Court in Dallas W/c end 

BLUME.M D Anti -Trust Division 79/02/16 tp 


7903150178 Motion for extension of time until 790302 to respond to DDJ 
790206 motion to compel, due to late receipt of motion by TX 
Util Ofrnerattng Co's counsel, Cert i fi cate of Svc end 
KNOTTS. J B Debevoise tt Lleberman 79/02/16 4pp 


7903080055 Houston Lighting 4i Power objections 4i answers to NftC’'s 
Initial in terroga toi i os *< requests for production of 
doci/oients Certificate of Svc encl 
BARNETT.E, M Baker & Botts 79/02/20 36pp 


7903090007 Orants 790216 motion extending until 790302 TX Util 
Qenerating Co's time in which to respond to DOJ motion to 
compel 

KILLER, M E Atomic Safety and l.lcenslng Board Panel 79/02/22 Ip 


7903130577 Application for issuance Of subpoenas for deposition of 
RL Wright & for production of documents to Keeper of Records 
of Gulf States Util Co Certificate of Svc encl 
POIRIER. M R Spiegel It MtDiarmId 79/09/22 a9pp 


7903140633 Houston Lighting It Power Co's objections to items 5,6(e)i 
l(d >, Hg), aCc I. 21, 37(a>, 43 h 45 of NRC 790115 discovery 
request Moves A5LB for a protective order Certificate of Svc 
enc I 

FRANKLIN, U J Baker 6 Betts 79/02/23 epp 


7703230190 Motion for extension of time in which to respond to Houston 
Lighting t< Power Co's second set of interrogatories -li 
document requests Certificate of 5vc end 
HARRIS. JL Justice, Dept of 79/02/22 7pp 


7903080529 Notifies of prehearing conforenco to be held on 790320 in 
Betbesda, HD. to review discovery status of parties li to hear 
arguments on 790216 joint MQS 

MILLER, M E Atomic Safety and Licensing Board Panel 79/02/23 Ip 


790314D625 Opposition by Putlit Utils Board of Dr ownsvi 1 1 e . TX, t o joint 
MQ3 filed on 790P1A Argues that requested info is relevant 
to decision ASLH must make Certificate of Svc end 
POIRIER, M Spiegel 4<McDlarmid 79/02/83 lOpp 


790326009a Motion by Central Power tt Light eitension until 790323 In 
Which to respond to Houston Lighting fe Power Co's first set 
of Interrogatories 

STAHL, D M Isham, Lincoln b Beale 79/02/23 6pp 


7903150109 ©rants eitension until 790318 for NRC response to Houston 
Lighting t> Power Co second set of Interrogatories l< 
requests for production of documents for good cause shown 
MILLER, M E Atomic Safety and Licensing Board Panel 79/02/87 Ip 


7903200269 Central Power *, Light Co's second set of in t errog a.tar i es 4i 
request for production of documeii ts, addressed to Houston 
Lighting 6 Power Co 

STAHL, D.M Isham, Lincoln I, Deale 77/02/37 IDpp 


79D3210S74 Houston I Ighting 4< Power Co's response to DQJ motion for 
extension of time Requests ABLB hold ruling on motion in 
abeyance until 790320 prehearing conference 6 urges adoption 
of fail schedule Certificate of Svc encl 

DOUKNICHT.J A Lcwonsteln, Newman, Rnl s. Axelrad 4, Toll 79/02/27 
9pp 

7903220143 Central Power U Light Co's first set of Interrogatories 4( 
request for production ef documents addressed to TX Util 
Generating Co 

Isham, Lincoln 4, Beale 79/02/37 7pp 


7903I406DB Responds to DQJ 795206 request to compel City of Austin, TX. 
to provide fuller responses Denies motion re Interrogatories 
7,12 6 13( grants motion re interrogatories 5,19 6 22 
MILLER, M E Atomic Safety and Licensing Board Panel 79/02/28 
6pp 


7903140645 A1 1 o-us Central Power ti Light Co until 790316 to rep and to 
Houito-h Lighting 4r Power Co's 1 ntei roga t or loi Defers ruling 
on DQJ 790223 motion until after 790320 prehearing 
conference 

HILLER, H E Atomic Safety and Licensing Board Panel 79/02/2S 
2pp 


7903330174 Rept on progress of discovery during Feb 1979 
HARRIS, J L Justice. Dept ef 79/02/2B 6pp 
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of ctotus of dlficQvey NRC has received ensuers 2. 
abjections from Houston Lightins b Potuer Co b froro TX Util 
Co uas served u/sscond set of Inten ogotories from fordier b 
plans to continue reviewing documents 
BLUME. M B Anti -Trust Division 79/03/07 Ip 


7703830SBO TX Util Co b subsidiaries' answers to NRC's initial 
interrogatories b requests for production of documonts 
Affidavit of authorl la tlon b Certificate of Bvc end 
RELYEA. S C Mot sham. For sq the b Sampcls 79/03/01 S-dpp 


7903200277 TX Util Generating Co's response to DOJ 79020ib motion to 
compel fuller responses Urges denial or mod of (notion 
Certificate of Svc and 

KNOTTS. J D Debevoise b Lleborman 79/03/02 lOpp 


7903200237 TX Util Oeneratlng Co's objections b motion for protective 
orders w/regard to Interrogatories U document requests of 
Browns vi 1 1 e. TX Interrogatories arc vague b general i rasponses 
would be burdensome Certificate of Svc end 
KNOTTS. UB Debevoise b Lleberman 79/03/02 lOpp 


7903200478 Submits Feb 1979 progress rept for Houston Lighting b Power 
Co Certificate of Svc end 

FRANKLIN.UJ Lowenste 1 n. Netuman. Ro i s. Axelr ad b To 1 1 79/03/02 

4pp 


7903300073 Response of South TX Cooperat Ive. Inc b Median Electric 
Coaperatlve. Inc to Inital interrogatories b first request 
far production of documents from Public Util Board of 
Brounsvi lie. TX Certificate of Svc encl 

HUNTER. «, McGinnis. Loc bridge U Kilgore 79/03/02 bpp 


7703150378 Protective order re confidential Ousiness info which mag be 
submitted bg companies in connection w/this proceeding 
HILLER. M E Atomic Safetg and Licensing Board Panel 79/03/0b 

*jp 


7903160307 Grants 790301 joint motion for lalthdraual of subpoenas b 
motions b approves agreement re deposltione b documents 
MILLER.M E Atomic Safetg and Licensing Board Panel 79/03/06 ip. 


7903220368 Order re Houston Lighting b Power 790115 motion for 
protective order concerning DOU dlscoverg request Overrules 
objections re speculation argument b conjecture Orders util 
to supplg requested facts 

HILLERrM E Atomic Safetg and Licensing Board Panel 79/03/06 
Spp 


7903260131 Grants Houston Lighting b Power Co's 790306 motion for 
extension until 790320 in which to respond to Central Power 
b Light Co's second sot of interrogatories 

HILLER, H E Atomic Safety and Licensing Board Panel 79/03/08 Ip 


7903070080 Ack receipt of 790122 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rents SO-498/78-17 b 
50-499/78-17 

SEIOLE.If C. Region 4. Dallas. Reactor Construction b Engineering 
Support Branch 79/02/07 ip 


79030700S5 Responds to NRC 781221 Itr re violations noted in IE Insp 
Rcpts 30-49B/7B-17 b 50-499/79-17 Corrective actions 
cadwelder qualification Insp b test results reviewed 
TURNER. E A Houston Lighting b Power Co 79/01/22 2pp 


79030B0423 Forwerds IE Bulletin 79-01. “Environ Oualif icatlon of Class 
IE Equipment " U/list of II systematic evaluation program 
plants for which no action Is required 

BEYFRIT.K. V Region 4. Dallas. Office of the Director 79/02/08 
<P 


7903080436 Forwards IE Info Notice 79-03. "Limltorque Valve Geared 
Limit Switch Lubricant " 

BEYFRIT.K V Region 4. Datloi. Office of the Director 79/02/09 

ip 


7903260034 forwards IE Insp Kept 50-498/79-02 b 50-499/79-02 on 
790I23-S6 b 790130-0202 & notice of violation 

8E1DLE. H C Region 4. Dalles. Reactor Construction b Engineering 

Support Branch, 79/02/13 2pp 


7903260038 Notice of violation from insp on 790123-26 b 790130-0202 
* Region 4 j Dallas. Reactor Construction b Engineerino Support 
Branch 79/02/15 Ip, 


7903260036 IE Insp Rept 30-498/79-02 b 30-499/79-02 on 790123-26 b 
790130-0202 Noncompllancc noted. blueprln'^s were not 
identtfleil as supBrceded.nor were they controlled 
HUBACEK.W 0., CROSBMAM. W A . HALL.R E Region 4. Dallas, 

Reactor Construction b Engineering Support Branch 79/02/12. Bpp. 


7903220244 Sustains certain of TX Util Oeneratlng 790112 objections ri 
DOJ discovery reques ts( denies others Grants DOJ motion to 
compel fuller responses as to interrogatories 2(a )b(b 1, 3(a >. 
4,7.9,12,14-16.20,21,23 b 25 

HILLER) H E Atomic Safety and Licensing Board Panel 79/03/09 
5pp 


7903280076 Motion by Public Utils Board of City of Brounsvi 1 1 e, TX. for 
ckar 1 f 1 cation of 790307 ASLB order granting Central Po-uror b 
Light b Utils Board joint motion for withdrawal of subpoenas 
b motions Certificate of Svc encl 
POIRlEft.M Spiegel b McDlarmld 79/03/12 6pp 


7903300241 Grants motion of Gulf States Util to eitend until 79041) 
period In which to respond to ASLU 790226 subpoena for 
production of documents per request of Public Utils Board of 
Brownsvt 1 is. TX 

HILLER. H E Atomic Safety and Licensing Board Panel 79/03/13 |p 

7903290111 Application by Public Utils Board of Brounsvi 1 1 e> TX. for 
issuance of subpoenas for production of documents from 
parent b affiliated companies of Central Power b Light Co 
Certificate of Svc encl 
* Spiegel b HcDiarmld 79/03/14 90pp 


7903140207 Forwards IE Insp Repts 30-496/78-18 b 50-499/78-18 on 
761219—22 No noncompliance noted 

8EI0LE.U € Region 4. Dallas. Reactor Construction b Engineering 

Support Branch 79/01/0? 2pp 


7903140289 IE Insp Repts 30-498/78-18 b 50-499/70-18 on 731219-22 Uo 
noncompliance rioted Major areas inspected const activities 
re post tensioning, concrete placement, housekeeping, 
equipment storage b previous insp 

HUOACEK.U G . CROSS MAN. U A Region 4. Dallas, Reactor 

Construction b Engineering Support Branch 79/01/09 5pp 

7903090044 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

SEYFflIT, K V Region 4, Dallas, Office of the Director 79/02/16 

Ip 


7903260043 Forwards IE Insp Repts 50-498/79-01 b 30-499/79-01 an 
790123-26 b 790130-0202 b notice of violation 

BEtOLE.U C Region 4. Dallas. Reactor Construction b Enginesrlng 

Support Branch 79/02/16 2pp 


7903260047 Notice of violation from insp on 790123-26 b 790130-0202 
* Region 4. Dallas. Reactor Construction b Engineering Support 
Branch 79/02/16 Ip 


7903260031 IE Insp Repts 50-498/79-01 b 50-499/79-01 on 790123-26 b 
790130-0202 Nancocip 1 ianc e noted transcription of caduelding 
etaminatlon checklist records took place w/o documented 
instructions, procedures, or drawings 

HUBACEK.H 0 . CRDSSMAN.U G , HALL, R E Region 4, Dallas. 

Reactor Construction b Engineering Support Branch 79/02/13 9pp 


7903190029 Informs recipients of IE Bulletin 79-01. "Environ 
Qual Ification of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Mode] 83CHL should road 
SL3CHL. 

BEYFRIT.K V Reglcrn 4. Dallas, Office of the Director 79/02/27 
Ip. 


7903210198 Ack receipt of 790108 b 790214 Itrs Informing NRC of steps 
taken to correct violations noted In IE Insp Repts 
30-498/70-16 b 30-499/70-16 

SEIDLEi 14 C Region 4, Dallas, Reactor Construction b Engineering 

Support Branch. 79/03/02 ip 


7903210201 Responds to NRC 790117 Itr re violations noted in IE Insp 
Repts 30-498/70-16 b 50-499/78-16 Corrective actions 
training conducted in housekeeping insp procedures, megg er 
testing b warehouse malnt card sys 

TURNER, E A Houston Lighting b Powei Co 79/02/14 ip. 


7903280010 Forwards IE Bulletin 79-02, "Pipo Support Base plate Deslgni 
Using Concrete Expansion Anchor Bolts " 

BEYFRITiK V Region 4. Dallas, Office of the Director 79/03/03 

ip 



KKKET 8tN-50-4‘?9 South Tejas Project. Unit 2 


DOCKETED SERIES 


7'9033<}0012 Foruardt IF Sul let in 79-03. "Longitudinal Ueld defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Voungstoun Welding It Engineering Co " 

SEVFftIT.K V Region 4. Dallas. Office of the Director 79/03/12 
Ip 


7903290324 Forwards IF Circular 79-04. "Loose Locting Nut on Limltoriuo 
Valve Operators " 

SEVFRIT.K V Region 4. Dallas. Office of the Director 79/03/16 
Ip 


7903300196 Forwards IE Info Notice 79-05. "Use of Improper Matls in 
Safety-Related Components " 

SeVFBIT.K V Region 4. Dallas. Office of the Director 79/03/21 

2pp 


7903190160 Foruards interim rept on reportable deficiency re improper 
anchor holt matl first reported on 79020B Final rept will be 
submitted 790601 

TURNER. E A Houston Lighting & Power Co 79/03/00 Ip 


7903J90169 On 790205 util notified NRC of potentially reportable 
deficiency re installation of anchor bolts mfg from 
improper matl by Drown t< Root Caused by failure of ilC 
personnel to verify requisitions 
• Houston Lighting t< Power Co 79/03/08 2pp 


DOCKET SO-500 Davis-Desse Nuclear Power Station. Unit 2 


7903020174 Informs util of proposed action that may be necessary to 
resolve concerns identified in NUREO— 0460. "Anticipated 
Transients w/o Scram for LWRs " 

SOYS. 8 3 Division of Project Management 79/02/03 3pp 


7903270521 Forwards NUREO-0523. "Summary of Operating Eeperlence w/ 
Recirculating Steam Genorators. " which focuses on recent 
problems u/degradatlon Believes continued plant operation 
dees not constitute undue risk 

EIEENHUT.D O Assistant Director for Systems b Projects 

79/03/02 3pp 


7903220272 Utu believes that any unit design b component fabrication 
scheduled to occur 790313 b 791101 can proceed w/o affecting 
reactor backup scram sys. Increased reactor coolant sye 
pressure relief capacity b long-term cooldown valves 
ROE.L E Toledo Edison Co 79/03/13 Ip 


7903050264 Forwards Amend 26 to application for licenses. as Revision 22 
to PSAR incorporating changes to main steam b feedwater line 
breaks outside containment 
ROE.L E Toledo Edison Co 79/03/02 2pp 


7903030269 Amend 26 to application for license submitted as Revision 22 
to PSAR 

ROE.L E Toledo Edison Co 79/02/28 65pp 


79031SO200 intervenors' response per ALAD-509 in oppoeitlon to 
"de mininus" theory Alleges theory Ignores issue of 
significant b substantial releases of radon-222 to environ. 
Certificate of Sve end 

KEPFOHD.C Affiliation Unknown 79/02/19 37pp 


7903230297 Forwards responses to ALAD-509 Thirty-day period for 
responses to documents shall run from 790305 

8iUIUT8KI>R K Atomic Safety and Licensing Appeal Panel 79/03/01 
5pp 


7903270364 Forwards Endorsement 27 to NELIA Policy NF-S36 
LLQYO.A, D Herih b McLennan. Inc 79/03/22 2pp 


DOCKET 50-501 Davii-Desse Nuclear Power Station. Unit 3 


7903020174 Informs util of proposed action that may bo necessary to 
resolve concerns identified In NUHE8-046(J. "Anticipated 
Transients u/o Scran for LWRs " 

BOYD. B. 3 Division of Project Management 79/02/08, 3pp 


7903270521 Forwards NUflEO-OS23, “Bommary of Operating Ei per lent* w/ 
Recirculating Steam Oencratori. " which focus** on raeent 
problems w/degradation Believes continued plant operation 
docs not constitute undue risk 

EI8ENHUT. 0. 0 Assistant Director for Bysteni b Projects 
79/03/02 3pp 


7903220S72 Util believes that any unit design & component fabrication 
scheduled to occur 790313 it 791101 can proceed w/o affecting 
reactor backup scram sys. Increased reactor coolant syi 
pressure relief capacity b long-term cooldown valves. 

ROE.L e Toledo Edison Co 79/03/13 ip 


7903050264 Foruards Amend 26 to application for licenses. as Revision 22 
to PSAR Incorporating changes to main steam b feedwater line 
breaks outside containment 

ROE.L £ Toledo Edison Co 79/03/02 2pp 


7903050269 Amend 26 to application for license submitted as Revision 22 
to PSAR 

ROE.L E Toledo Edison Co 79/02/2B 63pp 


7903150200 Intervenors' response per ALAB-509 In opposition to 
"do mininus" theory Alleges theory ignores issue of 
significant b substantial releases of radon-222 to environ 
Certificate of Sve end 

KEPFORD.C Affiliation Unknown 79/02/19 37pp 


7903230297 Forwards responses' to ALAn-S09 Thirty-day period for 
responses to documents shall run from 790303 

BKRUT8H1.R ft Atomic Safety and Licensing Appeal Panel 79/03/01 
5pp 


7903270364 Foruards Endorsement 27 to MELIA Policy NF-836 
LLOYD. R D Marsh b McLennan. Inc 79/03/22 3pp 


DOCKET 8TN-50-502 Haven Nuclear Plant. Unit 1 


7903060613 Forwards request for addl Info for PBAR review Info must be 
available by 790402 Forward* First Round questions for which 
responses have not been received 

FARR. a D Light Water Reactors Branch 3 79/02/06 34pp 


7903090079 Notification of 790307 meeting w/util in Dothesde.MD to 
discuss util's investigation of Lake Michigan faulting b its 
relationship to Haven Nuclear Plant 

CAPRA.R Light Water Reactors Drench 3 79/02/16 Ip 


7903120133 Forwards request for addl info to continue evaluation Of 
PBAR Info requested includes . mat 1 s eng Inecr ing. t true tuta I 
engineering b hydrology Requests notification if 790402 
submittal date cannot be met 

PARR.O, D Light Mater Reactors Branch 3, 79/02/16 I3pp. 


7903190144 Approve* 790130 request for wlthboldlng info 

(ref 10CFR2 790)re steam line break releases to containment 
b justification of design basis for emergency sy*. 

PARR.O D Light Mater Heattors Branch 3 79/02/26 8pp 


7903210475 Forward* NUREO-0523. "aummery of Operating Eiparlence w/ 
Recirculating Steam Generator." due to recent problems u/ 
degradation Believes continued plant operation does not 
constitute undue risk 

EI8ENHUT. D Q Assistant Director for Systems b Projects 

79/03/02. 3pf 


7903140442 Ack receipt of HRC 790226 Itr forwarding addl requests for 
Info re PBAR b site addendum W/e*c*ptlon of Items 130 27. 

130 29 b 130 31. will provide response* to request* by 
790402. 

BURSTEIN. B Uisconsln Electric Power Co 79/03/07, ip 

7903300589 Summary of 790307 meeting in Sethesda.Hd w/utll r* geologic 
tnvestlge t i on of possible faulting under Lake Michigan. 

CAPRA. R A Light Hater Reactors Branch 3 79/03/19 9pp 


7903260406 Informs of complatlon of reviau of Amand 17 to PSAR. 
Datermlnas Bactlon 13 2 should ba revised. 

COLLIN8.P F Operator Licensing Branch 79/03/09, 2pp. 


7903270964 Reviews Amend 12 to ER covering const effects on terrain, 
vegetation b wl Id 1 1 fe. Intake sy* b const of transmission 
lines 

LAPOINT.O F Inlarlon Dept of. Fish b Wildllfa Service 79/03/23 

2pp 


7903270298 Forwards preliminary physical security plan Plan withheld 
(ref tOCFR3 7901. 

aURBTEINiS Uisconsln Electric Power Co 7B/12/19. Ip 


7903140079 Forward* request for addl Info re preliminary physical 
sacurttg plan Info withheld (ref 10CFR2, 790) H/o enci, 

PARR. O. D Light Meter Reactor* Branch 3 79/08/16 8pp 
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DOCKET 50-S13 WPPSB Huclear Projeeti Unit 4 


DOCKETED SERIES 


7963J4036'9 Inform* r»elplent» of IE Bull»tln "Environ 

au»lif teation of Class I£ Equl ptiiBnt> " dtd 79C2O0I that 
limit iwltch Idantifled at NAHCO Mod*! S3CML thould read 
St3CMU 

EWOELKEHi H H ReBlon Si San Franc i«coi Office of the Director 

79/03/27 Ip 


7903210308 Notes that BAND77-1927 contains potentially relevant info 
re issue of spent nuclear fuel sabotage Fartuards copy of 
790122 unclassified transmittal memo Mill forward staff 
assessment of info uihen available 
BDRDENICK.B M Branch <1 79/02/07 2pp 


7903300320 Fartuards requests for updated financial info 

VAROAp S A Light Water Reactors Branch 4 79/03/07 9pp 


79031403B3 States that IE Bulletin 79-Oi. "Environ Qual 1 f icat 1 on of 
Class !E Equipnsnt (correction)'' luas issued to listed 
licensees in Region 5 

a Region Si Ban Franciseoi Office of the Director 79/02/27 Ip 


7903230093 Forwards IE Insp Repts 30-4*0/79-03 8< SO-S 1 3/79-03 on 
790iS2-2& & 790321 No none omp 1 iance noted 

BOOK.H E Region 3i San Franelseop Fuel Facility l< Materials 

Safety Branch 79/02/27 2pp 


79033Q0103 IE Insp Repts 30-4*0/79-03 t< 50-313/79-03 on 790122-26 ti 
790221 No noncompllance noted Major areas Inspected environ 
protection program 

THOMABpR. D I NORTH. 8 p BOOK.H E Region S. San Francisco. Fuel 

Facility ti Materials Safety Branch 79/02/2* 3pp 


7903130070 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Eipanslon Anchor Bolts " 

ENOELKEN. R H Region 5. San Francisco. Office of the Director 

79/03/08 Ip 

7903190499 Forwards IE Bulletin 79-03. "Longitudinal Weld Defects in 
ASNE 8A-3I2 Type 304 Stainless Steel Pipe Spools 
Hanufactured by Youngstown Melding b Engineering Co " 

ENOELKENi R H Region 9. San Francisco. Office of the Director 

79/03/12 Ip 


7908210416 Forwards IE Circular 79-04. "Loose Locking Nut on Limitorque 
Valve Operators " 

EN0ELKEH.8 H Region S. San Francisco. Office of the Director 
79/03/16 Ip 


7903260323 Forwards IE Circular 79-03. ''Noistur* Leakage in Stranded 
Ulra Conductors '' 

ENOELKENi R H. Region 9. San Francisco. Office of the Director 
79/03/2& Ip 


DOCKET 8TN-S0-516 Jamesport Nuclear Station. Unit 1 


7903050065 Foruiards notice of availability of partial initial declsUn 
b initial decision of A6LB 

REGAN. M H Environmental Project Branch 2 79/02/0B 2pp 


7903190386 Responds to 790103 Itr expressing concern re time availtli 
for evacuation of people of Suffolk County. NY. in event of 
cor* melt accident Assures that SO-mlle radius evacuation 
would not be required 

□EVaUNO.R C Division of Site Safety (c Environmental Analysis 
79/03/01 3pp 


7903270497 Forwards NI;RE0-0923. "Summary of Operating Eiperlence H/ 
Rec Ircula 1 1 ng Steam Generators." due to recent problems 
u/d t grada 1 1 on Believes continued plant operation does not 
constitute undue risk 

E16ENHUT.D 0 Assistant Director for Systems b Project* 
79/03/02 app 


7903290312 Requests addl info re capability of nuclear steam supply 
sys to respond to postulated ATMS transients M/lbr to major 
vendors requesting info b forwarding NUREO-0460i Vol 3 W/o 
enc 1 

VAESALLOa D B Assistant Director for Light Mater Reactors 
79/03/19 3pp 


79033205[0 Forwards 7B1222 order directing remand, reopening Jamesport 
record on Issues of need. comparative economics b 
alternatives M/o and 

LIKE. I Reilly. Like b Schneider 78/12/27 Ip 


7903260096 Forwards Lewis Committee Rept <NURE0/CR-0400> U/o end 
BORDENICK.B M Branch A 79/01/10 Ip 


79D3190340 Forwards final rept re reportable deficiency concerning 
HKH valve overpressur lia t i on Valve manufacturer could not 
guarantee communication between cavity b conduit All valves 
listed letll ba nodlfied to ensure overpressuri cation 
REN8ER0ER. 0 L Washington Public Power Supply Systen 79/03/09 
3pp. 


DOCKET 90-914 Pebble Springs Nuclear Plant. Unit I 


7903190394 Forwards proposed agenda for 790221 meeting In Portland. DR. 
u/Bonneville Power Administration to discuss power 
transmission grids. Forwards FES b NRC suppl testimony 
on Seabrook W/o ends 

BALLARD. R L Environmental Project Branch 1 79/02/14. Spp 


7903200291 Plan to schedule 790401 as target date for draft of 
alternative site study Cost reimbursement arrangements will 
be formalited shortly 

BALLARD. R L. Environmental Project Branch 1 79/02/IS. 3pp 


7903210208 Notac that 8ANQ77-1927 contains potentially relevant info 
re Issue of spent nuclear fuel sabotage Forwards copy of 
790122 unelasslf led transmittal memo. Hill forward staff 
assassment of Info when available 
BORDENICK.B M Branch 4 79/02/07 2pp. 


7903300920 Forwards requests for updated financial info 

VAROA. B A. Light Hater Reactors Branch 4 79/03/07 9pp. 


DOCKET 50-519 Pebble Springs Nuclear Plant. Unit 2 


7903190394 Forward* proposed agenda for 790221 meeting in Portland. OR. 
u/Bonnevllle Power Admin 1 strati an to discuss power 
tranamisslon grids Forwards FES b NRC suppl testimony 
on Seabrook. H/o ends 

BALLARD. R.L Environmental Project Branch 1 79/02/14. 3pp. 


7903200291 Plan to icheduli 790401 as target date for draft of 
alternetlve site study Cost reimbursement arTsngiment* will 
be foraallied shortly 

BALLMtDiR L. Environmental Project Branch 1 79/02/15 3pp 


79030S0440 Applicant's opposition to Suffolk Counti|.NY't 790108 request 
for stay Opposes requesti no proof of any 10CFR2 7BQ(e> 
criteria W/Cerl 1 f leate of Sve 

REVELEY, M T Long Island Lighting Co 79/01/20 lOpp 


7903130072 Motion for extension of time until 790226 in which to flit 
brief on exceptions to 781226 initial decision Granted by 
A8LAB 790212 Certificate of Sve end 
LIKE. 1 Suffolk County. NY 79/02/06 4pp 


7903070435 Informs of document containing info potentially relevant to 
issue of sabotage of spent nuclear fuel. NRC assessment of 
signl f Icanc e of Info is being conduc ted 
BORDENICK.B M Branch 4 79/02/08 2pp 


7703270272 Ac k receipt of 790208 Itr advising of classified dacumtnl re 
issue of sabotage of spent nuclear fuel at facility Requesti 
aid in bringing draft document to attention of local law 
enforcement officials 

LIKE. I Reilly. Like b Schneider 79/02/14 Ip 


7903020394 Requests info on evaeuetlon plans for Suffolk County 
residents in case of accident at any of 5 nearby nuclear 
plants Expresses concern re safety of inhabitant* within 
prescribed "emergency planning xone '' 

ARM. G Affiliation Unknown 79/01/03 3pp 


7903090536 Forwards IE Info Notice 79-03. "Llmi torque Valve Geared 
Limit Switch Lubricant " 

GRIERiB H Region t. Philadelphia. Office of the Director 
79/02/09 Ip 


7903000410 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

GRIER. B,H Region 1. Philadelphia. Office of the Director 
79/02/16 2pp 


79O30S0496 Inform* recipients of IE Bulletin 79-01. "Environ 
Dual if Icatlon of Class lE Equipment." dtd 790208. that valva 
limit twitch identified at NAMCO Model 83CML should read 
SL3CML 

GRIERiB H. Region 1. Philadelphia. Office of the Director 
79/02/87 Ip 



DOCKETED SERIES 


WKKEf STN-SO-517 Jamesport Nuclear Statlorii Unit 2 


7W30S00ts Fomards notice of avajlabilitg of partial initial decision 
Ic Initial decision of A6L8 

REOANi kf H Environmental Project Oranch a 79/02/00 app 

790319O58A Jlesponds to 790103 Itr eitpressitig concern re time aval It le 
for evacuation of people of Suffolk Couiity< NY< in event ot 
cere melt accident Assures that so-mlte radius evacuation 
uould not he required 

OEYOUNOi R C Division of Site Safety t Environmental Analysis 
79/03/01 3pp 


T9K)3270d97 Forwards NURE0-O923> "Summary of Operating Experience W/ 
Recirculating Bteam Oenerators> ” due to recent problems 
sr/degradatton Believes continued plant operation does not 
constitute undue risk 

EISENHV/TiI) 0 Assistant Director for Systems It Projects 
79/03/Oa 3pp 


79033903I3 Requests addl info re capability of nuclear steam supply 
sys to respond to postulated ATWS transients U/ltr to major 
vendors requesting info t< forwarding NUREO-0460. Vol 3 W/o 
end 

VASSAULQ, D D Assistant Director for Light Water Reactors. 
79/03/18 3pp 


790322051O Forwards 781222 order directing remandj reopening Jameeport 
record on. issues of need, comparat i ve economics b 
alternatives W/o end 

LIKE. I Reilly. Lite & Schneider 78/12/27 Ip 


7903260096 Forwards Lewis Committee Rept (NUHEO/CR-0400) Ufa end 
3DR0ENIICK.BH Branch 4 79/01/10 ip 


7903030440 Applicant's opposition to Suffolk County, NY's 790103 request 
for stay Opposes requesti no proof of any 10CFR2 7Ba(e) 
criteria H/Certi f icate of Svc 

REVELEY, U T Long Island Lighting Co 79/01/20 lOpp 


TTOOiaflOya notion for extension of time until 790226 in which to file 
brief on exceptions to 7B1226 initial decision Granted by 
ASLA& 790212 Certificate of Svc end 
LIKE. I Suffolk County. NY 79/02/06 4pp 


790307043S Informs of document containing info potentially relevant to 
issue of sabotage of spent nuclear fuel NRC assessment of 
significance of info is being conducted 
B0RDEN1CK, B H Branch 4 79/02/OS 2pp. 


790327'0272 Ack receipt of 79020B Itr advising of Classified document re 
Issue of sabotage of spent nuclear fuel at facility Requests 
aid in bringing draft document to attention of local laiu 
enforcement officials 

LIKE. I Reilly. Like fa Schneider 79/02/14 Ip 


7903020394 Requests info on evacuation plans for Suffolk County 
residents in case of accident at any of S nearby nuclear 
plants Expresses concern re safety of Inhabitants within 
prescribed "emergency planning tone " 

ARHiO Affiliation Unknown 79/01/03 3pp 


7903030936 Forwards IE Info Notice 79-03, “LIml torque Valve Seared 
Limit Switch Lubricant " 

IrRlERi S H Region 1> Philadelphia, Office of the Director. 
79/02/09 Ip 


7903000410 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

CRtERi 0 H Region 1, Philadelphia, Office of the Director. 
79/02/16. 2pp, 


7903030496 Informs recipients of IE Bulletin 79-01, "Environ 
Oual i f Icatlen of Class IE Equipment," dtd 79020B, that valve 
limit switch identified as NAMCO Model B3CML should read 
6L3Cm- 

OftlEA. S H Region 1, Philadelphia, Office of the Director 
79/02/27 Ip 


DOCKET STN-90-918 Hartsville Nuclear Plant. Unit I 


79032104&S Forwards NUREO-0523, "Summary of Operating Experience ui/ 
Recirculating Steam Generators," due to recent problems u/ 
degradation Believes continued plant operation does not 
constitute undue risk 

EIBENHUTiD 0 Assistant Director for Systems fa Projects 
79/03/03 3pp 
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7903280370 identifies conflict between ACt Standard 3l8-7i fa mechanical 
piping codes ic min test pressures fa holding times for leak 
testing of piping to be embedded In concrete Believes ACl 
requirements are eicessive Plans to revise PSAR accordingly 
OILLELANDi J E Tennessee Valley Authority 79/03/21 2pp 


7903290009 Identifies conflict between ACI Standard 318-71 fa mechanical 
piping codes re min test pressures fa holding tines for leak 
tasting of piping to be embedded in Concrete Believes ACI 
requirements are excessive Plans to revise PSAR accordingly 
OILLELAMD. J E Tennessee Valley Authority 79/03/21 2pp 


7903070396 Opposes exceptions of Inter venors, UN Young, et al.to ASLD 
701031 decision on motion for summary disposition Urges that 
decision be affirmed as intervenors' issues are foreclosed fa 
not appropriate at this stage Certificate of Svc cncl 
PATDN.M D Branch 4 79/02/01 llpp 


7903070123 Forwards memo Informing of document containing info 
potentially relevant to issue of sabotage of spent nuclear 
fuel & of NRC assessment of info to be made available 
PATON, W D Branch 4 79/02/08 2pp 


7903130200 Intervenors' response per ALAB-909 in opposition to 
“de minimus" theory Alleges theory Ignores issue of 
significant fa substantial releases of Tadon-222 to environ 
Certificate of Svc end 

KEPFORD, C Affiliation Unknown 79/02/19 37pp 


790308G084 Intervenors' reply re their appeal of AELB 701031 decision 
Contends that operation impacts on endangered speclos was an 
open Issue fa ASLB was correct in addressing It Certificate 
of Svc end 

ELLia.L J Ellis, U J PYUE.R 0 Pyle. R D 79/02/20 App 


7903230297 Forwards responses to ALAS-3G9 Thirty-day period for 
responses to documents shall run from 79030S 

SKRUTQKt.R M Atonic Safety and Licensing Appeal Panel 79/03/01. 
Spp 


7903160170 Forwards "Annual Rapt 1978 " 

GILLELANDi J E Tennessse Valley Authority 79/03/16 Ip 


7903160217 "Annual Rept 1970 " 

* Tennessee Valley Authority 79/03/16 42pp. 


7903070169 Forwards IE Insp Reptt 90-910/79-02,90-919/79-02, 
50-320/79-02 fa 90-321/79-02 No none omp 1 1 ance noted 

MURPHY, C E Region 2, Atlanta, Roactor Ganstructlon fa Englnaerlng 

Support Dranch 79/01/17 2pp. 


7903070170 IE Insp RoptS 30-318/79-02,30-519/79-02,30-920/79-02 fa 
50-921/79-02 on 790102-09 Mo noncomp 1 lance noted Major 
Inspected. electrical OA implementing procedures for Clast IE 
components fa observation of physical storage of motors 
WALTERS, 0 K. Region 2, Atlanta, Reactor Construction fa 

Engineering Support Branch 79/01/16 6pp 


7903190070 Forwards IE Insp Rept 90-310/79-03.30-319/79-03.90-320/79-03 
fa S0-S21/79-03 on 790108-11 fa notice of violation 

MURPHY.C E Region 2, Atlanta, Reactor Construction fa Englnoorlng 

Support Branch 79/01/18 2pp 


79031S00B3 Notice of violation from Insp on 790108-11 

* Region 2, Atlanta, Reactor Construction fa Engineering Support 
Branch 79/01/17 ip 


7903150090 IE Insp Rept 90-318/79-03,30-519/79-03,30-320/79-03 fa 
50-321/79-03 an 79010B-1 1. Noncomp 1 lance noted failure to 
control deviation requests 

BURDETTE. T E ■ HERDT, A R Region 2, Atlanta. Reactor 

Construction fa Engineering Support Branch 79/01/17. 7pp 


7902210164 Forwards IE Bulletin 79-01, "Environ Qualification of Clast 
IE Equipment “ H/llst of II systematic evaluation program 
plants for which no action is required 

O'REILLY. J.R Region 2, Atlanta. Office of the Dlractor. 

79/02/08 2pp. 


7903080340 Responds to NRC 701220 Itr re violations noted In IE Insp 
Repts 30-310/78-16,90-319/78-16,30-820/78-16 fa 30-521/78-16. 
Corrective actions distribution changed for const 
specifications fa 60-day revision requirements reiterated 
OILLELAKD, J E Tennessee Valley Authority 79/01/11, 3pp, 
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DOCKETED SERIES 


DOCKET STN-50-5ia Harttville Nirclear Plant:. Unit 1 


T'SOSOTOSae Ack receipt of 79020B Itn informing NRC of steps taken to 
correct violations noted in IE Insp Repts 5D-51B/7?-03i 
50-SI9/79-03. 90-S20/79-03 (< 50-521/79-03 

liURPHYiC E Region 2. Atlanta. Reactor Construction S. Engineering 

Support Branch 79/02/14 Ip 


7903070533 Responds to NRC 790118 Itr re vlolallons noted in IE Insp 
•Repts 50-518/79-03, 50-519/79-03. SO-520/79-03 U 50-521/79-03 
Corrective actions decision to be made soon to either delete 
deviation request from QA or establish firmer control 
OILUELANOi J E Tennessee Vaileg Authority 79/02/09 3pp 


790302037A Foruards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features ” 

O'REILLV, J P Region 2. Atlanta, Office of the Director 
79/02/16 2pp 


7903090296 Ack receipt of 7901U «, 0214 Itrs informing NRC of steps 
taken to correct violations noted In IE Insp Repts 
30-518/78-16, 50-319/78-16, S0-920/7B-16 t< 50-521/78-J6 
MURFHVtC E Region 2, Atlanta. Reactor Construction t< Engineering 

Support Branch 79/02/21 Ip 


7903080334 Responds to NRC 790119 Itr re violations noted in IE Insp 
Repts 50-518/78-16.50-519/78-16,50-520/78-16 fc 50-521/78-16 
Corrective actions proper document distribution procedure 
reemphasized to personnel 

OILLELAND, J E Tennessee Valley Authority 79/02/14 Spp 


7903080340 Responds to NRC 781220 t tr re violations noted in IE Insp 
Repts 50-318/78-16,50-519/78-16.30-520/78-16 U 50-621/78-16 
Corrective actions distribution changed for const 
specifications (< 60-day revision requirements reiterated 
OILLELAND, J E Tennessee Volley Authority 79/01/11 3pp 


7903080344 Fortiards IE Insp Repts 30-518/70-16. 50-519/78-16, 
30-520/78-16 It 30-521/78-16 on 781127-30 ti notice of 
violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch 78/12/20 Spp 


7903080418 Notice of violation from Insp on 7BH27-30 

• Region 2. Atlanta, Reactor Construction tc Engineering Support 
Branch. 78/12/15 Ip 


7903080440 IE Insp Repts 50-918/78-16, 50-519/78-16, 30-520/78-16 b 
50-521/78-16 on 781 127-30 Noncompl ianc e noted failure to 
control Issue of specification changes. 

CRDULEY, 0 R . LENAHAN. J J , CONLON, T E Region 2, Atlanta, 

Reactor Construction b Engineering Support Branch 78/12/15 
Hpp 


7903080300 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," did 790208, that valve 
limit switch Identified as NAMCO Model 83CHL should read 
8L3CML 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/02/28 2pp 


7903140552 Forwards IE Info Bulletin 79-02, "Pips Support Base Plate 
Designs Using Concrete Espanslon Anchor Bolts." 

O'RCfLLY, J P Region 2, Atlanta, Office of ths Director 
79/03/08. 2pp 


7903210087 Forwards IE Bulletin 79-03, "Longitudinal Held Defects in 
A8ME SA-312 Type 304 Stainless Steal Pipe Spools 
Manufactured by Youngstown Melding 6 Engineering Co " 

O'REILLVtsJ P. Region 2, Atlanta, Offica of the Director, 
79/03/12 2pp 


7903220028 Forwards IE Circuler 79-04, "Lcose Locking Nut on Liml torque 
Valve Oparaton, " 

O'REILLY, J.P Region 2, Atlanta, Office of ths Director 
79/03/16. 2pp 


7903010236 Follows up 781 006 rep tf NCR CNT/PB-78-1 Ion use of non-ASME 
components on primary containment personnel access airlocks 
Ezpects final rapt to be transmitted by 790816 Sufficient 
info not yet avetlabla. 

OILLELAND, iJ E Tennessee Valley Authority 79/02/15 Ip 


DOCKET 8TM-80-519 Hartsviile Nuclear Plant, Unit 2 


7903210482 Forwards NUREO-0523, "Summary of Operating Experience w/ 
Recirculating Steam Oeneraters," due to recent problems u/ 
dagradaiten Believes contlnusd plant speratlon does not 
eonstltuts undue risk. 

E18ENHUT, D 0. Assistant Director for Systems (, Projects 
79/03/02 3pp 


7903260370 Identifies conflict between AC I Standard 318-71 ti oechinlcel 
piping codes re min test pressui es b holding times for leak 
testing of piping to bo embedded in concrete Believes ACT 
requirements ere eicessive Plans to revise PSAR accordingly 
OILLELAND, J E Tennessee Valley Authority 79/03/21 Spp 


7903070396 Opposes eiceptions of intervenoi s, MN Young, et al.to AELS 
781031 decision on motion for summary disposition Urges that 
decision be affirmed as iiitervenoi'S ' issues are foreclosed ti 
not appropriate at this stage Certificate of Sve encl 
PATDN, W D Branch 4 79/02/01 llpp 


7903070123 Forwards memo Informing of document containing info 
potentially relevant to issue of sabotage of spent nuclear 
fuel t of NRC assessment of info to be made available 
PATON.M D Branch 4 79/02/08 2pp 


7903150200 Interveners' response per Al AIl-DO? In opposition to 
"de minimus" theory Alleges theory ignores issue of 
significant b substantial releases of radon-222 to environ 
Certificate of Sve encl 

KEPFDRD, C Affiliation Unknown 79/02/19 37pp 


7903080084 Intervenors' reply re their appeal of ASLD 781031 dectilori 
Contends that operation Impacts on endangered species was an 
open issue i, ASLB was correct in addressing it Certificate 
of Sve ane 1 

ELLIS. L J Ellis. L J PYLE.R B Pyle, R D 79/02/20 6pp 


7903230297 Forwards responses to ALAn-509 Thirty-day period for 
responses to documents shall run from 790305 

SKRUTSKI,R M Atomic Safety and Licensing Appeal Panel 79/03/01 
Spp 


7903160170 Forwards "Annual Rept 1978 " 

OILLELAND.J E Tennessee Valley Authority 79/03/16 tp 


7903160217 "Annual Rept 1970 “ 

* Tennessee Valley Authority 79/03/16 42pp 


7903070165 Forwards IE Insp Repts 50-518/79-02,50-519/79-02, 
50-520/79-02 b 50-521 /79-0? No noncomp 1 lane e noted 

MURPHY, C E Region 2, Atlanta. Reactor Construction b Engineering 

Support Branch 79/01/17 2pp 


7903070170 IE Insp Repts 50-510/ /9-02, 50-519/79-02. 50-520/79-0? b 
50-521/79-02 on 790102-05 No noneorap 1 ianc e noted Major 
inspec ted ' el ec trice I QA implementing procedures for Class IE 
components b observation of physical storage of motors 
WALTERS, D K Region 2, Atlanta, Reactor Construction U 

Englnearing Support Branch 79/01/16 6pp 


7903150078 Forwards IE Insp Rept bO-51 8/79-03, 50-519/79-03, 50-520/79-03 
b 50-521/79-03 on 790100-11 b notice of violation 

HURPHYi C E Region 2, Atlanta, Reactor Construction b Engineering 

Support Branch 79/01/18 2pp 


7903160083 Notice of violation from insp on 79O1O0-11 

e Region 2, Atlanta, Reactor Construction b Engineering Support 
Branch 79/01/17 Ip 


7903150090 IE Insp Rept 50-518/79-03, 00-519/79-03, 50-520/79-03 b 
50-521/79-03 on 790100-11 Nontomp I lance noted failure to 
control deviation requests 

BURDETTE, T E , HERDT, A R Region 2, Atlanta, Reactor 

Construction b Engineering Support Branch 79/01/17, 7pp 


790’2210i64 Forwards IF Bulletin 79-01, "Environ Qualification of Class 
IE Equipment " W/llst of 11 systematic evaluation program 
plants for which no action Is required 

□ 'REILLY, J P Region 2, Atlanta, Office of the Dlraetcr 

79/02/08 2pp 


7903070528 Ack receipt of 790208 Itr informing NRC of steps teken to 
correct violations noted In IE Insp Repts 50-518/79-03, 

80-519/79-03, 50-520/ /9-03 b 50-521/79-03 

MURPHY, C, E Region 2, Atlanta, Reactor Construction b Engtnterhng 

Support Branch 79/02/14 Ip 


7903070833 Responds to NRC 790118 Itr re violations noted in IE Insp 
Rapts 30-510/79-03.50-519/79-03.50-520/79-03 b SQ-581/79'03 
Corrective actions decision to be made soon to either delete 
deviation request from QA or establish firmer control 
OILLELAND, J E Tennessee Valley Authority 79/02/08 3pp 


7903020376 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

O'REILLY, J P Region 2, Atlanta, Office of the Olrsetor 
79/02/16 2pp 
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MCKEIT BTM-50-519 Harttville Nuclear Plant. Unit 2 


79030602911 Ack receipt of 790111 (<0214 Itre informinQ NHC of steps 
taten to correct violations noted in 16 Insp Repte 
50-518/78-16 50-519/76-16. 50-520/ /a-l6 «. 50-521/78-16 

HURPH/< C E Region 2> Atlanta. Reactor Construction it Engineering 

Support OraneP 79/02/21 ip 


79-0'30aQ'334 Respond* to HRC 790119 Hr re violations noted in IE Insp 
Repts 50-510/79-16.50-519/70-16,50-520/70-16 t< 50-521/78-16 
Corrective actions piopei docuitent distribution procedure 
reenphasiied to personnel 

CILLELAHD, J E Tennessee Vail eg Author! tg 79/02/14 3pp 

79030B0340 Responds to NRC 7B1220 Itr ra violations noted in IE Insp 
ftepts SO-510/7B-16. 50-519/78-16. 50-520/76-16 6 50-521/78-16 
Corrective actions distribution changed for const 
specifications f- 60-dog revision requirements reiterated 
GILLELAND.J E Tennessee Valleg Aothoritg 79/01/11 3pp 


7903080344 forwards IE Insp Repts 50-510/70-16.50-519/78-16. 
30-520/70-16 6 50-521/78-16 on 701127-30 6 notice of 
violet 1 on 

HURPHY 4 C E Region 2. Atlanta. Reactor Construction Ic 

Engineering Support Oranch 78/12/20 3pp 

790308041B Notice of violation f 1 om insp on 701127—30 

• Region 2. Atlanta. Reactor Construction R Engineering Support 
Dranch 78/12/15 ip 


7903080440 IE Insp Repts 50-518/78-16.50-519/78-16.50-520/78-16 ti 
50— 521/79-16 on 701127-30 Noncomp 1 1 ance noted failure to 
control Issue of specification changes 

CROULEY. B H . LENAHAN. J J . COnLON. T E floginn 2, Atlanta, 

neactor Construction R Engineeiing Support Dranch 78/13/15 
14pp 


y^OGOBOGOO Informs recipients of IF Bulletin 79-01. "Environ 
Oual i f 1 cation of Class It Equipment.” dtd 790208. that valve 
limit suitch identified as NAMCO Model S3CML should read 
Et.3CML 

O^RElLLY. J P Region 2. Atlanta. Office of the Director 
79/02/29 2pp 


7903140352 ForuJards IE Info Qulletin 79-02. "Pipe Support Base Plato 
Designs Using Concrete Eipansion Anchor Bolts " 

Q'REILI-Y. J P Region 2. Atlanta. Office of the Dirsetor 
79/03/00 2pp 


7903210087 Forutards IT Dullottn 79-03. "Longitudinal Weld Defects in 
ASnE SA-312 Tgpe 304 Stainless Rteel Pipe Spools 
nanvFactured bg Youngstoun Welding R Engineering Co '■ 

O'REILtY. J p Region 2. Atlanta. Office of the Director 
79/03/12 2pp 

79 03220020 Foruards IF Circular 79-04. "Loose Locking Nut on Llmitorque 
Valve aperators “ 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/03/16 2pp 


7903010236 Follow* op 701006 reptiNCR Ci<T/PB-70-non use of non-ABME 
components on prlmarg containment personnel access airlock* 

Expects final 1 opt to be transmitted bg 790S16 Sufficient 
info not get available 

OILLELAND. J E Tennessee Valleg Authoritg 79/02/13 Ip 


DOCHET STN-50-520 Hortsville Nuclear Plant. Unit 3 


7903210482 Forwards NUREO-OS23< "Bummarg of Operating Experience *>/ 
Recirculating Steam Generators." due to recent problems u/ 
degradation Believes continued plant operation does not 
constitute undue risk 

EI8ENHUT. D 0 Assistant Director for Systems ti Proiecti 
79/03/02 3pp 


7903280370 Identifies conflict between AC I Standard 318-71 median lea I 
piping codes re min test pressures U holding times for leak 
testing of piping to be embedded in concrete Believes ACI 
requirements are excessive Plans to revise PSAR accordingly 
DILLELANDiJ E Tennessee Valleg Authoritg 79/03/81 2pp. 


7903070396 Opposes exceptions of Intervenor s. MN Young, at ai. to ASLD 
731031 decision on motion for summarg disposition Urges that 
decision he affirmed as intervenors' issues arc foreclosed (< 
mot appropriate at this stage Certificate of Sve end, 

PATON. U D Branch 4 79/02/01 llpp 


7903070123 Forwards memp Informing of document containing info 
potentlallg relevant to issue of sabotage of spent niiclear 
fuel b of NRC assessment of info to be made available 
FATON.W D Branch 4 79/02/08 2pp 


7903150200 Intervenors' response per ALAB-309 in opposition to 
“de minimus” theory Alleges theory ignores issue of 
significant S< substantial releases of radon-222 to environ 
Certificate of Sve end 

KEPFORD. C Affiliation Unknown 79/02/19 37pp. 


7903080084 Intervenors' reply re their appeal of ASLB 7B1031 decision. 
Contends that oparatloii Impacts on endangered species was an 
open Issue 6 A5LB was correct in addressing It Certificate 
of Sve end 

ELLIS, L J Ellis, L J PVlE, R D Pyle, R 0 79/02/20 6pp 


7903230297 Forwards responses to ALAB-S09 Thirty-day period for 
responses to documents shall run from 790305 

SKRUTSKIjR M Atomic Safety and Licensing Appeal Panel 79/03/01, 
5pp 


7903160170 Forwards “Annual ftept 1978 " 

OILLELAND. O E Tennessee Valley Authority 79/03/16 Ip 


7903160217 "Annual Rept 1970 ■■ 

* Tennessee Valley Authority 79/03/16 4Spp 


7903070165 Forwards IE Insp Kept* 30-610/79-02.50-519/79-02. 
30-520/79-02 6 50-521/79-02 No noncompl iance noted 

MURPHY.C E Region 2, Atlanta. Reactor Construction ic Engineering 

Support Oranch 79/01/17 2pp 


7903070170 IE Insp Repts 50-518/79-02.50-519/79-02,50-520/79-02 Ic 
50-821/79-02 on 790102-03 No none onpl lane e noted Major 
inspected electrical OA implementing procedures for Class IE 
components t< observation of physical storage of motors 
WALTERS. D K Region 2. Atlanta. Reactor Construction I. 

Engineering Support Dranch 79/01/16 6pp 


7903150070 Forwards It Insp Kept 30-310/79-03.50-519/79-03,30-520/79-03 
ti 30-521/79-03 on 790100-11 tc notice of violation 

MURPHY.C E Region 2. Atlanta. Reactor Construction t< Engineering 

Support Branch 79/01/18 2pp 


7903130083 Notice of violation frees Insp on 79010B-H 

* Region 2. Atlanta. Reactor Construction S< Engineering Support 

Hranth 79/01/17 Ip 


7903150090 IE Insp Rept 30-310/79-03.30-519/79-03,50-320/79-03 ti 
50-521/79-03 on 790108-11 Mnneorsp 1 iance noted failure to 
control deviation requests 

BURDETTE. T E . HERBT. A R Region 2, Atlanta. Reactor 

Construction 6 Engineering Support Dranch 79/01/17 7pp 


7902210164 Forwards IE Bulletin 79-01, "Environ Oualif Icatlon of Class 
IE Equipment “ U/list of 11 systematic evaluation program 
plants for which no action is required 

O'REILLY.U P Region 2. Atlanta. Office of the Director 

79/02/08 2pp 


7903070528 Ack retoipt of 790208 Itr informing NHC of steps taken to 
correct violations noted In IE Insp Repts 50-318/79-03. 
50-319/79-03,50-520/79-03 6 30-521/79-03 

MURPHY.C E Region 2. Atlanta. Reactor Construction tc Engineering 

Support Dranch 79/02/14 ip 


7903070533 Responds to NRC 790118 Itr re violations note* in IE Insp 
Repts 30-518/79-03.50-519/79-03,50-320/79-03 t, 30-321/79-03 
Corrective actions decision to be macle soon to either delete 
deviation request from OA or establish firmer control 
OILLELAND.U E Tennossoe Valley Authority 79/02/0B 3gp 


7903020376 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Featuros " 

O'REILLY.J.P Region 2, Atlanta. Office of the Director 
79/02/16 2pp 


7903080296 Ack receipt of 790111 Ic 0214 Itrs informing MHC of steps 
taken to correct violations noted In IE Insp Repts 
30-310/70-16.30-519/70-16.50-320/70-16 I< 30-5P1/7B-16 
MURPHY.C E Region 2. Atlanta, Reactor Construction Ic Engineering 

Support Dranch 79/02/21. Ip 


7903080334 Responds to NRC 790119 Itr re violations noted in IE Insp 
Repts 30-318/76-16,30 519/78-16,50-520/78-16 & 30-521/78-16 
Corrective actions proper document distribution procedure 
reamphasiied to personnel 

OILLELAND. J E Tennessee Valley Authority 79/02/14 3pp 


7903080340 Responds to NRC 781220 Itr re vlo-lations noted In 1C Insp 
Repts 50-518/78-16.30-319/78-16,50-320/78-16 Ic 30-521/78-16. 
Corrective actions distribution changed for const 
specifications (< 60-day revision, requirements reiterated. 
OILLELAND. J E Tennessee Valley Authority 79/01/11 3pp 



220 DOCKETED SERIES 

DOCHET 8TN-30-S20 KartsvDIt Nuclear Planti Unit 3 7'?03160I70 Foru/ard* "Annual Rept 19/0 " 

» OILLELANDp J E Tennessee Valley Authority 79/03/16 


790300 0344 Forwards IE Insp Repts 90-910/70-16. 90-3l9/7B-16i 
90-S2O/7B-16 l< S0-S2I/78-I6 on 701127-30 U notice o# 
violation 

HURPHVi C E Region 2> Atlanta. Reactor Construction b 

Engineering Support Oranch 70/12/20 2pp 


7903080418 Notice of violation fren imp on 7B1127-30 

» Region 2> Atlanta. Reactor Construction & Engineering Support 
Branch 70/12/18 Ip 


79030B0440 IE Insp Bepts 30-910/78-16.90-819/70-16.50-920 / 78-16 & 
90-521/78-16 on 7811S7-30 Noncooip 1 iance noted 'failure to 
control Issue of specification changes 

CRONLEY. 0 R . i-ENAHAN.U J . CQNLON. T E Region 2> Atlanta. 

Reactor Construction ■!< Engineering Support Branch 78/12/19 
14pp 


7903J60217 "Annual Rept 1978 " 

» Tennessee Valley Authority 79/03/16 42pp 


7903070169 Forieards IE Insp Repts 90-910/79-02.90-319/79-02. 
SO-980/79-02 ii 90-821/79-02 No none omp 11 anc e noted 
MURPHY. C E Region 2. Atlanta. Reactor Construe tio'n U Encineerin. 

Support Branch 79/01/17 2pp "■'ing 


7903070170 IE Insp Repts 90-518/79-02. 30-919/79-02. 80-920/79-02 fc 
SO-921/79-02 on 790102-09 No noncomp I ianco noted Major 
Inspected electrical QA Implementing procedures for Class !E 
components N observation of physical storage of matars 
WALTERS. D K Region 2. Atlanta. Reactor Construction S. 

Engineering Support Branch 79/01/16 6pp 


7903080300 Informs recipients of TE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 79O20B. that valve 
limit switch identified as NAMCO Model S3CML should read 
8U3CMU 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/02/20 2pp 


7903140882 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/0B 2p p 


7903210087 Forwards IE Bulletin 79-03. "Long 1 tudlnal Held Defects in 
ASMS SA-3t3 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co " 

O'REILLY. J.P Region 2. Atlanta. Office of the Director 
79/03/12 2pp 


7903220028 Forwards IE Circular 79-04. "Loose Locking Nut on Llmitorque 
Valve Operators " 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/03/16 2pp 


7903010236 Follows up 781006 rapt (NCR C4tT/PB-7e-l Ion use of non-ASME 
components on primary containment personnel access airlocks 
Expects final rept to be transmitted by 790816 Sufficient 
info not yet available 

OILLELANO. J E Tennessee Valley Authority 79/02/19 Ip 


XKKET BTN-50-S21 HartsYllle Nueleer Plant. Unit 4 


f 4 wfVrWFD r VI tll»E 






«i 50-321/79-03 on 790108-11 It notice of violation 
MURPHY. C E Region 2. Atlanta. Reactor Construction U Enaineerlna 

Support Branch 79/01/18 2pp • 


7903150083 Notice of violation from insp on 790108-11 

* Region 2. Atlanta. Reactor Constructxon 1< Engineering SuBsarl 
Branch 79/01/17 Ip u a oupperi 


7903150090 IE Insp Rept 50-910/79-03, 90-519/79-03. 90-920/79-03 li 
50-521/79-03 on 790100-11 Noncompliance noted failure to 
control deviation requests 

BURDETTE* T E Region 2. Atlanta. Reactor Construction fir 

Engineering Support Branch 79/01/17 7pp 


7902210164 Forwards IF Bulletin 79-01. "Environ Qualification of Cllii 
IE Equipment " W/list of 11 systematic evaluation program 
plants for which no action Is required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/02/ OB 2pp 


7903080340 Responds to NRC 781220 Ur re violations noted In IE ln«i 
Repts 90-918/70-16.90-919/70-16,50-520/70-16 6 50-521/78-16 
Corrective actions distribution changed for const 
specifications 5. 60~day revision requirements reiterated 
DILLELAND.JE Tennessee Valley Authority 79/01/11 3pp 


7903070520 Ack receipt of V9020Q 1 tr informing NRC of steps taken t« 
corract violations noted in IE Insp Repts 90-518/79-03. 
90-919/79-03,90-520/79-03 t, 50-521/79-03 

MURPHY. C E Region 2. Atlanta. Reactor Construction 6 Englneertns 

Support Branch 79/02/14 Ip * 


f9032104B2 Forwards NUREQ-0923i "Summary of Operating Experience w/ 
Recirculating Steam Oenerators. " due to recent problems ni/ 
degradation Dellavcs continued plant operation does not 
cenititute undirb risk 

BIBENHUT. D 0 Assistant Director for Systems & Projects 
79/03/02 3pp 


f903B90009 Identifies conflict between ACl Standard 310-71 & mechanical 
piping codes re min test pressures & holding times for leak 
testing of piping to be embedded In concrete Believes ACI 
requirements are excessive Plans to revise P8AR accordingly 
OILUBLANDi J E Tennessee Valley Authority 79/03/21 2pp 


'903070396 Opposes exceptions of intervenors. WN Young, et al.to ASLB 
781031 decision on motian for sU'imnary disposition Urges that 
decision be affirmed as interveners' issues are foreclosed (t 
not eppropriate at this stage Certificate of 8vc end 
PATDM, W, D Branch 4 79/02/01 llpp 


903070123 Forwards mamo informing of document containing Info 
potentially ralovant to issue of sabotage of spent nuclear 
fuel Ir of NRC assessment of Info to be made available 
PATON. U, 0 Branch 4 79/02/00 2pp 


903190200 Intervenors' response per ALA8-S09 In opposition to 
"de minimus" theory Alleges theory Ignwres issue of 
significant U substantial releases of radon-223 to environ 
Certificate of Sve end 

HEPPORD. C Affiliation Unknown 79/02/19. 37pp 


9030B0084 In t ervesi or s ' reply re their appeal of ABLB 781031 decision 
Contends that operation Impacts on endangered species was an 
open issue ti ASLB was correct In addressing It Certificate 
of 8vc end 

ELLIS. L J Ellis. L J 79/02/20 6pp 


903230297 Forwards responses to ALAB-S09, Thirty-day period for 
respsnsos to documents shall run from 790309 

BKRUT8KI.R. M Atomic Safety and Licensing Appeal Panel 79/03/01 

3pp. 


7903070533 Responds to NRc 790118 1 tr re violations noted In IE Insp 
Repts 90-518/79-03,90-919/79-03.50-920/79-03 N 50-521/79-03 
Corrective actions decision to be made soon to either delete 
deviation request from QA or establish firmer control 
OILLELAND, J E Tennessee Valley Authority 79/02/00 3pp 


7903020376 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/16 2pp 


7903080296 Ack receipt of 790111 t< 0?14 Itrs informing NRC of steps 
taken to correct violations noted In IE Insp Repts 
90-918/78-16.30-519/78-16,50-520/78-16 *< 50-521/78-16 
MURPHY. C E Region 2. Atlanta, Reactor Construction b Cnglntirlng 

Support Branch. 79/02/21 Ip 


7903080334 Responds to NRC 790119 Itr re violations noted in IE Imp 
Repts 90-518/78-16,50-519/70-16,50-520/78-16 & 80-521/70-16 
Corrective actions proper document distribution procedure 
rtemp hast led to personnel 

OILLELAND. J E Tennessee Valley Authority 79/02/14 3pp 


79030B0344 Forwards IE Insp Repts 50-510/70-16,80-519/78-16, 
50-820/70-16 & 50-521/78-16 on 781127-30 U notice of 
violation 

MURPHY.C E Region 2. Atlanta. Reactor Construction Ic 

Engineering Support Branch 78/12/20 2pp 


79030B041B Notice of violation from insp on 781187-30 

• Region 2> Atlanta, Reactor Construction t. Engineering Support 
Branch 78/12/15 Ip 


7903080440 IE Insp Repts 50-518/78-16,50-919/78-16.50-520/70-16 1, 
80-521/78-16 on 781187-30 Noncomp 1 lance noted, fai 1 ure to 
control Iseue of specification changes 

CROWLEY, B R Region 2, Atlanta, Reactor Construction (■ 

Engineering Bupport Branch 78/12/15 i4pp 
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COCKET STN-50-5SI HartsvllU Nuclear Plant. Un;t 4 


790309030Q Inforina recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment. " dtd 790208. that valve 
limit stuitch idsrittfisd as NAHCO Model S3CML should read 
SU3CMU 

0‘HEILI-V. J P Region 2. Atlanta. Office of the Director 
79/02/28 2pp 


7903140992 Foruards IE Info Bulletin 79-02. "Pipe Support Base Plate 
OesiBne Using Concrete Cipansion Anchor Bolts " 

0*REII.L.V.-J P Region 2, Atlanta. Office of the Director 
79/03/08 Spp 


7903210087 Forwards IE Bulletin 79-03, "longitudinal Weld Defects in 
ASHE 9A-312 Tgpe 304 Stainless Steel Pipe Spools 
Hanufae tvred bg Youngstown Molding 1. Engineering Co “ 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/ la 2pp 


7903220028 Forwards IE Circular 79-04, "Loose Locking Nut on. Limitorque 
Valve Qperatois “ 

O'REILLY, P Region 2, Atlanta. Office of the Director 
79/03/ Ji 2pp 


79030l0a3& Follows op 781 OOi reptlNCR CHT/PB-78-n on use of non-A9ME 
ceeipBnents on primary containment personnel access airlocks 
Expects final rept to be transmitted by 790816 Sufficient 
Info not yet available 

GILLELANDiJ E Tennessee Valley Authority 79/02/19 Ip 


7903150181 Applicants' comments re State of WA's determinations on need 
for power Urges that determinations provide suppi 
justifications on need for power Certificate of Sve end 
THOMSEN.F T . LITTLE.D S Perkins. Cole, Stone, aisen «< Williams 
79/02/09 I2pp 


7903160123 Request mod of Post-Conference Order 2 to require submittal 
of s tat erne nts of Issues by 790226 because Issues have 
undergone eitenslve consideration Requests answers to this 
motion by 790220 Certificate of Svc encl 

LITTLE.D S Perkins, Coie. Stone. Olsen t< Williams 79/03/12 Spp 


7903070088 Energy Facility Site Evaluation Council of State of MA briaf 
on need for power question Urges that, by chosing state forum 
U 1 oslng, 1 ntervenor should not be allowed to renew issue 
before NRC W/support ing documenta t ion 

CARR.r F , OORTON. 8 Washington, State of. 79/02/13 Stpp 


790307O34S Forwards NRC responses to 790109 InterTOgatorles b 
affidavits of L estbleman.RP Denise L S Nastier 
SWAN90N.D T Branch I 79/02/iS ISpp 


7903070S46 Supplies responses re seismolog ical studies to Intervenor's 
790109 interrogatories & request for production to NRC dtd 
790109 

HORRIS.R H Interior. Dept of 79/02/07 2pp 


7903190389 Draft of applicants' revised statement of issues replacing 
"Applicants' List of Principal Issues." dtd 790109 
THOHSEN.F T Perkins. Coie, Stone, Olsen tc Williams 79/02/16 
lipp 


DOCKET BTN-90-522 Skagit Nuclear Power Project, Unit I 


79030606B8 Notification of 790223 meeting ui/NRC. USOS & Puget Sound 
fewer & Light re aeromagnetic survey af site 

PELTIER, I A Light Water Reactors Branch 1 79/02/09 2pp 


7903060318 Aek receipt ef FY 78 Annual Rept Info re flow through the 
rivar bottom tt history of radiation leaks will be sent when 
available Forwards list of articles for Skagit Sys 
Cooperative biologists 

LEECH, P H Environmental Project Branch 2 79/02/13 3pp 


7903060696 Summariies 790122 meeting w/util ro facility review schedule 
b best method for submittal of new info 
UASTLER.S L Ceosciences Branch 79/02/13 6pp 


7903060427 Forwards proprietary aeromagnetic data in responaa to NflC 
questions of June 1978 W/enc 1 affidavit of JE Mecca re 
proprietary status of info iref 10CFR2 790) > 

MECCA. J E Puget Sound Power b Light Co 79/02/23 4pp 


7903220036 Summary of util 790223 presentation of aeromagnetic data of 
site area W/encl attendance list 

PELTIER. I A Light Water Reactors Branch 1 79/03/05 13pp 


7903290303 Requests addl info re capability of nuclear steam supply 
sys to respond to postulated ATWS transients W/ltr to major 
vendors requesting info 6 forwarding NUREO-0460, Vol 3 M/o 
tnc 1 

VASSALLO, D B Assistant Director for Light Water Reactors 
79/03/15 3pp 


79032 8 0 2 4 7 Notification of 79041S meeting w/NRC, UB08. b Puget Sound 
Power be Light in Bethesda.HD to discuss applicant's 
presentation of site regional tectonics 

PELTIER. I A Light Water Reactors Branch I 79/03/19. 2pp 


79D307O393 States NRC position re State of WA's legislative 
determination of need for power Determination may be 
considered as indication of need, but not as dispositive re 
need for facility Certificate of Sve encl 
SWANSON. D T Branch I 79/02/02 Spp 


7903200053 Intervenor's response to applicant's 790212 motion for mod 
Post-Conference Order 2 re shortening of filing time Urges 
denial of motion because intervenor cannot comply by 790226 
Certificate of Svc encl 

OENDLER.H W , LEED. R H Leed, Roger H 79/02/20 4pp 


7903300076 Opposition by intervenor to app 1 icants '790212 motion for mod 
of Post-Conference Order 2 Asserts burden of filing by 
790226 would be too great Certificate of Svc encl 
STACHON. E Forelaws on Board 79/02/20 Spp 


7903270641 Applicants' revised statement of issues. per ASLB 79020B 
order Certificate of Svc encl 

THOMSEN.F T Perkins, Coie. Stone, Olsen fc Hill lane 79/02/22 
I7pp 


7903080463 Denies applicants' motion for nod of Post-Confarenco 
Order 2 Affirms 790309 as date for parties to file new 
interim statement of issues 

DEAL El V D Atomic Safety and Licensing Board Panel 79/02/23 tp 


7903200049 Urges dental of intervenor tribes' petition for revidu of 
ASLAB decision vacating & remanding A8L0 decision granting 
inter vent 1 on Issue is 1 napproprl a t e for NRC review 
Certificate of Svc end 

aWANBON.D T Branch 1 79/03/03 lOpp 


7703210251 Applicants' answer in opposition to Indian tribes' petition 
for review of denial of intervention status Certificate of 
Svc encl 

THDH3EN.F T , LITTLE.D S Perkins, Coie, Stone, Qlssn ti Williemi. 
79/03/07 lOpp p 


7903260174 Orders ABLE to address merits of petition for review of 
ALAD-S23 filed by intervenor tribes 

CHILKiB J Offleo of the Secretary of the Commleslon 79/03/03 

ip 


7903220092 Discusses present ti projected needs for energy in Stete of 
UA Quotes statistical predictions showing population will 
continue to outstrip energy supply t< that need for 
plant is greater now than during 1977 WA energy crisis 
ADAIR, F.S Washington, State of 79/02/22 2pp 


7903190381 Advises Board that NRC is providing parties U/8AND77-1927, 
SECY“7a-3U U SECY- 78-311 A 
BLACK, R U Branch 1 79/02/02 2pp 


7903060668 Forwards testimonies by NRC. appl icent L akagltonlans 
Concarned About Nuclear Plants W/o end 
BLACK. R L Branch t 79/02/06 2pp 


7903070563 Memo by interveners re status of "need for power" Issue 
under state law ASLD must consider compatibility of 
licensing action u/NEPA Certificate of Svc end 
LEED. R M Leed. Reger M 79/02/08 7pp 
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DOCKET 8TN-50-523 Skasit Hut 1 ear Pouiar Project. Unit S 


DOCKETED SERIES 


79&30i03ia Ack receipt of FT 78 Annual Rept Info re flow throujh the 
river bottom i history of radiation leaks uill be sent when 
available Poruards list of articles for Skasit Sys 
Cooperative bioloyists 

i-EECH.P H Environmental Project Branch S 79/0?/’l3 3pp 


790306069t Bommariies 790122 (neelina u7utll r« facilltv revieie schedule 
(c best nethod for submittal of neu info 
IfASTLER. S L OeoscionCBS Branch 79/02/13 6pp 


7903060427 Forwards proprietary aaroma-gnetie data In response to HRC 
questions of June 1976 W/ enc 1 affidavit of OE Mecca re 
proprietary status of info (ref iOCFR2 790) 

MECCA, J E Puget Sound Power k Light Co 79/02/23 4pp 


7903220036 Bumoiary of Util 790223 presentation of aer omagnet i c data of 
site area U/encI attendance list 

PELT I Eft, 1 A Light Water Reactors Branch I 79/03/05 13pp 


7903290303 Reguests add! info re capability of nuclear steam supply 
sys to respond to postulated ATWS transients M/ltr kn major 
vendors requesting info k forwarding NURE0“O460< Vo! 3 W/o 
end 

VASBALLQ.D D Assistant Director for Light Hater Reactors 
79/0a/-lS 3pp 

7903230247 Notification of 79041B meeting u/HRC, LlSfifa, « ruget Sound 
Power ti Light in Sethesda,MD to discuss applicant's 
presentation of site regional tectonics 

PELTlERd A Light Mater Reactors Branch 1 79/03/19 2pp 


7903190501 Advises Board that NHC is providing parties W/SAND77" 1927, 
6ECV-7B-3tl & 6ECy-7e-3llA 
DLACR, R L Branch 1 79/02/02 2pp 


7903060666 Forwards testimonies by NftC, app 1 leant It Bkagitonians 
Concerned About Nuclear Plants W/o end 
BLACK, R L Branch 1 79/02/06 2pp 


7903070563 Memo by interveners ra status of "need for power” Issue 
under state law ASLO must consider compatibility oF 
licensing action w/N£PA Certificate of 6vc end 
LEED, R M Laed, Roger M 79/02/06 7pp 


7903150181 Applicants' comments re State of MA's determinations on need 
for power Urges that determinations provide suppl 
justifications on need for power Certificate of Sve end 
THDMBEN.F T , LITTLE, D 8 Perkins, Cole, Stone, Olsen & Williams ' 
79/02/09 12pp 


7903160123 ftequo i t mod of Post-Conference Order 2 to require submittal 
of statements of issues by 790226 because issues have 
undergone extensive consideration Requetts answers to this 
motian ty 790220 Certificate of 8vc end 

LITTUB.D.B Perkins, Cole, Stone, Olsen 6 Williams 79/02/12 5pp. 


7903070086 Energy Peclllty Site Evaluation Council of State of HA brief 
on need for power question Urges that.ty chosing state forum 
Ic losing, intervener should not be allowed to renew issue 
before NftC W/supporting documentation 

CARR, T F , ODRTON.S Washington, State of 79/02/13 3Ipp 


7903070545 Forwards NftC responses to 790109 Interrogatories 4, 
affidavits of L OittlemaniRP Denise k 3 tiastler 
BMANSON.DT Branch i 79/02/15 15pp 


7903070546 Supplies responses re seismol og ical studies to intervenor's 
790109 interrogatories li request for productioti to NftC did 
790109 

MORRIS, R.H Interior. Dept of 79/02/07 2pp 


79031S03B9 Draft of applicants' revised statement of issues replacing 
"Applicants' List of Principal Issues." dtd 790109 
THOMSEN, F T Perkins, Cole. Stone, Olsen & Williams 79/02/16 
llpp 


79031 303B7 Forwards draft of applicants' revised statement of issues, 
dtd 790216, per A8LD Post-Conference Order S Final 
submission to be mailed by 790223 

THOMSEN, F T Perkins, Cole, Stone, Olsen «< Hi 1 Uams 79/02/16 

2pp. 


7903200053 Intervener's response to applicant's 790212 motion for mod 
Post-Conference Order 2 re shortening of filing time Urges 
denial of motlan because Intervenor cannot comply by 790226 
Certificate of Sve end 

OENBLER, M W . LEEO. R M Lead. Rogar M . 79/02/20 4pp 


7903300076 Opposition by intervener to app 1 icants '79021 2 motion for nsd 
of Post-Conference Order 5 Asserts burden of filing by 
790226 would be too great Certificate of Sve enc 1 
STACHQNi E Fore laws on Board 79/02/20 5pp 


7903270641 Applicants' revised statement of issues, per ASLB 79020B 
order Certificate of Sve end 

THOMSEN, F T Perkins. Coie, Stone. Olsen I, Williams 79/02/22 
17pp 


7903060463 Denies applicants' motion for mod of Post-Conference 
Order 2 Affirms 790309 as date for parties to file new 
interim statement of issues 

DEALE, V D Atomic Safety and Licensing Board Panel 79/02/23 ip 


7903200049 Urges denial of Intervenoi tribes' petition For review of 
ASLAB decision vacating 4- remanding ASLIi decision granting 
intervention Issue is inappropriate for NftC review 
Certificate of Sve enc 1 

SWANSON. D T Branch 1 79/03/05 tOpp 


7903210251 Applicants' answer in opposition to Indian tribes' petition 
for review of denial of intervention status Certificate of 
Sve end 

THOMSEN, F T , LI TTLF, D S Perkins. Coie. Stone, Olsen & Millians 
79/03/07 lOpp p 


7903260174 Orders ASl B to address merits of petition for review of 
ALA13-523 filed by intervenor tribes 

CHILK.. B J , Office of the Secretary of the Commission 79/03/08 
«P 


79032BD324 Requests that NRC assuie that concerns of nearby Indian 
tribe members be analyied prior to issuance of const permit 
UDALL, M K Senate 79/03/00 Ip 


DOCKET 8TN-50-528 Palo Vei de Nudoar Station. Unit I 


7903010331 Notlrles of 790208-09 meeting to lout site l< discuss status 
of const Meeting cancelled 

STRIOHT.R L Light Water Reactors Branch 3 79/01/15 2pp 


7903270573 Forwards NURCO-0523, "Summary of Operating Experience 
w/Reclrculatlng Steam Oenerators, " which focuses on recent 
prob 1 ems w/ degradation Believes continued plant operation 
does not constitute undue risk 

EISENHUT. D 0 Assistant Director for Systems I, Projects 
79/03/02 3pp 


7903800067 Requests addl info re capability of nuclear steam supply sys 
to respond to postulated ATWS transients W/ltr to major 
vendors requesting info 4 forwarding NUREO-0460, Vol 3 W/o 
enc 1 

VAS3ALL0, D D Assistant Director for Light Water Reactors 

79/03/15 3pp 


79000708JB Forwards proof of sve for Amend 20 to PSAR 

VANQRUNT,E E Ar i i ona Public Service Co 79/03/02 2pp 


7903070368 Forwards proof of sve for Amend 20 bo PSAR served upon 
H Atkinson, Cha i rman of Board of Supervisors of Maricopa. AZ, 
on 790302 

VAN BRUNT.E E Arliona Public Service Co 79/03/08 2pp 


7903300398 "Annual Rept 1976 " 

♦ Aritona Public Service Co 79/02/22 36pp 


7903060334 Forwards IE Insp Rept 50-520/70-07,30-529/78-06*, 
50-530/78-05 No noncompl lance noted 

BOOK, H E Region 5, San Francisco, Fuel Facility 4 Materlall 

Safety Branch 79/01/19 2pp 


7903060341 IE insp Kopts SO 52B//e 07,50-529/70-06 6 50-530/78-05 «n 
761804-06 No noncompl lancs noted Major areas inspected 
audits of environ program I, imp 1 omen tat ion of environ 
protection const permit requiiements 

NORTH, H S , BOOK. H E Region 5. San Francisco. Fuel Facility 6 

Materials Safety Branch 79/01/19 7pp 


7903190506 Forwards IF Info Notice /9-04, "Degradation of Cnglneirtd 
Safety Features " 

ENQELKEN, R H Region 5, San Francisco, Office of the Director 
79/08/16 Ip 


V9O314O303 Infoi’ms recipients of IE Bulletin 79-01. "Environ 
Buell flcation of Class IE Equipment." dtd 790200, that valve 
limit switch Identified as NAMCO Model S3CMU should road 
SL3CML 

ENOELKEN.R H Region S, Ban Francisco, Office of the Director 
79/02/87 ) p 
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DOCKETED SERIES 


KXKET STtl-SO-528 Palo Verde Nuclear Station. Unit 1 


790'31405S3 States that Ifc Bulletin 79-01. "Environ Qual i P t ca t ton of 
Class IE Equipnent (correction!" uas issued to listed 
licensees in Region 3 

» Region 5* San Francisco. Office of the Director 79/03/27 Ip 


7903150062 Foruarda IE Bulletin 79-02, "Pipe Support Base Plate Design 
Using Concrete Eipansion Anchor Bolts " 

ENOfl-KEf/. R H Region S. San Francisco. Office of the Director 

79/O3/0B Ip 


7903190472 Forwards IE Bulletin 79-03. "Longitudinal Held Defects in 
ASHE SA.-312 tijpe 304 Stainless Steel Pipe Spools 
ilanu f ac t vrpd tg Youngstoun Melding Engineering Co " 

EHOELKEN. R H Region S. San Francisco. Office of the Director 
79/03/12 Ip 


7903190472 Forwards IE Bulletin 79-03, "Longitudinal Meld Defects in 
ASHE SA-312 Tgpe 304 Stainless Steel Pipe Spools 
Manufactured bg Youngstown Uelding 6 Engineering Co " 

ENOELKEM. R H Region S> San Francisco. Office of the Director 
79/03/12 ip 


7903210401 Forwards IE Circular 79-04. "Loose Locking Nut on Llmitorque 
Valve Operators " 

ENDELKEN. R M Region 5. San Francisco. Office of the Director 
79/03/16 Ip 


7903260316 Forwards IE Circular 79-03. "Moisture Leatage in Stranded 
Mire Conductors " 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
79/03/20 Ip 


DOCKET arN-SO-330 Palo Verde Nuclear Station. Unit 3 


7903210401 Forwards IE Circular 79-04. "Loose Locking Nut on Liraltorgue 
Valve Operators " 

EKDELKEN. fl H Region 5, San Francisco. Office of the Director 

79/D3/16 ip 


7903010331 Notifies of 790203-09 meeting to tour site & discuss status 
of const Meeting cancelled 

STRIOHT.R L Light Water Reactors Branch 3 79/01/13 2pp 


7903260316 Forwards IE Circular 79-03. "Moisture Leakage in Stranded 
Wire Conductors " 

ENSELKENi R H Region 5. Gan Francisco, Office of the Director 

79/03/20 Ip 


MCPET STN-50-5?? Palo Verde Nuclear Station. Unit 2 


7903010331 Notifies of 790200-09 meeting to tour site t< discuss status 
at const Meeting cancelled 

STHICHTi R L Light Water Reactors Branch 3 79/01/15 2pp 


7903270573 Forwards NUREO-0523, "Summarg of Operating Eiporionce 
w/Rf c Ireulaiing Steam Oencraturs, " which focuses on recent 
problems w/degradation Believes continued plant opeiation 
does not constitute undue risk 

EISENHUriD 0 Assistant Director for Sgstems J. Projects 
79/03/02 3pp 

7903280067 Requests addl info re capabllitg of nuclear steam supply sgs 
to respond to postulated ATMS transients M/ltr to major 
vendors requesting info h forwarding NURE0-0460r Vol 3 Id/a 
end 

VASSALLQi D D Assistant Director for Light Water Reactors 
79/03/15 3pp 


7903270373 Forwards NUnE0-0523i "Summary of Operating Esperlanee 
w/Reclrco 1 a ting Steam Oenerators. " which focuses on recent 
problems w/degradat Ion Believes continued plant operation 
does not constitute undue risk 

EISENHUT. D 0 Assistant Director for Systems tt Projects 

79/03/02 3pp 


7903200067 Requests addl Info re capability of nuclear steam supply sys 
to respond to postulated ATMS transients M/ 1 tr to major 
vendors requesting info 6 forwarding NUREO— 0460. Vol 3 W/o 
enc 1 

VASSALLOi D B Assistant Director for Light Water Reactors 

79/03/13 3pp 


7903070210 Forwards proof of sve for Amend 20 to P8AR 

VANBRUNT.E E Arliona Public Service Co 79/03/02 2pp 


790307036B Forwards proof of sve for Amend 20 to PBAR served upon 
H Atkinson. Chairman of Board of Supervisors of Maricopa. AZ. 
on 790302 

VAN BRtNTi E E Arliona Public Service Co 79/03/02 2pp 


7903300392 "Annual Rept 1970 " 

s Ariiona Public Service Co 79/02/22 36pp 


7903070216 Forwards proof of sve foi Amend 20 to PBAR 

VANBRUNT, E E Ariiona Public Service Co 79/03/02 2pp 


7903070366 Forwards proof of sve for Amend 20 to PBAR served upon 
H Att Inson. Chai rrnon of Board of Supervisors of Maricopa. AZ, 
on 790302 

VAN 8H(JNT,E E Ariiona Public Service Co 79/03/02 2pp 


7903300392 “Annual Rept 1970 " 

♦ Ariiona Public Service Co 79/02/22 36pp 


7903060334 Forwards IE Insp Rept 50-328/78-07, 50-529/ /3-Ob *< 
50-53O/7B-0S No noncomp tiance noted 

BOOK, H E Region S. San Francisco, Fuel Facility & Materials 

Safety Branch 79/01/19 2pp 


7903060341 IE Insp Repts 30-520/78-07,50-529/70-06 6 50-S30/7B-03 on 
701204-06 No noncomp 1 lanc B noted Major areas inspected 
audits of environ progiam 6 implementation of environ 
protection const permit requirements 

N0R7lf,H 3 . BOOK.H t Region 3, San Francisco. Fuel Facility & 

Materials Safety Branch 79/01/19 7pp 


7903060334 Forwards IE Insp Rapt 30-528/73-07.50-529/70-06 t. 
50-530/70-05 No n one omp 1 t ant e noted 

BOOK.Ii E Region 5. Ban Francisco, Fuel Facility *< MatHriale 

Safety Branch 79/01/19 2pp 


7903060341 IE Insp Repts 30-520/70-07,50-529/70-06 b 50-530/70-05 on 
701204-06 No noncomp 1 1 ance noted Major areas inspected 
audits of environ program tt implementatton of environ 
protection const permit requirements 

NORTH. H 8 . BOOK. H E Region 5, Ban Francisco. Fuel Facility b 

Materials Safety Branch 79/01/19 7pp 


7903190306 Forwards IE Info Notice 79-04. “Degradation of Engineered 
Safety Features " 

ENGELKEN.R H Region 5. San Francisco. Office of the Director 
79/02/16. Ip ' 


7903140303 Informs recipients of IC Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 790200. that valve 
limit switch identified as NAMCO Model B3CML should read 
8L3C NL 

ENQELKENifl H Region 5. San Francisco, Office of the Director 
79/02/27 Ip 


7903190506 Forwards IC Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
79/02/16 Ip 


7903)40303 Informs recipients of 1C Bulletin 79-01, "Environ 
Quail ficatloii of Class IE Equipment." dtd 790206. that valve 
liBit switch identified as HAMCO Model 83CHU should read 
SL3CKL 

ENOELKEN.R H Region 5, San Francisco, Office of the Director 
79/02/27 Ip 

79(}3140&e3 Btates that IC Dol letin .79-01 . "Environ Qualification of 
Class EE Equipment (correction)" was issued to listed 
licensees in Region 5 

t Region 5. San Francisco. Office of the Director 79/02/27 Ip 


7903150062 Forwards IE Bulletin 79-02. "Pipe Support Base Plate Design 
Using Concrete Fipansion Anchor Bolts " 

EMGELKENiR H Region 5, San Francisco, Office of the Director 
79/03/00 1 p 
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DOCKET SrM-SO-530 Palo Verde Wuclear Station, Unit 3 


DOCKETED SERIES 

DOCKET BTN-SO-54g RESAR-3S 


79032&03I& Forwards IE Circular 79“05i “Moisture Leakage in Stranded 
Hire Conductors " 

EN8EUKEM, R H Region S, San Franc isto. Office of the Director 
79/03/20 1j 


7903070180 Sumcnarg of 780915 meeting u/Uestinghouse to discuss 
licensing plans for standardized NS88 designs M/list of 
attendees St outline of Uestlnghouse presentation 
O'REILLY, P 0 Standard i lati on Branch 76/10/05 ISpp 


future 


DOCKET 37(1-50-531 0E8SAR-2St 


DOCKET 6TN-90-Sdt> Marble Hill Nuclear Station, Unit 1 


7903070100 Responds to 781130 Itr re eitenslon of Preliminary Design 
Approval 9 & 10 for ee83AR-23l Sc 230. respec t Ivel g Request 
for estensien will be rovleued sic months prior to 
■ipiration 

HELTEMBS, C J S t andar d 1 cat Ion Branch 79/02/12 Spp 


7903270320 In response to NRC 790U7 Itr.CE has decided that 
NEDD-240da should be reviewed under third eategorg, in which 
costs incurred are assessed to final design approval 
application H/table re review sf documents sent to NRC 
8HERH00D. 9 0 Oeneral Electric Co , Nuclear Energg Products Div 
79/03/13 Spp 


DOCKET 8TN-50-532 OOP SAR 


7903890185 Forwards Amend 9 bo SAR, in response to NRC 790124 Itr 
discussing preli/ninarg design approval extension 
0OJCE, C M C F Braun V Co 79/03/09 Ip 


7903290189 App A, Amend 9 to SAR. "Ex tens 1 on Review Matter for 
Preliminary Design Approvals " 

• C F Braun L Co 79/03/09. I30pp 


7903010323 Notification of 790227-28 site visit to Plainfield. IM by 
Caseload Forecast Panel to assess status of const M/encI 
proposed agenda 

WILSON. J N Light Water Reactors Branch 4 79/02/06 Spp 


7903150275 Act receipt of NRC 790301 concurrence to addl conditions 
for Archeological Site 12-JE-l 19/ 120 W/agreement to 
cond it ions. Elec utive Director has no objections to NRC 
determination of no adverse effect 

TANHENBAUM, J E Advisory Council on Historic Preservation 
79/03/08 Ip 


7903150278 Apologlios for delay in returning 781018 Itr u/NRC 
concurring signature Delay due to need for applicant's 
commitment re addl conditions to mitigation plan <« 
assurance from IN Historic Preservation Officer 
BALLARD, R L Environmental Project Branch 1 79/02/20- Ip 


7903050194 Responds to 781201 decision ALAD-509 Requests In-fo re radon 
in the milling 4 mining of U t long-term radon emission mgt 
Urges completion of OEIS on mill tailings to provide basis 
far public input Certificate of Svc end 
FREVi D 0 Sassafras Audubon Society 79/01/09 3pp 


DOCKET aTN-S 0-535 0A8SAR-6 


7903070271 Forwards 1979 Advance Premium Endorsement lOB to ANI Policy 
NF— 34 

CORREA, C Harsh ti McLennan, Ine 79/02/2B 2pp. 


7903070273 Forwards 1979 Advance Premium Endorsement 46 to MALEU Policy 
MF~99 ’ 

CORREA, C Harsli & MeLennant Ine 79/02/28 2pp. 


7903150348 Forwards Endorsements 75 t 76 for calendar years 1972 4 
1973 Endorsements 94 4 95 for calendar gears 1975 4 1976, 
Endorsements 105-107 for calendar years 1977 4 I97B 
CORREA, C Marsh 4 McLennan. Ine 79/03/12. IBpp. 


7903270294 Forwards Endorsement 96 to AN! Policy NF-34 
CORREA, C Marsh 4 McLennan, Inc 79/03/21 Spp 


7903150200 In tervenors ' response per ALAB— 507 in -opposition to 
"de minimus" tfieory Alleges theory ignores issue of 
significant 4 substantial releases of radon~222 to environ 
Certificate of Svc end 

KEPFORD, C Affiliation Unknown 79/02/19 37pp 


7903230277 Forwards responses to ALAB-509 Thirty-day period for 
responses to documents shall run from 790305 

8KRUTSKI, R H Atomic Safety and Licensing Appeal Panel 79/03/OJ 
Spp 


7903060376 Forwards IE Insp Repts 50-546/78-08 4 60-547/7B-00 on 
7BH06-09 4 notice of violation 

HEISH-MAN, R F Region 3, Chicago, Reactor Construcblon 4 

Engineering Support Branch 79/01/08 2pp 


7903060577 Notice of violation from insp on 781106-09 

» Region 3. Chicago, Reactor Construction 4 Engineering Bupport 
Branch 78/12/28 2pp 


7903290123 Forwards Endorsements 26,28-40,44 4 45 to MAELU Policy 
MF-S9. ’ 

CORREA, C Marsh 4 McLennan, Ine 79/03/21 21 pp 

DOCKET 50—537 Clinch River Breeder Reactor 


7903060582 16 Insp Repts 50-546/78-00 4 50-547/78-00 on 701106-09 
None amp 1 ian ce noted failure to follow procedures re handling 
equipment 4 failure to provide adequate insp of caduelding 
activities 

BCHWEIQIN2,E R , OALLAOHER, E d , HAYES, D W Region 3. Chicago. 
Reactor Construction 4 Engineering Support Branch 7B/I3/2Q 

21pp 


7903090286 Forwards Item-by-ltem assessment of resolvab 1 1 1 ty of open 
Items in NRC staff review Requests resumption of NRC-DOE 
safety revleui 4 technical interchange activities 

^ Energy, Dept of. Clinch River Breeder Reactor Plant 
79/03/05 IBpp 


7903060294 Forwards affidavit confirming distribution 
P9AR to local officials 4 EPA 
COPELAND, R.L Energg, Dept of 79/02/20 2pp 


of Amend 48 to 


7903130075 Forwards 16 Insp Repts 50-546/78-10 4 50-647/78-10 On 
781212-14 No noneomp 1 lance noted 

HBISHMAN.R F Region 3, Chicago, Reactor Construction 4 

Engineering Support Branch 79/02/00 2pp 


7903i300BO IE Insp Rept 50-S46//e-i0 4 50-S47/7e-iO on 70121S-14 Ho 
ne ncomp I i anc e rioted Major areas inspected previous insp 
findings 4 site t-our. 

BCHWEIDlMZiE ft r OONE8, C E , HAYE8, D M Region 3, Chicago. 

Reactor Construction 4 Engineering Support Branch 79/01/20 3pp 


DOCKET 50—530 Memphis State Unlv Research fteaetor 


7903300394 Requests amend t-o License R-127 
20 watt levels continuously 4 1.000 watt 
intermittently 

JONES, 0 W Memphis State Unlv 79/03/23 


to allow power operation at 
levels 

Ip. 


7903210558 Submits followup rapt 
feelUty on 790125 per Section 
Llcenee R-t27 Electrical power 
reactor operation Svc reitored 
JtWIES, 0 M. Memphis State Unlv 


to occurrence at AON-201 reactor 
6 9, 2 of App A to 
outage ogcurred during 
in 3-b 

79/01/29. Spp, 


7903220509 Forwards IE Insp Repts 50-546/79-01 4 50-547/79-01 on 
790110-12 No n-oncomp 1 iance noted 

HEIBHMANiR F Region 3, Chicago, Reactor Construction 4 

Engineering Support Branch 79/02/14 2pp 


7903220515 IE Insp Repts 50-546/79-01 4 50-547/79-01 On 790110-18 Ms 
noneomp 1 lance noted Major areas Inspec ted' rad 1 ographi e 
testing activities 4 licensee evaluation of potential 
reportable item 

BCHWEID INZ, E R , HAYES, D W Region 3, Chicago, Reactor 

Construction 4 Engineering Support Branch 79/02/12. 4pp 



DOCKETED SERIES 


DOCHfiT STN-SO-546 MarbU Hill Nuclear Station. Unit 1 


79030B0373 Foryards IE Info Notice 79“04) "Degradation of Engineered 
Safety Features " 

VEPPl-CRiJ Q Region 3. Chicago. Office of the Director 79/03/lfa 

Ip 


7903150037 Act receipt of 790208 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-546/7S-0S S. 

50-547/78-08 

FIORELLliO Region 3. Chicago. Reaetar Construction U Engineering 

Support Branch 79/02/27 ip 


79O3O0£>3i5 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 79020B. that valve 
Unit suitch identified as NAMCO htodel 83CML should read 
S1.3CKL 

7EPPLER.J C Region 3. Chicago. Office of the Director 79/03/01 

«P 


79Q3150O45 Foruards IF Bulletin 79-02. "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLEB. J <3 Region 3. Chicago. Office of the Director 79/03/08 
*P 


7903190008 Foruards IE Bulletin 79-03. "Longitudinal Held Oefects In 
ASHE BA-312 Type 304 Stainless Steel Pipe Spools 
Hanu factured by Vouligstoun Holding ti Engineering Co “ 

KEPPLERfJ 0 Region 3. Chicago. Office of the Director 79/03/12 

if 


SOCKET STN-50-347 Marble Hill Nuclear Station. Unit 2 


7903010333 Notification of 790227-20 site visit to Plal n Pie 1 d. IN by 
Casaload Forecast Panel to assess status of const H/encl 
proposed agenda 

UILSDH.'U N Light Water Reactors Branch 4 79/02/06 5pp 


7903150275 Ack receipt of NRC 790301 concurrence to addl conditions 
for Archeological Site 12-JE-l 19/120 W/agreement to 
cond 1 1 aonsi Es ecu 1 1 ve Director has no objections to NRC 
detFrmlnation of no adverse effect 

TAHNENBAUNi J E Advisory Council on Historic Preservation 
79/03/08 Ip 


7903150278 Apologizes for delay in returning 781018 Itr u/NRC 
concurring signature Delay due to need for applicant's 
commitment re addl conditions to mitigation plan it 
assoranee from IN Historic Preservation Officer, ' 

BALLARD. R U Environmental Project Branch 1 79/02/28 Ip 


7903030194 Responds to 781201 decision ALAD-S09 Requests Info re radon 
in the mining & mining of U tc long-term radon emission tngt 
Urges completion of QEIS on mill tailings to provide basis 
for public input Ceitiflcate of 8vc end 
FREVtO 0 Sassafras Audubon Society 79/01/09 3p p 


7903150200 Intervenors' response per ALAD-S09 in opposition to 
"da minimus" theory Alleges theory ignores issue of 
significant tc substantial releases of radon-222 to environ 
Certificate of Svc end 

KEPFORD. C Affiliation Unknown 79/02/19 37pp 


7903230297 Forwards responses to ALAD-509 Thirty-day period for 
responses to documents shall run from 790305 

SKRUTSKUR M Atomic Safety and Licensing Appeal Panel 79/03/01 
Jpp 


7903060576 Forwards IE Insp Repts 50-546/76-08 t 50-S47/7B-OB on 
701106-09 It notice of violation 

HEISHKANiR F Region 3. Chicago. Reactor Construction fc 

Englneerdng Support Branch 79/01/08 8pp 


7903060577 Notice of violation from insp on 781106-09 

* Region 3. Chicago. Reactor Construction L Engineering Support 

Branch. 78/12/28 2pp 


7903060562 IE Insp. Repts 50-546/78-08 «< 50-547/78-08 on 791106-09 
Honcomp 1 tance noted failure to fellow procedures re handling 
equipment A failure to provide adequate insp of cadwelding 
activities 

SCHWEIQINZ.e R . OALLAOHER.E J , HAYES, D W Region 3, Chicago, 

Reactor Construction & Engineering Support Branch 7B/12/2B 

aipp 


7903130075 Forwards IE Insp Repts 50-546/73-10 L 50-547/78-10 on 
7B1212-14 No noncomp 1 lence noted 

HEIBHMAN.R F Region 3, Chicago, Reactor Construction b 

Engineering Support Branch 79/02/00 2pp 
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79031300BO tE Insp Kept 50-546/78-10 U 50-547/7B-10 on 781212-14 No 
noncomp 1 i ance noted Major araas inspected previous insp 
findings t< site tour 

SCHWEIDINZ. E R . JONES. C E , HAYES, 0 H Region 3. Chicago. 

Reactor Construction (. Engineering Support Branch 79/Ot/SO 3pp 


7903220509 Forwards lE Insp Repts SO-546/79-Ol b 50-547/79-01 on 
790110-15 No riorcompH ance noted 

HEISHMAN. R F Region 3. Chicago. Reactor Construction tc 

Engineering Support Branch 79/02/14 2pp 


7903220515 IE Insp Repts 50-546/79-01 tc 50-547/79-01 on 790110-12 No 
none ompi iance noted Major areas inspected radiographic 
testing activities A licensee evaluation of potential 
roportah 1 e i tem 

SCHWEIDINZ. E R . HAYES. D VI Region 3. Chicago. Reactor 

Construction A Engineering Support Branch 79/02/12 4pp 


79030S0373 Foruards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

KEPPLER.JO Region 3, Chicago. Office of the Director 79/02/i6 
Ip 


7903150Q27 Ack receipt of 79-0200 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-946/7B-0B & 

50-547/78-08 

FIORELLI.O Region 3, Chicago. Reactor Construction A Engineering 

Support Branch 79/02/27 Ip 


7903080365 Informs lectpients of IE Bulletin 79-01. "Envlr-on 
Qua 1 i f ica 1 1 on of Class IE Equipment," dtd 790203. that valve 
limit switch Identified as NAMCO Model 83CHL should read 
SL3CML 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/03/01 
Ip 


7903150045 Forwards ]£ Bulletin 79-02. "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/03/08 

Ip 


7903190008 Foruards IC Bultetin 79-03. "Longitudinal Meld Defects In. 
ASHE 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Melding b Engineering Co ” 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/03/18 

IP 


DDCKET 50-549 Oreene County Nuclear Power Plant 


7903060105 Bummariies 790112 meeting In Bethesda.MD w/util re 
tentative conclusions of NRC environ review. espec ial ly re 
Lehigh cement matter Lists items discussed re Lehigh 
Portland Cement Co claims b site disadvantages 
BUR M ELL. S . QAJMA. S Office of Nuclear Reactor Regulation 
CUNNINOHAM.O Office of the Executive Legal Director 79/02/02 
3pp 


7903270634 Forwards NURE0-0523. "Summary of Operation Experience 
u/Reclrculating Steam -Oenarators. " which focuses on recent 
problems w/d egradatlon Believes continued plant operation 
does not constitute undue risk 

EI8ENHUT, D 0 Assistant Director for Systems b Prajectf 
79/03/05 3pp 


7903140324 In response to NRC 790131 Itr, plant will be designed b 
constructed to implement design options prior to final 
decision on ATMS Issue 

EARLY, P J Power Authority State of New York 79/03/07. 2pp. 


7903070015 FES re const of facility 

« Division of Site Safety b Environmental Analysis NLIRE0-0S18 
79/01/31 720pp Available at HTI8 


7903300099 Responds to 790220 Itr Reason comments an FES appear more 
reduced in size Is fact they were received on legal size 
paper b had to be put through reducing copier in order to 
fit on page for printing 

REOAN.H.H Environmental Project Branch 2. 79/03/09. Ip 


7903300103 Mould like to know why FES Is more reduced in size 
than other statements, 

DERNER. H Affiliation Unknown 79/02/20 Ip 


7903300115 Comments on DES depth of analysis Is far from eonclutlve. 
Athens b Cemanton sites have different eharae ter 1 st 1 c * b 
environ alternatives to propo.sed transmission lines should 
be explored 

PALMER. H D Af f 1 1 la 1 1 on Unknown 76/04/30 7pp 



DOCKETED SERIES 
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SOCKET 50-9-49 Or«ene County Nuclear Poubt Plant 

7903300120 Offers eoirraents on EES Believes sclioolt In 5 mils radius of 
slant are too close in case of accidents Hudson River water 
will be used as nate-up water for tooling towers l< will 
be returned sterile of life 

BERNERjfl Affiliation Unknoiun 76/04/29 5pp 


7903280033 Requests oitension of time to make discovery re-quests re 
testi-m-ony t proposed exhibits 

ENQELi D A Now fort. Slate of 79/02/27 Ip 


7903380037 Motion of Dept of Environ Conservation for eetenslon of tine 
to submit discovery requests 

EHGEL, D A New TorJi. State of 79/03/2/ 2pp 


790319021B FES incomplete until requirements of Natl Historic 
Preservation Act of 1966 Section 106 are met 

UTLEYi R M Advisory Council on Historic Preservation 79/03/lS 

2pp 


7903050390 Forwards MRC testimony In suppl to FESi draft Itr.list of 
Oraena County FES sections 6 contentions to which they are 
addressed W/encl professienal qualifications of RM RushiNE 
HlnklB l< E Paele 

LEUlSi 5 M Branch S 79/02/09 36pp 


7903070404 Notifies that Power Authority of State of NV applied For 
discharge permit 6 requested verification of best available 
intake technology Sec omrnen.dlat 1 ons For permit have been made 
6 hearings will be held by 790402 
MADlSONiS R New Vorkp State of 79/02/09 7pp 


79O30a02B9 Forwards final two pieces of NRC suppl testimony re 
decommissi oning, Prite-Anderson Act !< witnesses' 
qual If ications 

LEMTSpS M Branch 2 79/03/16 2pp 


79030B0297 Suppl testimony on decommissioning Sc stipulated contentions 
CAUKINS. 0 D Fuel Process Systems Standards Branch 

MURPH7» T D Division a F Site Safety 6 Environmental Analysis 
WOODjR S Antitrust 6 Indemnity Croup 79/02/16 IBpp 


79030B0303 Suppl testimony re Pr i e a-Andarson Act Responds to Citliens 
to Preserve Hudson Valley Co li tent i on tl—Diblllvl 

CHIPMANi O L Accident Analysis Branch CDFLANi S M Cost 

Benefit Analysis Branch CONCEU-F J Divlsipn of Site Safety fc 
Environmental Analysis 79/02/16 L3pp 


703360141 Belatedly fo-rwards testimony of HE Henshaw re terrestrial 
ecol pgy 

ENOEUfD A New York* State of 79/02/21 SQpp 


790-3300156 Forwaids Cemonton Civic Association's motion for extension 
of time 

MICHQLI TCH, J A Cemonton Civic Association 79/02/27 Ip 


7903300137 Motion far eitotision or time until 790314 in which to file 
testimony A exhibits 

NECKOLITCH. J A Affiliation Unknown 79/02/27 2p p 


7903210452 Requests indliation from lecipients if they wish to continue 
receiving filings ^ NRC correspondence Utheiuise names will 
be dele ted 

UEWIS-S H Branch 2 79/03/20 Spp 


7903230362 Forwards testimony le traiisp or tat I on> me te orol ag i ca 1 imparts 
6 socioeconomic impactsion behalf of Green County* NYi 
municipalities 

DUTZEL.A K Dutiel /.Pass 79/03/02 130pp 


7903220267 Objections to certain i ntei x oga tor i es 6 request for 
production of documents propounded by Powei Authority of NY 
I n terr-og a tor 1 es itot relevant to mattei s in contravei'sy or 
require addl reseat cti Certificate of Svc enc 1 
LEUIS. S H . MOBREj J C Branch 2 79/03/05 I7pp 


79032600S3 Notification of preheax ing conference in AlfaanyiNVion 790314 
to establish piesentation of evidence foi evidentiary 
hearings resuming on 790402 

GDDDHOPEi A C Atomic Safety and Licensing Board Panel 79/03/00 

2pp 


7903210267 Rules on motions for sumrtiary disposition of certain 
contentions re health ' safety filed by applicant h NRC 
Denies applicant's motion for summary disposition 

FERGUSON. G A . COLE. R F . GaOBHOPr. A C Atomic Safety and Licensing 
Board Panel 79/03/09 4Bpp 


703220464 Forwards request for 3-ueok eitension of time in which to 
file testimony 6 eihibits on behalf of Lehlgli Portland 
Cement Co 

WHITE. A F DeCraffi Foy. Conway lx Holt-Harrls 79/02/33 Ip 


7903120D02 Forwards IE Insp Rept 30-549/78-02 on 701219-20 No 
noncomp l iance noted 

CARLSONi R T Region 1. Philadelphia. Reactor Construction 6 

Engineering Support Branch 79/01/17 2pp 


7903220469 Lehigh Portland Cement Co's motion for eitension of time 
until 790316 in which to file testimony ft exhibits Lehigh 
has been investigating new Info made available 790201 
Affidavit of AF White end 

WHITE. A F DeGraff. Foy. Conway ft Holt-Harrls 79/02/23 Bpp 


7903120004 IE Insp Rept 50-349/70-02 nn 781219-20 No none amp i ianCe 
noted Major areas inspected project status ft Imp Icmenta t i on 
□f OA directives. including organliatlon.procurement ft 
aud its 

F0L6OH. 6 A . MCGAUGHY, R W Region 1. Philadelphia, Reactor 

Construction ft engineering Support Branch 79/01/16 4pp 


703300071 Oreone County. NY's interrogatories to NRC re NUREO-0512 
Answers requested on or before 790309 Certificate of Svc 
and 

BUTZEL, A K Butiel ft Rass 79/02/23 22pp 


703070361 Joint order on motion by intervenor Lehigh Portland Ceraant 
Co for extension of time to file tostimony ft exhibits 
Ektanslon until 790316 granted for good cause shoun Other 
discovery directed to Lehigh most be filed by 790336 
OQODHOPEi A C Atomic Safety and Licensing Board Panel COHEN. E 0 
New York. State of 79/02/27 2pp 


703220003 Requests 1 tr from HH Church be placed in docket file 
ABRAHAK.K Region I. Philadelphia. Bfflce of the Director 
79/02/27 Ip 


7903220005 Is opposed to proposed ntidear power plants in New York 
State Favors devel-opment of solar energy 
CHURCH. M H Affiliation Unknown 79/02/07 ip 


7903230011 Responds to 790207 Itr Comments on dosing doun Indian 
Point Unit 1 Forwards NRC position on Issues ' 

re lied. I i cans ing position papers on routine emissions of 
radioactivity ft decommissioning of nuclear facilities 
ABRAHAHiK Region 1. Philadelphia! Office of the Director 
79/02/27 2pp 


7903260340 Supports NY State Dept of Environ Conservation's request t.. 
NRC for production of documints 
EASE!.. 0 A. New York. State of 79/02/27 ip 


DOCKET STN-SO-530 QK9SAR-23a BOP Interface 


79D3O7OJO0 Responds to 701130 Itr le extension of Preliminary Design 
Approval 9 ft ID fior GE5BAR-251 ft 238. r e sp oc 1 1 vo 1 y Request 
for extension will he loviewod six months prior to 
« X plra 1 1 on 

HELTENES, C J Standard iiatlon Branch 79/02/12 2pp 


7903270320 In response to NRC 790117 Itr.GE has decided that 
NED0-2404B should be rovlewed under third category. in which 
costs incurred are assessed to final design approval 
application U/tabls re review of documents cent to NRC 
SHERWOOD. 0 0 Oeiicra] Electric Co .Nuclear Energy Pro-ducts Dtv 
79/03/13 3pp 


DOCKET 50-552 Mental to dl Castro (ENEL-6). Unit I 


7903090315 Requests withdrawal of /90110 application for amend of 
license, re addl intermediate consignees Objectives of amend 
sowed by issuance of License XCOH-169 

WILSDN.B D Oencral Electric Co , Nuclear Energy Products Dlv 
79/02/20 Ip 


7903150307 Forwards draft of applicants' revised statement of issue*, 
dtd 790216. p(bt A5LB Post-Conference Older 2 Final 
submlssipn to be mailed by 790223 

TH0H3EN.F T Perkins, Cole, Stone, Olsen ft HUliams 79/02/16 

2pp 


7903260350 Support* NY State Dept of Environ Conservation's 
interrogatories to NRC Interrogatories re FEB enc 1 
ENOEL. D A New York, State of 79/02/27 Bpp 



DOCKETED SERIES 


OOCHET STN-SO 553 Phipps Rend Nuclear Plant. Unit I 


7103S40-137 Approves conceptual design of intake structure shoreline 
screening device Etpiesaes cohcein le conditions for screen 
bvpas s i ng. such conditions should he specified prior to 
opera 1 1 on 

PEOAM. M H Environmental Project Branch 3 79/02/23 2pp 


7903290009 Identities conflict betueen ACl Standard 318-7I ;< mechanical 
piping codes lo min test pressui es V holding times for leak 
testing of piping to be embedded in conci cte Believes ACT 
requirements are oicessive Plans to revise PSAR accordingly 
SILt-ELAND. U £ Tennessee Valley Authority 79/03/21 2p p 


7903080592 Forwards NUREO/CR-OAOO. "Risk Assessment Hevieui Croup Ropt 
to the US NRC" Ueuis Rept> Commission presently developing 
polity statement re rept 

CDI.DDERC. 5 C Office of the Eiecutive Legal Director 79/01/23 

<P 


7903150200 Intervenors' response per ALAB-509 In opposition to 
“de minimus'' theoiy Alleges theory ignores issue of 
significant t. substantial releases of i adan-222 to environ 
Cart! ficate of Sve end 

PEPFORD.C Affiliation Unknown 79/02/19 37pp 


7903230297 Forwards responses to ALAB-509 Thirty-day period for 
responses to documents shall run from 790305 

SKflUTSKI > R M Atomic Safety and Licensing Appeal Panel 79/03/01 
Spp 


7903160170 Forwards "Annual Rept 197B " 

OILLELANDi J E Tennessee Valley Authority 79/03/16 Ip 


7903160217 "Annual Rept 197B " 

• Tennessee Valley Authority 79/03/16 42pp 


790221O164 Forwards IL Bulletin 79-01. "Ervlran Oua 1 1 f 1 cat 1 on of Class 
IE Equipment " U/list at 11 systematic evaluation progranv 
plants for uthich no action is required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/O2/0B 2pp 


7903020376 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 
79/02/ 16 2p p 


79030B0300 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 790208. that valve 
limit suitch Identified os NAlqcO Model 83CMI should read 
SL3CML 

O’SIEILLY.J P Region 2. Atlanta. Office of the Director 
79/02/ 2B 2pp 


7903I4DS52 Forwards H Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Espansion Anchor Bolts " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/O3/0B 2pp 


7903210037 Forwards IE Bulletin 79-03. "longitudinal tleld Defects in 
ASHE BA-312 Type 304 Stainless Steel Pipe Spools 
Hanuf ac tur rd by Youngstown Neldlng A Engineering Co " 

D'REILLY.-J P Region 2> Atlanta. Office of the Director 
79/03/12 2pp 

79D32S002B Forwards IF Circular 79-04. "Loose Locking Nut on Limi torque 
Valve Qp era tors " 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/03/16 2pp 


79D30IO236 Follows up 781006 reptlNCR CHT/PD-78- J ) on use of non-ASME 
comppnants on primaiy containment personnel access airlocks 
Expects final ropt to be transmitted by 790916 Sufficient 
Info not yet available 

01LI_ELAND. J E Tennessee Valley Authority 79/02/15 Ip 


OOCHET &rN-50-554 Phipps Bond Nuclear Plant, Unit 2 


7903140137 Approves conceptual design of intake structure shoreline 
screening device Eiprosses concern le conditions for screen 
bypassing) such conditions should be specified prior to 
operation 

HEOAN. Id H Environmental Project Branch 2 79/02/23 2p p 


7903290009 Identifies conflict between ACI Standard 318-71 it mechanical 
piping codes le min test pressures L holding times far leak 
testing of piping to be embedded In concrete Believes ACI 
requirements arc eicessive Plans to revise P5AH accordingly 
OILLELAHD, J E Tennessee Valley Authority 79/03/21 2pp 
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7903000592 Forwards NUREO/CR-OdOO, "Risk Assessment Revieui Group Ropt 
to the US NRC" (Lewis Rept) Comnission presently developing 
policy statement re rept 

GDLDOERQi S C Office of the Executive Legal Director 79/01/23 
Ip 


7903150200 Intervenors' t esponse per ALAB-509 in oppositlan to 
"de minimus" theory Alleges theoiy ignores issue of 
significant t< substantial releases of radon-222 to environ 
Certificate of Sve encl 

KEPFCRD, C Affiliation Unknown 79/02/t9 37ps 


7903230297 Forwards respnnses to ALAtl— 509 Thirty— day period for 
responses to documents shall run from 790005 

SHRUTSKIi R 11 Atomic Safety and Licensing Appeal Panel 79/03/01 
Spp 


7903160170 Forwariis 'Annual Rept 1970 " 

GILLELANDiJ E Tennessee Valley Authority 79/03/16 Ip 


7903160217 "Annual Rept 1973 " 

« Tennessee Valley Authority 79/03/16 42pp 


7902810164 Forwards IE Bulletin 79-01. "Environ Oual 1 f 1 cat 1 on of Class 
IE Equipment " N/list of 11 systematic evaluation program 
plants for which no action is required 

□'REILLVi J P Region 2, Atlanta, Office of the Director 
79/08/00 2pp 


7903020376 Forwards IF Info Notice 79-04, "Degradatloii of Engineered 
Safety Features " 

□ 'REILLY. J P Region 2. Atlanta, Office of the Director 

79/02/16 app 


7903000300 Informs lecipients Of IE Bulletin 79-01, “Environ 
Qualification of Class IE Equipment." dtd 790208. that valve 
limit switch identified as NAKCQ Model S3CMI should read 
SL3CML 

O'REIlLY.xl P Region 2, Atlanta. Office of the Director 

79/02/20 2pp 


7903140552 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete fipansioii Anchor Bolts " 

O'JIEILLYiJ P Region 2. Atlanta. Office of the Director 

79/03/00 2pp 


7903210007 Forwards IE Bulletin 79-03. "Longitudinal Neld Defects in 
ASME SA-312 Type 304 Stainless Steel Pipe Speola 
Manufactured by Youngstown Uelding li Engineering Co ” 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/12 2pB 


79D328OO80 Forwards IE Circular 79-04, "Loose Locking Nut on Llmltorqua 
Valve □perators " 

O'REILUY, J P Region 2. Atlanta, Office of the Director 
79/03/16 2pp 


7903010236 Follows up 701006 repUNCH CHT/PD-7a-n on use of non-ASME 
compenents on primary containment personnel access airlocks 
Expects final rept to be transmitted by 790816 Sufficient 
Info not yet available 

OILLELAND. J E Tennessee Valley Authority 79/02/15 Ip 


DOCKET STN-5Q-5S6 Black Fox Station, Unit 1 


7903200010 FOIA request for Reed Rept 

HUNT.B D Affiliation Unknown /9/02/i3 Ip 


7903190343 Summary of 790123 meeting in Dcthesda.MD u/Publlc 8vc Co of 
□K tr its agonti ve const permit application 

TKDKAB.C a Light Plater Reactors Branch 1 79/02/15 7pp 


7903230020 Denial of FQIA requett for nuclear reactor study re QE's 
boiling water nuclear steam supply sys (Reed Rapt) h related 
sub-task force repts which serve at appendices 

UOLFE.S J Atomic Safety and Licensing Board Panel 79/03/23 Spp 


7903080201 Forwards applicants' testimony of Conrad. Engmann t< 
Connolly on Contentions 8 & 9 re fire protection In rebuttal 
to NRC 781209 direct testimony Plitness will testify on 
790224 

GALLO, 0 Isham, Lincoln 6 Bealo. 79/D2/09. i6pp 


7903070075 Amend to 790105 protective order to rcfloct bases for AQLil 
rul ing 

uaLFEi S J Atomic Safety and Licensing Board Panel 79/02/12 Ip 



DOCKETED SERIES 


DOCKET STN-SO-SSi Black Foi Station. Unit I 


7903190323 Foruardi applicants' rebuttal testifnong bg Oang & Walker 
re ASLB Question 10-A concerning "OA - Special Processes *' 
Witnesses will testifg on 79Q224 
OALL0> J Isban. Lincoln & Beale 79/03/12 Bpp 


7903070403 Notifies of appearance of JR Farris on behalf of 
Intervenorsi Ci t i I ens Action for Safe Energg. J Voonghein it 
L Durrell Certificate of Svc end 

FARRI8.J R Green. Feldman. Hall U Woodard 4pp 


7903000979 Forwards applicants' tostimong responding to ASLB's 790119 
<luestlDn re stabllitg criteria for containment vessel 
design Witness will testifg on 790221 W/related 
corresp ondence. d eslgn specs & svC list end 
OALLO. J tsham. Lincoln & Deale 79/02/13 4dipp 


7903090101 Wants facilltg const stopped because of sanctltg of life 
* Sunbelt Alliance. Dk Lahom-a Cltg 79/02/19 ip 


7903090213 Informs of document containing info potential Ig relevant to 
issue of sabotage of spent nuclear fuel fJRC assessment of 
info to be made available W/o end 
DAVI8. L D Branch 4 79/02/JS 2pp 

7903210094 Updates 731207 Itr re waste disposal permit application 
Forwards draft permit Sj documents 

HURPH/.P M Isham. Lincoln & Deale 79/02/19 ISpp. 


790326O1O3 State of OK's petition to participate as Interested state 
Notices of appearance of JO Thomas & CB Rogers I. 

Certificate of Svc enc 1 

THOMAS. J 0 . RaoERB. C 3 Oklahoma. State of 79/02/27 &pp 


7903260018 Forwards interveners' motion to suppl record Requests Info 
re metters to be argued at hearing 
DALTON. A T Dalton. A T 79/03/01 Ip 


7903260025 Intorvefiors' motion to suppl record w/Tolsa Urban Btodg. 
prepared bg US Armg Corps of Engineers Eicerpt from study b 
Certificate of Svc enc 1 

DALTON. A T Dalton, A T 79/03/01 6pp 


7903160193 Objects to dalags in const due to numerous hoaplngs Sees 
need for greater electrical power in area Suggests 
governmental inter ferenca is causing unnecessary delays in 
energy development 

BHODKB.KV Affiliation Unknown 78/02/18 Ip 


7903160193 Protests introduction of Reed Rept in dosed session* of 
Dlech Fox health &. safetg hearings Expresses skepticism of 
fairness of process Requests all sissions be opened to 
publ Ic 

HUNT. 2 D Buntelt Alliance. Oklahoma City 79/02/13 Ip 


7903190076. Responds to 790218 Itr re licensing delays in issuance of 
permit Anticipates Licensing Board will decide whether const 
permits should be issued sometiine this spring 

ENOEUHARDT.T F Deputy Executive Legal Director 79/03/08 ip 


7903190034 Expresses concern over delag in const Cites cost to 
taxpayers of frequent haarlngs increased amount of 
electrical power that will be needed within next five years 
BROOKS. K U Affi 1 iatlon Unknown 79/02/lG Ip 


7903260237 Forwards loan guarantee commitments & station ownership 
egriement in response to NRC request Asks receipt of 
documents be noted in SER Suppl 2 b that no financial 
qualification conditions be imposed on const permits 
EWINOrT. N Public Service Co of Oklahoma 79/03/21. 73pp 


7903140279 Forwards IE Insp Repts 50-336/79-01 t 50-357/79-01 on 
790109-10 No noncoipp 1 1 anc e noted 

SEIDLEiW C Region 4. Dallas. Reactor Construction k Engineering 

<5iinr>orf n,.»r..-i, •>0^01/25 2pp 


7903030630 Transcript of 790320 hearing in Tulsa. OK Pp 7666-7796 H/encl 
e X h ibi t. "Test imony for Radiological Contentions No 16 " 

WOLFE. S J . PUROOMiP H . 5H0N. F J Atomic Safety and Licensing Board 
Panel 79/02/20 190pp 


7903030513 Transcript of 790221 hearing in Tulsa. OK Pp 7797-7993 
W/end exhibits 

WOLFE. 5 J . FURDOM. P W . SHON. P J Atomic Safety and Licensing Board 
Panel 79/02/21 263pp 


7903080496 Transcript of a 790222 hearing in Tulsa. OK Pp 7999-0000 
W/enc I exhibits 

WOLFE. S J . PURDGH. P W . SHQN, F J Atomic Safety and Licensing Beard 
Panel 79/02/22 120pp 


79030B052B Transcript of 790223 hearing in Tulsa. OK Pp 3009-3290 
W/encl exhibits 

HGLFE. S J . PUfiDDM. P W , SHON, F J Atomic Safety and Licensing Board 
Panel 79/02/23 473pp 


7903130272 Transcript of 790226 healing hold In Tulsa DK Pp 3291-8145 
W/end exhibits testimony 

WOLFE, 8 J , PURDOtl, P W . SHON. F J Atomic Safety and Licensing Board 
Panel 79/02/26 42bpp 


7903000509 Transcript of a 790227 hearing in Tulsa. OK Pp 3447-0499 
W/encl exhibits 

WOLFE. 8 J . PURDOM. P W . SHON. F J Atomic Safety and Licensing Board 
Panel 79/02/27 73pp 


7903080531 Transcript of a 790220 hearing in Tulsa. OK Pp 8500-8601 
W/encl exhibits 

WOLFE, S J , PURDOM, P W . SHON, F J Atomic Safety and Licensing Board 
Panel 79/02/20 ll3pp 


7903300534 Fni wards corrected Page 0399 from /9022B hearing transcript 
SIkIPSON, M A ACE Federal Reporters, Inc 79/03/14 2pp 


DDCKET BTN-50-53/ Black Fox Station, Unit 2 


7903200010 FOIA request for Reed Rept 

HUNT.D D Affiliation Unknown 79/02/13 Ip 


7903190343 Summary of 790123 meeting in Bethesda.tiD u/Public Svc Co of 
DK b its agents re const permit application 

THOMAS, C O Light Water Reactors Branch 1 79/02/tS 7pp 


79O320O0SO Denial of FOIA request fot nuclear reactor study re OE'l 
balling water nuclear steam supply sgs (Reed Rept) k related 
sub-task force repts which serve as appendices 

W3LFE. 3 J Atomic Safety and Licensing Board Panel 79/03/23 2pp 


7903000201 Forwards applicants' testimony of Conrad, Engmaiin -b 
Corinolly on Contentions 8 h 9 re fire protection In rebuttal 
to NRC 731203 direct testimony Witness will testify on 
790224 

OALLO.J Isham, Lincoln ti Bealo 79/02/09 16pp 


7903070075 Amend to 790103 protective order to reflect bases for ABLB 

rul Ing 

WOLFE, 3 J Atomic Safety and Licensing Board Panel 79/02/12 Ip 


7903150328 Forwards applicants' rebuttal testimony by Oang ti UalktT 
re A9LD Ouestlon 10-4 concerning "QA - Special Processes " 
Witnesses will testify on 790224 
OALLO, J Isham, Lincoln k Beale 79/02/12 Qpp 


7903070408 Notifies of appearance of JR Farris on behalf of 
intervenor s, Ci ti X ens Action for Safe Energy, I Youngholn k 
L Burrell Certificate of Svc encl 

FARRISiJR Oreen. Feldman, Hall & Woodard 79/02/13 4pp 


7903060379 Forwards applicants' testimony responding to ASLB's 790119 
question re stability criteria for containment vessel 
design Witness will testify on 790221 W/rolated 
corraspondence. design specs k svc list encl 
GALt-a.J, tsham, Lincoln k Beale 79/02/13 46pp 


7903090101 Wants facility const stopped because of sanctity of lifa 
* Bunbalt Alliance. Oklahoma City 79/02/13 Ip 


7903090213 Informs of document containing info potentially relevant to 
issue of sabotage of spent nuclear fuel NRC assessment of 
info to be made available W/o end 
DAVIS. L D Qranch 4 79/02/13 2pp 
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DOCKET STN-50-S57 Black Fox Station. Unit 2 


7903S10Q64 Updates 78120/ Itr re uaste disposal permit application 
Foruards draft permit b documents 

HURPHV.P M Isham. Lincoln b Beale 79/02/19 12pp 

79032*010>3 State of OK's petition to participate as Interested state 
Notices of appearance of 06 Thomas b C8 Rogers b 
Certificate of Svc end 

THaHAS.J 6 . ROGERS. C & Oklahoma. State of 79/0H/27 &pp 

7903260018 Forwards Intervenors' motion to soppl record Requests Info 
re matters to be argued at hearing 
DALTOM.A T Dalton, A T 79/03/01 ip 


790aoB0309 Transcript of a 790227 hearing in Tulsa, OK Pp 0447-8499 
W/encl exhibits 

MOLFE, 8 J , PURDOM.P U , SHON. F J Atomic Safety and Licensing Board 
Panel 79/02/27 73pp 


7903080331 Transcript of a 79022B hearing in Tulsa, OK Pp 0300-6601 
U/«ncl eihlbits 

MOLPE. S J , PURDDH.P U , SHON.F J Atomic Safety and Licensing Board 
Panel 79/02/28 ll3pp 


7903300S34 Forwards corrected Page B599 from 
SIKPSONjM a ace Federal Reporters. Inc 


790228 hearing transcript 
79/03/14 2pp 


docket 30-560 D0PP8AB 


7903260023 Intervenors' motion to suppl record u/Tulsa Urban Study, 
prepared by US Army Corps of Engineers Excel pt from study b 
Certificate of Eivc end 

DALTON. A T Dalton, A T 79/03/01 6pp 


7903160193 Objects to delays in const due to numerous hearings Sees 
need for greater electrical power in ai ea Suggests 
governmental interference is causing unnecessary delays in 
energy development 

BRDQKB.K U Affiliation Unknown 76/02/18 Ip 


7903160198 Protests introduction of Reed Rept in closed sessions of 
Black Fox health b safety hearings Expresses skepticism of 
fairness of process Requests all sessions be opened to 
put I Ic 

HUNT, B D Sunbelt Alliance. Oklahoma City 79/02/13 ip 


7903190076 Responds to 79021B Itr re licensing delays in issuance of 
permit Anticipates Licensing Board will decide whether const 
permits should be issued sometime this spring 

EMOELHARDT, T F Deputy Executive Legal Director 79/03/0B Ip 


7903010334 Forurards NRC 790117 Itr which was sent to GE u/lnfo 
re impact nt revised fee schedule an review of post- 
preliminary design appi oval matters 

HELTEHES, C U Standard! lat i on Branch l^/OTi/tXS Ip 


7903120136 Summary of 790126 ACR9 subcommittae b 790209 full ACRS 
meetings Heetlng covered 1JQPSSAR/B&AR-205 application Full 
camnittee indicated they would write favorable Itr to 
Commis s i on 

SNELL. Standard! lotion Branch 79/02/16 Ip 


7903150177 Forwards ACRS Rept. DQPBBAR/BSAR-aOS 

KELTEMEa.C d Standardliatlon Branch 79/02/26 2pp 


7903150180 Committee believes balance of plant design proposed in 
Q0F83AR is acceptable for preliminary design approval 
Safety-related equipment b protection against industrial 
sabotage should be cnnsldered 

CARBON, M M ACRS - Advisory Committee on Reactor Safeguards 
79/02/16 2pp 


7903190064 Exptesses concern ovei delay in const Cites cost to 
taspayers of f i equent hearings b increased amount of 
electrical power that will be needed within next five years 
BROOKS, K V Affiliation Unknown 79/02/16 Ip 


790326DS37 Forwards loan guarantee commitmonts b station ounarship 
agreement in response to NRC request Asks receipt of 
documents be noted in 6ER Suppl 2 b that no financial 
qualification conditions be imposed on const permits 
EU1N0>T M Public Service Co of Oklahoma /9/03/21 73pp. 


7903140279 Forwards IE Insp Repts 30-556/79-01 b 80-537/79-01 on 
790109-10 No none ompl lance noted 

SEfDLEitf C Region 4, Dallas, Reactor Construction b Engineering 

Support Branch 79/01/25 2pp 


79031 402B3 IE Insp Repts 50-386 /V9-01 b 30-537/79-01 on 790109-10 No 
nsneomp 1 1 ance noted Major areas inspected const aetlvitlea b 
status, personnel indoctrination b vendor surveillance 
records 

HUaACEK.H O , CROSSMAN.U A Region 4, Dallas, Reactor 

Cocis true tf on b Engineering Support Branch 79/01/84 3pp 


7903060011 Transcript of 790219 hearing In Tulsa. OR Pp 7494-7668 

HOLFE. 8 J , PURDOM.P M , SHON, F J Atomic Safety and Licensing Board 
Pane* 79/02/ 19 1 7app 


79030B0630 Transcript of 790220 hearing in Tulsa. OR Pp 7666-7796 W/encl 
axhlb s t, "Tes t imony for Radlologital Contentions No 16 " 

NOLFEtS J r PURDOM.P M , SHON.F J Atomic Safety and Licensing Board 
Panel 79/02/20 190pp 


7903080513 Transcript of 790P21 hearing In Tulsa. OR Pp 7797-7998 
N/anc I exhibits 

HOLFE. 8 J . PURDOM.P U . SHON.F J Atomic Safety and Licensing Board 
Panel 79/02/21 263pp 


7903080496 Transcript of a 790222 hearing in Tulsa, DK Pp 7999-8006, 
If/anc 1 exhibits 

WOLFE, a J. , PURDOM.P U , SHON.F J Atomic Safety and Licensing Board 
Panel 79/02/22 120pp 


7903060328 Transcript, of 790223 hearing In Tulsa, OR Pp SO09-8S9O, 

U/»nel exhibits 

HOLFE. 8 d , PURDOM.P M , SHON.F d Atomic Safety and Licensing Board 
Panel 79/02/23 473pp 


7903130272 Transcript of 790226 hearing held in Tulsa DR Pp 8291-8443 
N/encl exhibits b testimony 

■HOLFE, S.J , PURDOM.P H i SHON.F d Atonic Safety and Licensing Board 
Panel 79/02/26 423pp 


DOCKET 8TN-50-366 Vellow Creek Nuclear Plant, Unit I 


7903270S44 Forwards NURE0-0S23> "Summary of Operating Experlsnce 
ui/Recircu lot 1 ng Steam Oeneraters, " which focuses on recent 
problem w/degradatlon Believes Continued plant operation 
does not constitute undue risk 

eiSSNHUTi 0 0 Assistant Director for Systems b Projects 
79/03/02 3pp 


7903290009 Identifies conflict between ACI Standard 316-71 b mechanical 
piping codes re min test pressures b holding times for leak 
testing of piping to be embedded in concrete Believes ACI 
requirements are excessive Plans to revise PSAR accordingly 
OILLELAHD. d E Tennessee Valley Author itT 79/03/Sl 2pp 


7903160170 Forwards "Annual Rapt I97B " 

OILLELANBi d E Tennessee Valley Authority 79/03/16 Ip 


7903160217 "Annual Rept 1978 " 

* Tennassee Val lay Author Ity 79/03/16 42pp 


7903090003 Forwards IE Insp Repts 50-366/ 79-0 I b 30-567/79-01 on 
790109-12 No noncompliance noted 

MURPHY.C E Region 2, Atlanta, Reactor Construction b Engineering 

Support Branch 79/01/86 3pp 


7903090006 IE Insp Repts 30-566/79-01 b 50-S67/79-0I on 790109-12 No 
noneoflppl lance noted Major areas inspected const status.QA 
records U audl ts, control of weld matl. civil design drawing 
rtview b action an previous items 

OOUOE.M d , KEflDT.A H Region 8. At 1 Ante. Reactor Construct Ion 

b Engineering Support Branch 79/01/26 6pp 


7902210164 Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IB Equipment " H/llst of ll systematic evaluation program 
plants far which n« action. is required 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 
79/08/08 2pp 


7903020376 Forwards IE Info Notice 79-04. "Dagradation of Engineered 
Safety Features " 

O'REILLY, d P Region 2. Atlanta, Office of the Otractor 
79/02/16 2pp 


7903280063 Forwards IE Insp Repts 30-566/79-08 b SO-567/79-02 on 
790123-26 No noncompl lance noted 

MURPHY, C E Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/02/16 2pp 
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DOCKET 8TN-90-36t) V*ISou Creel Nuclear Plant. Unit 1 


7'9O32a0O65 le Intjl Repts 30- 56i>/79-02 t< 50-567/79-02 on 790123-26 No 
noncofflpjiance notoil Major areas inspected const status U 
plant structures, si te p reparation. Foundat i ons l< previausli; 
reported uniesplved items 

SWAN.H a . BRy/^NT.J C Region 2. Atlanta, Office of tfie 

Director 79/02/13 5pp 


77D30S0300 Informs reclpsents of IE Qulletln 79-01. "Environ 
Qualification of Class IE Equipment," dtd 79020D,that valve 
limit suitch Identified as NAHCO Model 93CHL should read 
SL3CML 

O^REILLY.-J P Region 2. Atlanta. Office of the Director 
79/02/20 2pp 


7903190552 Foruards IE Info Sulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Espansion Anchoi Bolts " 

O'REILLV. J P Region 2. Atlanta, Office of the Director 
79/03/08 2pp 


7903210087 Forwards IE Bulletin 79-03. ’“Longitudinal Held Defects in 
ASME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured tg Yoongstoian Welding h Engineering Co 
O'REILLV.J P Region 2. Atlanta, Office of the Director 
79/03/12 2pp 


7903220028 Forwards IE Circular 79-04i "Loose Locking Nut on Ulmitorque 
Valve Operators “ 

□ 'REILLY, J P Region 2. Atlanta, Office of the Director 
79/03/16 2pp 


DOCKFT BTN-30-367 Ye 1 1 ou Creek Nuclear Plant. Unit 2 


7903270544 Forwards NURE(J-0523, ’’Eummarg of Operating Eiperience 
<ii/Recirculatlng Steam Oenerators. " which focuses on recent 
problem oi/degradation Believes continued plant operation 
does not constitute undue risk 

EISENHUT.D C Assistant Director for Sqstems ti Projects 
79/03/02 3pp 


7903290009 Identifies conflict between AC I Standard 31B-71 U mechanical 
piping codes re min test pressures t< holding times for leak 
testing of piping to be embedded in concrete Delieyes ACI 
requirements are eicessive Plans to revise PSAR accordingly 
OILUELAND.J E Tennessee Valley Authority 79/03/Sl 2pp 


7903160170 Forwards "Annual Rept I97B " 

OtLLELAND.O E Tennessee Valley Authority 79/03/16 Ip 


79D3160217 "Annual Rept 1973 " 

» Tennessee Valley Authority 79/03/16 42pp 


7903090009 Forwards IE Insp Repts 30-566/79-01 6 50-567/79-01 on 
790109-12 No noncomp 1 lane e noted 

MURPKViC E Region 2, Atlanta. Reactor Construction & Engineering 

Support Branch 79/D1/26 2 pp 


7903090006 IE Insp Repts 90-566/79-01 & 50-567/79-01 on 790109-12 No 
noiscompl lance noted Major areas tnspec tedi const status. QA 
records 6 aud 1 te. contro 1 of weld matl. civil design drawing 
reVleu & action on previous items 

caifSE.H J • RERDTi A R Region 2. Atlanta, Reactor Construction 

It Engineering Support Branch 79/01/26 6pp 


7902210164 Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Eq.ulpmsnt " U/llst of 11 systematic evaluation program 
plants for which no action is required 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/02/08 2pp 


7903020376 Forwards IE Info Notice 79-04, "Degrada t ion of Engineered 
Safety Features " 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/02/16 2pp 


7903280063 Forwards IE Insp Repts S0-S6A/79-02 6 50-567/79-02 on 
790123-26 No noncomp 1 ianc a noted 

MURPHY.C, E Region 2 , Atlanta. Reactor Operations Nuclear Support 

Branch. 79/02/16 Spp 


7903230065 IE Insp Repts 50-566/79-02 t< 50-567/79-02 on 790123-26 Mo 
noncompliance noted Major areas inspected const status t, 
plant structures. B 1 te prepare 1 1 on, foundations b previously 
reported unresolved Items 

BHAN.H B , BRYANT, J C Region 2, Atlanta. Office of the 
Director 79/02/15 5 rp. 


79030B0300 Infoims recipients of IE Bullet in 79-01. "Environ 
Qualification of Class IE Equipment." dtd 790208. that valve 
limit switch Identified as NAMCO Model S3CML should read 
SL3CML 

O'REJLLY.J P Region 2, Atlanta, Office of the Director 
79/02/S8 2pp 


79031 40S52 Forwards It Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Contiete Eipansion Anchor Bolts " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/Oa 2pp 


7903210087 Forwards IF Bulletin 79-03. “Longitudinal Weld Defects in 
ASME SA-3ia Type JCi4 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding 5 Engineering Co “ 

□ •REILLY. J P Region 2, Atlanta, Office of the Director 
79/03/12 2pp 


7903220028 Forwards IE Circular 79-04. "loose Locking Nut on Limltorque 
Va Ive Dperatoi s " 

□‘REILLY, J P Region 2. Atlanta. Office of the Director 
79/D3/16 2pp 


DOCKET STN-50-36e NEP Nuclear. Unit 1 


79022800B3 Ack 781139 phone calls to R Julian of CSA re projected 05 « 
of Ouonset Point Naval Air Station !< pieparation of QSA 
Impact statements for both Quonset Point !< Charlestown air 
stat 1 ons 

FERRELL. C Accident Analysis Branch 70/11/29 2pp 


7903030181 Forwards map showing pioposed r 1 g h I s-o f -way for units 
Requests map showing location of Naiv'agansett tribal 
reservation, including poitlon protected by historical 
landmark legislation 

BALLARD, H L Environmental Project Branch 1 79/02/06 Spp 

7903080J63 Notification of meeting on 79022B to discuss proposed 
revetment design criteria 

STBIGHT,R I Light Water Reactors Ui onch 3 79/02/09 3pp 

79D307002B Requests an antitrust review of MA Municipal Uholesalo 
Electric Co 

BKAPAR.H K Office of the Executive Legal Dtrectur 79/02/22 ip 


7903140666 Responds to end util /Q1201 Hr to DQI clispussiiig plans for 
access control in immediate environ of proposed plant NFIC 
const permit application cannot be resolved until OSA makes 
final decision on site 

VASSALLOr D D Assistant Director for Light Water Reactors 
79/02/23 6pp 


790320Q032 Summariies meeting w/Noui England Power on 790228 to discuse 
applicants' plan for design of revetment 6 structural 
backfill U/encl list of attendees 

STRIQHT.R L Light Water Reactors Branch 3 79/03/02 4pp 


7903270580 Forwards NURbO-0923, "Summary of □para ting Experience w/ 
Recirculating Steam Oenerators," which focuses on recant 
problems u/degradatlon Believes continued plant operation 
does nat consiitute undue risk 

EI8ENHUT. 0 0 Assistant Director foi Systems b Projoett 
79/03/02 Dpp 


7903260298 Requests addl info re capability of nuclear steam supply 
sys to respond to postulated ATW8 transients W/ltr to major 
vendors requesting info it forwarding NURCO-0460. Vo 1 3 M/o 
•nc I 

VASSALLO, D B Assistant Director for Light Water Reactors 
79/03/15 4pp 


7903270456 Forwards 790194 I tr to C Andrus from AK Morse re location of 
proposed Moonstone Beach facility Requests ropt of siting 
studies b pioposals for nuclear facilities In RI 
a Itiberior, Dept of, Fish b Wildlife. Service 79/03/20 2pp 


7903200316 Evaluates effect of total loss of onsite b offsite AC 
electrical power Simi 1 taiieous loss of botii sources is highly 
unlikely since multiple single failures are required for 
such occurrence 

HARRIMOTON, J New England Power Co 79/03/22 7pp 


79031S0343 Forwards Amend N12 to PSAR 

STEVENS. J R New England Power Co 79/03/13 2pp 
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DOCKET STN-90-SA8 NEF' Nuclear, Un»t 1 


7?03ISD346 Amend Nl? to PSAR Includes tent revisions, reana 1 gs i s of LQCA 
ti miscellaneous changes 

* Neu) England Pouer Co 79/03/B8 AOOpp 


7903300367 Forwards affidavit of distribution of PEAFJ Amend 12 
HARRINGTON, J New England Power Co 79/03/20 3pp 


7903130311 Forwards cun ent schedule for remainder of environ review 
Schedule assumes timelg receipt of EPA input to FES U/EPA 
770933 Itr 

DEVOUNOi R C Division of Site Sqfetg ti Environmental Anakgsis 
79/02/16 7pp 


7903090333 Notice of withdrawal of UN Capalbo C new entrg of 
FJ Hiiliams as counsel for intervenor Town of Kopkinton, 
as of 78)204 Certificate of Sve end 

CAPALSO, D H , WILLIAMS, r J Hopkinton, R1 78/12/27 4pp 


7903060297 Informs of status of NRC SCR t DES expects to issue BES 
790330 6 FES 790BI3 SFR depends on nine outstanding issues 
COTCHINpJ H Branch 3 79/02/12 2pp 


7903190461 Forwards notice of withdrawal of appearance 6 new entrg 
MACCARATDtV J Nardone, Tiiro Naccarato 79/02/16 Ip 


7903190466 Molico of substltuticin of JR Pagno for VJ Naccarato as 
counsel on behalf of Wes terlg, R 1 , ef f e 1 1 ive 781204 
Certificate of Sve end 

NACCARATO. V J . PAVNE, J R Nai done, Turo b Naccarato 79/02/16 
4pp 

7903120402 Requests consideration of 790122 Itr from O Feldman re use 
of nuc tear power 
PELL. C Senate /9/O2/O0 Ip 

79022I009S Vol 4 df Revision 3 to "General 6 Financial Info," Including 
annua) repts t, info re lit Public Sve Co Withheld Cref 
10CFR2 790) 

• New England Power Co 79/01/31 200pp 


7903200S0O Notice of receipt of addl antitrust info filed on 790119 re 
tuo addl ownership participants Forwards deadline for 
submittal of public vious 

PARR. 0 D light Water Reactors Ilranth 3 79/03/12 2pp 


7903260376 Act receipt on 790115 of addl antitrust Info ra ME Public 
Sve Co l< HA Municipal Wholesale Electric Co Federal Register 
notice end 

PAHH.O 0 Light Water Reactors Branch 3 79/03/13 Ip 


7903260384 Ack receipt, on 7901JS, of addl antitrust Info re ME Public 
Sve Co 6 HA Municipal Wholesale Electric Co Federal Register 
Federal Register notice end 
notice encl 

PARR, 0 D Light Water Reactors Branch 3 79/03/13 Ip 


79032603B6 Act receipt, on 790115, of addl antitrust info re ME Public 
Sve Co & HA Municipal Wholesale Electric Co Federal Register 
notice end 

PARR.O B Light Water Reactors Branch 3 79/03/13 Ip 


7903260127 Ack lecelption 790H5, of addl antitrust Info pertaining to 
Public Sve Co 6 MA Municipal Wholesale Electric Co 
Federal Register notice end 

PARR.O D Light Water Reactors Branch 3 79/03/13 Ip 


DOCKET STN-90-569 NEP Nuclear. Unit 2 


7903020iBl Forwards map showing proposed rl gh ts-of -uag for units 
Requests map showing location of Narragansett tribal 
rtservat i on. 1 nc lud lug portion protected bg historical 
landaiart legislation 

BALLARD. R L Environmental Project Branch 1 79/02/06 5p p 


7903060163 Notification of meeting on 790228 to discuss proposed 
revetment design criteria 

SlfllOIIT. R L Light Water Reactors Branch 3 79/02/09 3pp 


7903D70028 Requests an antitrust review of MA Municipal Wholesale 
Electric Co 

EKAPAR.H K Office of the Executive Legal Director 79/02/22, Ip 


7903140666 Responds to encl util 781201 Itr to DDI discussing plans for 
access control it, immediate environ of proposed plant NRC 
const permit application cannot bo resolved until GSA makes 
final decision on site 

VASSALLO.D B Assistant Director for Light Water Reactors 

79/02/23 6pp 


7903200032 Summariies meeting w/New England Power on 790228 to discuss 
applicants' plan for design of revetment U structural 
backfill W/encl list of attendees 

STRIGHT. R L Light Water Reactors Qranch 3 79/03/02 4pp 


7903270580 Forwards NUfiEO-0523, ‘‘Summary of Operating Erperience lo/ 
Roc irculat itig Steam Oenerators, " which focuses on. recent 
problems u/degradatlon Believes continued pTant operation 
does not constitute undue risk 

EISENKDT. D G Assistant Director for Systems It Projects 
79/03/02 3pp 


7903260298 Requests addl info re capability of nuclear steam supply 
sgs to respond to postulated ATWS transients W/ltr to major 
vendors requesting info & foi warding NUREO-0460. Vol 3 W/o 
enc 1 

VABSALLQ.D 0 Assistant Director for Light Water Reactors 

79/03/15 4pp 


7903270456 Forwards 7901F4 Itr to C Andrus from AK Morse re location of 
proposed Hoonetono Beach facility Requests rept of siting 
studies 6 proposals for nuclear facilities in Rt 
* Interior, Dept of. Fish t< Wildlife Service 79/03/20 2pp 


7903260316 Evaluates effect of total lose of onsite ii offsite AC 
electrical power Simlltaneous loss of both sources is highly 
unlikely since multiple single failures are required for 
sue h occurrence 

HARRINGTON, J New England Power Co 79/03/22 7pp 


79031S0343 Forwards Amend N12 to FBAR 

STEVENS, 0 R New England Power Co 79/03/13 2pp 

7903150346 Araenif NIP to P8AR Includes text revi s Ions, reanal ysi s of LOCA 
6 nlsc el I aneous changes 

s New England Power Co 79/02/26 400pp 

7903280367 Forwards affidavit of distribution of P9AR Amend 12 
HARRINGTON, J New England Pouer Co 79/03/20 3pp 


7903150311 Forwards current schedule for remainder of environ review 
Schedule assumes timely receipt of EPA input to FES W/EPA 
770928 Itr 

DEVaUNO. R C Division of Site Safety & Environmental Analysis 
79/02/16 7pp 


7903090333 Notice of withdrawal of BN Capalbo U new entry of 
FJ Williams as counsel for intervenor Town of Hopkinton. 
as of 781204 Certificate of Sve end 

CAPALBO, B N , HILLtAMS, F J. Hopkinton. RI 78/12/27 4pp 


7903060297 Informs of status of NRC 8ER L DES expects to iasue DES 
790330 %t FES 790813 BER depends on nine outstanding issues 
CUTCHlNiJ.M Branch 3 79/02/13 2pp 


7903190461 Forwards notice of withdrawal of appearance (< new entry 
NACCARATO. V J Nardone, Turo S, Naccarato 79/03/16 tp 


7903190468 Notice of substitution of JR Payne for VJ Naccarato as 
counsel on behalf of Wes t erly. RI , e# f »c t ive 781304 
Certificate of Gve end 

NACCARATO, V J , PAYNE. J R Nardone. Turn L Naccarato 79/02/16 
4pf 

7903120402 Requests consideration of 790122 Itr from J Feldman re use 
of nuclear power 
PELL.C Senate 79/02/06 Ip 

7902210095 Vot 4 of Revision 3 to ‘‘OeneTal l< Financial Info," litckuding 
annual repts & Info re ME Public Bve Co Withheld iref 
10CFR2 790) 

• New England Power Co 79/01/31 300pp 


7903200500 Notice of receipt of addl antitrust Info filed an 790118 ra 
two addl ownership participants Forwards deadline for 
submittal of public views 

PARR.O D Light Water Reactors Branch 3 79/03/12 2pp. 
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DOCKET 8TN-50-Si9 NEP Nuelaar. Unit S 


7'7032i037i Ati ^o£B^ptf or 790U5 of s<)dl antitrust info r» ME Public 
Bve CO k MA -Kunicipal Uholesale Electric Co Federal Register 
notice end 

PAHRjO D Light Water Reactors Branch 3 79/03/13 ip 


79032A0384 Act receipts on 790115, of addl antitrust info re HE Public 
Svc Co Si ha Municipal Wholesale Electric Co Federal Register 
Federal Register notice enc 1 
notice end 

PARRjD D Light Water Reactors Branch 3 79/03/13 Ip 


79033A03B6 Act receiptron 790115iOf addl antitrust info re HE Public 
8vc Co ti MA Municipal Wholesale Electric Co Federal Register 
notice encK 

PARRjO D Light Water Reactors Branch 3 79/03/13 Ip 


7903S80127 Act receipt, On 7901 19, of addl antitrust info pertaining to 
HE Public Bvc Co % HA Municipal Wholesale Electric Co 
Federal Register notice end 

PARR.O D Light Water Reactors Branch 3 79/03/13 Ip 


DUCKET BTN“SO-97a REBAH-4J4 


7903070180 Summarg of 700915 meeting ut/Me sting house to discuss future 
licensing plans for standardlied N58B designs U/list of 
attendees & outline of Uestinghouse presentation 
O'REILLY, P D Standardliation Drench 78/10/09 IBpp 


79030&05B7 Bunmarg of 7B12D1 meeting in Bethesda, HD, u/Wes ting house 
Electric Corp to discuss plans for standardlied designs 
Focuses on WE plans to submit FDA-2 for REBAR-4t2 design 
W/encI 413 model description 

O'REILLY. P D Btandardi cation Branch 78/12/13 5pp 


79C30&00B3 aummarg of 7BI301 meeting In Sethesda, HD u/Westlnghouse 
re RE8AR-414 integrated protection sgs design verification 
program status & future plans H/encl proposed documentation 
ii summarg of R&O Info 

O'REILLY, PO Standard itatlon Branch 78/12/19. ?pp 


7903070IS7 Sumnsrg of 701219 meeting in DithBsda,HD ui/Mestinghouse 
re REBAR-414 integrated protection sys Vl/ltst of attendees, 
response to NRC guidelines re design ver 1 f lea t i on, val 1 rfation 
& schedule 

□ 'REILLY, P D Standard! 2 atlon Branch 79/01/1! 24pp 


7903070141 Bummariies 7B091 1 meeting to discuss addl review effort for 
RE8AH-414 integrated protection sgs Staff requested 
Westinghouse to submit comments on defense in depth bg 
790714 Neit meeting scheduled for 780916 

JOYCE, vl Electric, Instrumentation Control Dustems Branch 

79/02/00. 9pp 


79030A0692 Bummariies 7B1D03 meeting to discuss addl review effort for 
RE8AR-414 integrated protection sg s NRC agreed that addl 
refinement of de fense— 1 n-dep th guideltnec tc positions would 
be required. 

JOYCE. J Electric. Instrumentation I< Control Bustems Branch 

79/02/12. bpp 


77030600b2 Summarlies 780726 meeting re addl review effort for 
flEBAR-414 integrated ■protec t i on sys. Purpose of meeting to 
brief NRC on preliminary conclusions re defense-in-depth 
assessment of fac 1 lity. W/enc 1 lUt of attendees. 

JOYCE. J Electric. Instrumentation Si Control Systems Branch 

79/02/12 gpp 


DOCKET 8TM-S0-5B0 Erie Nuclear Plant. Unit I 


770-3140160 8ER re co-nst. Suppl 1 

e Office of Nuclear Reactor Regulation MJREQ-0423 79/01/25 
73pp Available at NTI8 


7903270586 Forward e NLiREa-0923> "Summary of Operating Experience 
u/Rec Irculat ing Bteem Oenerstori. '' which focuses on recent 
problems u/degrida tlon Believes continued plant operation 
doee not constitute undue risk. 

EtSEMHUT. D. 0. Assistant Director for Bgttems b Projects 
77/03/02. 3pp. 


7903260305 Requests addl info re capability of nuclear steam supply 
■ ys to respond to postulatid ATW3 transi ants. -VI/ 1 tr to major 
vendor* requesting info 1. foruarding NOREO-0460. Vol 3 M/o 
end, 

VA8BALLD. D. S . Assistant Director f-or Light Mater Reactors 
79/03/15. 4pp 


79030'7(IOB3 Motion to dismiss intervenors E Stebblns & CoaUtion for 
Safe Electric Power as parties because contentions were 
dismissed 6 intervenors defaulted on responslbilitios as 
parties Certificate of Svc end 

CHURCHILL, D W Shaw. Pittman, Potts, «< Trowbridge 79/02/16 3pp 


7903300980 Requests convening of radiological health U safety phase »l 
const permit hearing Related SER suppl was issued in Jan 
Certificate of Bvc end 

8ILDER0. J E Shaw, Pittman, Potts, b Trowbridge 79/03/05 3pp 


DOCKET STN-SD-Sai Erie Nuclear Plant, Unit 2 


7703140180 SER re const, Suppl 1 

* Office of Nuclear Reactor Regulation NUREO-0423 79/0-1/25 
75pp Available at NTIS 


79032705B6 Forwards NUREft-0323, "Summary of Operating Experience 
u/Reclrculat Ing Steam Oenerators, " which Focuses on recent 
problems u/degradation Believes continued plant operation 
does not constitute undue risk 

EISENKUT, D O Assistant Director for Systems h Projects 
79/03/02 Dpp 


7903260305 Requests addl info re capability of nuclear steam supply 
sys to respond to postulated ATMS transients W/ltr to major 
vendors requesting info k forwarding NUREO-0460, Yol 3 W/o 
end 

VAS3ALLQ, D D Assistant Director for Light Water Reactors 

79/03/15 4pp 


7903070003 Motion to dismiss intervenors E Stebblns 6 Coalition for 
Safe Electric Power as parties because contentions were 
dismissed U Intervenors defaulted on i esponsib 1 1 itles as 
parties Certificate of Svc end 

CHURCHILL. Q W Shaw, Pittman, Potts, fi Trowbridge 79/02/16 Bpp 


770330-0580 Requests convening of radiological health h safety phase -of 
const permit hearing Related SER suppl was issued in Jan 
Certificate of Bvc end 

SILBEHO.J E Shaw. Pittman, Potts, b Trowbridge 79/03/0S 3pp 


DOCKET 90-982 Sundesert, Unit 1 


7903270929 Forwards NUREO-0523, "Summary of Operating Experience 
iu/Rb-c I rcula t i ng Steam Oenerators," which focuses on 
recent problems w/degradation Believes continued plant 
operation does not constitute undue risk 

EIBENHUT, D. 0 Assistant Director for Systems t. Projects 
79/03/02 3pp 


7703210230 Notes that 8AND77-1927 contains potentially relevant info r* 
Issue of spent nuclear fuel sabotage Forwards copy of ^90122 
unclassified transmittal memo Mill forward NRC assessment 
of Info when available 

BORDENICK. D M Branch 4 77/02/07 3pp 


DOCKET 5D-5B3 Sundesert, Unit 2 


7703270527 Forwards HURED-0923i "Summary of Operating Experience 
u/Redreu latl ng Steam Generators," which focuses on 
recent problens w/degradation Believes continued plant 
operation does not constitute undue risk 

EIBENHUT, D G Assistant Director for Systems 4< Projects 
79/03/02 3pp 

7703210230 Notes that 8AND77-1927 contains potentially relevant info re 
issue of spent -nuclear fuel sabotage Forwards copy of 770122 
unclassified transmittal memo Will forward NRC assessment 
of info when available 

BQRDENICK. B M Branch 4 79/02/07 3pp 


DOCKET 3rN-S0-3B4 OIBOSAR. Gibbs ii Hill 


79032302B1 Responds to 790108 1 tr requesting guidance or clarification 
re 0IBB8AR design Current policy is to discourage inclusion 
of options within a single preliminary design approval 
BOYD. R S Division of Project Management 79/03/08 3pp 


7903190215 Forwards Amend 10 to GIBBSAR 

PRIETO, R Gibbs 6 Hill, Inc (subs of Drevo Carp 1 79/03/09 Ig 


7903190225 Amend 10 to GIBBSAR supporting application for preliminary 
approval of std plant design W/oversltad drawings. 

PRIETO, R Gibbs ti Hill. Inc (subs of Drava Corp I 79/03/07 
277pp 
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tKJCfET STM-90--591 ESS AH. EHASCQ Servlcos 


7T031'5044O Bummai'ij of 790133 (no e ting betuoen NflC & Ebaaco P8 E8SAR 
rfvlcu schedule Topics mcludod Ebasco changes in regulatory 
Tegu Irenents !« review of three referenced NBSS designs 
SNELL t J C Standard 1 «ati on Dranch 79/03/01 Ip 


MCKET STM-S0-99a Palo Verde Nuclear Station. Unit A 


7903idO293 Specifies three mods that mag be necessarg to resolve NRC 
concerns re AtUS Requests commitment that plant design uill 
not preclude these mods 

PARH.O 0 Light Uater Reactors Dranch 3 79/02/14 3pp 
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7903090369 Forurards petition for co-intervention of Palo Verde Nuclear 
Interveners 

BARD. L Afft 1 iat ion Unknown 79/02/14 Ip 

7903090377 Petition for co-intervention bgi Palo Verde Nuclear 
Intervenors Eipresses concern for safety & welfare of 
members in case of accident t< agrees la/contcnt i ops filed by 
L Brad on 7B0911 

RHODES. L Pole’ Verde Nuclear Intervenors 79/03/14 Ip 


79030&0261 Responds to 790110 Itr urging Commission to fund 
intervention proceedings Concludes such action is 
Inapproprla te 

HENDRIE. J M Commission 79/02/26 Ip 


7903200439 Forwai ds info re alternative transmission line routes, as 
requested in NRC 790220 Itr 

VAN DRUNT.E E Ariiona Public Service Co 79/02/20 22pp 


7903210402 Forwards written statement of M Reader as limited 
appearance Statement concerns moral obligation programs 
versus technology needs 

SOHlNKIiBM Dranch 3 79/02/26 53pp 


7903210156 Forwards ‘'Biological Assessment of Pi opoeed Transfnlssion 
Line Corridors Linking Valley Hira Lo(sa Substations" & 
eap Hap net end 

VAN DRUNT.E E Ariiona Public Service Co 79/02/20 2pp 


7903210162 “Dialogical Assessment of Proposed Transmission Line 
Corridors Linking Valley Mira Lome Substations " 

• Ariiona Public Service Co 76/12/31 40pp 


7903220139 Notice of appearanca of CA Oischoff on behalf of joint 
applicants Certificate of Svc end 
SISCHOFF. C A Snell S' Ui Imer 79/02/26 3pp 


7903260192 Discusses stipulation of ap p 1 leant. NRC & U Bard re 
contentions to b« admitted Parties have agreed that certain 
stipulations in intervention petition are to be withdrawn & 
replaced u/other stipulations U/Cer t i f icate of Svc 
BOHINKl.SM Dranch 3 79/02/26 4pp 


7903020316 Objects to 790102 conclusions 6 recommendations of 
Regulatory Rcqulrernents Review Committee Meeting 81 
re application of Alternate 4 as contrary to NRC 
standard! lation policy 

VANBfiUNT.E E Ariiona Public Service Co 79/02/20 2pp 


7903270573 Forwards NUREO-0523. "Summary of Operating Experience 
h/R«c I r cut atlng Steam Oencralors. " which focuses on recent 
problem w/degradation Believes continued plant operation 
does not conatitute undue risk 

EISEMHUT. D 0 Assistant Director for Systems S. Projects 
79/03/02 3pp 


7903120233 Opposes suggested changes in stations' design to Implement 
NUREC-0460. Vol 3 Requests reconsideration in light of 
standardl lation program h Industry support 
VANBRUNT.E E Arizona Public Service Co 79/03/07 3pp 


79032OO3B9 Notification of 790321 meeting u/A2 Public Svc to dlscuse 
seepage analysis h proposed design basis grounduator level 
STRIOHTiR U Light Water Reactors Branch 3 79/03/07 2pp 

7903210187 Roqussts NRC co(nmonts on const of 300 kV transmission 
line interconnection between facilities of AZ Public 8vc Co 
ti Gan Diego Oas & Electric Co 

VANBRUNT.E E Ariiona Public Service Co 79/03/12 Spp 


7903230067 Requests addl info re capability of nuclear steam supply sys 
to respond to postulated ATWB transients W/ltr to major 
vendors requesting info 6 forwarding NUREO-0460. Vo 1 3 W/o 
end 

VASSALLOrD D Assistant Dlroctoi for Light Water Reactors 

79/03/15 3pp 


7903270295 Notification of 790329 meeting w/ACRS subcommittee in 
Phoenk Sr Ari zona to discuss review of const permit 
application by Arizona Public Svc Co 

SIRIOHT.R U Light Water Reactors Dranch 3 79/03/16 2pp 


7903070222 Forwards proof df svc for Amend 3 to PSAR. served upon listed 
officials on 790302>per I0CFR2 101(a)(3) 

VANBRUNDTrE F Arizona Public Service Co 79/03/02 4pp 


790313(5029 Forwards 8FR in connection w/appl Ication for const permit 
6 Federal Register notice 

PARR.O 0 Light Water Reactors Branch 3 79/03/01 Spp 


790313003a Notice of availability of SER re proposed plant 
PARRtO D Light Water Reactors Dranch 3 79/03/01 Spp 


7903130063 SER re application for const permit 

a Office of Nuclear Reactor Regulation Nl)RE(}-0320 79/02/20 

OOOpp Aval lab lo at NTIS 


7903210450 Forwards 10CFR2. 20. 30. 51 . 7 1 . 73 h 100. per 790221 prehearing 
conference discussion 

BOHINKl.SM Dranch 3 79/02/27 Ip 


7903230136 Amend 3 to intervention petition Contains three contentions 
re transportation of haiardous matls 
BARD. L Affiliation Unknown 79/03/02 Ip 


7903210396 Responds to Palo Verde Nuclear Intervenors 790214 petition 
for co-intervention ABLD should grant petitioner reasonable 
time to amend defects identified in pleading Certificate 
of Svc end 

BOHINKl.SM Branch 3 79/03/06 Bpp 


7903230133 Grant U Bard's intervention petition «i four petitions to 
participate Sets schedule for completion of public hearing 
tk filing date for limited appearance requests 

LAZO. R. N Atonic Safety and Licensing Board Panel. 79/03/06 7pp 


7903300392 “Annual flept 1978 “ 

d Arizona Public Service Co 79/02/22 36pp 


7903030117 Confirms 790223 meeting in Dethesda. MB 
OOLDBERO. J R Anti-Trust Division 79/02/09 Ip 


7903020351 In respoPi* to NRC request for advice, advl sts that no 
antitrust hearing on applications Is necessary 
0HHNEFIELD. J H Justice. Dept of 79/02/22 4pp. 


7903190067 Forwards addl antitrust info re section 103c of Atomic 
Energy Act of 1934. as amended, re expanded ownerslilp of 
facility 

SALTZHANiJ Antitrust t. Indsoinlty Group 79/02/26 Ip 


7903120363 Forwards IF. Imp Hepti 50-592/7B-02 l< 50-393/70-02 on 
781106-oa No noncompliance noted 

SPENCER, 0 8 Region 3. San Francisco. Reactor Construction h 

Engineering Support Branch 79/01/31 2pp 


7903120571 IE Insp Repts 50-S92/7B-02 b 50-393/78-02 on 781106-08 No 
none omp I lance noted Major areas Inspected, OA program re 
design b procuremsnt ac ttvl t 1 es, avd 1 ts b site 
invest Igat 1 ons 

VDRDERBRUEOOEN. . HUTSON. T W. . HAYNES. R C Region 3, San 

Franclscot Reactor Construction b Engineering Support Branch 
79/01/30 7pp 


7903080519 Transcript of special prehearing conference In Phoenlx.Az 
Fp 1-106 

LAZO.R M . OIUINBKY. V . STODER.O J. Atomic Safety and Licensing 
Board Panel 79/02/21 I06pp 


7903220273 Forwards SER for ACR8 review Four Issues In Section 1.8 
TtJtaln outstanding b will require .resolution before 
Issuance of const permit 

VABSALL3, D B Assistant Director for Light Water Reactors 

79/03/01 Ip 
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7903140293 Specifies three tnods that mag be tiecesiai g to resolve NRC 
concerns re ATMS Requests ton-.nltnieot that plant desisn mill 
not preclude these mods 

PARR.O D Light Water Reactors Dranth 3 79/02/14 3pp 


7903200459 Forwards info re alternative transmsssxon line routes, as 
riquested in NRC 790220 Hr 

VAN DRUNTi E E Arliona Public Service Co 79/02/20 22pp 


7903210156 Forwards "Diologital Assessment of Proposed Transmission 
Line Corridors Linking Valleg t, Mira Lama Substations” ti 
map Hap not enc 1 

VAN BRUNT, E E Arkiona Public Service Cc 79/02/20 2pp 


7903210162 “Biolojical Assessment of Proposed Transmission Lins 
Corridors Linking Valleg tt Mira Uoma Substations " 

♦ Ariiona Public Service Co 78/12/31 40pp 


7903020316 Objects to 790102 conclusions h reeoramendat i ons of 
Regulatorg Requilements Review Committee Meeting Bt 
re application of Alternate 4 as contrarg to NRC 
standardisation pollcg 

VANDRUNT, E E Arlsona Public Service Co 79/02/2S 2pp 


7903270573 Forwards NUREO-0523, "Summarg of Operating Eiperienee 
ui/Rec Iriulating Steam Oenerators, " which focuses on recent 
problem w/d egradatson Believes continued plant operation 
does not constitute undue risk 

ElfiENHUTi D G Assistant Bireetor for Systems 1< Pro lects 
79/03/02 3pp 


7903130295 Opposes suggested changes in stations' design to implement 
NURE0~O46O, Vel 3 Requests reconsideration in light of 
standardliatton program & industry support 
VANURUNTjE E Arljona Public Service Co 79/03/07 3pp 


790320039? Notification of 770321 meeting w/AZ Public Svc to discuss 
seepage analysis tc proposed design basis grounduater level 
STRIGHT,R L Light Water Reactors Branch 3 79/03/07 2pp 


7903210187 Requests NRC comments on const of 500 kV transitii s s ion 
line Interconnection between facilities of AZ Public Svc Co 
Ic San Diego Oas & Electric Co 

VANBRUNT. E E Arizona Public Service Co 79/03/12 Spp 


7903280067 Requests addl info re capability of nuclear steam supply ays 
to respond to postulated ATWB transients W/ltr to major 
vandars requesting info t< forwarding NUREO-0460, Vol 3 U/a 
end 

VASSALLOi 0 D Assistant Director for Light Rater Reactors 
79/03/15 Spp 


7903270295 Notification of 790329 meeting w/ACRS subcommittee in 
Phoeni I, Art lona to discuss review of const permit 
application by Arizona Public Svc Co 

STRIOHTift L. Light Water Reactors Branch 3 79/03/16 2pp 


7903070222 Forwards proof of svc for Amend 3 to PS4R, served upon listed 
officials on 790302, per 10CFR2 i01Ca)l3> 

VANBRUNDT, E. E Arizona Public Service Co 79/03/02 4pp 


7903130029 Forwards SER in connection u/appl icat ion for const permit 
& Federal Register notice 

PARRiO. D Light Mater Reactors Branch 3 79/03/01 2pp 


7903130038 Notice of availability of BER re proposed plant 
PARRiO 0 Light Water Reactors Branch 3 79/03/01 2pp 


7903130069 BER re application for const permit 

« Office of Nuclear Reactor Regulation NVRE0-0S20 79/02/26 
SOOpp Available at NTtS 


7903220273 Forwards SER for ACR8 review Four Issues in Section I B 
remain outstanding t< will require resolution before 
Issuance of const permit 

VA83ALLD) D 9 Assistant Director for Light Water Reactors 


7903060261 Responds to 790110 Itr uiging Commission to fund 
intervention proceedings Concludes such action is 
inappropriate 

HENDRlEiJ H Commission 79/02/26 ip 


7903210402 Forwards written statement of M Reader as limited 
appearance Statement concerns moral obligation programs 
versus technology needs 

SOHINKtiSN Branch 3 79/03/26 33pp 


7903220139 Notice of appearance of CA Bischoff on behalf of joint 
applicants Certificate of Svc end 
aiSCKOFF. C A Snell I, HI Imer 79/02/26 3pp 


7903260152 Discusses stipulation of app 1 leant, NRC b L Bard re 
contentions to be admitted Parties have agreed that certain 
stipulations in intervention petition are to be withdrawn li 
replaced u/other stipulations W/Cert i f i cato nf Svc 
SOHINKIiSM Branch 3 79/02/26 4pp 


7903210450 Forwards 10CFR2, 20. SO, 31 , 71 . 73 t< 100, per 790221 prehearing 
conference discussion 

SaHlNKl.S M Branch 3 79/02/27 Ip 


7903230136 Amend 3 to intervention petition Contains three contentions 
re transportation of hazardous matls 
DARD,L Affiliation Unknown 79/03/02 ip 


7903210398 Responds to Palo Verde Nuclear Interveners 790214 petition 
for co-intervention ASl B should grant petitioner reasonable 
time to amend defects identified in pleading Certificate 
of Svc end 

SOKINKI.S M Branch 3 79/03/06 Bpp 


7903280153 Grant L Bard’s intervention petition t< four petitions to 
participate Sets schedule for completion of public hearing 
& filing date for limited appearance i equests 

LAZO, R M Atomic Safety and Licensing Board Panel 79/03/06 7pp 


7903300392 "Annual Rept 1978 “ 

» Arizona Public Seivlee Co 79/02/22 36pp 


7903090117 Confirms 790223 meeting in Bethesda.MD 
ODLDBERO, J R Antl-Tiust Division 79/02/09 tp 


7903020391 In response to NRC request for advi ce, advl see that no 
antitrust hearing on applications Is necessary 
SHENEPtELD.V H Justice, Dept of 79/02/22 4pp 


'/903190067 Forwards addl antitrust info re section lOSe of Atomic 
Energy Act of 1954, as amended, re expanded ownership of 
facility 

SALTZMAN.d Antitrust 6 Indemnity Group 79/02/28 Ip 


7903120569 Forwards IF Insp Repts 90-592/70-02 6 90-593/78-02 on 
781106-08 No noncompliance noted 

SPENCER, 0 S Region S, San Francisco, Reactor Construction ti 

Englnoerlng Support Branch 79/01/31 2pp 


7903120871 IE Insp Ropts 50-892/70-02 «< 80-893/78-02 on 7B1 106-98 No 
tioncomp 1 lance noted Major areas inspected OA program re 
design ti procurement ac t i vl t iosr and i is 1< site 
investigations 

VORDERDRUEGGEN. , HUTSON, T W , HAYNES. R C Region 5. San 

Francisco, Reoctor Construction t< Engineering Bupport Branch 
79/01/30 7pp 


77030B0519 Transcript of special prehearing conference in PhoenitiAl 
Pp 1-106 

LAZO, R M , OILINSKY, V , STOOER, Q J Atomic Safety and Licensing 
Board Panel 79/02/21 106pp 


DOCKET 8TN-S0-S99 GAISSAR. Gilbert Associates 


7903150290 Forwards Amend 3 to SAR, w/technlcal 1, editorial changes 
Requests future NRC correspondence be sent to H LorenziOroup 
Vice President 

LORENZ. H 01 Ibert Associates, Inc 79/03/14 22Bpp 


DOCKET 8TN-S0-S96 New Haven, Unit 1 


7903010004 Forwards Federal Register notice of hearing, notice of 
receipt of application 6 availability of environ rept 
Display ad placed In two lucal papers, Const permit 6 
operating license applications now docketed 

PARR, a D light Water Reactors Branch 3 79/02/06 2pp 
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7703010005 Notice oF hesi inj of oppltcation for const permits for tuio 
FKRs Icscatod in Osuego Cogntiji NY Flearing to be conducted bg 
ASLB Discusses ladiological V envlimi issues re Atomic 
Etiergv Ac t 

(MlLKiS J Office of the Secretary of the Commission 7'9/0a;/O5 

llpp 


7903-0 1 0007 Notice of leceipt of application for const permits & 
operating licenses •< availability of environ rept Discusses 
related healing t licensing proceduies 

DROFIERlCKi A U Light Watei Reactors Branch 3 79/'0a/02 4pp 

7903090333 Provides info to assist in bi inging maps up-to-date re 
plant const 

PAftH.Q D Light Matei Reactors Qranch 3 79/02/06 Ip 


archaeological resource, Qelieves morrfut!!’'’'''’" 
of site area should be done,u/cnr?fiL[ investigation 
performeS 

DELAPORTE.C T Interior. Dept of 79/03/15 2 pp 

7903300168 Dishes to Intervene In c 

proposed facility Concerned specific*! t 
on safe transportation of rhitHi>«>i » ^ ’e/inpact of const 

school population «^^»ld^e., ». mpact on change ,n 

VDNINSKI.P Me. ICO Academy 6 central school «E,NV 79/03/26 2pp 

7903090007 Inform, of says to particioate ,r. .mn 

response to J Bishop 790201 Ur ForLrds ?90209'’Fed"Il'’“’ 

Register notice f. I0CFR2 "Rules of p....,.,. . reoerai 

Licensing Proceedings " H/o ends * D““'»»tic 

3HAPAR. HK Office of the Eiecutive Legal Director 79/02/28 app 


7903130263 Foruiards questions re insti umentat i on h control 
PAPR. a O Light Mater Reactors Blanch 3 79/02/16 Spp 


7903260178 NY State Energy Qfe's pet 
state Certificate of Sve end 
KLlKBEROi 8 Q New York. State of 


tion to participate as interested 
79/03/05 4pp 


7903130455 NotiFication nf 790227 meeting w/NY State Electric S Oas 
Corp to discuss insti umentattoii h control acceptance revleia 
qutsti ons 

CAPRA. R Light Water Reactors Branch 3 79/02/16 2pp 


7903160236 Forwards affidavit of sve I sve 
KINTIQH.A E New Voi k State Electric h 


1 1 s 
Gas 


t. per NRC 790119 
Corp 79/03/13 


request 

3pp 


7903210276 Notification of date change of meeting w/NY State Electric *. 
Oas Corp. from 790227 to 790220 Purpose of meeting is to 
discuss instrumentation 6 control sys acceptance review 
quest Ions 

CAPRA. H Light Mater Reactors branch 3 79/02/16 ip 

7903310279 Notification of 790306 meeting w/NV State Electric L Oas 
Corp .fi Albany. NY. to discuss administi ative procedures to be 
followed in amending Lnviion Rept 

SELLS. D E bnvirpnmontal Project Dranch 2 79/03/01 Spp 


7903370620 Forwaids NVJRCG— 0523. "Summary of Operating Experiohice H/ 
Recirculating Gteam Generators. “ which focuses on recent 
problems w/degrada t i on Believes continued plant operation 
does not constitute undue risk 

EISEKHUT.D G Assistant Director For Systems b Projects 
79/03/02 3pp 


7903IS02OS Forwards data tape containing meteorological t« air quality 
data used in impact analysis Also forwards hard copy 
pTIntnut of first b last 50 records to fulfill roqul remen t s 
of Reg Cuide 1 /O.Sectioii 2 3 3 

KINTIGH. A L New Voi k State Electric b Oas Corp 79/03/09 Ip 


DOCKET 8TN-50-597 Hew Haven., Unit 2 




receipt of appllcalloii b availability of environ rept 
Display ad placed in two local papers Const permit b 
operating license applications now docketed 
PARR. 0 D Light Hater Reactors Branch 3 79/03/06 




Spp 


Notice of hearing of application for const permits for two 
PWRs located in Oswego County. NY Hearing to be conducted by 
A3LD Discusses radiological b environ issues re Atomic 
Energy Act 

CHfLK.S J Office of the Secretary of the Commissic 
llpp 


79/02/03 


7903010007 Notice of receipt of application for const permits b 
operating licenses b availability of environ rept Discusses 
related hearing b licensing procedures 

DRDHERICK. A W Light Mater Reactors Dranch 3 79/02/02 4pp 


7903090338 Provides info to assist in bringing maps up-to-date re 
plant const 

PARRjO D Light Mater Reactors Branch 3 79/02/06 ip 


T9033602BQ Forwards Itrs sonb to town supervisors at' each alternative 
site per 10CFri2 101 b applicable nows reloases on alternate 
site selections Desci ibes meetings u/local officials at each 
site location 

RAM. N -J New fork Stale Electric b Gas Corp 79/03/21 37pp 


790330O21S Forwards two oveisiic maps of site b vicinity showing 
relationship of site to nearby streams. both pre- b past- 
const Responds to acceptance review question 

KIFITIGH. A E New York State Electric b Oas Corp 79/03/2B ip 


T903ISO2S2 Forwards affidavit of sve for Amend 1 to PSAR 6 const permit 
application 

HINTIOHrA E New York blate Electric b Gas Corp 79/03/12 4pp 


7903300366 Forwards Amend 3 to P3AR 

KlftTlGH.A E Public Service Electric b Oas Co of Now Jorsay 
79/03/23 2pp 


7903130263 Forwards questions re instrumentation b control 
PARR.Q D Ligiht Mater Reactors Branch 3 79/02/16 Spp 


79O31304S5 Notification of 790227 meeting w/NV State Electric b Das 
Corp bo discuss instrumentation b control acceptance review 
ques 1 1 ons 

CAPRA. R Light Hater Reactors Dranch 3 79/02/16 2pp 


7903210276 Notification of date change of meeting u/NY State Electric b 
Oas Corp. from /90227 to 79022B Puipose of meeting is to 
discuss Instrumentation b control sys acceptance review 
questions 

CAPRA. R Light Hater Reactors Branch 3 79/02/16 ip 


7903210279 Notification of 790306 meeting w/NY State Electric b Gas 
Corp In Albany. NY. to discuss administrative procedures to be 
followed in amending Environ Rept 

EELUBi D E Environmental Project Branch 2 79/03/01 Spp 


7903300367 Amend ? to P6Afl U/oveisiie drawings 

e Public Service Llectric b Gas Co of New Jersey 79/03/23 

200 pp 


79030703 23 Offers no objections to NY State Electric b Oo» Corp 
environ rept le covei age of niineial resources b mining 
TFiONSON. R D Interior. Dept of. Bureau of Mines 79/03/02 ip 


7903230173 Forwards Amend 1 to Environ Rept 

KINTIQH.A E New York Bute Electric b Gas Corp 79/03/16 I3pp 


790'3230'177 Environ Rept Amend 1. comprised of page changes 6 responses 
to NRC 790119 request for addl info 

e rieu York State Llectric b Gas Corp 79/03/16 1600pp 


7903270620 Forwards NUREC-Q'523, “S.imroaru of Operating Exparlenc* H/ 
Recirculating Steam Oenerntors. 
problems w/degradation Believe, 
does not constitute undue risk 
EISENHUT, DC Assistan 
79/03/02 3pp 


7903IS02BS Forwards data tape containing meteorological b air quality 
data used in imp..ct analysis Also forwards hard copy 
printout of first b last 50 records to fulfill requirements 
of Rug Guide I 70.Sectlon 2 3 3 

KINTIOH. A E Now York State Electric b Oas Corp 79/03/09 ip 

7903150252 Forwards affidavit of sve for Amend i to P8AR b const permit 
KINTIOH.A E New York State Electric b Oas Corp 79/03/12 4pp 


790319004 S Foruaids agreement between NRC b State of NY for Public 8vc 
Coanisslon of NY to provide sections for DE8 b FEG 
Q033ICK.L V Office of the E.ocutlve Director for OpBratinns 
79/02/S6 lapp 


7903300366 Forwards Amend 2 to PSAR 

KINTIOH.A E Public Service Electric b Gas Co 
79/03/23 2pp 


of New Jersay 



DOCKETED SERIES 


DOCKET SlN-SO-593 P.alo Verde FJjclear Statjan> Unit 5 


7703140S93 Specifiei three node that may be necsseaiy to resolve NUC 
concerns re ATI43 Requests conmi tnsiit that plant design uill 
not preclude these mods 

PARRaO D Light Uater Reactors Dranch 3 7^?/0a/14 3pp 


7903300439 Forwards Infn re alternative transmiss ion line loutes>ai 
reyuested in NRC 790220 Itr 

VAN BRUNTrE E Aritona Public Service Co 79/oa/aO 22pp 


790321013ii Forwards "Oiolaglcal Assessment o-P Pi oposed Transmission 
Line Corridors Linking Valley t- Mira Lonia Substations" S< 
map Map not end 

VAN BRUNTi E E An Iona Public Service Co 79/02/30 app 


7903210162 "Qlologlcal Assessment of Proposed Transmission Line 
Corridors Linking Valley it Mira Loma Substations •* 

* Ariiona Public Service Co 78/13/31 40pp 


7903060261 Responds to 790110 Itr urging Commission to fund 
intervention proceedings Concludes such action is 
inappropriate 

HENDRtE<JM Commission 79/03/26 Ip 


7903210402 Forwards written statement of M Reader as 11ml led 
appearance Statement concerns moral obligation programs 
versus technology needs 

SOHINKIjS H Branch 3 79/02/26 33pp 


7903220139 Notice of appearance of CA Dischoff on behalf of joint 
applicants Certificate of Svc end 
BISCHOFFiC A Snell f. Hilmer 79/02/26 3pp 


7903260152 Discusses stipulation of app 1 icanti NHC it L Sard re 
contentions to be admitted Parties have agreed that certain 
stipulations in iiitei venti on petition are to be uithdrauin ti 
replaced w/other stipulations U/Cert i f i cate of Bvc 
90H1NK1.S M Branch 3 79/02/26 4pp 


7903020316 Objects to- 790102 condusloiis R recommendat ions of 
Regulatory Requirements Review Committee Meeting 81 
re application of Alternate 4 as contrary to NRC 
s tandard 1 la 1 1 on policy 

VANBRUHTrE E Aritona Public Service Co 79/02/20 2pp 


7983270573 Forwards NURE0~O523j "Summary of Operating Eiperlence 
st/Rec 1 r cult) 1 1 ng Steam Oeneratorsj " which focuses on recent 
problem u/d egradatlon Believes continued plant operetion 
doas not constitute undue risk 

EISENHUTiD C Assistant Director for Systems hProiects 

79/03/02 3pp 


7903120359 Opposes suggested changes In stations' design to implement 
NVRE0~0460< Vol 3 Requests reconsideration In light of 
standard I aat i on program & Industry support 
VANBRUnTi E E Aritona Public Service Co 79/03/0/ 3pp 


7903200389 Not 1 f i c at ion of 790321 meeting w/A2 Public Bvc to discuss 
seepage analysis (i proposed design basis groundwater level 
8TRI0HT.R L Light Water Reactors Branch 3 79/03/07 2pp 


7903210450 Forwards lOCFfta. 20 50.51.71,73 h lOO.per 790221 prnhearing 
conference discussion 

SOHINKI.SM Branch 3 79/02/27 Ip 


7903230136 Amend 3 to intervention petition Contains three c-ontentions 
re transportation of haiardous matls 
BARD. L Affiliation Unknown 79/03/02 Ip 


7903210393 Responds to Palo Verde Nuclear Intervenors 790214 petition 
for co-intervention ASl B should grant petitioner reasonable 
time to amend defects identified in pleading Certificate 
of Svc end 

BOHINKI.SH Branch 3 79/03/06 Opp 


7903280153 Grant L Bard's intervention petition l< four petitions to 
participate Sets schedule for completion of public hearing 
it filing dote for limited appearance requests 

LAZOrR M Atonic Safety and Licensing Board Panel 79/03/06 7pp 


7903300392 "Annual Rept 197B " 

* Ariiona Public Service Co 79/02/22 36pp 


7903210187 Requests NRC Comments -on const of 500 kV transmission 
line Interconnection between facilities of AZ Public Svc Co 
It San Diego Oas h Electric Co 

VANBRUNTtE E Ariiona Public Bervlce Co 79/03/lB Spp. 


7903280067 Requests addl mfo re capability of nuclear steam supply sys 
to raspon-d to postulated ATUS transients W/3tr to major 
vendors requesting info b forwarding NVREO~0460i Vo 1 3 U/o 
one 1 

“ o Assistant Director for Light Hater Reactors 

rT/OsJ/l3 3pp 


7903270293 Notification of 790329 meeting u/ACRB subcommittee in 
Phcenl x> Ari iqna to discuss revleia of const permit 
application by Ariiona Public 3vc Co 

STRIOHTaR 1. Light Water Reactors Branch 3 79/03/16 2pp. 


7903070222 Forwards proof of svc for Amend 3 to P3AR, served upon listed 
officials on 790302.per 10CFn2 lOllalO) 

VANBRUNDTjE 6 Ariiona Public Service Co 79/03/02 4pp 


7903130029 Forwards SER In connection w/application for 
S< Fedaral Register notice. 

PARRiO D Light Water Reactors Branch 3 79/03/01 


c onst 

2pp 


pOTflll t 


7903050117 Confirms 790223 meeting In Bethesda.MD 
GOLDDERO. J R Anti-Tiust Division 79/02/09 Ip 


7903020381 In response to NRC request for advl ce. advises that no 
antitrust hearing on applications Is necessary 
EHENEPIELD. V H Justice, Dept of 79/02/22 4pp 


7903190067 Foruaids eddl antitrust Info re section 103c of Atomic 
Energy Act of 1954. as amended, re expanded ownership of 
facility 

EALTZtIAN, J Antitrust {< Indemnity Group 79/02/28 Ip 


701106-06 No noncomp I iauco noted 

SPENCFR, 0 8 Region 3, San Franc isco. Reactor Construction 6 

Engineering Support Branch 79/01/31 2pp 


7903120571 IE Insp Repts 50-592/70-02 6 SO-S93/70-O2 an 701106-00 No 
noncompliance noted Major areas Inspected Qa program re 
design !< procurement ac tf vl ties, oud 1 Is ti site 
investigations 

VORDEHBRUEGCEN. . HUTSON. T U . HAYNES, R C ReglonS, Ban 

Reactoi Construction 1< Engineering Support Branch 
79/01/30 7pp 


7903130038 Notice of availability of SER re 
PARR, 0 D Light Water Reactors Branch 


proposed plant 
3 79/03/01 2pp 


79030805^9 Transcript of special preheavlng conference In rhoeniiiAi 

LAZO.R M , GILINSKY.V . STOBEB, Q j Atomic Safety and Licensing 
Soard Panel 79/02/21 106pp " 


DOCKET 0TN"S0"599 OAlSEARt Gilbert As^soctates 


7903150290 Forwards Amend 3 to SAR, w/ technical it editorial changes 
Requests future NRC correspondence be sent to H Loreni, Oroua 
Vice President ^ 

LORENZ, H Gilbert Associates, Jnc 79/03/J4 32Bpp 


DOCKET DTN-SO-SGA New Haven, Unit 1 


7903010004 Foi Wards Federal Register notice of hear Ing, no 1 1 c • ef 
receipt of application & availability of environ rept 
Display ad placed In two local papers Const permit t, 
operating license applications iioui docketed 

PARRiO 0 Light Water Reactors Btanch 3 79/02/06 2pp 



DOCKETED SERIES 


COCKET STM-50-S9i New Haven* Unit 1 


79030I00OS Notice of heating of apfjlication for const permits for tiuo 
Ptlftl located in Osuogo CountgiNY Hearing to be conducted bg 
/tSL& Slstusses radiological f< environ issues re Atomic 
Energg Act 

CHlLKiS J Office of the Sect etarg of the Commission 79/OS/09 

IICP 


7903010007 Notice of lecelpt of application for const permits it 
operating licenses t availabilitg of envii on rept Discusses 
related hearing & licensing procedures 

DH0HEB1C«.A W Light Water Reactors Branch 3 79/03/02 App 


7903090339 Provides info to assist in biinging maps up-to-date re 
plant eanat 

PASR. 0 0 Light Water Reactors Branch 3 79/02/06 Ip 


7903130363 Forusards questions re ins ti umentat 1 on $< control 
PAflR. 0 D Light Water Reactors Blanch 3 79/02/16 5pf 


7903130495 Notification of 790227 meeting w/NV State Electric tc Oas 
Corp to discuss incti umentat i on h control acceptance review 
questi ons 

CAPRA. R Light Water Reactors Branch 3 79/03/16 Spp 


7903310276 Notification of date change of meeting u/NY State Electric {< 
Gas Corpifsom 790227 to 790238 Purpose of meeting is to 
discuss instrumentation l< control sgs acceptance revieiu 

quest i ons 

CAPftA* R Light Water Reactors branch 3 79/02/16 Ip 


7903210379 Notification of 790306 meeting w/NV Stale Electric fc Oas 
Corp in Albang.NYi to discuss admi rii s ti a 1 1 ve procedures to be 
lalloued In amending bnviion Rept 

SELLS* 0 E Environmental Project Branch 3 79/03/01 3pp 


7903270620 Foriuaids NURCG-0523. "Bummurg of Opeiating Eiperience W/ 
Recirculating Steam Oeneiatorsi" uh 1 ch focuses on recent 
problems u/degradat i on Relieves continued plant operation 
does not constitute undue risk 

EiEENHUT* D 0 Assistant Director for Systems & Projects 
79/03/02 Jpp 


7903150585 Forwards data tape containing meteorological 6 air quality 
data used In impact analysis Also foiuards hard copy 
printout of first 6 last SO records to fulfill requirements 
of Reg Guide 1 70. Section 233 

H1NTIGH*A 6 Hew Voi V Slate Electric »< Gas Corp 79/03/09 Ip 


235 

7903310337 Foruards comments on const stage environ rept re 
archaeological i esources Believes more field Investigation 
of site area should be done* u/c lar i f I cat 1 on as to eiactly 
uhat type of testing was performed 

DELAPORTE, C T Interior, Dept of 79/03/15 Spp 


7903300I6B Wishes to Intervene in matter of const & operation of 
proposed facility Concerned specifically w/impact of const 
on safe transportation of children tc Impact on change In 
school population 

VONINSKl.P tleiico Academy h Central School HE. NY 79/03/36 Spp 


79030900 B7 Informs of ways to participate In NRC proceedings in 
response to J Bishop 790201 Itr Forwards 790209 Federal 
Register notice >, 10CFR2 "Rules of Practice for Domestic 
Licensing Proceedings " W/o ends 

SHAPAR.H K Office of the Eiecutive Legal Director 79/03/38 2pp 


7903360176 NY State Energy Ofe's petition to participate as Interested 
state Certificate of Sve enc 1 

KLIMBERO,S D New York, State of 79/03/05 4pp 


7903160236 Foruards affidavit of svt 6 sve list. per NRC 790119 request 
KtNTIOH. A f Neu Yot I State Electric it Gas Corp 79/03/13 3pp 


DOCRET STN-50-597 New Haven, Unit 2 


7903010004 Forwards Federal Register notice of hear i ng. no tlce of 
receipt of application 6 availability of environ rept 
Display ad placed in tun local papers Const permi t t, 
operating license applications now dodeted 

PARRiO D Light Water Reactors Branch 0 79/02/06 2pp 


7903010005 Notice of hearing of application for const permits for two 
PWRs located iti Qsuego County. NY Hearing to be conducted by 
ASUD Discusses radiological i environ issues re Atomic 
Energy Act 

CHILK.S J Office of the Secretary of the Commission 79/02/05 
llpp 


7903010007 Notice of receipt of application for const permits 6 
operating licenses it availability of environ ropt Discusses 
related hearing t< licensing procedures 

DROHERICW. A W Light Water Heactors Branch 3 79/03/03 4pp 


790309033B Provides info to assist in bringing maps up-to-date re 
plant const 

PARRiD D. Light Water Reactors Branch 3 79/02/06 Ip 


7903360386 Forwards llrs sent to town supervisors at' each alternative 
site per 10CFR2 iOl h applicable news releases on alternate 
site selections Desci ibes meetings u/local officials at each 
site location 

RAV.M J New York State Electric 4. Oas Corp 79/03/21 37pp 


7903300215 Forwards two nverslie maps of site 6 vicinity showing 
relationship of site to nearby streams, both pre- h post- 
const Responds to acceptance review question 

H1NT10H,A E New York State Electric h Gas Corp 79/03/26 ip 


79031-50252 Forwards affidavit of sve foi Amend I to P8AR 6 const permit 

application 

ktIMTIGH, A E New York State Electric t, Gas Corp 79/03/12 4pp 


7903300366 Forwards Amend 2 bo PSAR 

KINTIGH. A E Public Service Electric V Oas Co of New Jersey 
79/03/20 2pp 


7903130263 Foruards questions re Instrumen t at I an !< control 
PARR.O D Light Water Reactors Branch 3 79/02/16 5pp 


7903130455 Notification of 790227 meeting w/NY State Electric -I, Gas 
Corp to discuss instrumentation !< control acceptance review 
quest I ons 

CAPRA.R Light Water Reacbois branch 3 79/02/16 2pp. 


7903310276 Notification of date chaiigg of meeting w/NV State Electric ti 
Oas Carp, from 79032/ to 790238 Purpose of meeting is to 
discuss Ins trumen tat l-on t< control sys accoptance review 
questions 

CAPRA, R Light Hater Reactors Branch 3 79/02/16 Ip 


7903210279 Notification o.f 790306 meeting w/NY State Electric l< Oas 
Corp In Albany. NVr to discuss administrative procedures to be 
followed in amending Envii an Rept 

SELLS, D E Environmental Project tiraneh 2 79/03/01 3pp 


7903300367 Amend ? to PSAR W/ovcrsiie drawings 

e Public Service Electric A Gas Co of New Jersey 79/03/23 
20Opp 


7903070323 Offers no objections to NY State Electric U Oas Corp 
environ rept i e cuvei age of mineral resources L mining 
TtiOHSOK. R D Interior, Dept of. Bureau of Mines 79/03/02, Ip 


7903230173 Forwards Amend 1 to Environ Rept 

KINTIGH, A E New York State Electric U Oas Corp 79/03/16 I3pp 


7903230177 Environ Rept Amend 1. comprised of page changes t, responses 
to NRC 790119 request for addl Info 

* New York State Electric t, Gas Corp 79/03/16 1600pp 


790319004S Foruaids agreement between NRC 4< State of NY for Public Sve 
Cenmisslon of NY to provide sections for DES t< FES 
COSSICK.L V Office of the Eiecutive Director for Operations 
79/02/26 i3pp 


7903270620 Forwards NunEO-0523, '"aommary of Operating EiperleTice H/ 
Rae Ircolat 1 ng Etaam Oenerators. " which focuses on recent 
problems u/degradat i on Believes continued plant operation 
does not constitute undue risk 

EISENHUT. D 0 Assistant Director for Systems t< Projects 

79/03/08 3pp 


7903150285 Forwards data tape containing meteorological fe air quality 
data used in impact analysis Also forwards hard copy 
printout of first tc last 50 records to fulfill requirements 
of Reg Guide i 70, Section 2 3 3 , 

KINTIGH, A E New York State Electric U Oas Corp. 79/03/09. Ip 

7903180258 Forwards affidavit of sve for Amend I to PSAR tc const permit 

application 

KINTIGH, A F New York State Electric 4i Oas Corp 79/03/12 4pp 


7903300366 Forwards Amend 2 to PSAR 

KINTIGH, A C Public Service Electric S< Gas Co of New Jersey. 
79/03/23 2pp 



DOCKETED SERIES 


DOCKET STN-50-397 Nbu Haven. Unjt 2 


79(>3a003&7 Arasnd 2 to PEAR U/oversite drawings 

• Public Service Electric It Oas Co of *10111 Jersey 79/03/23 
SOOpp 


79O30703SS Offers no objections to NY State Electric t. Oat Corp 
environ rep.t le coverage of mineral resources l< mining 
THOMEON.E D Interior, Dept of, Dureao of Mines 79/03/03 Ip 


7903230173 Forwards Amend 1 to Envlren Kept 

KINTIOH.A E Neu Yort State Electric h Oas Copp 79/03/1* I3pp 


7903330177 Environ Rept Amend 1, comprised of page changes It responses 
to NRC 790119 request for addl info 

e New Yort State Electric ti Oas Corp 79/03/1* iibOOpp 


7903190048 Forwards agreetreiit between NRC It State of NV for Public Sve 
Coiri.nissian of NY to provide sections for DE8 t< FES 
OOSSICKtl. V Office of the Esecutlve Director for Operations 
79/0S/2&. i3pp 


7903210337 Forwards comments on const stage environ rept re 
archaeological resources Delleves more field investigation 
of site area should be done, u/c larif ico tinn as to exactll) 
what tgpa of testing was performed 

DELAPORTE.C T Interior. Dept of 79/03/15 2pp 


79033001EB Ulshes to intervene in matter of const & operation of 
proposed facility Concerned specifically w/lnpact of const 
on safe transportation of children & impact on change in 
school population 

VONIHSKt.P Keiico Academg b Central Eehool ME. NY 79/02/36 8pp 


7903090007 Informs of ways to participate In NRC proceedinjt in 
response to J Bishop 790201 Itr Forwards 790209 Federal 
Regilter notice b 1DCFR2 ’'Rules of Practice for Domestic 
Licensing Proceedings ■' U/o ends 

8HAPAB1H. K Office of the Eiecutive Legal Director 79/08/80 8pp 


7903260170 NY State Energy Ofe'e petition to participate as interested 
state Certificate of Sve end 

RLlKDERO/8 Q New York, State of 79/03/05 4pp 


7903160236 Forwards affidavit of sVC b sve list. per NRC 790119 request 
KINTIOH.A E New York State Electric b Oas Corp 79/03/13 3pp 


79033002119 Forwards two oversits maps of site It vicinity showing 
relatlonsii Ip of site to nearby s treams, both pre- fc post- 
cons t. Has ponds to acceptance review question 

KINTIOH.A E New York State Electric b Oas Corp 79/03/20 Ip 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-000S Oattelle Colunhus Labs. 


7903200819 Forwards revised b updated pages to physical protection plan 
did 770610 reflecting revised operational procedures b new 
clofcd circuit TV mods Enel being withheld (ref 1GCFR2 790) 

TOY. H L Battclie Hemorlal Institute, Columbus Laboratories 
79/01 /SP 3pp 


7903140036 Forwards IE Insp Rept 70-000/79-01 b 30-8720/79-01 on 
790109-12 No noncoflipl lance noted 

DAVIS, A.D Regl«n 3, Chicago, Fuel Facility b Materials Safety 

Brancli 79/02/01 2pp 


7903140040 IE Insp Rept 70-000/79-01 b 30-8780/79-01 on 790109-18 No 
noncemp 1 lance noted Major areas Inspe ctad.organltation, 
criticality safety, fac 1 1 Ity changes, safety cummlttees, 
n.>a.>a4- 1 -*vleu> train ing. b exposure control 

'eglon 3. Chicago, Office of the Director 79/01/89 


-008/79-02 on 790117-19 b notice of 
f.n>.>«ds Branch 79/08/00 Spp 


/02/OB ip 


noted 


7903140348 Forwards annual mBasurement review audit of License 8NM-7, 
conducted in May 1978 

TOY. H L Battalle Memorial Institute. Columbus Laboratories 
79/02/13 4pp 

7903230238 Responds to 781181 Itr Comments on safeguards contingency 
plan acceptable if corrections ai e made Info subj to 
disclosure per 10CFR9 18 

HCCORKLE.O U Physical Security Licensing Branch 79/03/06 

4pp 


7903220170 Ack receipt of 790820 Itr transmitting security training b 
qualification plan Uill process plan as amend to License 
SNM-7 Requests payment of major safeguards amend fee 
UIE63, D License Fee Management Branch 79/03/00 ip 


7903280183 Ack receipt of 790301 Itr informing NRC of steps taken tB 
correct violation noted in IE Insp Rept 70-00B/79-O2 
HINDS. J A Region 3, Chicago. Safeguards Branch 79/03/0'} Ip 


7903220187 Responds to NRC 790810 Itr re violation noted in IE Insp 
Rapt 7O-00B/79-O2 Corrective actions accounting b shipping 
procedures revised b responsibilities reassigned 
TOV. H L Battelle Memorial Institute, Columbus Laboratories 
79/03/01 2pp 


7903260069 Clarifies position re implementation b reporting changos to 
approved fundamental nuclear matl control plans Provides 
guidance for determining if change would decrease program 
af f ectlvsness Describes applicable fees 

PARTLOH. J 0 Material Control Licensing Branch 79/03/21 2pp 


DOCKET 70-0025 Rockwell International Corp 


7903140481 Forwards IE Insp Rept 70-02S/7B-08 on 7B1121 b 1120-1201 
No none omp 1 lance noted 

BOOK, H E Region S, San Francisco, Fuel Facility b Materials 

Safety Branch 79/01/26 2pp 


7903140475 IE Insp Rept 7O-O25/70-OS on 791121 b 1120-1201 No 
noncompliance noted Major areas inspected radiation safety 
plans, work procedures, commitments b restricted area access 
■ntry permits 

COOLEY, tl J . PISH.R F . BOOK, H E Region S. San Francisco. Fuel 

Facility b Materials Safety Branch 79/01/26 0pp 


79030601B0 Approves request for temporary exception to certain 
requirements of 10CFR73 60(a)(ll Amends Section 9 O ef Amend 
HPP-1 to License SNM-21 

HCCORKLE.O W Physical Security Licensing Branch 79/02/08 

2pp 


7903140512 Informs that HE Remley b RD Bartn plan to attend NRC 790327— 
2B meeting 

REHLEY. M E Rockwell International Corp 79/02/09 Ip 


7903120019 Forwards IE Insp Rept 70-028/79-01 on 790182-84 b notice of 
violation Insp rept b notice of violation ulthheld (ref 
1QCFR2 7901 

NORDERHAUO. L R Region S, San Francisco. Office of the Director, 
79/02/14 2pp 


7903260029 Requests mod of "Safeguards Contingency Plan for Rockuell 
Intarnational Energy Sys Group. Headquarters Facility" before 
submittal can be approved 

HCCORKLE, e N Physical Security Licensing Branch 79/02/14 tp 


7903230060 Forwards ESO-79-4. "Security Personnel Training b 
Qtial 1 f 1 cat i on Plan for Rockwell Inti Energy Sys Oroup 
Headquarters Facility " End withheld <ref 10CFR2 790) 
REMLEYiME Rockuell International Corp 79/02/19 2pp 


DOCKET 70-0027 Babcock b Wilcox Co 


7903200329 Statistical model far propagation of measurement uncarteinty 
around KUF will be submitted later than originally 
announced. Representative model will be submitted as soon as 
possible. 

MCCLANAHAN.H H Babcock b Wilcox Co 79/01/22 ip 


7902800098 Ack receipt of 790108 Hr informing NRC oF step* taken to 
correct violation re License SNM-42 notod in IE Insp Rept 
70-87/70-22 

KENNA. U 0 Region 2, Atlanta, Safeguards Branch 79/01/23 Ip 
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COCt^T 70-0025 Sockuell International Corp DOCKET 70-0033 Teias Instrument* 


7903050020 Discutse* 790123 meeting ui/UtfU in Dethssda« MO re propoted 
acdl to License SNH-42 authoriiing changes to emergency 
evacuation plane & radiation safety control program 
KETIUAClifN Fuel Process t< Fat> Branch MCCLANAHAN. H H 

Babcoel i, Wilcoi Co 79/01/24 2pp 


79O3130&I9 Foroards IE Insp Rept 70-027/79-01 on 79020B-1S No 
nancomp I lane e noted 

SUTRERLANDi 0 T Region 2i Atlanta) Fuel Facility & Materials 

Safety Oranch 79/02/01 2pp 


790313062S 1£ Insp Rept 70-027/79-01 on 790208-12 fJo n one omp I lane e 
noted Major areas inspected safety commi t teesi tra i n i ng> 
operations revteW) nuc 1 ear critical safety) nonrout ine 
event* & unresolved items 

KAHUEp J B < POTTCR) J P Region 2p Atlanta) Fuel Facility U 

Materials Safety Branch 79/02/02 Spp 


OOCt<ET 70-0027 Qabcock t- Uilcox Co 


79OS27O10I Confirms results of 790123 meeting Advises LEMUF model 
chould be near completion in early March Although method 
used to calculate item uncertainty to meet intent of 
1OCFR70 S6(i> teas approved) ad dl info is requested 

PARTLGUpJ C Material Control Licensing Branch 79/02/09 ip 


7903270279 Forwards responses to questions L commitments made during 
790201-0B te icons re submittals dtd 780719 L 790126 N/page 
Change* to cun ent license to Incorporate responses 
DAMERDNpM G Babcock L Uilcox Co 79/02/09 16pp 


7903130105 Ack receipt of 790207 1 tr Informing NRC of steps taken to 
correct noncompliance noted in IE Insp Rept 70-27/7B-23 
HENNAiM 0 Region 2) Atlanta) Safeguards Branch 79/02/19 Ip 


790313011] Responds to NRC 790103 Itr re violations noted in IE Insp 
Rept 70-27/76-23 Corrective actions withheld 
(ref lOCFfi2 790) 

EWINOpJ F Babcock L Uilcox Co 79/01/10 Ip 


7903130117 Forwards IE Insp Rept 70-27/70-23 on 781219-20 i notice of 
violation Notice of violation withheld (ref 10CFR2 790) 

KENNAjH a Region 2) Atlanta) Safeguards Branch 79/01/03 

Spp 


7903130121 IE Insp Rept 70-27/70-23 on /81219-20 None omp 1 1 arc e noted 
fai lure to regularly process & recover Items of scrap u/ 
measurement uncertainty of over lOK Details withheld 
<r#f lOCFRE 790) 

TDOO. 0 A . UILL1AHS)0 H Region 2) Atlanta) Safeguards Branch 

79/01/03 Ip 


79<>32£0ie7 Forwards revised plan for security personnel training b 
•quipment requirements Enclosure withheld (ref 10CFR2 790k 
CAMERON. H« Babcock b Uilcox Co 79/02/19 2pp 


7903130S40 Forwards IE Circular 79-03. "Inadequate Guard Trainina/ 
Ouallf Ication b Falsified Training Records " 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/02/23 Ip 


7903290263 Ack receipt of 790131 Itr informing NRC of corrective 
actions taken in response to Internal Dlverson Path 
Assessment on 781126-30 Finds measures acceptable Enel 
contains proprietary info (ref 10CFR2 790) 

HCCORKLE. C U Physical Security Licensing Branch 79/02/27 Ip 


7903160021 Requests refund of amend fee to BbW since licensing review 
has been completed 

MILLER) N 0 License Fee Management Branch 79/03/09 Ip 


7903200222 Manpower expenditures required for review of Amend HPP-1 to 
Liesnse SNM-42 were only S302 NRC will refund *6.698 
MILLER. U 0 License Pee Management Branch 79/03/09 Ip 


7903220176 Ack receipt of 790219 Ur transmitting security training b 
qualification plan Mill process plan as amend to License 
EhB(-42 Requests payment of major safeguards amend fee 
IfEISB) 0 License Fee Management Branch 79/03/0B tp 


790'32B'0039 Clarifies position re implementation b reporting changes to 
approved fundamental nuclear matl control plans Provides 
guidance for determining if change would decrease program 
•dfectiveness Describes applicable fees 

PAHfLOH.a G Material Control Licensing Branch 79/03/20 8pp 


7903130081 Forwards application for renewal of License 6NM-23 & check 
for *76)600 fee Requests withholding of HFIR Floor Plan 
Drawing 9T-19599 (ref lOCFR 2 790) 

SHERMAN) F L Texas Instruments, Inc 79/02/19 2pp 


79031300B4 HFIR project renewal application for License 6NK-23 W/24 
overslie drawings 

HDPPER.C M . SHERMAN, F L Texas Instruments. Inc. 79/02/19 
194pp 


7903130094 "Environ Info Rept for 1979 HFIR Facility License Renauiat by 
NRC “ U/2 oversize drawings 
« Texas Instruments) Inc 79/02/19 98pp, 


7903210261 Forwards responses to comments re clarification k 
alterations to emergency plan submitted 7B1025 
HOPPER) C H Texas Instruments. Inc 79/02/02 SOpp 


790302009S Forwards suppl Info to semiannual effluent b waste disposal 
rapt for v)ul-Dec 1976 Covers all gaseous r el eases, sol id 
waste b Irradiated fuel shipments 

TALAN) D B Texas Instruments) Inc 79/02/03 4pp 


7903260186 Summary of meeting w/TX Instruments re proposed rdsponies to 
NRC comments on emergency plan. dtd 761025. renewa 1 
application scheduled for submittal by 79030k b associated 
ER 

KETILACHrN Fuel Process b Fab Branch 79/02/09 ip 


7903220471 Forwards IE Insp Rept 70-033/79-01 on 790116-19 No 
none omp lienee noted 

HARTINrU 0 Region 1. Philadelphia, Safeguards Branch 79/02/07 

2pp 


7903220478 IE Insp Rapt 70-033/79-01 on 790116-19 No noneompllanee 
noted Major areas in spec tod nuc tear matl control b 
accounting re measurement b statistical control 

DISSETT.P H ) SHAUB.E T Region 1, Philadelphia, Offico of tho 
Director -JOVNER.JH Region t, Ph i lade 1 ph la, Safeguards 

Branch 79/02/09 4pp 


7903230247 Forwards copies of General Criteria for Security Personnel 
to replace Chapter 5 in “Plan for the Protection of Nuclear 
Facilities b Nuclear Matl " Attachments withheld 
(ref 10CFR3 790) 

OaNZALES, 0 , SHERMAN, F L Texas Instrumanta, Inc 79/02/19. Ip. 


7903090069 Forwards IE Circular 79-03. "Inadequate Guard Training/ 
Oua 1 i f leatton b Falsified Training Record* “ 

GRIER, B H. Region I, Philadelphia, Office of the Oirectsr. 
79/02/23 ip 


790330002S Forwards license conditions being added to Amend MPP-1 to 
License ENM-23 for addl physical protection measures 
Conditions withheld (ref 10CFR2 790} 

DURNETT.R F Division of Safsguardi 79/03/07 Ip 


DOCKET 70-0036 Combustion Engineering 


7903260193 Forwards Revision 1 to Hematite Emergency Plan as result of 
eomnent* discussed at 7B1 1 17 meeting Enel discusses plan for 
lou enriched oxide conversion plant 

ESKRIDGE, H E Combustion Engineering, Inc 79/02/13 ip 


7903260196 Discusses plant, site b general emarg enc i es, organl latlonal 
control, emergency alerts, fac 11 It i ts, equl pment, ravi eu b 
updating of plans b procedures 

* Combustion Engineering, Inc. 79/02/13 42pp. 


7903270648 Forwards more detailed measurement control program 
description b revised process flow diagrams Advises that 
Investigation of " traeeab 1 1 Ity" of U assay stds Is not 
complete Ends withheld (ref ioCFR2. 7901. 

E8KRIDQE1H.E Combustion Engineering, Inc 79/02/16, 3pp. 


7903300467 Forwards IE Insp Rept 70-036/79-03 on 790212 Mo 
noncompliance noted 

0A9I8. A 0 Region 3, Chicago, Fuel Facility b Materials Safety 

Branch. 79/02/27 2pp 

7903300471 16 Insp Rept 70-036/79-03 on 790212 No noneompUane* notod. 
Major areas inspected' plant radiological effluent samples b 
eomperat 1 ve check of plant environ samples 

AXELSON.H L , ES61G, T H. Region 3, Chicago, Fuel Facility b 

Materials Safety Branch 79/02/22 Bpp 



DOCKET 70-0036 Combustion Engineering 


DOCKET 70-0139 Datcock h Wlleo* Co 


7903130063 FoTuardt IE Imp Rept 70-036/7S-05 on 730619-23 

No noncomplianee noted ~ 

HINDjJ a Region 3. Chicago. Safeguards Draneh 79/03/01 2pp 

7903130067 IE Insp Hopt 70-036/7B-09 on 730619-23 6 0705-07 No 
noncomplianee noted Major areas Inspected statisxcal 
evaluation, sampling t< inventorg verification of physical 
inventory Details withheld (ref iOCFBS 7901 

PATTERSON. J P . FINLEY. A G . HIN&, J A Region 3. Chicago. 

Safeguards Branch 79/02/23 Ip 


79030606S6 IE Insp Rept 70-135/7B-24 6 70-364/78-29 on 7B1204-0B Ka 
noncomplianee noted Major areas inspected matl control i. 
accounting re Type 11 ponds burial s. phys i cal inventory 6 
measurements 6 statistical controls 

CODY. A . ^JOVNE^.J H Region 1. Ph i 1 adei phia. Safeguards Qrancb 

79/0t/03 Qpp 


7903(390426 Forwards IE Insp Rept /0-l35/7a-26 on 78i2U-15 No 
noncompl iance noted 

MARTIN. W 0 Region 1. Ph i ladel ph i a. Safeguards Draneh 79/01/17 

2pp 


79032704S9 Forwards IE Insp Rept 70-036/79-01 on 790129-0202 No 
noncomplianee noted 

HIND. J A Region 3. Chicago. Safeguards Draneh 79/03/02 


2pp 


7903270496 IE Insp Rept 70-036/79-01 on 790129-0202 No noncompliance 
eiotad Major areas Inspected organltatJon t< operation, 
measurement & statistical contro 1 s. shi p p 1 ng 6 receiving 
sto-rage & internal control Details withheld (ref 1GCFR2 790) 
FINLEV.A 0 . PATTEREON. J P . HIND, J A Region 3, Chicago, 

Reactor Construction N Engineering Support Branch 79/02/2B Ip 

79033O031B In. response to request from H Eskridge re info provided L 
Drey. forward s NRC 790301 response to L Drey's questions re 
facllitv M/o one! . ^ ^ 

DAVISiA B Region 3. Chicago. Fuel Facility U Materials Safety 

Branch 79/03/19 Ip 


7903230023 Clarifies position re implementation 6 reporting changes to 
approved fundamental nuclear matl control plans Provides 
guidance for determining If change would decrease program 
effectiveness Describes applicable fees 

PASTLOW. d 0 Material Control Licensing Draneh 79/03/20 2pp 


DOCKET 70-0102 Amherst College 


7903090919 Aei receipt of 7B1221 Itr informing NRC of steps taken to 
correct violations noted In insp on 761107 Awaits 
notification of completion of negotiations per 790104 
telcon 

MCCLINTOCK, ft 0 Region 1> Philadelphia, Office of the Director 
79/01/18. Ip 


7903030929 Responds to NRC 761120 Itr re violations noted in Insp on 
731107 Corrective actions user not named in current license 
is included in reapp 1 icatiois, Form NRC3 pasted L radiation 
safety activities being reorganiied 
HDkILAND.D P Amherst College 76/12/21 Ip 


7903090423 IE Insp Rept 70-139/70-26 on 781211-19 No none ompl lanci 
noted Major areas inspected nucleai matl control 6 
accounting of U (measurement of U in UF6 U sh i pper/recei vor 
difference receipts of UF6 ) 

ZIBULSKYiH I JOYNER. J H Region 1. Philadelphia. Safaguards 

Branch 79/01/1/ ip 


7903010019 Refers to 790124 phone cons ersatioii re U-beartng sludgt in 
hold tank Beta tank t associated waste sys will not resume 
operation until source of sludge has been determined ft 
corrective action completed 

DRIER, 0 H Region 1. Philadelphia. Office of the Director 
79/01/24 tp 


7903060660 Comments on safeguards contingency plans Finds it acceptatta 
if certain specified additions are made Requests submittal 
of appropriate revisions for prompt plan approval End to 
780915 Itr being withheld (ref 10CFR2 7901 

MCCORKLE. . G H Physical Security Licensing Bianch 79/01/29 

3pp 


7903200277 Forwards LIA supporting license renewals for D6W 

RQUSE. L C Fuel Reprocess b Recycle Draneh 79/02/09 Ip 


7903300011 Forwards IB Insp Repts 70-135/ /0-31 6 70-364/70-33 on 
781209-31 No noncompliance noted 

MARTIN. W 0 Region i, Philadelphia. Safeguards Branch 79/02/12 

2pp 


7903300021 IE Insp Rept 70-139/70-31 6 70-364/70-33 on 781209-31 Ka 
noncomplianee noted Major areas inspected nuclear matl 
control 6 account ing. phy si cal secui i ty . nuc lear/industr ial 
safety 6 radiation protection 

KU3HNER.M L Region 1. Philadelphia. Office of the Oiractor 

JOYNER. J M Region 1. Philadelphia. Safeguards Draneh 

79/02/09 3pp 


7903080531 Forwards notice of violation from Insp on 781107 

MCCLINTOCKiR D Region 1. Philadelphia! Office of the Director 
78/11/20 2pp. 


7903I901S4 Requests all documents re losses. MUF t< inventory differeniii 
of source 6 SNM at IlMf facility at Apollo.PA 
RlVERa.D J Affiliation Unknown 79/02/16 2pp 


7903080537 Notice of violation from insp on 781107 None ompl ianca noted 
person not named in license used t supervised use of 
licensed matl. records not properly ma intained. test s not 
conducted 6 notices not adequately posted 

a Region 2. Atlantai Office of the Director 76/11/20 2pp 


DOCKET 70-0124 Teledyne Isotopes 


790319015B In response to 790216 Itr requesting info re nuclear mat) al 
Apollo.PA facility, advises that NUREO-0390 6 NUREG-0430. Vol 
liNumber i are available in PDR for info 

FELTON. J H Division of Rules and Records 79/03/23 Ip 


7903140483 Accepts revised measurement control plan dtd 7S09l8iwhtch 
has been incorporated into fundamental nuclear matl control 
plan Forwards new matl control t< accounting requirements 
for license Requests assessment of unaccounted matl 
PARTLOH. J 0 Material Control Licensing Draneh 79/02/21 fipp 


7903060322 Informs vendor that license SNH-107 is in effect until 
application for renewal has been finally determined 
CROHj N T Fuel Process (, Fab Branch /9/01/26, ip 


7903130083 Forwards IE Insp Rept 70-124/79-01 on 790110, 

No noncompUance noted. 

MARTIN.M.G. Region I. Philadelphia. Safeguards Branch 79/01/26 

2pp 


7903130086 IE Insp Rept 70-124/79-01 on 790110 No noncompliance noted 
Major areas inspected nuclear matl control 6 accounting 
including action on old items S, audit of matl status rept 
COHEN. 1 , JDYNERi J Region 1. Phi ladelph is. Safeguards Granch. 

79/01/29. 2pp. 


DOCKET 70-0135 Babcock t< Uilcoi Co 


7903090067 Forwards 1C Circular 79-03. "Inadequate Guard Training/ 
Qualification h Falsified Training Records " 

GRIER, B H Region 1. Philadelphia, Office of the Director 
79/02/23 Ip 


79O321OB0B Responds to /e0919 Itr re site safeguards contingency plan 
Forwards corrections to be made for NRC acceptance NRC will 
withhold end to 700915 Itr (ref 10CFR2 7901 

MCCORKLE, 0 H Physical Security Licensing Draneh 79/02/20 

7pp 


7903260046 Responds to NRC 790)31 Itr re violations noted in IE Insp 
Repts 70-135/70-27,70-133/78-20,70-364/78-30 U 70-364/76-31 
Corrective actions installation of monitoring meter & roll 
paper placed acioss contaminated change line area 
AUSTIN.M A Babcock U Wilcox Co 79/02/23 3pp 


7903060681 Forwards IE Insp Rept 70-139/7B-24 U 70-364/76-29 on 
781204-06 No noncomplianee noted 

MARTIN, M 0 Region 1, Philadelphia, Safeguards Branch 79/01/04 

2pp. 
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KXkKET 7a~013S Uabcock b Uilco« Co 


7<!C>12&a054 Foi'u.ards conbinsd IC Insp Repts 70-135/78-127 V 7O-135/70-2S. 
70-364/7B-30 ^ 70-3&4/7a-3l on /0laie-a9 b notice of 
wloldt ton 

HAnTCNriU G Region 1> Philadelphia! Safegeards Dfanch 

7S>/01/31 app 


7403260060 Notice of violation from map on 7B1218-37 

• Region l. Philadelphia. Office of the Director 77/01/29 

ip 


7703260068 IE Imp Repts 70-135/78-27 •< 70-135/78-28.70-364/70-30 b 
70-364/70— 3J on 701210-29 Noncomp 1 lance noted personnel 
saoling jn surface controlled contamination hreaV area 
iit/o uaihing 

SMITH.© C < JOyNER.J H Region 1. Philadelphia. Safeguards 

Branch 79/01/27 ip 


7703220165 Act receipt ot 790214 Itr transmitting securltg training & 
goal 1 F t c at ion plan tlill process plan as amend to Licenses 
6MH-145 t( StlK-414 Requests payment of major safeguards amend 

fee 

RESSS. D License Fee Management Dranch 79/03/OQ Ip 


77032&003a Clarifies position re implementation t roporting changes to 
approved fundamental nuclear matl control plans Provides 
guidance for determining if char.ge uuuld decrease pi ogram 
effectiveness Desci ibes applicable fees 

PARTLQWi J 0 Material Control licensing Branch 79/03/20 Spp 

7703260146 In response to 770216 request forwards NUREO-0430. Vol 1. 

No 2 Rept Is forwat ded simultaneously w/public release of 
info U/o end 

Felton. J H Division of Rules and Records 77/03/23 Ip 


DCGRET 70—0143 Nuclear Fuel Sevices 


7903010471 Updates status on stack fluoride monitoring program 
Estimated opeiational date of 790131 delayed to 790315 
nANSERiVI C Nuclear Fuel Services. Inc (sobs of Oetty Oil Co 1 
77/01/31 Ip 


7703130077 Forwards IF. Imp Rept 70-143/77-01 on 790108-12 Mo 
noncomp 1 lanc e noted 

SUTHERLAND.J f Region 2. Atlanta. Fuel Facilitg U Materials 

Safety Branch 79/02/01 2pp 


>703130101 IE Imp Kept 70-143/79-01 on 770108-1? No noncoropllance 
noted Major areas inspected licensee coordination w/offsite 
support gr oups. emergency fac i 1 1 1 les. equipment 6 procedures, 
determination of ladioactivc release 

PERROTTl.l) J TROJANDWSKI.R , HUFHAM. d W Region 2, Atlanta. 

Fuel Facility b Materials Safety Branch 79/02/01 I4pp 


790312O429 Ac k receipt jf 790213 Ur informing MRC of steps taken to 
correct violations noted in IE Imp Rept 70-143/78-34 
KEKHA. W B Region 2 Atlanta. Safeguards Branch 77/02/21 Ip 


7703120435 Responds to t.Rc 790117 Itr re violations noted in IE Insp 
Rept 70-143/78-34 Corrective actions ulthheld (rof 
10CFR2 770) 

MANSER. U C Nuclear Fuel Services. Ine (subs of Getty Oil Co 1 
79/02/13 Ip 


7703120437 Forwards IE Insp Rept 70-143/78-34 on 701211-770105 6 nollte 
of violation Withheld (ref lOCFfi2 7901 

KENMA. W B Region 2. Atlanta. Safeguards Dranch 77/01/19 

3pp 


7903120444 IE Insp Rept 70-143/78-34 Noncomp 1 lanc e noted failure to 
enter shipments b receipts on NRC-741 matl transaction rept 
LEE. T D . KILLIANS. G H Region 2. Atlanta. Safeguards Branch 

77/01/19 Ip 


7903120453 Forwards IE Insp Rept 77-143/77-06 on 770208-07 Ko 
noncomp 1 1 ance noted 

KENNA. W B Region 2. Atlanta. Safeguards Branch 77/02/21 2pp 


7903120458 IE Insp Rept >0-143/77-06 on 790200-07 No none Oisp I lance 
noted Major areas inspected testing /ma int. Ii>E Circular 
78-17 b corrective actions to prioi items of none omp 1 1 ance 
TOBIN, W d Region 2. Atlanta. Safeguards Branch 79/02/21 

ip 


7703120139 Forwards IE Circular 79-03. ■•Inadequate Guard Training/ 
Qualification ti Falsified Training Records “ 

Q'REILLY.d P Resieo 2. Atlanta. Office of the Director 
79/02/23 Ip 


7903150274 Confirms b defines requirements re necessary revisions to 
Section 3 5 3 of physical security Plan. 

PARTLOH. J 0 Haterial Control Licensing Branch 79/02/27 2pp 


7903260325 Responds to 781229 Itr Joint response to Condition 2 13 
forthcoming Mod acceptable in Condition 9 3 36 Detetmincs 
attachments of 781229 Itr to be proprietary iref 
lOCFRS 790) Financial info disclosed under I0CFR9 12 

MCCORKLE. O U Physical Security Licensing Branch 79/03/05 Ip 


7903160263 Ack receipt of 790216 Itr informing KRC of steps taken to 
correct violations noted in IE Insp Rept 70-143/79-02 
KENNA. U D Region 2. Atlanta, Safeguards Branch 79/03/08 Ip 


790316026S Responds to NRC 790125 Itr re violations noted in IE Insp 
Rept 70-143/77-02 Corrective actions withheld from 
disclosure <ref 10CFR2 770) 

MANSER. (f C Nuclear Fuel Services. Inc (subs of ©efcty Oil Co ) 
79/02/16 Ip 


7703200119 Date tor submittal of safeguards contingency plan has been 
Changed from 770205 to /90219 to permit public comment 
NICKEL. C d Nuclear fuel Services. Inc (subs of Oetty Oil Co ) 
77/02/02 Ip 


7903160266 Forwards IE Insp Rept 70-143/79-02 on 790109-11 Notice of 
violation withheld (ref 10CFR2 790) 

RENNA.W B Region 2, Atlanta. Safeguards Branch 79/01/25 

2pp 


7903080144 Infoims of possible attendance of three nuclear fuel 
employees at NRC 77032/-2B Unclassified Industry Guidance 
Seminar 

MICHEL. C J Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 
79/02/12 Ip 


7903160267 IE Insp Rept 70-143/77-02 on 790109-1 1. Noncomp 1 lane r noted 
Details withheld (ref 10CFR2 770) 

TaBINiU J . GILLCSPIE.r Region 2. Atlanta. Safeguards Branch 

79/01/25 Ip 


7703080-586 Informs that C 1 ar k. Ki tc hen L Neuman will attend NRC 
790327- 28 meeting 

CLARK, d R Nuclear Fuel Services. Inc (subs of Oetty Oil Co I 
79/02/12 ip 


7703230365 Forwards site security tialning plan upgrading securltg 
personnel selection. training b yual i f icat ion Plan ulthheld 
(raf lOCFRa 7701 

MICHEL. C d Nuclear Fuel Services, Inc (subs of Oetty Oil Co 1 
79/02/16 2pp 


'903160272 Ack receipt of 770301 Itr informing NRC ot steps taken to 
correct violations noted in l£ Insp Rept 70—143/79—03 
EUTHERLAND.d T Region 2. Atlanta, Fuel Facility b Materials 

Safety Branch 79/03/08 Ip 


7903160273 Responds to NRC 790208 Itr re violations noted In IE Insp 
Rept 70-143/79-03 Corrective actions pressure differential 
gauge installed, b co-mposlte samples of shipments will fee 
analyled 

KAKtSEfl.U C Nuclear Fuel Services, Inc (subs of Oetty Oil Co ). 
79/03/01 3pp 


>703260007 Forwards safeguards contingency plan. Rev 1. withheld 
(ref J0CFR2 790) 

CLARK. J R Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
79/02/16 2pp 


7903300474 Forwards IF Insp Rept 70-143/ 79-05 on 790123-25 b notice of 
violation Notice V insp rept withheld (ref 10CFR2 790) 

KENNAi U B Region 2. Atlanta. Safeguards Branch 79/02/16 2pp 


7903300480 IE Insp Rept summary 70-143/79-05 on 790123-25 Noncompllaht 
noted failure to make initial calibr for three 
nondestructive assay sys using four stds 

BATES. J U , ROBERTSON, J S , WILLIAMS. 0 H Region 2. Atlanta. 

Safeguards Branch 79/02/16 Ip 


7903160275 Forwards IE Insp Rept 70-143/79-03 b notice Of violation 
&UTHERLAND.J T Region 2, Atlanta, Fuel Facility b Materials 

Safety Branch 79/02/08 2pp 


7903160282 Notice of violation from insp on 790115-19 

* Region 2. Atlanta. Fuel Facility b Materials Safety Branch 
79/02/06 Ip 


7903160284 IE Insp Rept 70-143/79-03 on 790115-19 Noncomp I lane e noted' 
failure to provide filter differential pressure gauge ic 
failure to perform quarterly radionuclide analyses. of 
composites of sewer b storm sewer samples 

COLLINS. D M . GIBSON. A F Region 2. Atlanta. Fuel Facility 8* 

Materials Safety Branch 79/02/06 Bpp 
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DOCKST 70-0193 furdoe Unjv 


7903360041 IE Insp Rept 70-158/79-01 on 790130-31 Noncomp I i ance noted 
inoperative critlcalitt; nionitor 

PECK. C C Reaion 3. Chicago. Office of the DirectOT 79/08/14 

6flp 


7903360037 Forwards IE Insp Rept 70-152/79-01 on 790130-31 S. notice of 
violation 

OAiflSrA Q Region 3. Chicago. Fuel Facility & Materials Safety 

iJranch 79/02/19 2pp 


7903260040 Notice of violation from Insp on 790130-31 

DAVIS. A Q Region 3. Chicago. Fuel Facility U Materials Safety 

llranch 79/02/19 Ip 


7903160070 Act receipt of 790219 Itr informing NRC of steps taten to 
correct violation noted in NRC 790819 Itr 

DAVTBiA B Region 3. Chicago. Fuel Facility I. Materials Safety 

Branch 79/03/09 Ip 


7903160074 Responds to NRC 790219 Itr re violation noted in IE Insp 
Corrective actions second criticality monitor reinstalled 
after maint 1< calibr of seven connections to alarms 
comp leted 

ZIEMER. P L Purdue Vniv 79/02/19 Ip 


DOCKET 70-0157 Teias 


7903190351 IE Insp Findings S. Licensee Act dtd 790208 of License 
8NM-180 Insp findings no noncompliar.ee noted 

HARRISOM.H C Region 4. Dallas. Office of the Director 79/02/OB 
Ip 


DOCKET 70-0IB4 Westinghouso Electric Corp Water Reactor 


7903190142 Act receipt of 790118 Itr Informing NRC of steps taken to 
correct violation noted In IE Insp Rept 70-0184/70-01 
nCCLlNTOCK. R Q Region 1. Philadelphia. Fuel Facility U Materials 

Safety Branch 79/01/30 Ip 


7903190166 Responds to NRC 790108 Itr re violation noted In IE Insp 
Rapt 70-0184/78-01 Coirectlve actions addt written specs re 
procurement, hand I Ing (t processing of U02 for uranyl nitrate 
production Meet conversion Is nilii-1980 

TRANCKQNiR C Uestinghouse Electric Corp 79/01/18 2pp 


7903190167 Discusses insp 70-0184/78-01 on 781213 t foriitards notice of 
violation 

KCCLINTOCK.R □ Region 1. Philadelphia. Fuel Facility & 

Materials Safety Branch 79/01/02 Spp 


7903190170 Notice of violation from Insp on 781213 failure to conduct 
surveys of radiation eeposure 5 failure to survey air 
discharges during conversion of U oxide to U nitrate on 
770616 

a Region 1. Phi ladelph ia. Fuel Facility & Materials Safety 
□ranch 79/01/02 Ip 


DOCKET 70-0263 Army. Dhpt of 


79030600IS Ack receipt of 7e!S8D Itr informing NRC of steps taken to 
correct violation noted in Insp Rept* 40-2853/7B-08 & 

70-263/78-02 

HCCLINTOCK.R 0 Region 1. Phi lade Iphla. Fuel Facility l< Materials 

Safety Branch 79/OI/lQ ip 


7903060020 Responds to NRC 781124 Itr re violations noted in Imp Repts 
40-2253/78-02 & 70-263/70-02 Corrective actions radiation 
surveys of U machine shop affluent* will be performed 
monthly. 

WRIOHT. E 6 Agriculture. Dept of 70/12/20 8pp 


79D306D083 Forwards IE Insp Rept* 40-2853/78-08 U 70-263/78-02 on 
781109 li notice of violation Insp repts withheld (ref 
10CFR8 7901 

HCCtlNTOCK.R 0 Region I. Philadelphia. Fuel Facility It 

Materials Safety Branch 78/11/24 3pp. 


7903060085 Notice of violation from Insp on 761 109, fal lure be conduct 
surveys of concentrations of effluent* in unrestricted 

areas 

e Region 1. Ph 1 lade Iphla. Fuel Facility li Materials Safety 
Branch 78/11/24 Ip 


DOCKET 70-0270 Missouri 


7903270134 Forwards IE Insp Repts 50-106/79-02 tt 70-270/79-01 on 
790821-23 No noncompliance noted 

HIND. J A Region 3. Chicago. Safeguards Branch 79/03/06 2pp 


7903870141 IE Insp Repts S0-ie6//9-02 ic 70-270/79-01 on 790221-23 No 
none amp] lance rioted Major areas inspected nuclear mat! 
control 6 accountability requirements of Module 05102 
Dekal 1$ withheld iref 10CFR27901 

FINLEV.A 0 . PATTERSON. J P , HIND.J A Region 3. Chicago. 

Safeguards Branch 79/03/05 ip 


DOCKET 70-0364 Parks Township Site# Babcock 1. Hilcoi Co 


7903060681 Forwards IE Insp Rept 70-135/76-24 & 70-364/70-29 an 
781804-09 No none omp 1 1 anc e noted 

MARTIN. UC Region 1. Philadelphia. Safeguards Branch 79/01/04 

2pp 


7903060696 IE Insp Rept 70-135/79-24 6 70-364/78-29 on 701204-06 Ho 
noncompliance noted Major areas inspected matl control L 
accounting re Type tl ponds burial s. phy s ical inventory tc 
measurements t statistical controls 

ODDV. A . JOVNER. J H Region 1. Philadelphia. Safeguards Branch 

79/01/03 8pp 


7903070063 Notification of 790213 meeting u/DtiW In Silver Spring. HO to 
discuss ventilation V fire protect! on design bases 
BURKHARDT. W Fuel Reprocess •< Recycle Branch 79/01/30 Ip 


7903280277 Forwards CIA supporting license renewals for DtcM 

ROUSEiL C Fuel Reprocess 6 Recycle Branch 79/02/09 ip 


7903300011 Forwards IE Insp Repts 70-135/7Q-31 & 70-364/70-33 on 
781205-31 No no nc omp 1 i anc c noted 

MARTIN.U 0 Region 1. Philadelphia. Safeguards Branch 79/02/IS 

8pp 


7903300021 IE Insp Kept 70-135/70-31 b 70-364/70-33 on 701805-31 No 
noncompl lance noted Major areas Inspected nuclear matl 
control tl accounting, physical secuiiiy.nuctear/industrial 
safety 1< radiation piotection 

KUSHNER.WL Region I. Philadelphia. Office of the Director 

JOVNER. J H Region i. Philadelphia. Safeguards Branch 

79/02/09 3pp 


7903190IS4 Requests all documents re losses.MUF 1. inventory differances 
of source I. ENM at 8614 facility at Apollo.PA 
RIVER8.B J Affiliation Unknown 79/02/16 2pp 


7903190158 In response to 790216 Itr requesting Info re nuclear matl at 
Apollo.PA fsc 11 1 ty. advises that NUREO~0350 t. NVRCS-0430. Vo I 
1. Number 1 are available In PDR for info 

FELTON. J M Division of Rules and Records 79/03/23 ip 


7903130504 Accepts measurement control p Ian. 1 ncorpor abed in fundamental 
rnetl control plan. 2. forwards related amends to License 
&NM-414 Requests an assessment of potential HUF bias Plan 
withheld Cref 10Crft8 7901 

PARTLOW. V 0 Material Control Licensing Branch 79/02/21, 7pp 


7903140134 In response to 7B1115 Iti' te comprehensive evaluation rapt 
fO'V Leechburg f ae 1 1 1 ty . advl ses that suggested changes have 
been made Measures indicated in response to NRC observations 
are adequate 

BURNETT, ft F Division of Safeguards 79/08/21 Ip 


7903210535 Forwards "l.-icment of Analysis. An Estimate of Airborne 
Release of Pu from D2.W r ' ant as a Result of Severe Wind 
Haiarit t< Earthquake “ 

ROUSE. L C Fuel Reprocess Recycle Branch 77/02/31 Ip 


7903210544 "Increment of Analysis. An Fstlmate of Airborne Release 6f Pu 
from QtiVI Plant as a Result of Severe Wind Haiard tt 
Earthqua ke •' 

MtSHlHAiJ r SCHWENDIMAN. L C Battelle Momorlal Institute. Pacific 
Northwest Laboratory AYER.d E Fuel Process 6 Fab. Branch 

FIN 0-2093 PNL-2QI8 70/10/31 7lpp Available at NTIB 


7903090067 Forwards 1C Circular 79-03. '‘Inadequate Guard Training/ 
Qualification A Falsified Training Records “ 

ORJER.Q M Region 1. Philadelphia. Office of the Director 
79/02/83 ip 


DOCKETED SERIES 


CQCI*Er Parkt Tounship Site> Babcock ti Uilcot Co 


7?032b020l Sutnotarij of 790214 moebtng u/D&W re ventilation b fire 
frotaction design bases 

BURKKADDr> M Tiiel Reprocess 8. Recycle Branch 79/02/29 Ip 


Responds to NRC 790131 Itr re violations noted In IE Ihsp 
»tpts 70-135/78-27. 70-135/70-20, 70-364/70-30 U 70-364/70-31 
Corrective actiona installation of ntonitoring meter & roll 
paper placed across contaminated change line area 
AJS.1IN.n A Uabcock 6 Uilcoi Co 79/02/23 3pp 


7903260034 Forwards coOibinad IE Insp Repts 70-135/78-27 h 70-135/78-20 
70-364/70-30 8i 70-364/70-31 on 781218-29 t notice of 
violet i on 

KARTiN,U 0 Region li Philadelphia. Safeguards Drench 

79/01/31 2pp 


7903260060 Notice of violation from insp on 701210-29 

• Region 1, Philadelphia, Office of the Director 79/01/29 

Ip 

7903260060 IE Insp Repts 70-135/70-27 t. 70-135/70-20.70-364/70-30 «. 
70-364/70-31 on 701210-29 Noncomp 1 1 anc e noted personnel 
SNiolcing in surface controlled contamination break area 
w/a washing 

SHiTH, 0 C ■ JOYNERivf H Region 1. Philadelphia. Safeguards 

Branch 79/01/29 Ip 


7909220165 Ac k receipt of 790214 Itr transmitting security training l< 
gua 1 1 f icat 1 on plan Uill process plan as amend to Licenses 
SHM-145 s< SMM-414 Requests payment of major safeguards amend 

fee 

WEISS. D License Fee Nanagement Branch 79/03/08 tp 


7903260197 Requests amend fee to process change to License SNM— 414 re 
possession limit of mat! in Fab 9 storage vault 
UEISS. Q License Fee Management Branch 79/03/00 tp 


7903230030 Clarifies position re implementation I. reporting changes to 
approved fundamental nuclear matl control plans Provides 
guidance for determining If change would decrease program 
effectiveness Describes applicable fees 

PARTLOM. J C Material Control Licensing Branch. 79/03/20 2pp 


7903260146 lil response to 790216 request forwards NUREO-0430p Vo 1 1. 
No 2 Rept IS foruarded simultaneously tii/publlc release of 
Info U/o end 

FELTON, J M Division of Rules and Records 79/03/23 Ip 


170CKET 70-0371 United Nuclear Carp 


7903090429 Forwards IE Insp Ropt 70-371/70-18 on 791025-26 No 
noncompliance noted 

HARTIM.U G Region 1, Philadelphia, Safeguards Branch 7B/11/21 

2pp 


7903090431 IE Insp Kept 70-3/1/70-10 on 781025-26 No none omp 1 lance 
noted Major areas inspected facility operation U review of 
circumstances w/recclpt of empty container of SNM 
'UOLTHEf?. E . JOYNER. J K Region 1. Philadelphia, Safeguards 

Branch 70/11/21 ip 


7903120430 Forwards IE Insp Rept 70-371/78-17 on 701221 Notice of 
violation witiiheld (ref 10CFfl2 790) 

MARTIN.U 0 Region 1, Philadelphia, Safeguards Branch 70/12/21 

2pp 


7903070a89 Forwards IE Insp Rept 70-371/78-20 on 701204-OB No 
noncompllance noted 

HARTINaU O Region 1. Philadelphia, Safeguards Branch 79/01/10 

app 


7903070296 IE Insp Rept 70-371 //0-2O on 781204-00 Wo ooncoflipllance 
noted Major areas Inspected nuclear matl control 
accounting, including measurement & statistical control 
EHAUB.E T. , BISSETT.P X . JOYNER. J H Region 1, Philadelphia. 

Safeguards Branch /9/Ol/Oa Ip 


7903090407 Ack receipt of 781215 Itr informing NRC of steps taken to 
correct violations noted in IF Insp Rept 70-371/70-19 
MARTIN, U 0 Region 1, Philadelphia, Safeguards Branch 79/01/29 

Ip 


7903090410 Forwards IE Insp Rept /O-3/1/70-19 on 701107-09 R notice of 
vtolati on 

MARTIN, W 0 Region 1. Philadelphia, Safeguards Branch 

70/11/24 3pp 


241 

7903090414 Notice of violation from insp on 701107-09 Portions withhold 
(ref iOCFR2 790) 

• Region 1. Philadelphia, Safeguards Branch 79/11/22 Ip 


7903090417 IE Insp Rept 70-371/70-19 on 701107-09 Noncompllance noted 
SNM content of portion of receipt not measured Details 
withheld (ref tOCFR2 790) 

COHEN, I I JDVNER, J }( Region 1. Philadelphia, Safeguards 

Branch 78/11/22 Spp 


7903140626 Forwards IE Info Notice 79-02, "Attempted E> tort 1 on— Low 
Enriched U ” 

CRIER. B H Region 1, Philadelphia. Office oif the Director. 

79/02/02 Ip 


7903120419 Ack receipt of 790(16 Itr informing NRC of steps taken to 
correct vlolatiO'ns noted In IE Insp Rept 70-371/78-17 
MARTIN. (4 0 Region 1. Phi 1 ade Lph i a, Safeguards Blanch 79/02/05 

2pp 


7903120441 le Insp Rept 70-371/7B-17 on 7B10P3— 27 Noncomp 1 ianc e noted 
failure to provide NRC w/e« p lanat ion t> investigative action 
re ID eiceeding calculated LEID Details withheld (ref 
10CFR2 790) 

HOLDDY, D J , JOYNER, J H Region 1. Philadelphia. Safeguards 

Branch 78/12/15 Ip 


7903210082 Confirms 790202 tellon S< ulU submit reply bo NRC 790102 Itr 
re emergency ptan for license &NI1-36(1 by 790301 
K1R«.H F Onited Nuclear Corp 79/02/05 Ip 


7903190311 Forwards IE Insp Rept 70-371/70-22 on 701210-22 No 
noncompllance noted 

HARTIM, W 0 Region I, Philadelphia. Safeguards Branch 79/02/06 

2pp 


7903190314 IE Insp Rept 70-371/70-22 on 781210-22 No noncompliance 
noted Major areas inspected physical protec tion. secur 1 ty 
plan imp 1 ementatlon, phy B lea t barriers, acce ss contra 1 a. keys, 
loc ks> combinat 1 arts 6 alarm, sys 

SHEPHERD.R E , SMITH, R H . DEVLIN, J U Region 1, Philadelphia. 

Befeguards Branch 79/02/02 Ip 


7903260204 Amend 11 to License SNM-368 to incorporate author 1 zatipn for 
use of horliontal fuel spacing criterion 

CROW.M T Fuel Process It Fab Branch 79/02/06 2pp 


7903300339 Forwards IE Insp Rept /0-371/79-02 on 790115-19 
No noncompllance- noted 

MARTIN.W 0 Region 1. Philadelphia. Safeguards Drancli 79/02/12 

2pp 


7903300363 IE Insp Rept 70-371/79-02 on 790115-19 No none empl 1 ance 
noted Major areas inspected nuclear matl control (t 
accounting in areas of licensee action on previous Insp 
findings, measurement tc statistical controls 

NBLTNERi E . COHEN. I Region i. Philadelphia, Office of the 
Director JOYNER, J II Region 1. Philadelphia. Safeguards 

Branch 79/02/08 (p 


790330-0061 Requests registration as user of Certificate of Compliance 
635? for License 8NM.-360 

KIRK.H F. United Nuclear Corp 79/02/16 Ip 


7903150323 Act receipt of 701130 revised measurement control plan 6 
790110 revlsi-on Forwards revised License Conditions 
2 1 6 4 O of Amend MPP-1 to License aNM-36a 

PARTLOW.J 0 Material Control Licensing Branch. 79/02/21 7pp 


7903090063 Forwards IE Circular 79-03. "Inadiequate Ouard Training/ 
Qualification I. Falsified Tiainlng Records " 

CRIER, B.H Region I. Philadelphia. Office of the Director 
79/02/23 Ip 


7903140093 Ack receipt of 790206 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-371/70-21 Ltr 
withheld (ref lOCFRa 790) 

MARTIN. U 0 Region 1. Philadelphia. Safeguards Branch 79/02/20 

Ip. 

7903140090 le Insp Sept 70-371/70-21 on 701811-15 Noncompllance noted 
failure to assure accurate Identification tc measurcnients of 
quantities of 0NM shipped by licensee 

WOLTNER. E . JDVNER. J H Region 1. Philadelphia. Safeguards 

Branch 79/01/09 Ip 


7903140093 Forwards IE Insp Rept 70-371/70-21 on 701211-15 * notice of 
violation Notice withheld (ref 10CFR2 790) 

MARTIN, N 8 Region 1, Philadelphia, Safeguards Branch 79/01/17, 

2pp 


2« ' DOCKETED SERIES 

DOCKET 70-0371 United Nuc 1 ear Corp DOCKET 70-OA9a Haiti MnrSite 


7903310400 Act pecpipt of 7B091? eafe^uarile contingency plan Foruardi 
camment* directing levision tr reari angeraent needed for NRC 
accaptance Flan luithhaid Cref lOCPRZ 790) 

MCCORKLE> G U Physical Security Licensing Branch 79/02/S8 

4pp 


790328003'7 Clariftos position re imp le mentation ti reporting changes to 
approved fundamental nuclear mail control plans Provides 
guidance for deteroiining tf change uould decrease program 
effectiveness Describes applicable fees 

PARTLDVIi J D Material Control Licensing Branch 79/03720 Spp 


DOCKET 70-039B Comiherce. Dept of 


7903070201 Foruiards IE Insp Bept 70-398/78-03 on 781212-13 Mo 
noncoflip I ianc r noted 

NABTlNf H 0 Region 1> Ph i lade I ph ia* Safeguards Branch 79/01/10 

app 


7903070204 IE Intp Rept 70-39B/7B-O2 on 781212-13 No noncomp 1 lance 
noted Major areas inspected nuclear matl control b 
acc ountingi tne ) ud ing matl control areas, phys leal inventory L 
records !< repts 

COHEN. I , DELLA RATTA. A . JOVMER, J H Region 1. Philadelph la, 

Safeguards Branch 79/Ol/OB 8pp 


7903280016 Clarifies position re imp t eissn t at ion L reporting changes to 
approved fundamental nuclear iratl control plans Provides 
guidance far determining if change uould decrease program 
effectiveness Describes applicable fees 

PARTUOW. J G Material Control Licensing Dranch 79/03/20 2pp 


DOCKET 70-0339 Luther College 


7903020465 Act receipt of 790113 «< 790122 1 trs, informing NRC of steps 
taken to correct noncomp 1 lance identified in 701205 Itr 
DAVlSiA D Region 3. Chicogo. Fuel Facility 6 Materials Safety 

Branch NRC 79/01/30 Ip 


7903020469 Second response to infractions of License SNM~34& ul 1 1 not 
use neutron houitier (stored in controlled access areali 
should not be subj to 6-oionth insp 

KOELTZOVI. 0 E Luther College DE. loua 79/01/22 Ip 


DOCKET 70-0172 Monsanto Research Co-rp 


7903160312 Forutard IE Insp Rept 79-972/70-01 on 781219-20 No 
noncompliance noted 

DAVI8<A B Region 3. Chicago. Fuel Facility & Matoriols Safety 

Branch 79/01/16 2pp 


7903160317 IE Insp Rept 70-37B/7B-0I on 701219-20 No ttaras of 
noncomp 1 lance Major areas inspected emergency planning 
ORANT,U B . E3SI0.T H Region 3. Chicago, Office of the 
Director 79/01/12 Spp 


DOCKET 70-0993 NllUans College 


7903270173 Ack receipt of 790108 completed survey questionnaire Ulll 
investigate actions during subsequent program Insp 
aucstlonnalre end 

NCCL1MT0CK,R D Region 1, Ph i lade 1 ph 1 a. Office of the Dlrecto-r 
79/01/23 3pp 


DOCKET 70-0687 Union Carbide Corp 


7903200587 Grants Amend MPP-3 to Matl /Byproduct License SNM-639 re 
amount of U-239 allotted & plant protectinn 
BURNETT, R F Division of Safeguards 79/01/30 2pp 


79032S0041 Clarifies position re implementation t< reporting changes to 
approved fundamental nuclear matl control plans Provides 
guidance for determining if change uould decrease program 
ef f ec tivenass. De scr Ites applicable fees 

lARTLOW,.! 0 Material Control Licensing Branch 79/03/20 2pp 


7903290140 Requests amend to License SNM-770 to change Condition Be 
of license re quantity of matl uihich licensee may possess at 
any one time Forwards amend fee 

DIPIAZZA,R P Hestinghousfi Electric Corp 79/01/26 2pp 


DOCKET 70-0734 General Atomic Co 


7903230244 Submits "-Security Guard Training 6 Qualification Plans," 
b chock to cover fee for NRC review End withheld 
(ref lOCfftD 790) 

MOURV. U R Genera I Atomic Co (subs of Gulf Oil Corp 1 79/02/20 

3pp 


7903230066 Forwards info re use of 'power of lest" as measure of stijs 
verification adequacy L suggests rewording section of matl 
control program in response to NRC 78091B Itr Enc ) withheld 
(ref IOCFft2 790) 

PARTLOH, J O Material Control Licensing Branch 79/02/12 Ip 

7903260290 Requests that contingency plan be revised before it can be 
approved 

MCCORKLE. O W Physical Security Licensing Branch 79/03/13 

2pp 

DOCKET 70-0737 Clark Univ 


79030-50398 Ack receipt of 781221 Itr informing NRC of steps taken to 
correct vioiatiens noted in IE Insp Rept 70-01 

HCCLINTOCK.R 0 Region 1. Philadelphia. Office of the Director 

79/01/15 Jp 


7903090566 Responds to NRC 701200 Itr ro violation b deviation notid in 
781116 insp rept Corrective actions tested plutonium in 
sealed source 6 posted Form 3 notices in appropriated areas 
ALLEN. H C Clark Univ , Worcester, Mass 78/12/21 Ip 


7903090369 Forwards notice of violation from insp on 701116 

HCCLINTOCKiR 0 Region 1, Philadelphia, Office of the Director 
78/12/03 2pp 


7903090376 Notice of violation from insp on 7BI116 Noncomp I lance nbtid 
failure to best sealed source containing plutonium at 
required interval L failure to post appropriate signs 
« Region 2, Atlanta, Office of the Dliector 70/12/09 tp 


DOCKET 70-0794 Vallecltos Nuclear Center 


7903070023 Prohibits intervcnors from any further discoveiy after 
willful refusal to comply u/ASLB 781024 order directing 
responses to licensee's 7B0626 interrogatories 

LUTON. E Atomic Safety and Licensing Board Panel 79/01/13 Ip 


7903290186 Supplies info re request to document change In activity 
in Cell 3,once used to process fission product Moly 99 Cell 
3 has been idle fur months N GE wishes to uttlile it for 
routine nondestructive tests on irradiated reactor fuel 
MOSCMNEH. R A General Llectric Co .Nuclear Energy Products Dlv 
79/01/30 Ip 


7903090026 Requests suspension of activities under License 8NM-960 in 
light of recent geolagical findings by NRC Possible haiards 
eiist 

HINKEL. U, Trl-City Ecology Center 79/02/01 Ip 


7903200232 Safeguards contingency plan transmitted by 7B0908 Itr has 
been reviewed b found acceptable If minor revisions are 
made End withheld (ref 10CFR2 790) 

MCCORKLEtO H Physical Security Licensing Branch 79/02/07 Ip 


790327001 3 Forwai ds corrected pages to 771112 submittal of summarlied 
oral info re opeiation of facilities licensed under 8NM-960. 
DARMITZEL, R M General Electric Co .Nuclear Fnergy Products Dlv 
79/02/21 17pp 


I 


DOCKETED SERIES 243 


COCKE.T 70-075)4 VaU i^citos Ngflaar Center 


770335C>S3'2' Fniuards 790S01 Itr from Tii-Clty Ecology Center rei[i)ettifts 
ttRC to sDipcnd activities unijer license SNI1'-960t siirti lar to 
miueit from Ti lends of I.drth Tiuo petitions hove been 
consolidated for c onsidei atlim 

CItRCItSiM J Office of Nytlear Material Safety b Safeguards 

79/oa^a'3 ip 


T'fOSSSO'Z&d Act receipt of request for NSC to suspend activities Under 
l-lcert** SNM-760 Cjplalns NRC has consolidated request u/encl 
f^rlondt of tho Earth similar petition under 10CFR3 206 Hill 
take appropriate action U/o gncl 

OIRCItSi W -J Office of Nucleai Material Safety t Safeguards 
79/03/33 ip 


7‘!f>3l*026.9 ftek receipt of 7<J0a07 itr informing NHC of steps taken to 
correct violation noted in 790196 notice of violation Finds 
coTTdCtive actions adequate Enel teithhold {ref lOCFRS 790) 
■MORDEfiMAOOi L H Region 3i Ban Frantlscoi Safeguards Branch 

79703/07 Ip 


7-90'3a2PJ79 Act rocolpt of 790P16 itr transmitting security training b 
qualification plan Uill process plan as amend to license 
■6NN-960 Requests payment of major safeguards amend fee 
UEISSiO license Foe Management Branch 79/03/00 ip 


/flOSlOOOaO Reqiirsts NRC issue final SFR at cailiest possible date to 
resolve vncertalnlq io tectonic faulting 5< to assure safety 
pp all thosD in ai oa 

SlARKtiF II Mouso of Rep 79/03/00 Ip 


7903120D90 Ack receipt of 79020S Itr informing RRC of stfpi taken to 
correct violations noted in IE Insp Rept 7O-08O/70-2B 
MARTIN^ U a Region ]i Philadelphia! Safeguards Branch 79/03/14 

Ip 


79(}313'0021 Responds to MRC 790126 Itr re violations noted in IE Insp 
Rept 7O"02t>/7B-30 Corrective actions uithheld tref 
tOCFft? 790) 

QOUERSiC E United Nuclear Carp 79/02/03 Ip 


7903120023 Foruiaris IE Insp Rept 70-620/7B-2B on 701218-22 Notice of 
violation withheld (ref I0CFR2 790) 

HARTIN.U & tfegion l. Ph I lade 1 phia. Safeguards Branch 

79/01/26 app 


7903(30026 IE Insp Rept 70-020/76-23 on 7S1210-93 Noncoiipliance noted 
items in Iten control area u/o tamper-saf Ing devices applied 
4 measurement control audit rept not documented 
QOOV. A , ZIBUL5KY. H , JOYNER, J H Region I. Philadelphia. 

Safeguards Branch 79/01/23 Ip 


/903'090071 Fornrards IE Circular 79 03. "Inadequate Ouerd Training/ 
Qualification h Falsified Training Records " 

CR7EB,B H Region 1. Philadelphia, Office of the Director 
79/02/23 Ip 


7903130250 Ack receipt of 790213 Itr raquesting amend to Uicense 
SMM-777 Requests proposed changes be resuhmlttsd in format 
of Section 200 of license Determines administrative fee to 
te *190 

UEISS, D License Fee Management Branch 79/02/20 ip 


7903900049 Clarifies position re implementation 1. reporting changes to 
approved fiindameiita 1 nuclear mall control plans Provides 
guldanco foi dotermining if change uould decrease program 
effectiveness Dosci ibes apPlicnble feus n 

PAHTLCIW. J 0 Material Control Licensing Branch 79/03/20 2pp 


790313010/ tarwardE IF insp Rept 70-/9A/79-01 on 790129-0221 No 
noncompliance noted Insp rept withhold (ref 10CFR9 790) 
lYOnDERHAVIOi L ({ Region 5. Ban Francisco, Safeguards Branch 

79/oa/26 app 


tJOCHET 70-0020 United Nuclear Corp 


7903080337 Forwards check submitted for 76)227 request to delay 7H1204 
inventory Ac It 790206 receipt of check for request 
UEIBS. D License Fee Management Branch 79/03/06 Ip 


790330 0237 Ack receipt of 790301 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-820/79-01 
HARTIN.M O Region 1. Philadelphia- Safejoards Branch 79/03/14 

Ip 


7903300249 Responds to HRC 790213 Itr re violations noted in IE Imp 
Rept 70-020/79-01 Corrective actions operations personnel 
were relnstructed tn criticality limits and procedures 
BOUERS.C e United Nuclear Corp 79/03/01 3pp 


7903010463 Raqueets 10 day etlanslon far reporting fuel recovery 
operation physical inventory because of large number of 


snal) jabs processed 
OREOOi R J Uni tad Nuclear Corp 


78/12/27 ip 


7903300260 Foio-ords IE Insp Rept 70-620/79-01 On 790108-16 ti 
notice of violation 

MARTIN. W B Region 1. Philadelphia. Safeguard* Branch 

79/02/13 2pP 


T9'&30'304S4 Special safeguards review of 781207 raised questl o 
■dequBcy of mpt controls over security orgaoliatlon Requests 
ffedback. No addl licensing actions indicated per analysis of 
|iv A t & 

BURNETT. ft F Bivlslon of Safeguard* 79/01/23 HpP 


7903030377 Forward s somtannual rep 
of radioactive matl In effluents 
#T 04 S from 700701 to 790101 
CRDHIM. 0 F United Nuclear Corp 


t for uiconss SNn-777 re quantities 
released to unrestricted 

77/01/26 3pp 


7903200127 In response to NRC 76)109 * <’'9“''' 
water monitnrtnq U uasta water lagoon Water supply well b 
rtafflnata pondl should be sampled monthly All above-ground 
lagoons should be ellmlnalod a* 

WARHERiD.L Af f 1 1 lot ion tUsVnouin 79/02/01 ip 


7903300263 Notice of violation from inSp on 790108-16 

MAflT^NfM 0 np 9 lon 1i phi J atf 9lpn i *» Bi'ancA 

77/02/13 3pp 


7903300276 IE Insp Rept 70-820/79-01 Oi> 790106-16 NoncomP I i anc . noted 
criticality safety limits escseded. failure to follow 
radiol og &C4l prioc«<lur*% re luji&hingf fifliolclng « 

tpntamlnatlon Burvey 

CQDV.A , SMITH, 0 » JOYNER. J H Region 1. Phi l»dBlph i a. 




•90 ITkn t 


{903280057 Clarifies position t« Implementation b reporting changes tc 
aopraved fundamental nuclear matl cantrol plan* Provides 
guidance for determining If change would decrease program 
effectivenoss Oescribes applicable fees ro/os/ao Sdd 

PARTLOW. J 0 Material Control Liceiislny Branch 79/03/20 2 pp 


7903146626 Forw.krd * IK Info Notice /9-0?i "Attempted Eetortlon Low 

OntEn^B^H"^ Region 1. Philadelphia. Office of tho Director 
79/02/02 Ip 


7903290191 Forwards process flow diagram fc description of pr pos 
pTOCess for evaluation re lagoon U recovery. 

CREOO. R J United Nut lean Corp 79/02/02 4pp 


DOCKET 70-0833 Op to vac 


o„... ... o.,.,...- 

79/01/23. 3pp 


7903260080 Responds to 790129 Itr informing NRC of corrective actions 
iNeu security manager named & employees w/queptlonao io 


inau security ntaiiaye. - . . . 

veracity have resigned Actions were taken w/o regard to 
validity of findings 
BOWEHBiC E united Nuclear Corp 


79/02/09 2pp 


7903030345 Refunds overpayment of amend '‘•® 

HiLLERrU 0 Office of Administration 79/Q2/1J ip 

7703060001 Ack raceipt of 7901 IS Hr Hansmitting training b 
qualification plan per App B Licensing 
of aNH-777 subj to major safeguards fee of *8.^0 
CASELL.A 0 Cleanse Fee Menagoment Branch 79/0Sfi3 ip 


docket 70-0324 Babcock b Wdeo* Co 

7963060666 Forward. ■•Physical ‘ *" 

irradlataii fuel assombly Document* uithheld 

OLGEnIa'^F*'^ Babcetk b WHcbl Co 78/12/21 apP 

t. "^t^nOOK fie 'VmDOS IfcrB TB SUbWlBBloO 

^‘'‘"^nSncr'ptar* S^pUcabt. trLynchJur, Research Ctr.URC 
not .ysesreN?;'^ in quantity sufficient to trigger 

?h5“u:rS«urity Licensing Branch 79/01/29 

2PP- 
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DOCKET 70-0824 Dab cock ti OtUo< Co 


790305001'? Rovi»« schedule #or license renauial application has bean 
prepared according to "Agreement on Interface b Div of 
Responslbi 1 Itg Batueen NHSS b lEi " u/mlnar adjustment 
Lists milestones in revieu schedule Requests IE Input 
CROW< W T Division of Fuel Cycle b Material Safety 79/02/06 
2pp 


7903260209 Requests technical assistance of DP Motley for fire safety 
revieu of SNM license reneual application submitted by BbM 
Lynchburg Research Center Application not end 

CnOUi M T Division of Fuel Cycle b Material Safety 79/02/13 Ip 


7903 1504 IS Requests registration as user of Mode) 7—100 
OLSENi A F Qabcocl b Uileos Co 79/03/16 Ip 


7903230039 Clarifies position re Implementation b reporting changes to 
approved fundamental nuclear matt control plans Provides 
guidance for deterntnlng if change uould decrease program 
effectiveness Describes applicable fees 

PARTLOHjJ 0 Material Control Licensing Branch 79/03/20 2pp 


7903030503 Forwards IE Circular 79-03i " Inad equate Ouard Training/ 
Qualification b Falsified Training Records “ 

Q'REILLViJ P Region 2i Atlanta. Office of the Director 
79/02/23 Ip 


DOCKET 70-0346 Clarke College 


7903140070 IE Insp Findings b License* Ack dtd 790209 of License 
SNM-799 Insp findings no noncomp liancs noted 

WILBORN.L Region 4. Dallasi Office of the Diractor 79/02/09 
IP 


DOCKET 70-0359 Bridgeport 


7903230283 Ack receipt of completed survey questionnaire on 790209 
Ullk Investigate actions during subsequent program insp 
U/queetlonnaire enc 1 

MCCLINTQCKi R. 0 Region k. Philadelphia. Office of the Director. 
79/02/16 3pp 


DOCKET 70-0875 Kent State Univ 


7903090489 IE Insp Findings b Licensee Ad dtd 7B112? of Licenses 
&NH-B95 b 34-00124-02 Insp flndlngsino nonconp 1 lance noted 
SRENTAVISKI. D J Region 3. Chicago. Office of the Director 
78/11/29 Ip 


DOCKET 70-0893 Florida Institute of Technology 


7903200588 IE Insp Findings b Licensee Ad dtd 7901 IB of License 
8NH-844 Insp findings no noncomp 1 lance noted 
HOODRUFFrR L Region 2. Atlanta. Office of the Director 
79/01/18 ip 


DOCKET 70-0920 Rensselaer Poly technical Inst 


7903260189 Requests reneual of License Stm-910 

RVAN.R M. Rensselaer Polytechnic Inst 79/02/23 Ip 


DOCKET 70-0968 Oannon College ER 


7903130610 Ack receipt of completed survey questionnaire re handling of 
matl under License QNK-920 Ulll investigate ectlons during 
subsequent program Insp M/questlcnnaire end 

HCCLINTOCK.R □ Region 1. Philadelphia. Office of the Director 
79/02/26 3pp 


DOCKET 70-0934 Qat telle Mem Inst 


7903190400 Forwards IE Insp Kept 70-984/78-04 on 781113-16 No 
noncampllancs noted 

BOOK. H E Region 5. San Francisco. Fuel Facility b Natarials 

Safety Branch. 79/01/25 2pp 


7903190413 IE Insp Hept 70-904/78-04 on 781113-16 No nomeompltance 
noted Major areas inspected organUati onj Inventory, 
operations revieui cr 1 1 seal i ty s tud les. in ternal revieu b 
audit! dosimetry eipei lence 

CQCLEV.H J Region 5. San Francisco. Fuel Facility b Haterialt 

Safety Branch 79/01/25 6pp 


DOCKET 70-1004 Ma r sha 1 1 toun Community College MA 


7903060606 Ack receipt of 790109 Itr Informing NRC of steps taken to 
correct violations noted in 781205 Itr re License SNM-969 
No activity is in accordan/e u/NRC requirements unless 
authoriied In license. even If amend is pending 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 79/01/26 

Ip 


7903060611 Responds to NRC 781205 itr re violations noted in Insp Rtpt 
Corrective actions detector util be accurately calibrated, 
plutonium source chocked. 1 iccnse conditions & NRC Form 3 
posted Esplains reasons for delayed compliance 
KEGEL. P 1. Marshal I toun Comm College lA/MA 79/01/09 2pp 


DOCKET 70-1050 St Francis College LO 


7903130620 Ad receipt of completed survey questionnaire re handling of 
matt under License bNM-1003 Kill Investigate actions during 
subsequent program Insp W/quest lonnaire end 

MCCLINTOCK. R 0 Region 1. Philadelphia. Office of the Director 
79/02/16 3pp 


DOCKET 70-1100 Combustion Engineering. Inc 


79030B0416 Foruards IE Insp Rept 70-1100/78-11 on 781120-30 No 
noncompliance noted 

MARTIN. M Q Region 1. Philadelphia. Safeguards Dranch 79/01/10 

2pp 


7903080420 IE Insp Rept 70-1100/70. 11 on 781128-30 No noficompllance 
noted Major areas inspected nuclear matl control b 
accounting, including organ! lation. operatl ons. measuremen t s. 
storage, internal control (> mgt of matl control sys 
COHEN. I . JOYNER, vi H Region 1. Philadelphia. Safeguards 

Dranch 79/Ol/oa 4pp 


7903290299 Amends License SNM-1067 authoiliing addition of exhaust sys 
to Dldg 17 annex for recycle pouder area b establishing 
corrective action 1 eve 1 for control of gaseous effluents 
from Windsor f aci 1 1 ty. sub j to Condition 25 
CROH. W T Fuel Process b Fab Dranch 79/02/13 Ip 


7903120032 Ack receipt of 790205 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-1100/78-12 
MARTIN. N 0 Region 1, Philadelphia. Safeguards Dranch 79/02/14 

Ip 


7903120034 Responds to NRC 790117 Itr re violations noted In IE Insp 
Rept 70-1100/76-12 Corrective actions calculation of 
Inventory difference bias recomputed 

LIGHTEN BERGER. H Combustion Engineering. Inc 79/08/05 Ip 


7903120036 Foruards IE Insp Rept 70-1100/78-12 Notice of violation 
withheld Iref 10CFR2 790} 

MARTIN.H 0 Region 1. Philadelphia. Safeguards Branch 

79/01/17 2pp 


7903120038 IE Insp Rapt 70-1100/76-12 on 781212-14 Noncomp 1 ience notif 
failure to coriectly determine inventory difference bias for 
matl balance period ending 780713 Details withheld <raf 
10CFR2 7901 

HOLDDY. 0 J. JOYNER. J H Region 1. Philadelphia. Bafeguards 

Branch. 79/01/12 Ip 


7903290151 Foruards copies of measurement control program uhleh has 
bsen revised consistent u/comments received from NRC 
Program uithheld (ref 10CFR2 790) 

LICHTENLEROER.H Combustion Engineering. Ine 79/02/15 Ip 


7903280023 Clarifies position re implementation b reporting cliangei to 
approved fundamental nuclear matl control plans Provides 
guidance for determining if change uould decrease program 
e f f ec t Iveness, Describee applicable fees 

PARTLOW.J.G Material Control Licensing Dranch 79/03/20 Spp 
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mergencg pUn for Wt Iningtoni NC fuel fabrication plant 
uiiriei fti. Electric Co p Nuclear Enargtf Products Div 79/02/27 


TfOSlSO&OS Ac k receipt of completed survey questionnaire re handling of 
natl under Ci cense 5NM-1063 Mill investigate actions during 
aubscquent program insp U/questionnaire end 
, KCCLlNTOCKt R □ Region Ip Ph i ladel phlai Office of the Director 

79/02/16 3pp 


DOCHpET 70-1113 Wilmington Manufactui ing Dept 


7903060613 Foruards IE tnsp Rept 70-1 1 13/7B-23 on 731S03-OS (< notice oF 
violation 

SOTHERLAffDp J T Region 2< Atlantai Fuel Facility Materials 

Safety Oranch 78/12/21 2pp 


7903060617 Notice of violation from insp on 781203-08 

• Region 2< Atlanta. Fuel Facility 6 Materials Safety Branch 
76/12/20 tp 


7903060622 IE Insp Rept 70-1 1 1 3/7Q-23 on 7B1205-0B Noncomp 1 1 ance noted 
aa In line block valve uas not c 1 osed. causing accidental 
release of SNii on 781203 

PQTTERp J P Region 2. Atlanta. Fuel Facility 6 Materials Safety 

branch 76/12/20 lOpp 


7703390172 Submits revisions to App C of fundamental nuclear matl 
control plan for fuel fabrication facility Revisions clarify 
Calibr frequencies 6 traceability of specific stds used In 
saf eguard s— r e 1 oted measurement sys Withheld (ref 10CFR2 790) 
KAFLAN.A L (General Electric Co .Nuclear Energy Products Div 
79/01/29 2pp 


790lK)S0fl92 Act receipt of 790116 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-1 1 13/7B-21 
KEWA.W D Region 2. Atlanta. Safeguards Branch 79/08/06 Ip 


7903260206 Lists questions posed by RL Stevenson to A Kaplan. consulting 
engineer for 0E> Ml Iml ngton. NC. dur i ng 770S07 tele on re 
Wilmington plant emergency plan. PC 7ai29A Response requested 
by 7902J6 

STEVENSON. R L Fuel Process (< Fab Qranch 79/02/27 4pp 


7903260067 Foruiards revised emergency plan for License SNM-1097 li> 
response to NBC 79022/ Itr Enel withheld (ref 10CFR2 7901 
KAPLAN. A L General Electric Co .Nuclear Energy Products Div 
79/02/26 Ip 


7903230013 Clarifies position re Implementation b reporting changes to 
approved fundamental nuclear matl control plans Provides 
guidance for determiring if change iiiould decrease program 
effectiveness Uescribes applicable fees 

PARTLOW. J G Material Control Licensing Branch 79/03/20 2pp 

DOCKET 70—1143 Plutonium Fuels Development Lab 


7903120014 Forwards (E Insp Rept 70-1143/78-23 on 781204 No 
noncomp I lance noted 

MARTIN.M G Region 1. Philadelphia. Safeguards Branch 79/01/24 

app 


7903120016 IE Insp Rept 70-1143/78-23 on 781204 Mo noncomp 1 lane e noted 
Major areas inspected safeguard cnntrols 

KUSIINER. U L I JOYNER. H Region 1. Philadelphia. Safeguards 

Branch 79/01 /.73 3pp 


7903130092 Forviai ds IE Insp Rept 70-1143/78-22 on 781227-26 No 
no.ncomp 1 lance noted 

NARTIN.W O Region 1. Philadelphia. Safeguards Branch 79/01/26 

app 


7903050490 Forwards requested addl info re response to Insp Rapt 
70-1113/78-21 Wishes to discuss matter in detail Attachments 
withheld Iref 10CFR2 7901 

KAPLAN. A L General Electric Co .Nuclear Enorgu Products Div 
79/01/16 Ip 


7903130099 IE Insp Rept 70-1 143/ /B-?a on 7B1227-2B Ho none omp 1 lance 
noted Major areas inspected nuclear matl control l< 
accounting Including verification of U Pu inventories 
DELLARATTA.A . COHFN. I . JOYMER. J H Region 1. Philadelphia. 

Safeguards Branch 79/01/29 3pp 


7903130402 Foruiards IE Insp Rept 70-1113/79-01 on 790115-13 Mo 
noncomp I lance noted 

KfXNA.W a Region 2. Atlanta. Safeguards Branch 79/02/15 Spp 

7903I204B6 IE Insp Rept 70-1113/79-01 on 790215 No honcampl lance noted 
Major areas inspected licensee action on previously 
Identified noncomp 1 i ance item N facility organl Ydti on 
TODD. O A ■ IflLLlAMB.G H Region 2. Atlanta. Safeguards Branch 

79/02/13 Ip 


7903130234 Ack lecoipt of IE Insp Rept 70 1113/79-02 on 790213 No 
proprietary info 

KAPLAN. A L General Electric Co .Nuclear Energy Products Div 
79/02/13 Ip 


7903130236 Fors.ards IE Insp Rept 70-1113/79-02 on 770113-18 No 
none oaip I lance noted 

KENMA. M 6 Region 2. Atlanta. Safeguards Branch 79/02/13 

Spp 


T903-130237 le Insp 70-1113/79-02 on 790119-18 No noncomp 1 iapee noted 
Major areas inspected verification of expat t shipment of 
SNM 

TODD. 0 A UILLIAHO.O H Region 2. Atlanta. Safeguards Branch, 

79/02/13 Spp 


7903140006 Forwards IE Insp Rept 70-1113/79-05 on 790203 
Ha nO'ncomp 1 1 anc e iietcd 

Q'ftEILLY.O P Region 2. Atlanta. Office of the Director 
79/02/21 3pp 


7903190318 Forwoids IF Insp Rept 70-1143/76-21 on 761218-80 No 
noncompliance noted 

HARTIK.W 0 Region 1. Philadelphia. Safeguards Branch 79/01/2? 

app 


7903170322 IE Insp Rept 70-1143/78-21 on 7B1218— 20 No none omp 1 lane e 
noted Major areas inspected licensee actions on previous 
insp find i ngs. measurement b statistical controls 
HOLOOV. D J . JOYNFR.j K Region 1. Philadelphia. Safeguards 

Branch 79/01/23 Ip 


7903020D3S Ack receipt of 790119 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1143/76-17 
MARTIM.WO Region 1. Philadelphia. Safeguards Branch 79/02/01 

ip 

7903020047 Responds to NRC 781218 Itr re violations noted In IE Insp 
Rept 70-1143/78-17 Ciorrsctive actions formally established 
required training i ecords.NRC-741 form reviewed t. completed 
nuclear matl transactions repts 

OOLLARD.W J Westinghouse Electric Corp 79/01/19 3pp 


7903020063 Notice of violation from. Insp on 781113-17 

s Region 1. Phi lad elph ia. Safeguards Branch 78/12/14 2pp 


7903020073 IE Insp Rept 70-1143/76-17 on 781113-17 Noncompliance noted 
failure to document training of accountability c 1 ert. fal lure 
to correctly complete Form NRC-741 receiving document, t. 
failure to audit certain matl control activities 

DELLARATTA.A . COHEN. I . JOVNFR. J H Region l> Philadelphia, 

Safeguards Branch 78/12/14 Ip 


7903140006 IE Imp Rept 70-1113/79-05 on 790205 No noncomp 1 iance noted 
Major areas inspected plant operation U c ircunis tanc es 
surrounding theft of 60 kg low enriched U 

UILLI/V18,0 H . GILLESPIE. F P . O'REILLY. J P Region 2. Atlanta, 
Office of the Director 79/02/21 2pp 


7903140503 Forwards IE Info Notice /9-02. “Attomped Extortion — Lou 
Enriched U '' 

GRIER. 0 H Region 1. Philadelphia. Office of the Director 

79/02/02 Ip 


7903150310 Ack receipt of IE Insp Rept 70-1113/79-01 on 790113-18. 
KAPLAN. A L Oenepal Electric Co 79/02/23. Ip 


790322008S Forwards addl Info re "Nucleai Criticality Safety Analyses" 
requested for application for renewal of License 6Nli-ll80 
DIPIAZ2A. R P Westinghouse Electric Corp 79/02/02 Ip 


79D3220DBB "Summary of Criticality Safety Analyses " 
* Westinghouse Electilc Corp 79/02/06 2ipp 

>iiaH ■..sx. 

KAPLAN. A L General Electric Co .Nuclear Energy Products Div 
79/02/27 7pp 


7903200186 Forwards response to NRC questions re 790109 eciiergancy plan 
for fuel fabrication plant in Ml lining ton. NC New emergency 
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DOCKET 70-1143 Plu torn tin Fuels Development Lab 


79a3SI0&4S Suninarg of 79020S nesting u/Uest t ngbouse in Silver bprlngi 
HD Dattells calculations used to justify mat permissible 
value Used In IScense Teneuel application for control of 
nuclear criticality safety 

9R0UME> Ini 0 Fuel Reprocess tt Recycle Branch 79/02/08 Ip 


7903300386 Forwards IE Insp Kept 70-1143/79-01 on 790103-11 
No noneonip 1 lance noted 

HARTlNiH G Region ti Philadelphia- Safeguards Dranch 79/02/14 

app 


790330035V IE tnsp Rept 70-H 43/79-01 on 790103-11 No noncomp Uance 
noted Major areas inspected physical protection prograiti 
ROQERS.H E . HCKEONMi L Region I, Philadelphia. Office of the 

Director DEVLIN. J U Region I. Philadelphia. Safeguards 

Branch 79/02/09 ip 


7903090060 Forwards IF Circular 79-03. "Inadequate Guard Training/ 
Qualification t< Falsified Training Records " 

ORlERi Q H Region !■ Philadelphia. Office of the Director 
79/02/23 I p 


7903220145 Ack roecipt of 790129 Itr iiifOMelng NHC of steps taken to 
correct violations noted in IE Insp Kept 70-1143/78-20 
SMITH. 6 K Region 4. Dallas. Fuel Facility b Materials Safety 

Branch 79/02/28 2pp 


7903220156 Responds to NRC 790118 Itr re violations noted In IE Intp 
Rept 70-1143/78-20 Corrective actions Issued instruction 
Itr an posting safety signs & instructed staff on 
requirements of thorium possession 

DDLLARDiU J Met t Inghouse Electric Carp 79/01/29 3pp 


7903220161 Forwards IE Insp Rept 70-1143/78-20 on 761213-15 It notice 
of violation 

SHITHiO H Region 1. Philadelphia. Fuel Facility U Materials 

Safety Branch 79/OI/lQ 2pp 


7903220163 Notice of violation from insp on 781213-15 

e Region 1. Philadelphia. Office of the Director 79/01/16 

app 


7903220I6B IE Insp Rept 70-1143/78-20 On 781213-13 None Qmp 1 lance noted 
failure to post safety sign, failure to fflalntaln inventory 
of U b unauthoriied possession of thorium 
ROTH. J Region it Philadelphia. Office of the Director 
CRQCKERiH U Region 1. Phlladetphla. Fuel Facility b Materials 

Safety Branch 79/01/16 lOpp 


DDCKET 70-1151 Uestinghouse Electric Corp 


7903220293 Act isceipt of 790223 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1151/79-01 
KENNAi U B Region ?. Atlanta. Safeguards Branch 79/03/07 Ip 


7903220296 Responds to NRC 790130 I ti re violations noted in IE Insp 
Rept 70-1151/79-01 Corrective actions withheld Iref 
10CFR2 790) 

GOODNIN.U L . U'AMORE. 11 Nestinghouse Electric Corp 79/02/23 
Ip 


7903280019 Clarifies position re implementation b reporting changes to 
approved fundamental nuclear matl conti ol plans Piovides 
guidance foi de tei mining if change would decrease program 
effectiveness Desci ihes applicable fees 

PARTLOU. J 0 Material Control Licensing Brancli 79/03/20 2pp 


DOCKET 70-1173 Mcrcy/iurst College 


7903270247 Ack leceipt of survey questionnaire re handling of matl 
under License SNM-1143 Mill investigate actions during 
subsequent Insp M/encI questionnaire 

HCCLINTQCK.H 0 Region 1. Philadelphia. Office of the Director 
79/01/25 3pp 


DOCKET 70-1193 Cimarron Facility 

7903210277 Ife Insp Rept 70-1193/1*9-01 on 790223-26 Noncomp 1 lane e noted 
security oiganiration b access coiitiols Details withheld 
iref 10CFR2 7901 

HADEDA. T.J . SCHEFFER. J C . HIND, J A Region 3. Chicago. 

Safeguards Dranch i /9/02/16 2pp 


7903270017 Forwards pi eduction procedure KM-NP-31-6, "Glove b Bag 
Changing." b updated sections of facility emergency manual 
re procedures to follow in event of accidental criticality 
SINKE.O J Ksrr-McGce Nuclear Corp (subs of Kerr-McOee Corp > 
79/02/09 I3pp 


79030B05I& Forwards IF Circular 79-03. " Inadequate Guard Training/ 
dual 1 f ic atl on b Falsified Training Records " 

O'REILLY. JP Region 2. Atlanta. Office of the Dirocbor 
79/02/23 Ip 


7903210266 Forwards IE Insp Rept 70-1 193/ /9-Oi on 790226 Notice of 
violation withheld (ref 10CFR2 /90) 

HINDiJ A Region 3. Chicago. Bafeguards Branch 79/0P/S6 2pp 


790322G1B2 Ack receipt of 790219 Itr traneral t ting security training b 
qualification plan.Ulll process plan as amend to License 
SNH-1120 Requests payment of major safeguards amend fee 
WEISS. D License Fee Management Branch 79/03/08 Ip 


7903280019 Clarifies position re imp lesionta t i on b reporting changes to 
approved fundamental nuclear matl control plans Provides 
guidance for detarminlng If change wauld decrease program 
effectiveness Describes applicable fees 

PARTLOWrJ.O Material Control Licensing Branch 79/03/20 2pp 


DOCKET 70-1193 Montclair htate College 


7903140361 H/regsird to questionnaire b examination of License BNM-l 130. 
there have been no individual radiation exposures beyond 
1 Iml ts. source is stored in socuie condition b Is used about 
once a month 

MCCLINTOCK.R 0 Region 1. Philadelphia. Office of the Director 
77/01/10 ip 


DOCKET 70-1201 (JF 6 Conversion Facility. Commercial Nuc Fuel Plant 


7903i2003() Forwards IF Insp Rapt 70-1201/79-04 No noncampl lane e noted 
KENNA.U B Region 2. Atlanta. Safeguards Branch 79/01/26 Bpp 


7903120052 IE Insp Rept 70-1201/79-04 on 790118-19 No noncompl iant« 
noted Major areas inspoctsd physical Inventory 

CLAY.E L I WILLIAMS. 0 K Region 2. Atlanta. Safeguards Branch 

79/01/26 2pp 


7903210073 Aesponds to /8I 108 request N forwards revised Measurement 
Control Plan Enel being withheld (ref 10CFR2 790) 

ZEFF.D W. Babcock b Wilcox Cg 79/01/31 2pp 


7903060716 Forwai ds effluent monitoring results fot July 1978 to Dee 
1978 Gives statistics on particulate gaseous effluents b 
liquid affluents 

ZEFF.D U Babcock b Ml I cox Co 79/02/02 2pp 


7903060709 Informs of amended License Conditions 4 6 b 6 2 b addition 
of nau Conditions 6 5 b 6 6 in response to 79010S Itr Amend 
covers bias valve calculation b limit of error correction 
Detailed info withheld (ref lOCFRP. 7901 

PARTLOW. J(? Material Control Licensing Branch 79/02/08 2pp 
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COCKET 70-1B01 UF 6 Conversion Fecilitiji Comnertiel Nuc Fuel Plant 


T9ilMfi5104 Forwards IF Insp Kept /0-1201 /79-05 on 790130-0202 
noncompl lani e noted 

fc!£NNAi W B Region 2i Atlanta- Safeguards Dranth 79/02/15 2pp 

7903260107 IE Insp Kept 70-1201/79-05 on 790130-0202 No non c omp 1 i anc e 
tiotieti Major areas inspected records t< repts 

I^ODCESi O V) • UILLIAMS-O H Region 2- Atlanta- Safeguards 

Branch 79/02/15 2pp 


7 9 0 3230031 Forwards IB Insp Rept /9-1201 /79-03 No none oitip 1 lane e noted 
ItENNA-U B Region 2- Atlanta. Safeguards llrancS 79/03/02 2p p 


790333OOAO l£ Insp Kept 70-1201/79-03 on 790123-23 No non c omp 1 i ant e 
rated Major areas inspected previouslg noted items- program 
for matl control t* accounting of special nuclear matl 
shipped ti received Details withheld (lef 10CFR2 790) 

JONES- D W • UltLIAMS. 0 H Region 3, Atlanta. Safeguards Branch 

79/03/02 Ip 


7903270415 Act leceipt of 790301 1 tr informing NRC of steps taken to. 
correct violatioT. noted in IE Insp Rept 70-1201/79—02 
SUTHERLAND- J T Region 2. Atlanta. Fuel Facllitg ti Materials 

Safetg Branch 79/03/13 Ip 


7903270424 Responds to NR/ 790216 1 re violation noted in. IE Inap 
Rept 70-1201/79-02 Coirective actions probe adjusted t< 
secured 

SILK.E J Dabcock Wllcoi Co . Nuclear Material Dlv 79/03/01 
3pp 


7903270427 Forwards IE Insp Reps 70-120 1 /79-0? on 790113-19 l< notice 
at vlalation 

SUTHERLAND- J T Region 2- Atlanta- Fuel Facllitg t< Materials 

Safety Branch 79/02/16 2pp 


7903270431 Notice of violation from Insp on 790115-19 

SUrHERLANO. J T Region 2. Atlanta. Fuel Facllitg Ec MateriaU 

Eafetv Branch 79/02/16 Ip 


7903270437 IE Insp Kept 70-1201/79-0? on 790216 None omp 1 i ance noted 
failure ta i sok i ne t ical Ig sample pelletiilng roc ire ula t ion 
sgsifallure to include one souice of airborne effluent in 
semiannual rept 

H1LL5AP-W J . OiasDN. A r Region 2, Atlanta, Fuel Facility t 

Msterlalis Safety Ilranch 79/02/16 Hpp 


7903280062 Clarifies position re imp lemon tat ion 6 reporting changes to 
approved fundamental nuclear matl control plans Provides 
guidance for determining If change would decrease pragram 
effectiveness Describes applicable fees 

PARTLDR, J C Material Control Licensing Branch 79/03/20 2pp 


COCAET 70-1220 Sonera! Electric Co /NFS-4 pkg 


790308059D Denies 780726 application for amend to License SNhl-i270 to 
permit OE to delegate certain surveillance t< acceptance 
activities re delivery of matl to carrier for transport 
CUNNINQKAH-R E Division of Fuel Cycle 6 Material Safety 
79/02/16 I p 


KJCKET 70-1224 Tel ef lex 


7903270315 Ack receipt of survey questionnaii a re handling of matl 
under t-lcense SNM~1164 Mill Investigate actions during 
subsequent insp M/entl questionnaire 

HCCLINTOCK. R 0 Region 1, Philadelphia, Office of the Director 
79/01/23 app 


DOCKET 70-1257 Mixed Oxide Fabrication Plant. Exxon Nuclear Co 


7903260281 Amend 16 to License SNM-1227 to include decommissioning plan 
it financial commitment 

CRDIf, H T Division of Fuel Cycle Material Safety 79/01/22 tp 


79032B0292 Reviews Exxon Nuclear Co 780615 amend application %t suppls 
transmitted by 701212 790109 Itrs Recommends amend to 

License &NI1-1227 be issued to incorporate decommissioning 
plan h fimenclal commilnient 

BTEVENBON, R L . CRON, W T Fuel Process t< Fab Branch 79/01/22 

Bpp 


7903080020 Forwards XN-NF-12, "Nuclear Matls Safeguards Procedures 
Description foi Fuels Fabrication Plants", Revi si on 8 End 
withheld (ref tOCFR2 790) 

MILSOK, R Exxon Nuclear Co - Inc I subs of Exxon Corp ) 79/01/30 

»P 
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7903220031 Forwards rept of plant discharges of If i< Pu-25 required by 
10CFR70 59 for period 7B0701 to 731231 

NECHCDQM- H S Exxon Nuclear Co . Irt (sobs of Exxon Corp 1 
79/02/05 Bpp 


790326D336 Amend 17 to License SNM-1227 to Include emergency plan 
CROW. W T Division of Fuel Cycle »< Material Safety 79/02/05 Ip 


7903270649 Reviews emergency p I an, XH-NF-38. Revl i ion 9, “Richland Fuel 
Fabrication Plan ta. Emergency Plan-Part tiSept 1970 *• Plan is 
acceptable h authorliing amend should be Issued 

BTEVENBON. R L Puel Process b Fab Branch 79/02/05 5pp 


7903140430 Forwards IF Insp Rept 70-1257/78-00 on 701205-08 No 
none omp 1 lance noted 

BDDKi H E Region S> San Francisco, Fuel Facility I, Materials 

Safety Branch 79/02/00 2 pp 


7903140441 IE Insp Rept 7O-1257/78-0B on 701205-03 No none omp 1 lance 
noted Major areas Inspected organ! lation, fac 11 1 ty changes 
b mod s, lilt ernal review b aud 1 1, cr 1 1 1 ca 1 1 1 y safety analyses 
b employee training 

COOLEY, W J - DODK.H E Region 5. San Franc iacoi Fuel Facility 4 

Materials Safety Branch 79/02/08 6pp 


7903150324 Ack receipt of 760605 revised me a suremeni control plan Finds 
stds verification (power of test) is inadequately described 
Forwards revision of Eectlons I 0 through 0 O to License 
BNM-1227 

PARTLOHi J D Material Control Licensing Branch 79/02/21 6pp 


7903220162 Act receipt of 790220 ItT transmitting security training 4 
qualification plan Will process plan as amend to License 
BNM''l227 Requests payment of major safeguards amend fee 
WEI 88. D License Fee Management Branch 79/03/00 Ip 


DOCKET 70-1306 Texas A b M Unlv 


7903190372 IE Insp Findings b Licensee Ack dtxt 790208 of License 
SNM-1457 Insp findings no noncamp I lance noted 

WILBORN.L Regipn 4, Dallas. Office of the Director 79/08/00 

ip 


DOCKET 70-1300 Morris Fuel Storage Expansion 


7903130040 Forwards matl in support of application for renewal of 
License 0NM-1265 for 20 yoars to rcc eivc, possess, store 4 
transfer irradiated fuel M/chsck for 432,000 fee b repts 
NEDD-8i326i HEDO-20776 4 NEDD-2a9691i2 

DAWSON, D h Oeneral Electric Co •Nuclear Energy Products Div 
79/02/27 4pp 


7903130043 "Consolidated Safety Analysis Rept, ", Volumes 1 b 2 b Appt 
0-1, B-2, 0-3. D -4, n-5. [1-6, B-7, 0-9, B-liOi 0-11, 0-12-13-13 4 0-14 
(siting studies) W/microflche 

s Saneral Electric Co .Nuclear Energy Products Div NEDO-21326 
79/01/31 SOOpp 


7903130051 “Spent Fuel Sve Operation OA Flan " 

ZAHN.L L Oeneral Electric Cx) , Nuclear Energy Products Div 
NEDD-20776 78/07/14 aopp 


7903130054 “Operating Experience Irraxllated Fuel Storage " 
EfiER.K J -general Electric Co -Nuclear Energy Products Div 
NEDD- 209691) 2 79/01/31 63pp 


7903190047 Forwards IE Insp Rept 70-1300/78-07 on 781204-06 4 11-12 No 
nancomp 1 ianc e noted 

DAVIS, A B Region 3. Chicago. Fuel Facility 4 Materials Safsty 

Branch 79/0* /14 


7903190051 I 
none ompl li 
organl 1st 
aud i ts> sa 
PECK, C C , 
Facility I 


7903280270 Fli 
NEDE-21B94, 
reissued 11 
decrease »f 
RDU8E, L C. 


7903E90146 Fo 
Withheld Cr 
DQWaON.D M 
79/02/15 
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DOCKET 70-130H Moi-Pls Fuel Storjgi? Eipan^ian 


DOCKETED SERIES 

DOCKET 70-1300 Morris Operations Spent Fuel Storage Factlitg 


7V030e02B4 Forwards IE Circular 79-03i “ Inadaqiiate Guard Training/ 
Qualification ii Falsified Training Records ” 

O'REILLY. J P Region S, Atlanta. Office of the Director 

7<?/oa/a3 tp 


7903B30S34 Forward* Revision A4 of NeOD-2t32i, "Consol 1 dated 3AR, Morris 
Operation." along tu/c onpar i son of draft ti finel versions of 
ravl « lonsi ui/nota tions re differsncas 
DAWSON. D H General El BC trie Co 79/02/23 45pp 


7903270637 Ack 701222 Itr transmitting dscanini sslon ing plan Forwards 
quettloni resulting from review 

RIPUBEi'L C Fuel Reprocess t. Recycle OrancH 79/03/01 3pp 


7903300S66 Forwards "Annual Rept 1977" suppartlng application for 
renewal of License eHf1-J265 

DAWSON. D M Oensral Electric Co .Nuclear En&rgv Products Div 
79/03/OB Xp 


7903300869 "Annual Rept 1977 " 

* Oeneral Electric Co .Nuclear Energy Products Dlv 77/12/31 
48pp 


7903220492 Forward* IE Insp Rept 70-1306/79-01 on 790226-20 Notice of 
Violation withheld from disclosure (ref 10CFR2 790) 

HIND. J A Region 3. Chicago. Safaguards Drench 79/03/14 2pp 


7903220486 IE Insp Rept 70-1300/79-01 on 790306-07 Noncomp 1 1 ance notei 
access control s> key E. loc 1 si comb tnati ons b detection aids 
Dxtalls withheld (ref I0CFR2 79D> 

CREED. J R , HOWELU.J C . NlND, J A Region 3. Chicago. 

SefeguardE Drench 79/03/14 Ip 


DOCKET 70~ia09 Morris Fuel Storage 


7903080204 Forward! IE Circular 79-03. "Inadequate Ouard Training/ 
Qualification & Falsified Training Records " 

O'REILLY. J A Region 2i Atlanta. Office of the Director 
79/08/23 I p 


DOCKET 70-1342 Cora torn! c 


7903060589 FoTuards "Seffllannua 1 Rept.Mar-Aug 1970." for CaratOMic C-IQO 
scries radioisotopic-powered cardiac pacer clinical Implant 
program 

PURDY. DL Coratomlc. Inc 79/01/23 Ip 


7903060807 “Boralannual Rept.Mar-Aug 1978." for Coratomle C-100 serie! 
ra ill olio topic -powered cardiac pacer clinical implant program 
for BNM-I3i9 

* Coratomle. Inc 79/01/23 BQfp 


DOCKET 70-1349 Hospital Pavla SA 


7903060875 Responds to NRC 791103 Itr re violations noted In Intp of 
Licensa BNM-1372 Corrective actions all physicians advised 
that written rept must ba filed rt death of pacemaker 
patient within 24-h' of occurrence 
PAVIA. MJ Hospital Pavla 79/01/08 Ip 


7903060S7S DIccMsses insp of activities under License 8NH-1372 L 
forward* nottes of violation 

SUTHERLAND. J T. Region 2. Atlanta. Fuel Facility L Materials 
Safety Branch. 70/11/03 2pp 


790306Q98I Notice of violation from Imp O'n 780927-29, Hone cm p lienee 
noted* fa 1 lure to notify NRC of death of pacemaker bearer 
within 24-h of death 

• Region 2. Atlanta. Fuel Facility b Materials Safety Branch 
78/11/03 ip. 


7903060S66 Ack receipt of 790108 Itr informing NRC of steps taken to 
correct violations noted during Insp of License 3NM-t372 
SUTHEHLAND.U T. Region 8. Atlanto. Fuel Facility b Matarials 
Befety Branch 79/01/19 Ip 


DOCKET 70-t3S9 IBT Corp 


7903090890 In response to FQIA 770906 request for documents, info has 
been placed in Region MI files 

FELTON. J M Division of Rules and Records 79/01/30 3pp 


DOCKET 70-1430 Oklahoma 


7903260360 Discusses IE Insp of Licaiise SNM-1367 on 790131 6 forwards 
notice of violation 

DAVIS. A 0 Region 3. Chicago. Fuel Facility b Materinis Safety 

Branch 79/02/07 2pp 


79038603B3 Notice of violation fi cm insp on 790131 None omp I lane* noted 
appropriate rept not made aftci death of pacemaker patient b 
loss of contact u/other pacemaker patient 

* Region 3. Chicago. Office of the Director 79/02/07 Ip 


DOCKET 70-1432 Recycle Fuels Plant 


7903060S7I Forwards IF Info Notice 79-02. "Attempted E»tortloTi--LoLi 
Enriched U " 

O'REILLV.U P Region 2. Atlanta. Office of the Director 
79/02/02 3pp 


DOCKET 70-1621 Conover b Associates 


7903210179 Forwards Endorsements 31 b 32 to ANI Policy NP-226 b 
Endorsements 26 b 27 to MAELU Policy MF-B7 

BARNETT. J E Conover b Associates. Inc Insurance 79/03/14 Spp 


DOCKET 70-1717 Norwalk Hosp NO 


7903200037 Ack receipt of 790130 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-1717/76-01 
MCCLINTOCK.R 0 Region 1. Philadelphia. Office of the Director 
79/02/OB Ip 


7903200048 Responds to NRC 7901 IS Itr re violation noted in IE Insp 
Rept 70-1717/70-01 Corrective actions charts on patients in 
whom pacemakers were implanted will remain in Cardiology 
Oept b will be updated 

ORADY. N A Norwalk Hosp 79/01/30 2pp 


7903200088 Forwards IE Insp Rept 70-1717/76-01 on 781226 b natlc* of 
violation 

MCCLINTOCK. R D Region 1. Pbl ladclph la. Office of the Director 
79/01/15 2pp 


7903200089 Notice of violation from insp on 7B122B Noncomp 1 1 anc a noted 
hospital files did not contain required Info for pacemaker 
patients 

« Region 1. Philadelphia. Office of the DirectO'r 79/01/19 

Ip 


DOCKET 70-172? Fuel Rac b 8tor Sto . Allied Chem Corp 


7903090016 Requests receipt of all documents re possibility that 
facility night be considered an away-fron-reactor storage 
facility for conmerclal nuclear waste Points out group's 
statu* as a qualified party to proceeding 
THOMAS. R 8 Environmentalists. Inc 79/02/Ql ip 


7903160270 Responds to 790201 Itr re use of facility as away-from- 
reactor storage facility for commercial nuclear waste 
No info available to forward 

ENOELHARDT. T. F Deputy Executive Logoi Director 79/02/21 Ip 


7903190346 Responds to 790201 Itr No documents exist on uso of Darnwel) 
for storage of commerlcal nuclear waste. Mill notify of 
meatings on subj 

ENOELHARDT. T F Deputy Exieutive Legal Director 79/03/21. ip 


7903190349 Requests info re use of Barnwell as away-from-r eaetor 
storage facility for commerlcal nuclear waste Informs of 
intent to continue as active party in procoeding 
THOHAB. R S Affiliation Unknown 79/02/0t Ip 


7903260191 Informs of forthcoming move te'nssi facllitlas Requests 
attention of License SNK-1408 until 800331 N/che«h for 
*190 fee 

HERTZ. R.L IRT Corp 79/08/06 Ip 
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COCiUEl 70-jai6 Cordis Corp 


79’03O50424 IE Il>sp Findlnpt l» Atk dtd 790117 of License 3(SMM-771 Insn 
findings no noncompliaiice items 

HOODRUFFi R L Repion 2. Atlente. Office of the Director 

79/01/17 Ip 


DOCI*ET 70—5141 The Rutland Hosp 


7903270211 Discusses IE tnsp 30-7587/79-01 It 70-2141/79-01 OH 790117 No 
moncoaipl iarice noted Hajnr areas inspected radiation safety tt 
future use of nuclear pacemakers 

tUCCLttlTacK. R O Region !■ Ph i lade Iph la> Office of the Director 
79/01/29 2pp 


OQCPET 70-2199 Vet Admin Hosp WA 


7903270219 Summariies IE Insp 30-123/79-01.30-1314/79-01 U 7'0-2199/01 
■on 790111-12 Majoi ai eas inspected radiation safety f< 
compliance w/NHC rules t/ regulations 

nCCLiriTacK. R O Region 1. Philadelphia. Office of the Director 
79/01/24 2pp 


KKRET 70-2219 E»*on Nuclear Co 


790'3270O9a Forwards application foi special nuclear matl license for 
proposed eiper imantal test facility (ETF) . cun ont list of 
company officers 1. descriptive matl assessing environ 
effects of evolving ETP design 1. location 

NILSON.R Exxon Nuclear Co . Inc (subs of Exxon Corp ) 79/02/2h 

lIPP 


7903270103 Application for special nuclear matl license to receive, 
possess *< convert U enriched in U-235 in experimental tost 
facility (E7F1 for analytic purposes, instrument calibr li 
wavelength std 

• Exxon Nuclear Co . Inc (subs of Exxon Corp > XN-EL-B9 
79/02/2B 300pp 


7903300339 Ack receipt of 790226 submittal for updating 1976 
app 1 i ca 1 1 on. for special nuclear matl license No addl Pee 
regul red 

UEISS. D License Fee Kanagement Branch 79/03/lS Ip 


DOCKET 70—2223 Goddard Hemorlal Kosp 


7903190072 Sunmariies IE Insp 70-2223/78-01 on 701221 of activities 
authorired by Licenses 20-09496-01 & 9NM-1621 No 
noncomp 1 1 ancc noted 

HCCLIHTQCK.# R O Region 1. Philadelphia. Office of the Director 
79/01/10 2pp 


DOCKEP 70-2243 New Jersey Institute of Technology 


7903230274 Ack receipt of completod survey questionnaire on 790209 
Will Investigate actions during subsequent program insp 
W/questionnaire end 

tiCCLINTOCK. R O Region 1. Philadelphia. Office of the Director 
79/02/16 Opp 


DOCKET 70—2323 Westinghouse Blsctrlc Corp 


790312017B Executive Branch position re Ueetinghouse application for 
aaend of license to Increase authoriied matl by 883 kg U-233 
for export to Esil tierland License should bo granted Ltrs of 
assurance end 

mSENZO.I. V state. Dept of 79/02/23 4pp 


DOCKET 70-2S55 Exxon Nuclear Co 


7903140643 Forwards IE Insp Bepts 70-2533/79-01 «> 70-2014/79-01 on 
790113 Mo nonCDinp 1 ianc e noted Repts withheld 
fref iOCFR2 790) 

NOADERHAUOt L 8 Region 5. Ban Franciseo. Safeguards Branch 

79/02 /OB 2pp 


C(3CKET 70-2602 Reactor Experiments 


7903190344 Requests lalthdrawal of application X8NM-1140 for export to 
Pakistan 

HEIMAMa D Reactor Experimentsi Inc 79/02/14 ip 


DOCKET 70-2609 Commonweal it Edison Co 


7903260278 Par application dtd 7901 19, Lie ense SNH-IB02 is amended to 
read "a. 000 kg of U-235 at a max enrichment of 3 IX “ All 
other conditions remain the same 

CROU.U T Division of Fuel Cycle tk Material Safety 79/01/23 IP 


79032B01B9 Recommends license amend requested by Commonueal th EdteOM Co 
be issued Amend increases max allowable cnTlchment to 3 154. 

DELANEY.dC . CROH. W T Fuel Process t. Fab Branch 79/01/&2 

•p 


DOCKET 70—2623 McOoire Spent Fuel Pool 


7903060166 Advisee of plans to apply for amend to license & ravl-elffn o.f 
Tech Specs to permit high density reracling of spent fuel 
pool for increased storage 

PORTER. W L Duka Power Co 79/01/23 4pp 


7903060600 NRDC request, due to complexity of issue, for eitoTialon of 
time to appeal 790109 order denying intervention Desires 21 
days from ASLB ruling on objections or 10 days from separate 
ruling Certificate of Bve end 

RDISHAN. A Z Natural Resources Defense Council 79/01/29 7pp 


7903030411 Notifies of withdrawal from active intervention F4aq,ifastn 
removal front sve list except for notice of time Ik place for 
hearings Sc permissien to make limited appearances 
Certificate of Sve and 

QLDCH. J Safe Energy Alliance 79/01/30 2pp 


7903050114 Forwards transmittal mimo for SAND77-1927i “Tra nap or fc of 
Radionuclides in Urban Environs Uorking Draft Assessmeist. 

HQEFLIMG, RK Branch 4 79/02/02 4pp 


7903060364 Errata sheet re amend of matl license for spent fuel 
storage 

RDUSEtL C Fuel Reprocess it Recycle Branch. 79/02/02 Spp 


7903030422 Grants applicant's 79-0126 motion of extension uirtll 790312 
ulthln which to file btlef in opposition to appeal it brief 
of Intervener. NC PIRO 

CMILK. B J Office of the Secretary of the Commission 79/02/03 

Ip 


7903060667 Responds to NRDC motion for extension of time to Appeal 
ASLB's 790109 suppl order 6 objections to applicant's 
response Supports NBDC motion h objects to applicant's 
argument as legally incorrect Certificate of 8vc one 1 
KETCHEN, E G Branch 4 79/02/05 Bpp 


7903020420 Orders appointment of ASLAO for proceedings re matle Itcanea 
amend 

CHILK. S J Office of the Stcretarq of the Commission 79/02/06. 

Ip, 


7903060714 Responds to NRDC'i request for extension of time to ftle an 
appeal from 790109 order denying Intervention S< subsequent 
order rejecting NROC's objections Opposes extended dalayi. 
finds one week exte-nslon appropriate W/Certlf icate of Sve 
KETCHEN, £ Branch 4 79/02/06 Spp 


7903030608 Presents draft order delegating Commission's r-avleu 
authority & functions in spent fuel transfer proc eeding r f q-t 
epproval M/draft order 

FITZGERALD. J A Office of the General Counsel BECY-A— 79-9, 
79/01/aa 4pp 


7903070423 Opposes NRDC request for extension of time in ultich to file 
appeal Intervenor has had sufficient tlmeiDuke Power Co 
desires timely disposition of its application Certificate of 
8vc end 

MCOARRY, J H Duke Power Co 79/02/07 7pp 


7903140681 Objection to intervenor Carolina Environ Study Oroup's 
discovery requests 6 motion for protective order Urgea 
denial of 701218 request Items 44A, 4SA, 46A 8 64A as 
irrelevant to contentions 

PORTER. W L Duke Power Co 79/02/09. 2pp 


7903070371 Responds to 790127 appeal «i brief of Davidson ch«pt«r of 
NC PIRO. Urges denial of appeal due to wntlmeUnass of 
petition* lack -of merltorioui contention tc no grounds for 
discretionary Intervention Certificate of 8vc end 
MCOARRV, J M Duke Power Co 79/02/12, I6pp 


7903020200 Reverses 790109 decision i< allows NRDC to Intarven* tn 
procaedl-ng on discretionary basis, per 790212 stipulation op 
parties. 

DUFLO, M E Atomic Safety and Licensing Appeal Panel. 79/058/13. 



DOCKETED SERIES 


DQCKBT 70‘~3623 tIcGuirc Spt^rit Fuefl Pool 


7903030203 Stipulation of parties uii t hdrauinj opposition to NRCC's 
descrationarij intervention 

ROISMANiA Z Natural Resources Defense Council HOEFLlNBtR R 
Branch 4 UNDTTSi J D Duke Pouier Co 79/03/12 4pp 


7903060346 ForuariJs errata sheet raodlfging portions of SER 6 ElA 
HOEFLINOiR K Branch 4 79/03/13 3pp 


>903130447 Confirms 790314 telcon informing that delayeil NRC responses 
to interrosatories ui 1 1 be served bg 790313 
HaEFLINS. R K Branch 4 79/03/14 ip 


7903190134 Suggests that A5LB rule on disputed contentions & after 
discovery periodihold prehearing conference to finaliie 
schedule for motions* testimony 4< commencement of hearing 
Certificate of Svc end 

HOEFt-INOfR K Branch 4 79/03/14 4pp 


7903160394 Ronuests reinstatement to active intervention status 
Cortlflcate of 3vc end 

DEUKiD FI Safe Energy Alliance 79/02/15 3pp 


7903190137 Responds to Carolina Environ Study Oroup 770131 
Interrogatories 106-iOS H/encl correspondence 

BPITALNYtB 8 Fuel Process «* Fab Branch 79/02/13 I5pp 


7903000048 Notifies of ASLD conference u/NRDC* NRC 6 applicant in 
Beth esda* HDi on 790313 to consider NRDC contentions (• rule 
on admissib i 1 1 tyj reguests expedited exchange of pleadings (< 
responses 

MlLLERrh E Atomic Safety and Licensing Board Panel 79/08/16 
3pp 


79032003S3 Responds to applicant's objection tc notion for protective 
order Urges that iiuestions are relevant to matters of 
Inquiry. Cert 1 fi cate nf 9vc end 
BLUM. 8 Blum U Shelley 79/02/16 3pp 


7903160163 Moves that ASLAB receive late NRC response to NC PIRO appeal 
of suppl order dtd 790109 Delay due ta unexpected dosing of 
federal offices 

KETCHENiE 0 Branch 4 79/03/SS 3pp 


7903160168 In response to NC PIRO'B appeal of denial of intervention* 
urges that denial uias correct* es petition uas untimely h 
proper contention uas not presented Certificate of Svc end 
KETCHEN. E. 0 Branch 4 79/03/83 36pp 


7903000196 Rules gn discovery* contentions t* scheduling Admits certain 
contentions tc directs parties to proceed u/discovery b 
preparation for hearinge 

MILLER* M E Atomic Safety and Licensing Board Panel 79/03/33 
7pp 


7903090135 ALAD-52S. reversi ng t< remanding A8LD 790109 order re denial 
of intsrvtntlon to Davidson chapter of NC PIRO Orders that 
Davidson's part 1 clpat 1 an be coniolidated u/intervenor 
Carolina Action 

OUFLO* H. E Atomic Safety and Licensing Appeal Panel 79/03/86. 
llpp 


7903130303 Orants intervention to Davidson chapter of NC PIRO per 
A8LAB-*S80 7908S6 Contention held admissible i participation 
is canioltdated u/lntervenor Carolina Action Directs PIRO to 
verify status of its representative 

HILLER. H.E Atomic Safety end Licensing Board Panel 79/03/27 
SPP 


7903810841 Responds to Carolina Environ Study Croup ''s 790204 
Interrogatory 116 did 790804 
KETCHENiE 0. Branch 4 79/02/87 5pp 


7903830310 Foruards Oeonee-McQulre EIA N/o and 
HOEFUNO. R.W Branch 4 79/02/26. ip, 


7903070833 In response to NRC 790206 riquett* foruards spent fuel cask 
drop analysis of NBF-d truck-type cask Examines three 
possible cases of dropping or tipping 
PARKER. N D Duke Power Co 79/03/08 7pp 


79O380O&B1 Requests recommendations in writing re schedule for 
completion of all prehearing actions for amind to 6NN-I773 
HILLER. M E Atomic Safety and Llcanslng Board Panel 79/03/06 Ip. 


7903800312 Requests notification of decision reached by NRC re pending 
appeal for shutdown of units due to safety factors 
DERRICK.D House of Rep 79/03/06 ip 


7903230070 Admits Contentions 1-6 submitted by NRDC Contentions concern* 
storage of spent fuel* federal involvement* a Iternat ives to 
proposed action tt shipment of spent fuel 

MILLER* M E Atomic Safety and Licensing Board Panel 79/03/16 
4pp 


7903290181 Interrogatories submitted to Carolina Action it request for 
production of documents Certificate of Svc enc i 
fiCOARRY* J H Duke Power Co 79/03/16 33pp 


7903200530 Transcript of 790313 meeting in Dethesda.MD Pp t-166 
MILLERiM I < I DEOKEi E A Atomic Safety and Licensing Board Panel 
79/03/13 166pp 


DOCKET 70-2639 Massac huse tt s. Onlv of 


7903050515 Discuosos 7B1130 Insp of activities undei license SNM-1763 
Confirms iriactlve status of license No noneomp 1 lance noted 
MCCLINTOCK. R 0 Region 1* Philadelphia, Office of the Director 
7S/I3/14 Ip 


DOCKET 70-3693 State 


7903140113 Application by OE for license to export 7,691 kg U-235 tg 
Mexico 

WILSON, D D Oeneral Electric Co 77/00/31 ip 


DOCKET 70-2705 3t Francis Medical Center Hosp 


7903190034 IE Insp Findings h Licensee Ac k dtd 790207 of License 
BNM-i774 Insp findings no noncomp 1 lance noted 

BUROlNi R E Region 3* Chicago* Office of the Director 79/02/07 
1? 


DOCKET 70-271B Virginia Electric Power Co 


7903300523 Recommends extending expiration date of License SHM-lQOt to 
791201* per util request 

DELANEY* ij C Fuel Process it Fab Branch 79/02/26 3pp 


7903300360 Amends License ENM-1001 changing expiration date to 790120 
or upon conversion of const permit CPPR-78 to operating 
license, in response to 790131 Itr 

CRDM.M T Fuel Process h Fab Draneh 79/08/27 tp 


7903360362 Forwards check for eiOO to extend Indemnity Agreement 
through 800221 

8TALLIN0B.C M Virginia Electric h Power Co 79/03/2D Ip 


DOCKET 70-3786 General Electric Co 


7903090110 Amend 1 to import 1 i cense, ex tending date of expiration from 
790401 to 820401 for Import of 140 kg low enriched V from 
France, 

OPLINOER.O 0 Commission 79/02/16 ip 


DaCKET 70-373B Ed I ou International Co 


790327'<H97 Urges curtailment of shipment of degraded or failed spent 
fuel into US from India's Tarapur reactor 
LEW 1 6* K Affi nation Unknown 77/03/16 ip 


DOCKET 70-2614 Exxon Nuclear Co 


7903140643 Forwards IE insp Repts 70-8555/79-01 & 70-3014/79-01 an 
790115 No noncompUance noted Repts withheld 
<r«f lOCFftS 7901 

NOflDERHAUO*L R Region 5, San Frenelsco* Safeguards Branch 

79/02/08 Spp 
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DOCKETED SERIES 


COCKET 70-S83O Durnham Citg Hosp CH 


7'7O3SO0454 )E Insp Findings !< Licenses Ack dtd 790280 af License 
Insp findings no items of noncomp i lance noted 
BURCINpf) e Region 3, Chicago. Office of the Dinector 79/0S/8D 

11 > 


C<Klr'ET 70-2830 Cincinnati Das !. Electric Co 


7903200483 Requests amend to Ma t I /Dgproduc t License SNM-I8S3 
«uthi>rlting possession t. use of one Po-Do neutron source 
FUfNUi J D Cincinnati Gas ^ Electric Co 79/02/02 2pp 


DGCI'Er 70-2082 Bouthem California Edison Co 


7900270186 Util applging for SNM License Enel copies of application 
ICncI not attached ) 

ORAKE. O H Southern California Edison Co 78/07/31 Ip 


DOCKET 70-2881 Commonuiea 1 th Edison 


79O’32&0372 Amend I to License BNM-i833 license will read "3.000 kg of 
Lf-205 at mai enrichment of 3 IVt " 

C80U.U T Division of Fuel Cycle t. Material Safetij 79/01/22 Ip 


7903SB0I94 Recommends license amend requested by Comma noiea 1 th Edison Co 
In Issued Amend increases mas allowable enrichment to 3 IX 
DELAKEy. J C . CROW, M T Fuel Process & Fab Dranch 79/01/23 


tXJCAET 70-2901 Southern California Edison Co 


79'03270186 Foruiards application for SNM license U/o encl 
CRAKE. J H Southern California Edison Co 78/07/31 tp 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0003 Eicon Nuclear Co . Inc 


7903270I4& Forwards Revision 1 to XN-Nf-439, "QA Propraai for Nuclear 
Fuels Dept Shipping Coiitainers. " updating organl i at 1 ana 1 
titles tf responsibilities 

MILSON.R Elion Nuclear Co ■ Inc (subs of Eicon Carp 1 79/03/06 

3pp 


f903270l4a "OA Program For Nuclear Fuels Dept Shipping Containers 
♦ Elion Nucleor Co . Inc (subs of Eicon Corp ) XN-NF— 439 
79/03/01 36pp 


DOCKET 71-0036 ITT Onnnell Corp 


790'3300502 Forwards request for addl info to complete review of OA 
program 

HACDOMALD. C E Transportation Branch 79/03/2L 2pp 


DOCKET 71-0-090 Cambustion Engineering Co , Inc 


7903300037 In order to approve QA pregrami requests statements that 
qval i ty— r eia ted activities uil] be performed u/spacifled 
equipment 6 under suitable environ conditions Requests 
statement that records are identifiable ti retrievable 
MACDONALD. C E Transportation Branch 79/03/13 Spp 


DOCKET 71-0208 Pacific Gas «. Electric Co 


7903260111 Requests reference of specific docketed info which describes 
Unit 3 o-perattonal QA program 

HACDON AUD. C E Transportation Branch 79/03/13 Ip 


DOCKET 71-0210 Oulf Oil Corp 


7903030OS7 Responds to 781213 Itr following 781207 submittal of OA 
program u-nder protest Protest comments will be considered 
in connection w/NRC action on petition for rulemaking N/ 
correspo-ndence b QA program 

jiACDONALB. C E Transportation Branch 79/01/09 Ip 


DOCKET 71-02 1 1 Boston Edison Co 


7903290173 Forwards QA program approval for radioactive matl packages 
MACOONAUDi C E Transportation Branch 79/03/21 2pp 


DOCKET 71-0264 Automaton Indus ■ Itic 


7903080037 Forwards "QA pr-ogram" for facility 

SANTORO, H P Automation Industries. Inc 78/12/27 ip 


7903080046 “QA Program" for License 37-00611-09 

SANTORO. 11 p Automation Industries, Inc 78/12/19 17pp 


DOCKET 71-0269 Navy, Dept of 


7903090017 Forwards QA plan for US8 Sperry 

JOHANNEeHEYERrC Navy, Dept of 78/18/29 Ip 


7903090019 QA plan for packaging of radioactive matl for US8 Sperry 
UlLLia.O L Navy. Dept- of 78/13/29 lOpp 


DOCKET 71—0266 Duke Power Cq 


7903870539 Informs of licensee compliance w/OA requirements -of 10CFR71 
r« transport packages Program is applicable to activities 
at present d. future facilities 
PARKER. M 0 Duka Power Co 79/01/11 3pp 


DOCKET 71-0267 Army. Dept of 


7903090022 Hevieu shipments of specifically licensed matl do not exceed 
quantities of type 'A" matts as defined in 10CFR71 4<gi. 

71 1 4. 71.7<b> No plans to establish QA program 
FAROLA.M P Army. Dept of 79/01/13 Ip 


DOCKET 71-0268 Navy, Dept of 


7903080052 Forwards USS Orton QA program for radioactive eiatl shipping 
packages in fulfillment of License 31-18096-01 Excerpts from 
Orion's adninstr atlve controls ti piotection procedures encl. 
SKOROPSKI.S S Navy. Dept of 79/01/16 SOpp 


DOCKET 71—0269 Lehigh Testing La-boretorivs. Inc 


7903140641 “QA Program for Transporting Packages of Radioactive Matl as 
Required by 10CFR71 51." Revision A Program to be used for 
training, not for design h fabrication of shipping packages 
• Lehigh Testing Laboratories. Inc 79/01/02 9pp. 


DOCKET 71-0870 Factory Mutual Engineering Corp 


7903190062 Forwards draft QA program fo-r transportation packaging 
LAURENCE. R D . RICHARDSON, C A Factory Mutual Research Corp 
79/01/25 4pp 


DOCKET 71-0871 Ridlhalgh, Eggers b Assqclatee 


7903190079 Forwards QA program pap iOCFR71 

RIDIHALCH, JL Rldihalgh. Eggers fa Associates. 79/01/29 tp 


7903190086 QA program per 10CFR71 

« Ridlhalgh, Eggers fa Associates 78/12/19 ISpp, 


DOCKET 71-0272 Crone Co 


7903140644 Submits QA program fa organ! lational structure for connient 
ECKERT. 0 W Crane Co 79/02/08 Spp 


DOCKET 71-0273 Navy. Dept at 


7903J30122 Forwards VSS H/W Qtlmors plan for handling fa audit of 
shipping containers Requests continued authority to ship 
radioactive source matl In container Models 416> 4 1026. 43868. 
fa 50OSU 

ALLEN, J E Navy. Dept of 79/02/03 55pp 
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2B2 DOCKETED SERIES 


DCJCKET 71-0274 Navg<D«pt of 

7903190359 Fopoiards QA progr-am for use of shipping tontalnfrsi 
racomniandi'ng approval 

COUUIERtB H Navgi Dept of 79/02/12 Ip 

7903190361 OA prograia for osa of shipping containon for radioactive 
sources in special form 

FDRSVTHi J P Mavgi Dept of 79/01/05 I4pp 


DOCKET 71-3532 Model Oas Cylinder Fire Impact Shield. Energy. Dept of 


7903210227 Forwards OfiNL/BNO/TM-S. "SAR for Packaging OHNL Gas-Cy Under 
ti Impact Shield.'* field ofc evaluation. t< certificate of 
comp itanc e 

BBDBST, H A Energy. Dept of 70/07/31 Ip 


7903210235 Certificate of compliance for model gas cylinder fire impact 
shield 

TRAVIS. U H Energy. Dept of 70/06/28 8pp 


DOCKET 71-0275 Duquosne Light 


7903210001 Forwards "Solid Radioactive Waste Packaging QA Program " 
DUNN. C N Deque site Light Co 79/02/23 Ip 


7903210004 "Solid Rad lose live Wasta Packaging QA Program 
* Duquetna Light Co 79/02/23 3App 


DOCKET 71-0276 Navy. Dap t of 


7903300170 Submarlna Basa Instruction 9090 1 “OA Requirements for 
Transportation Packaging" to establish requirements for 
Matl/Syproduct License 93-10226-01 
MATHI8.HL Novy. Dept of 79/02/14 Spp 


DOCKET 71-0277 AUIbi} Chemical Corp 


7903270117 Forwards OA program covering cylinders for transport of U 
hciaf lourl de for License SUa-S26 

THOKASidH Allied Chemical Corp 79/02/lS 2pp 


7903270119 DA program for d eslgn. fabr 1 cation, a ssembly. test Ing. insp. use 
E naint of vessels used for storage tt shipment of U 
haiaflourida 

s Allied Chemical Corp 70/12/01. 60pp 


7903210240 "SAR for Packaging ORNL Gas-Cylinder Fire 5 Impact Shield * 
EVANS.d H . LEVINE. 0 L . EVER SOLE. R E Oak Ridge National 
Laboratory tRNU/EHO/TM-5 77/10/31 126pp 


SOCKET 7I-S39S Model LM1 ORNL Uranium Shielded Cask. Energy. Dept of 


7903220012 Forualds Certificate of Compliance SS95> SAR for packaging 6 
field ofc evaluation 

8RDBST, W A Energy, Dept of 78/08/03 Ip 


7903220024 Certificate of Compliance 5695 for Dak Ridge lab models L i 
H packaging DOE review of rept ORNL/Eng/TK-d concludes 
rcqirirements have been met 

TRAVIS. HH Energy. Dept of 7B/04/2B lOpp 


7903220030 "SAR for Packaging ORNL U-Shlelded Shipping Cask " 
SOULET. J A . EVANS. J H . CHIPLEV. K K Oak Ridge National 
Laboratory ORNL/ENO/TM-d 77/11/30 I76pp Available at NT IS 


7903090029 Responds to 7B0813 request for review of Models L ti H ORNL 
U-sbielded shipping casks. 6 forwards request for addl info 
needed to complete review 

MACDONALD. C E Transportation Branch 79/01/24 2pp 


POCKET 71-5597 Model Tungsten Shielded Cask. Energy. Dept of 


DOCKET 71-0361 Model PAT-1. Ramsay Engineering Co 


7903220491 Raquasts registration of listed organi latlons as users of 
PAT-1 plutonium shipping package 
PATTERSON. D E Energy. Dapt of 79/03/06 Ip 


POCKET 71-49B6 Model RA-2. Ciion Nuclear Co .Inc 


7903190097 ftsquasts revision of Cartlficate of Compliance 49B6 for RA 
lertas shipping packages U/19 ovorstic drawings b chock for 
rtquired licensing fee 

KAPLAN. A L. General Electric Co .Nuclear Energy Products Dlv 
79/01/05 34PP. 


79031S0239 Ack receipt of 790105 Itr requesting amend to Certificate of 
Compliance 4906 u/amend fee 

CABELL. A 6 License Fed Management Branch 79/01/26 ip 


7903070S4B In rasponsa 780930 Itr requesting revision of Certificate 
af Compliance 49B6. subs equantly' issued 700807. requests add! 
fee payment based on error in classifying amend fee 
CABELL. AS Office of Administration 79/01/29 2pp 


7903260030 Requests registration as user of Models RA-i. RA-2r RA-3 b 
RJ-4 packaging 

FITZSIMMONS. T R Energy. Dapt of 79/03/00 Ip 


7903300275 Forwards ORML/ENO/TM-3. "SAR for Packaging ORNL Tungsten 
Shielded Cask." field ofc evaluation b certificate of 
comp 1 lance 

BRDBST. M A Energy. Dept of 78/07/31 Ip 


7903300288 Certificate of Compliance for ORNL tungsten-shielded Cast 
TRAVIS. U H Commission 77/04/18 Spp 


7903300299 “SAB fop Packaging ORNL Tungsten-Shielded Cask " 

EVANS. J H . LEVINE. 0 L . JUST.R A Dak Ridge National Laboratory 
ORNL/ENO/TM-3 77/10/31 lOOpp Available at NTIS 


POCKET 71-5009 Model Atcor VNDD Cask. Atcor. Inc 


79032000B1 Bequests administrative change to Certificate of Compliance 
9805 Revision 7 to reflect updates of drawings Mod-i39-I 
Revision 0.0999-0-03 Revision 0 b 0999-D-07 Revision 
Oversized drawings end 

REVOLDB.L E Chem-Nudear Systems, Inc 79/01/24 Ip 


790316002S Notification of registration as user of Models »C-4a-220. 
Vandenbupgh.Ll.-28-4.Pfl-l b AL3390 in response to 790U9 
request 

MACDONALD. 0 E Transportation Branch 79/03/07 Ip 


DOCKET 71-5907 Model ORNL In-Pile Capsule, Energy, Dep t. of 


DOCKET 71-S026 Modal BC-4S-220. Atcor. Inc 


7903160025 Notification of registration as user of Models DC~48-220. 
Vandanburghr LL-SS-4, PB-1 b AL3390 in response to 790119 
request 

MACDONALD. C E Transportation Branch 79/03/07 Ip 


DOCKET 71-5450 Model RCC-1. -2. -3, ^West Inghouse Electric Corp 


7903150236 Requests revision of Ckrtlficatn of Cemplience S4S0 to 
include ffCC-4 shipping package as described In end 
addendum 

OIPIAZZA.R P Mestlnghouse Electric Corp 79/02/19 4pp 


7903300493 Forwards Certificate of Compliance 5907. SAR for packaging, 
b field ofc evaluation 

DR0D8T. U A Energy. Dept of 78/07/31 Ip 


7903300300 Certificate of Compliance 3907 for ORNL In-pite capsule 
shipping cask 

TRAVIS, W H Energy. Dept of 78/05/02 2pp 


7903300305 "SAB for Packaging ORNI In-Pile Capsule Shipping Cask 
EVANS. vl K . CHIPLEV. K K , HAYNIE. C D Oak Ridge National 
Laboratory H-740S-EN0-26 ORNL/ENO/TM-IO 77/11/30 SOSpp 


DOCKETED SERIES 263 


COCHtET 71-59 li Model ?S0J» Monsanto Research Corp 


7i'&33e033l foTUsrds Ceitlficate of Compliance S916> Revision 2< for Model 
3501 shippingi containei 

KACDONAI-DiC £ Transportation Qranch 79/03/13 2p 


7903260333 Certificate af Compliance 591 1. Revi sion 3. for Model 2501 
HACDOMALDi C E Transportation Qranch 79/03/13 3p p 


C«e<ET 7J-5957 Model BMl-1. Energy. Dept of 


PrOSSOOOirS Hei^uests that DOE. Rich land Operations Office, be registered 
as user of Model OMI-l container 

FlT2SlMH0tJS.TR Energy, Dept of 79/02/23 Ip 


COCFET 71-6056 Model D3-1, Nuclear Engineering Co 


7703390305 Eiplains termination of aothori latlon to deliver licensed 
•a tl to courier foi transport under 10CPR71 Requests 
iwtinlttal of QA program as condition for registration 
HACDOtlAUO. C E Transportation Qranch 79/03/09 Ip 


tOCitET 71-6144 Model 6144, Nuclear Engineering Co 


7903370007 Requests registration as user of Nuclear Engineering Co 
Model 6144 shipping package 

CnOHMEl.L,tr H Sooth West Nuclear Co 79/01/39 Ip 


7703220067 Notification of registration as user of Model 6144 in. 
response to 790205 request 

MACDDJtftLD. C E Transportation Qranch 79/03/05 ip 


7'i03370543 Notification of registration as user of Model 6144 in 
response to 790129 request 

KAC DONALD. C E Transportation Qranch /9/03/13 Ip 


7903300061 Requests Tegistratlon as user of Certificate of Compliance 
6357 for License SNM-36B 

KIRK. H F United Nuclear Corp 79/02/16 Ip 


DOCKET 71-637S Model PQ-1. Chem-Nuclear Systems, Inc 


7903200091 Requests administrative change to Certificate of Compliance 
6375 Revision 5 dtd 760B29 to reflect update to drauing 
00-000-52 Revision 0 Change adds four lugs at top of 
container Oversited drauing end 

REYNOLDS, LE Ch em-Nue 1 ear Sy s terns. Inc 79/01/24 Ip 


7903260026 Requests registration as user of Chem-Nuclear Bystems. Inc 
Model PD-1 

LEOHASD.U D Power Authority State of New York 79/02/20 ip 


7900160025 Notlficatlcn of registration as user of Models QC-46-220. 
Uandenburgh, LL-2a-4.PI}-l fc AL3390 in response to 790119 
request 

MACDONALD. C E Transportation Qranch 79/03/07 Ip 


DOCKET 71-6387 Model 60. Qattelle Hemarial Institute 


7903210070 Forwards SAR for Model 6307i field ofc evaluation. & 
certificate of compliance 

QRDQST.VJ A Energy. Dept of, 70/07/31 lOpp 


7903210075 Certificate of Compliance for Model 6367 
TIERNAN, M R Energy, Dept of 70/06/02 4pp 


7903210000 "HEDL Model 60 Unirradiated Fissionable Matl Shipping 
Conta iner. BAR for Packaging " 

SMITH, F M. RQSERS.C A . COLTON. L 0 Hanford Engineering 
Development Uaboi atory TC-13B-H-01 70/01/31 6Sp p 


7903200164 Notification of registration as user of Model 60 pactags 
MACDONALD, C E Transportation Branch 79/03/01 Ip 


DOCKET 71-6227 Model DT-5, Union Carbide Corp 


DOCKET 71-6400 Model Super Tiger, Hestinghous e Electric Carp 


1903070538 Forwards review of SAR foi packaging of enriched uranium 
8H0BST.W A Energy, Dept of 77/11/02 4pp 


7903070S40 Analytical evaluation made of unlrradioted enriched U metal 
shipping package to demonstrate package compiles u/all 
regulations re transport of fissile mail 
a Union Carbide Corp V-DD 152 74/06/20 2Spp 


KJCKET 71-6244 Model 6244, Chem-Nuclear Systems. Inc 


7903010404 Provides further response to 7B0908 Itr. transmitting 
revision io Certificate of Compliance 6400 re Pu waste 
shipments Objects to new restrictions Urges reconsideration 
of revision 

AUSTIN.H A Dabcoek b Uilcak Co 78/12/27 3pp 

/903140SB9 Responds to 781227 application to ship low levels of Pu' 
bearing wastes in Super Tiger packaging Requests info 
demonstrating that Pu is in nonvesplrab 1 e form or that inner 
containers will maintain integrity after test 
MACDONALD, C E Transportation Dranch 79/02/26 2pp 


T9O^32204B4 Requests amend to Certificate of Compliance 6244 tn reflect 
vpdatt of drawing N-69-12-43Br Rovl s ion 0 W/encl Revision C 
of drawing 

REYNOLOa, L E Chem-Nuclear Systems, Inc 79/02/23 Ip 


7903300190 Requests addl info re packaging containment vofisel cloiore 
bolt matl b sufficiency of prescribed torque to maintain 

seal 

MAC DONALD I C E Transportation Branch 79/03/16 ip 


DOCKET 71-6275 Model LL-2B-4i Chem-Nuclear Systems, Inc 

* 

7903160025 Noli fication of registration as user of Models 00-48-220. 
V*ntfniburgi6,LL-28-4, PQ-l b AL3390 in response to 790119 

request 

MACDONALDiC E Transportation Qranch 79/03/07 Ip 


WICKET 71-6346 Model FGV-1, Oeneral Atomic Co 


7903300878 Responds to NRC 790226 I tr requesting review of special 
requirements for Pu shipments Describes packaging Requests 
mod of Certificate of Compliance 6400 Revision 4 or 
eitension of Certiflcati 6400 Revision 3. thru 840131 
AUSTIN, M A Babcock b Hllcok Co 79/03/12, 3pp 


DOCKET 71-6574 Mode) HN-20O. Htttman Nuclear b Development Corp 


7903220009 Notification of reglatratlon as user of Model HN-SOO in 
response to 790109 request 

MACDONALD, C E Transportation Dranch 79/03/08 Ip 


DOCKET 71-6581 Model 51032-V & I A. Eiion Nuclear Co , Inc 


79030606B7 Forwards refund for overpayment of Revision 9 
of Compliance 6381 

MILLER, W 0 License Fee Management Branch 79/02/14 


to Certificate 
Ip 


T9031S0406 In response to NRC 781201 Ur, forwards addl info supporting 
cast design relating to alternate lid closure b associated 
tapact limiter 

nOHRY.U R Oeneral Atomic Co (subs of Oulf Oil Corp ) 79/02/27 

95Dpp 


DOCKET 71-6387 Model NNFD-10. Dahcock b Wilcox 


DOCKET 71-6601 Model LL-50-100, Chem-Nuclear Systems, Inc 


7903200087 Requests administrative change to Certificate of Compliance 
6601 Revision S dtd 781004 Change is to reflect updates to 
drawing 1042-D-0001 Revision A it drauing 1042-D-0021 
Revision C Changes relocate cask lifting device Drauing and 
REYNQLDB, L E Chem-NuelsaT Systems, Inc 79/01/24 Ip 


79O3300C66 Withdraws request for waiver of certain NFFD-10 package 
specs described in application to amend License SNM-42 for 
shipment of fissile radioactive matl 
J2RIFFtN,W E Babcock b Wilcox Co 70/10/06 Ip 


DOCKETED SERIES 


DOCKET 71-6-639 Model m-lA^ ftrnuj.Dopt of 


7903090096 Fortuards three revised pages to "Amend to 5AR for Packaging 
TRIOA Fuel in MH-IA Spent Fuel Shipping Caski " dtd 790i02 
OENSERj J R Riditialgh. Eggeri &As>dclates 79/01/31 4pp 


79031600S9 Forwards Certificate of Compliance 6639> Revis I on 4 for 
Model MH-IA shipping package Approves use of package for 
Shipment of radioactive mat) b for shipment per 
49qFR173 3933 

MACDONALD. C E Transportation Branch 79/02/23 2pp 

7903160094 Certificate of Compliance 6639. Bevt s i on 4 for Model MH-lA 
shipping package 

MACDONALD. C E Transp ortatl on Branch 79/02/33 4pp 

7903560030 Roiiuests registration as user of MH-IA fissile radioactive 
matl shipping cask 

UAREiC Armg, Dept of 79/03/57 Ip 


DOCKET 71-6642 Model 4 3 Ton Cf. Energg.Dept of 


7903D60&9D Requests registration as user of Mo-del 4 5 ton Cf shipping 
container 

CUNMlNQHAH. 0 E General Electric Co .Nuclear Energg Products Div 
79/03/07 Ip 


7903320076 Notification of registration as user of Model 4 8 ton Cf in 
response to 790207 request 

MACDONALD. C E Transportation Branch 79/03/03 Ip 


DOCKET 71-9007 Model 920, Argonne National Laboratorg 


7902270002 Requests author i cat ion as shipper under same terms t< 
conditions as listed In Certificate of Compliance 9007 
KEENEY. M P Argonne National Laboratorg - Argonne West 79/01/26 
Ip 


7903520082 Notification of registration at user of Model 920 In 
respo-nse to 790126 request 

MACDONALD. C E Transportation Branch 79/03/09 Ip 


DOCKET 71-9009 Model FL lO-i. General Electric Co 


79030700S4 Requests registration as user of container Model FL 10-1 
REHLEy.H. E Rockuell International Corp 79/02/07. Ip 


7903220093 Notlricatlan of registration as user of Hodek FL 10-1 in 
response to 790207 request 

MACDONALD. C.E. Transportation Branch 79/03/08 Ip 


DOCKET 71-9010 Model. NLI~l/2. NL Industr i es. Inc 


7903300182 Announces relocation of Nuclear Transportation Daft from 
Wl lining ton. DE to Alhang.MV 

WILLIAMS, C E NL Industries. Inc 79/02/01 Ip 


7903200148 Requests registration as user of NLI-l/3 radioactive 
shipping container, Antic Ipatos using casks bg mid-June 1979 
EHSWILER.T R. Battalle Memorial Institute. Columbus Laboratories 
79/02/21. Ip 


DOCKET 71-9013 Model 521. I soiAed lx, Inc. 


7903070934 Notification -of expiration o-f Certificate of Compliance 9013 
for Model 921 Rensual mag be requested, 

MACDONALD. C E Transportation Branch. 79/01/23 Ip 


DOCKET 71-9023 Model NLI-ia/24. ML Industries, Inc. 


7903300183 Announces relocation of Nuclear Traifsportation Dept from 
HI Imlngton, DE to Albang,NV. 

WILLIAMS, C.e NL Industries, Inc 79/02/01 Ip.. 


7903200993 Requests addl info re 7S!010 application for amend to Model 
Number NLI-10/24 packaging approval List of Info required 
and. 

MACDONALD, C E Transportation Branch. 79/03/01 Spp 


DOCKET 71-9032 Model 650, Technical Operations . Inc 


7903370072 Requests registration at shipper using container b camera 
licensed under NRC Certificates 9033 b 9033 
KMIRANT. E M Argonne National Laboratorg 79/02/01 ip 


7903220096 Notification of registration as user of Models 650.660 b 
660E in response to 790301 request 

MACDONALD, C E Transportation Branch 79/03/03 ip 


DOCKET 71—9033 Model 660 b 660E, Technical Op erations , Inc 


7903060627 Forwards Certificate of Compliance 9033 for Models 660 b 
660E Approval constitutes authority to use packages For 
shipment of radioactive matls 

MACDONALD. C E Transportation Branch 79/02/Oi 4pp 


7903060633 Certificate of Compliance 9903 for Models 660 b 660E 
MACDONALD, C E Transportation Branch 79/03/Ot 2pp 


7903150367 Requests deletion of J Miller from NRC malting list, since 
his amplogment was terminated in 1976 

MARANB.M P National Testing Laboraton as, Inc 79/02/12 ip 


79031406S2 Informs that Models 660 b 660C have been deleted from. 
License 43-09428-02 

MQBERO.A J Neiuport Neias Shipbuilding A Dry Dock Co (subs of 
TENHECO Corp 1 79/02/21 ip 


/90J220090 Notification of registration as user of Models 660 b 660C in 
response to 79010Q request 

MACDONALD. C E Transportation Branch 79/03/05 ip 


7903220076 Notification of reglstiation as user of Models 680,660 b 
660E In response to 790301 request 

MACDONALD. C E Transportation Branch 77/03/05 ip 


DOCKET 71-9044 Model GE-1600, General Electric Co 


7903130191 Requests registration as user Of Model OE-1600 Util intends 
to ship fuel pine From selected ii radiated fuel assemblies 
as part of a fuel examination program 

MOODY, D E Vermont Yankee Nucteai Power Corp 79/02/12 Ip 


7903300234 Notification of registration as user of Model 0C-16OD 
MACDONALD, C £ Radioisotopes licensing Branch 79/03/01 Ip 


DUCKET 71-9070 Model N-8S. Energy, Dept of 


79O3120SB2 Notifies of Intent to ship Type D quantity of i adioac i i v« 
matl in Model N-S9 container by Cham-Nuclear 6ys Inc 
GREGORY, H I) Rochester, Unlv of. Medical Canter 79/01/08 Ip 


7903370016 Requests registration as user of Mode) N- 38 

SHELLEY.W J Kerr-HcOBB Nuclear Corp (subs of Korr-McOee Corp 1 
79/02/23 Ip 


7903220034 Notification of registration as user of Model N-55 in 
response to 79(B100 request 

MACDONALD, C E Transportation Branch 79/03/05 ip 

DOCKET 71-9074 AP-lOO 


7903140491 Requests registration as usei of Mode) AP— tOD Provides name 
b address of contact re package 
DUNN, C N Duquesne Light Co 79/03/16 Ip 


DOCKET 71-9079 HN-IOO Senes 2 


7903280264 Confirms 790128 telephone agreement re discontinuing use of 
driver checklist toi radioactive matl shipments Forwarde 
form I tr to customers 

MCDOMALD.C E Transportation Blanch 79/03/12 3pp 
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tCCi^ET 7l-90flC» Model HN-iOO, Hittman Nuclear i Development Corp DOCKET 71-90SQ Model UCC~30WD''2i Uniot) Carb>ite Corp 


confirms 790125 telephone agi eement re discontinuing use of 
driver checklist foi radioactive .rati shipments Encloses 
foTo Itr to customers 

Mt'OriAl D. C E Transportation Dranch 79/03/12 Tpp 


j,Q^I,Er 7l-90ai Model Cfni-ltOOf Ch era -Nuc I ear Systems. Inc 


7533190340 Informs of planned shipment of irradiates) reactor power 
iil'iitort *H othei L 01 e inteinals in Model CNSI-1600 
FOt.l'l S Tennessee Valley Authority 79/0S/13 Ip 


COCfET yi-'JOSt Model hN- 100 Series 1. (littman Nuclear S. Development 


75 OJ 2 £ 02 a 4 Confirms 790125 telophorie agreement re discontinuing use of 
driver checklist foi radioactive matl shipments Foiuiards 
fcro Itr to customers 

rsClK'NAl.D. C E Transportation nrench 79/03/12 3pp 


CCCaET 71-*?oae Model NoS-Hf . Transpoi tati on. uopt or 


75O30T0542 Based on lovieia of application submitted by Sc h 1 umh etg er 
hirll SvC on 7901 05. Mod B 1 NLS-RF shipping eontaindi meets 
TiAEA reguirements 

(VlCCONflLD* C E Transportation [Iranch 79/01/10 ip 


790321007k Responds to 7ailk7 request for add] info re leak testing tt 
maknt program for Model UCC-SOUC-l container Detailed 
evaluation of cun ent procedures for leak testing program 
end 

VOTHiM H Union Carbide Corp 79/01/16 6pp 


790322049S ForiuariJs Revision 1 of Ceitlficate of Compliance 9096 for 
Model UCC-20UC-2 shipping package 

MACDONAUD. C E Tran s p or ta 1 1 on Ora nch 79/03/13 Ip 


7903220501 Ceitlficate of Complianie 9090. fi e vi s 1 on 1, for radioactive 
matl shipping package Model ifCC"20k<C~2 

MACDONALD, t C Transportation Rranch 79/03/lB 3pp 


DOCKET 7i-910B Model Al -33-90. Atcor.lnc 


7903160023 Notification of registration as user of Models QC— 46-230. 
Vandenborgh. LI -20-4, PD-1 h AL3390 in response to 790119 
requos t 

MACDONALD. C E Transportation flraiich 79/03/07 Ip 


nnCKET 71-9111 CN6-aOA. Chem-Nudcar Systems 


790J200153 Notification of registietioil as user of Model CN6-B0A 
MACDONALD. C E Transportation Branch 79/03/01 Ip 


CHBCri-T 71-90B9 Model Utl-100 B 


7903280264 CotifMms 790125 telephone agi eemunt le d i s c on t mu i ng use of 
driver checklist foi radioactive natl shipments Foriuardb 
fora Itr to cuitomers 

MCDONALD. C E Transportation Hi anch 79/03/12 3pp 


DOCKET 71-9090 Model dOOM. Allied fhemical Corp 


7903220240 Fonupras license applicatiori for type 40Ht cylinders for 
Shipment of nStuinl assay UF6 U notice to holders of llV'-697 
dtd 790306 covering corrections to lept 
HART..f! J Energy. Oept of /9/03/06 2pp 

7903220241 license application for type 40HX cylinder for shipment of 
natural assay UF6 

BLUE. S C . ODOM. T R . STITT. D H Union Carbide Corp KT-697 
79/02/26 dRpp 


DOCKET 71-9113 Model 7-100. Chem-Nuclcar Systems. Inc 


7903150415 Requests registration as user of Hedel 7-100 
OLSEN, A F Babcock 6 Hllcoi Co 79/02/16 Ip 


7903120605 Requests rog i s trot i on os usot of Models 7-100 fc 14-193 
STEINMEVER. K r Connecticut Vankee Atomic Poiuer Co 79/02/21 Ip 


7903230209 HottficatloTi of registration as user of Model 
CNSI-14-195-H7-10CI In response to 790221 request 
MACDONALD. C E Transportation Branch 79/02/27 Ip 


DOCKET 71-9120 Model TN-12i Transnutlear Corp 


7903020014 Provides info re suitability of rN-I2 containment vessel 
steels from a fracture toughness paint of view, respond ing to 
790110 meeting request Details design t. tu*t criteria 
OOLDMANN.Vt Transnuc I ear. Inc 79/01/31 Spp 


HXKET 71-9092 Model HN~300. Hittman Nuclear 6 Development Corp 


79S332e02Q4 Confirms /901P5 telephone agi eement re discontinuing use of 
driver ehecllist for radioactive matl shipments Forwards 
fara Itr to customers 

MCDBHALD.C E Transportation Branch 79/03/12 3pp 


COCKET 71-9093 Model HN-400. Hittman Nuclear t< Development Corp 


79*3280284 Confirms 790125 telephone agreement re discontinuing use of 
d'rivar checklist for radioactive matl shipments foriuards 
fora Itr to customers 

nCSONALD. C E Transportation Branch 79/03/12 Gp p 


DOCKET 71-9124 Model la-iDl ti l-3-lDl> Nuclear Engineering Co .Inc 

7903070536 Ml thdrauis 760602 application for approval to deliver 
quantities of radioactive matls greater than Type A In 
Models L2-101 6 L3-1B1 

DAER. T B Nuclear Engineering Co , Inc fsubs of Teledyme, Inc > 
79/01/lS Ip 


docket 71-9125 Model AL-Ml, Energy. Dept of 


7903090024 Forwards Certificate of Compliance 9129. Revl sion 0 for AL-Ml 
shipping package 

MACDONALD. C E Transportation Branch 79/01/15 Ip 


COCKET 71-9094 Model CNbI- 14 -19S-H. them-Nuclooi Systems. Inc 


79O22T&037 Requests registration as user of Model CN31 14-i95H 
radioactive raatls shipping cask 

FRANCO. F F Omaha Public Power District 79/02/01 ip 


7903090025 Certificate of Compliance 9125 Revision 0 for Model AL-Ml 
Shipp ing pae tape 

MAcnnNALD. C C Transeortat ion Branch 79/01/15 app 


DOCKET 71-9126 Oamma Industries 


7903120605 Requests registration as user of Models /-lOO 6 14-195 

STEINMEVER. K P Connecticut Yankee Atomic Power Co 79/02/21 Ip 7903300543 Informs that no bddl fee Is required for review of 

application dtd 700620 . 

miller. H 0 License Fee Management Brandt 79/03/14 ip 

79*3230209 Notification Of regisliation as user of Model 
CMSI-14-193- H/-IOO in response to 790221 request 
MACDONAUD.C E Transportation Branch 79/02/27 Ip 


7903220079 Notification of reglstiation as 
in response to 790201 request 
MAiSOKALD. C E Transportation Branch 


user of Mode! CNEI-14-19SH 
79/03/ '3 1 p 



2se 

DOCKET 71-9127 Canna Industries 


DOCKETED SERIES 

DOCKET 71-9851 GHNL Lithium Hydrojide Fire/Impact Shield 


7903300545 Informs that no addl fee is required for review of 
application dtd 780620 

HILLERi H O License Fea Wanagement Branch 79/03/14 ip 


7903300300 Forwards SAH. field ofc evaluation t< Certificate of 
Cocnp 1 lance 9651 

DROBBT. W A Cnergg. Dept of 78/07/31 Ip 


>OCKET 71-9120 Oamma Industries 


7903300545 Informs that no addl fee Ls i squired for review of 
application did 780620 

HILLERi U 0 License Fee Management Branch 79/03/14 Ip 


7903300303 Certificate of Compliance 9S51 
TRAVIS.H H Commission 77/09/02 llpp 


7903300308 “SM for LI Hydroxide Fire 6 Impact Shield '' 
gi/ANS, J H . CVERSOLE.R E > JUST. R A Oai Ridge National 
Laboratory 14-7405-ENC-26 ORNL/CNG/TN-B 77/11/30 130pp 

Ava I labl eat NTIS 


DOCKET 71-9132 T-3, Nuclear Packaging 


7903210360 Responds to 781020 request far approval to deliver Model T-3 
package to carrier for transport ti requests addl info on 
structure. contai nmanti crit 1 cal 1 ty . aeceptanc B tests U malnt 
program 

MACDONALD. C E Transportation Branch 79/03/05 4pp 


DOCKET 71-9186 S-6213 Energy. Dept of 


7903300165 Request for addl info re 700309 application for amend to 
Model S-6213 power unit shipping container 
MACDONALD. C E Transportation Branch 79/03/15 7pp 


DOCKET 71-9852 DT-14 Energy 


7903300184 Forwards Certificate of Compliance 9052. SAR S< field ofc 
evaluation 

BRDBST, W A Energy, Dept of 70/02/02 Ip 


7903300109 Certificate of Compliance 9052 for Union Carbide Carp Model 
OT-14 packaging 

TRAVIS, W H Energy. Dept of 70/05/22 3pp 


7903300201 "SAR for Y-12 Plant Model DT-14 Package for Enriched U 
HOPPER, C M Union Carbide Corp Y/DD-244 70/01/31 a4pp 


DOCKET 71-9507 Model Al-Mli Energy, Dept of 


7903050008 Forwards response to NRC 701208 request for addl info in 
review of Model AL-Ml Noties concern re rachetlng when 
containment vessel nag escape from drum 
BR008T.U A Energy. Dept of 79/02/02 4pp 



NONDOCKETED ITEMS 


7aia2&0003a Responds to 7fil025 reiiuest for NHC viaus on Congrescnan 
BJnghaa's ti Udell's resolution re nuclear licensing reform 
legislattan NRC will submit its views before Congress 
tenvenes in earlg 1979 

HENDAIE^J H Commission 78/11/36 Ip, 


790122:0139 Gooiments on Rasmussen Studgi MA6H-1400i re potential risk 
istossaenlis Incorporated Into revised procedures for UUR 
Insp program 

R££EI-0USK1I r T Region 1> Pbl lade 1 ph iai Office of the Director 

79/01/03 Ip 


79O30A'0blO License application for Oeneral Atomic Co to esport one 
compensated ion chamber uith upper extension tufas to Italg 
HOURV.U fi General Atomic Co (subs of Gulf Oil Corp > 79/02/01 

If 


790220(^049 Subnlts schedule for providing NRC w/responses to request 
for addl (nfo re core sprag distribution program 
LEVINEpA General Electric Co pNuclear Energy Products Dlv 

JSF-013-79 79/01/13 2pp 


7902310130 Responds to 7B121B request for Info on lead combinations 
Ouestions asked will involve substantial effort 1< response 
should bo sent by 790401 

PIATTSONiR J Division of Systems Safety 79/01/26 Ip 


77G22I0I34 Requests responses to 3 generic questions on load 
coablnations 

UAROpJ E Atomic Industrial Forum 78/12/18 3pp 


7902220163 Ptesponds to questions from preliminary design approval tPDA) 
holder Tc revised fee schedule by forwarding 790117 Itr re 
pott-POA submittals 

HELTEliESpG J Standard 1 lat ion Dranch 79/02/02 Ip 


79Q2220I70 Infnrms that fee schedule application to post-preliminary 
design approval submittals depends on NRC review ti type of 
request by approval holder 

aOYD.R B Division of Project Management 79/01/17 3pp 


7902230173 Responds to questions from preliminary design approve! (PDA> 
holder re revised foe schedule by forwarding 790117 Itr re 
post'PDA submittals 

HELTCHES.C J Standard 1 la ti on Dranch 79/02/02 Ip 


7902320174 Informs that fee schedule application to poet-preliminary 
design approval submittals depends on NRC review tc type of 
request by approval holder 

SOYD,>R 8 Division of Project Management 79/01/17 3pp 


7902220178 Rosponds to questions from preliminary design approval iPOAl 
holder re revised fee schedule by forwarding 790117 Itr re 
gost-POA submittals 

HELrEHES. C J Btandardtiatlon Dranch 79/02/02 Ip 


7902320180 Informs that fee schedule application to pos t-pr e 1 Imlnary 
design approval submittals depends on NRC review U type of 
request by approval holder 

BDVOi R 8 Division of Project Management 79/01/17 3pp 


7903210083 License application for Uestlnghouse to export 
12GF3 proportional counters to Nest Germany 
POCHALi U F. Uestlnghouse Electric Corp 79/02/23 3pp 


T90226001S Ack receipt of 781113 Itr re NRC approval of transport o,f 
nuclear wastes over Route 209 in PA Neither NRC nor DDT 
control specific truck routes Forwards NUREO-0170 U notice 
of DOT rulemalclng U/o NUREO-0170 
HENOniE.vl. M CommUsion 78/12/28 Spp 


79022*0241 Reg Guide 2 b "Emergency Planning for Research Reactors " 
HlNDCUEcR B Office of Standards Development 79/01/31 10pp. 


7903270011 In response to request for analysis of "Investigations 
Related to Klgratlon of Raffinates from Existing Cotter 
Tailings Impoundmcntsi " concludes that major tone of ground 
water contanination Is shallow ground water flow sys 
UCLLlAMSi R.E Idaho. Univ of 79/01/29 lOpp 


7902270042 Proposed tailings mgt plan for Phillips Uranium Corp meats 
me performance objoctlvesi final evaluation cannot bo made 
until issues re seepage, reclamation plan t. groundwater 
seuTce are clarified 

NELSON.^ D , SHEPHERD. T A AffHlatlon Unknown. 11896 79/02/01 

Spp 


7902280247 Forwards hurley 790122 Itr re FY79 midyear review for NRC 
ressarch programs at Band la Labs 

FE1K.R Division of Reactor Safety Research 79/01/30 Ip. 


79022B02S6 Notification of meeting ro midyear review of research 
programs, scheduled for 790223.26 h 27 Agenda end 
HURLEVtT E Division of Reactor Safety Research 79/01/22 2pp 


7903300032 ACS b NRDC comments on amend to 1(}CFR21 b requelt for amend 
POLLARD.R Union of Concerned Scientists ROISMAN. A Z Natural 
Resources Defense Council 79/03/02 I4pp 


7903010001 Notification of contract e x scut ion, Hod 3 to "Emergency 
Vehicles for Response to Nuclear Incidents " Contractor 
Wat 1 ins-Burdette Motor. Inc 

UIG0IN8.E J Administrative Contracts Branch NflC-09-7B-303 

79/02/0S Ip 


7903010003 Mod 3. changing place of delivery to "Emergency Vehicles for 
Response to Nuclear Incidents " 

MEDROU. L A K Administrative Contracts Branch NRC-05-7B-303 

79/02/05 Ip 


7903010011 Notification of contract execut 1 on. Hod 1 to "Hot-Pressing. 
Swelling b Gas Release of U02 During Steady-State tc 
Transient Conditions " Contractor Purdue Univ 

HAGEV. H Research Contracts Branch FIN 0-6313 NRC-04-78-23i 

78/12/01 Ip 


7903010014 Hod 1. extending period of performance for one year at no 
eddl cost to "Hot-Pressing. Swel 1 ing 6 Gas Release nf U02 
During Steady-State b Transient Conditions “ 

MORTON, K V Research Contracts Branch. HENTSCHEL, W F Purdue 

l/ntv FIN D-6313 NnC-04-78-23l 78/12/08 2pp 


7903010016 Ack receipt of 790119 Itr Informing NRC of steps taken to 
correct deviations noted In QA Program Insp Rept 
99900265/78-01 

POTAPOVS, U Region 4. Dallas. Vendor Inspection Branch 

79/01/31 ip 


7902270050 Reviews proposed mgt plen for Anderson mill tailings 
Impoundment Plan generally meots performance objectives 
NELSON, cl 0 . SHEPHERD, r A Affiliation Unknown 11899 79/81/29 

Spp 


7902270035 Describes diversion structure for Datum Mineral Resources 
at proposed tailings Impoundment near Harquei.NH Adequate 
diversion structure can be designed to divert flood waters 
from tailings impoundment 

NELSON. JD Affiliation Unknown 79/01/26 Spp 


7902270130 Review of Cotter Corp responses to eveluation of telling mgt 
program b suppl to design rept Is complete Furnlsbes 
comments re responses b proposed chenges in tailings mgt 
plan 

NELSON. 30. SHEPHERD. T A. AfPillatlon Unknown 11905. 79/01/31 

□ pp 


7902270150 Bubmits comments re new data having potential effect on 
regulatory process H embrittlement of Ztrcaloy fuel cladding 
ruptured in a simulated LOCA study 

LEVINE, 8 Office of Nuclear Regulatory Research 76/12/20, 4pp 


79OS27O30O Responds to questions from preliminary design approval (PDA) 
bolder re revised fee schedule by forwarding 790117 Itr r* 
post-PDA submittals 

HELTEHES. C.T Standardisation Dranch 79/02/02 Ip 


7902270301 Informs that fee schedule application to post-preliminary 
design approval submittals depands on NRG review S> type of 
request by approval holder 

BOYD, R S. Division of Project Management 79/01/17 Spp 


7902270302 Responds to questions from preliminary design approval (PDA) 
holder re revised fee schedule by forwarding 790117 Itr re 
post-PDA submittals 

HELTEHES. C 3 Standardization Branch 79/02/02. ip. 


7902270379 Forwards rept re concentration of radioactlva matl in 
unrestricted area in excess ef ten times limit set forth 
for U In IOCFR20jApp D, Table 2. Column 2. No excessive 
exposure to any Individual resulted 

AUSTIN, H A Babcock b Ullcox Co.. Muclaar Material Div 79/01/22 
2pp 


7903010017 Responds to NRC 781219 Itr re violations noted In QA Program 
Insp Rept 99900265/78-01 Corrective actions’ ca 1 ibr 
thermometer was promptly obtained Ic xatisfactory evaluation 
made of teipp of component b prcssurlilng medium. 

RICKARD. C L Oaneral Atomic Co (subs of Oulf Oil Corp ). 

79/01/19 2pp 



NONDOCKETED ITEMS 


7903010019 roTuard* OA Pro gram Imp 99900365/70-01 on 781127-1201 L 
notics of deviation 

POTAPOVSi U Region 4< Dallafti Vendor Inepectlon Branch 

70/12/19 Spp 


7903010373 Trantcrlpt ot 790208 meeting in Ma&hingtoni OC re Ofc of 
Project Mgt bilefing on Benlor Eeecutive Svt Pp 1-59 
HENDRIEtJ 14 • OIUINSKV.V , KENNEOV, R T Commitelon 79/02/00 
&Opp 


7903010023 Notice of deviation from Insp on 781127-1201 

• Region 4i Oallaet Vendor Inspection Drench 70/12/19 Ip 


7903010036 OA Program Inep Rapt 99900265/70-01 on 701127-1201 
Noncomplignee noted equipment uas not provided to monitor 
temp of component ti prcasurirlng medium during lou temp 
hydrostatic test of tieo pressure vessels 

8 UTTON 1 J W > WHITESELLi D E Region 4i Dallas. Vendor Inspection 

Dranch 70/12/19 9pp 


7903010030 Interim progress rept of cnst-beneflt analysis group Lists 
anticipated ti attained schedules for major milestonesi 
Including itatcnvcnt caseuiorki technical projects 6 research 
pro j acts 

TEPEL.R.C Oat Ridge National Laboratory FIND-0411 79/01/10 

4pp 


790301003S License for Chase Nuclear IUB> to eiport 95 pieces Zlrcaloy- 
3 eitruded tubes to Italy 

QPLINOER. O 0 Assistant Director for Expor t/Impor t 6 International 
Safeguards 79/03/02 Ip 


7903020001 NUREO/CF-0591 

“Current Usage of Containers for SNH Storagb.Transfer !■ 

Measurement “ 

ALVAR, K R . A7MELL.T L . DRAMBLETT, R L IRT Corp FIN D-0191 IRT 
8179-004 79/01/31 S7pp Available at NTIS 


7903020003 "PDF/LOFT Lead Rod Teat Program Experiment Operating Spec, 
Revision 1 " 

VARACALLE. D J Idaho National Engineering Laboratory FINA-61I1 
TFDP-TR-302 79/02/09 67pp 


7903020005 Transcript of 790201 public meeting briefing on EEC program 
Pp 1-3B 

HENORIE. JM . eiLINSKY.V , KENNEDY.R T Comroisslon 79/02/01 
39pp 


7903020009 Transcript of 790201 public meeting re discussion of 
decision In 8-3 rulemaking Pp 1-49 

IIENORIE. J M , OlLlNSKYiV , KENNEDY.R T Commission 79/02/01 
SOpp 


7903010039 Amend 1 to OE expert license including Helix Process 5ys as 
another party to license 

OPLINDERiO 0 Assistant Director for Export/Import 6 International 
Safeguards 79/02/01 Ip 


7903020011 Comments on proposed policy re geologic repositories for 
high level uaste CEQ's final regulations for NEPA procedural 
implementation should be considered in proceedings 
JAMIESON, D Council on Environmental Quality 79/01/26 2pp 


7903010042 License for Teledync Uah Chang Albany to export 52,000 lb 
Tlrcaloy tube shells to Canada 

OPLINOEft, 0 0 Assistant Director for Export/lnport 1, International 
Safeguards 79/02/01 Ip. 


7903020019 Requests appraisal of Info in HonicVor petition Believes 
nuclear peuier facilities are too dangerous to operate Many 
people have difficulty adjusting to neui scientific 
knoul edge 

LARSONiD Affiliation Unknobin 79/03/01 Ip 


79-03010047 License for George Uhe Co, Inc to export 793 795 leg heavy 
Uatsr to Host Gernany 

QPLINOER, 0. 0 Assistant Director for Export/ Import -h International 
Safeguards. 77/02/03 ip 


7903010051 Notification -of contract ex ecut ion. Hod 2 to “Environ 
Surveillance for Measuring Concentrations of Radioactivity -tc 
Radiation Levels In Environ of Comitiil ssien-Ltcensed 
Activities Located in CA “ Contrac tor’ State of CA 
BAICDEN, L. Reaearch Contracts Dranch FIN B-3103 
MRC-05-77-103 78/11/13 Ip 


7903010055 Mod 2, provides funding for FY79 In the amount of «264,OOD t 
"Environ Surveillance for Measuring Concentrations of 
Radioactivity Ic Radiation Levels in the Environ of 
Cornnisslon-Llc ensed Activltlee Located (n CA “ 

MOHTDN.H V Division of Contracts FIN D-5103 NRC-03-77-105 

79/01/35 Ip. 


79030100B4 Foruards Informal month Ig prograss ript for Nov 1978 
BURNETTE, 0 H Oaneral Electric Co , Nuclear Energy Products Dlv 
Nnc-04-76-213 70/42/11 2pp 


790'30100a9 "BHH Blowd ouin/ECCB Program, Sath Monthly Rept. Nov 1970 ' 
BURNETTE, 0 N Otnoral Electric Co. .Nuclear Energy Products Dlv 
NRC-04-76-213 70/ 11/30 Bpp 


7903010124 Notifies of 790202 meeting to discuss msrits of issuing 
license to Edleiii Intl for export of special nuclear mat) to 
Ind la. Meeting closed to public attendince. 

CHILK.S. J Office of the Secretary of the Comntsslon 79/01/30 
If 


790301012? License for Hsstlngbousc to export tuo compensated 
lonixatlun chambers, Type 8074i to Italy. 

OPLINOER, 0 0 Assistant Director for Export/Import t< International 
Bafaguards 79/02/08 Ip 


79-03010133 License for Chase Nuclear IVSl to export 11 Zlrcalay-2 
extruded tubes to Italy 

OPLINGERiO a Assistant Director for Export/Import t. International 
Bafaguards. 79/02/00 Ip. 


7903010335 Comments nn proposed policy re licensing geologic 
ropotltorles for high-level radioactive waste, Suggests 
possible policy changes & proposes spaclftc NRC actions 
Raquests rasponae 

ROIBKAN.A Z Natural Resources Defense Council 79/01/30 33pp 


7903010348 Act receipt of 790119 itr re reproduction of documents NRC 
preparing contract u/Northern CA Power Authority (NCPA> re 
payment for documents reproduced for the NRC 
OOLDBEBO, J R. Anti-Trust Division 79/02/05. Ip 


7903020091 NUREO/CR-OSSO 

“Two-PhasE Flow Phenomena in Nuclgar Reactor Technology, 

Quarterly Progress Rapt 9,June-Aug 1970 " 

LAHEY, R T Rensselaer polytechnic Inst NRC-04-76-301 79/01/31 

74pp Available at NTIB 


7903020093 HUREO/CR-0365 

"Physical Protection of Nuclear Matl In-Transl t. Quarter ly 
Rept iJan-Mar 1970) " 

RINNE, R L Sandia Laboratories FIN A-1173 70/09/30 32pp 

Available at NTIS 


7903020107 NURF0/CF-03B0 

“Analysis of Populations of Boring h Fouling □rganisrns in 
Vicinity of Oyster Creek Nuclear Oeneratlng Station," 
seventh quarterly rept, Hal — Hay 1978 
KOAOLAND. H E , CROCKET, L , ROCHESTER, >1 Lehigh UniV 
AT <49-24 1-0347 79/01/31 40pp Available at NTIB 


7903020117 "Code Assessment A Applications Program. Cods Data Comparison 
For Scmlscale Mad-3 Integral Test S-07-6 " 

MECHAH. D C EG & 0. Ihc FIN A-6047 CAAP-TR-OSB 79/02/12 
SBpp 


7903Q20123 Describes metallurgy h metis research presentations of 6 th 
Water Reactor Safety Research Info Meeting held 781106-09 
ZUDANSi Z Franklin Institute Research Laboratory 78/11/21 3pp 


7903020138 “Doeimetrg Measurement Ref Data Bate for LUR Pressure Vessel 
Irradiation Surveillance,'' Nov-Dec 1970 

MCQARRY, E D CnmmeTc*, Dept of, National Dureau of Standards 
AT-(4923)900a 79/01/19 5pp 


7903020183 Transcript of 790201 public meeting In Wash ington. DC re 
A Kranish FOIA appeal 

CHtLK, 8 J Office of the Secretary of the Commission 79/02/01 
I7pp 

7 903020 188 SECV-79~17 

Buppl aarlier paper re FOIA appeal of A Kranish (7B-A-101 
Final administrative action will he to send end from Ofc of 
General Counsel 790118 memo 

KELLEV. J.L Office of the General Counitl 79/01 /OB 3pp 


79-03020251 Forwards safety evaluation of WCAP-0720 (proprletaryl 6 
MCAP-a7BS inonpropriitary ) "Improved Analytical Modols Used 
In Uestinghouse Fuel Rod Design Computations, " Kept 
acceptable if certain conditions are met 

0TOLZ,J F. Light Water Reactors Branch I 79/08/09 42pp 


7903020281 Act receipt of 7B1120 «< 7B1222 Itrs informing NRC of steps 
taken to correct deviations noted in QA Program Insp Rapt 
99900112/78-02 

PATAPOVBfW Region 4 , Dallas, Vendor Inspsctlon Branch. 

79/01/03 ip. 



NONDOCKETED ITEMS 


7903020S8e> R««.pon<ls to 791311 rsquost for uritten statsment'S resoWins 
41 1 1 Kicnc found Ih QA program re periodic re-evaluation 
of calibr cijcle by Insp Supervisor Master Calibr log must 
nan be Initialed by Supervisor upon completion 
SliPDYfA J Ametokj Inc 79/ 12/82 8pp 


7703020290 Ack receipt of 701120 Itr t< requests addl info re method to 
be used to preclude recurrence of failure of Insp Supervisor 
to periodically ro-evaluate calibr cycles of equipment 
listed in Procedure CM-1003 

POTAPCVSi U Region 4t Dallasi Vendor Inspection Branch 

79/12/11 Ip 


7703020293 Responds to NRC 791030 Itr re violations in OA Program Insp 
Rapt 99900112/78-02 Corrective actions outline of auditing 
methods on file, draft of calibr procedure CM-1005 on file. 

CAlibr log redes ignedi supervisor to revieu log monthly 
RUDDVpA J Aeieteki Inc 79/11/20 3pp 

7703020296 Forwards QA Program Insp 99900112/78-02 on 791002-06 b 
n-ptlce of deviation 

POTAPOVS. If Region 4. Dallas. Vendor Inspection Branch 

70/10/20 2pp 


79O302029B Notice of violation from Insp on 701002-06 

a Region 4. Dallas. Vendor Inspection Branch 78/10/19 3pp 


7903020303 QA Program Insp Ropt 99900112/70-02 on /01OO2-O6 
Nsnconpl lance noted auditor Indoctrination & training 
records not maintained & calibr program i equlrenients not 
fully Implemented for three separate items as required 
OLLSRiR E . HUWMICUTT.D M Region 4. Dallas. Vendor Inspection 

Branch 78/10/19 iOpp 


7903020383 License for Mitsubishi Inti Corp to eiport 319 kg U-233 to 
.Japan 

OFLlUGERiO O Assistant Director for Eeport/Import t< International 
Safeguards 79/02/02 2pp 

7?O.302O3Ba License for Mitsubishi Inti Corp to export 794 kg U-235 to 
Japan 

0FLlNK)ER>O G Assistant Director for Eiport/lmport h International 
Bafcguards 79/02/02 2pp 


7903020391 Requests response to several questions re NRC's plan of 
action for 16 power plants whose safety was repudiated by 
Lewis study States further delay In addressing issues raised 
bw Rasmussen Rept will damage nuclear power development 
fiOaBLiND. H , ERTEL.A E House of Rep 79/08/09 app. 

7903020400 Requests action to expedite technical review of CENPD-255. 
'Class IE Qualification " 

MCWARD.E Boston Edison Co 79/01/19 3pp 

7703020403 Provides review comments on Reg Guide 3 44 Recommends 
matting w/representatlves of ANS-8 19 to assure that Reg 
Guide 3 44 & AN9-a 19 reflect same basic approach to 
questions of ISfSI W/speclfic comments 
KEIN.O E Hard ing-Lawson Associates 79/01/31 4pp 


7903020404 Comments on Reg Guide 1 148. "Safety-Related Concrete 
Structures for Nuclear Power Plants " A6ME Code applies 
to structures that resist pressure b does not see why ACI349 
will not provide functional design H/detalled comments 
OftR.R 9 Offshore Power Systems (subs of Weitlnghouse Electric 
Carp ) ACI-KBO-iaO 79/08/01 3pp 


7903020406 Comments on Reg Guide 3 SB. "Considerations for Establishing 
Iraceabillty of Special Nuclear Hatl Accounting 
Hiasvremcnts " Feels guide It significant step In right 
direction Forwards specific comments 

EIBEHHOHER.E H i YOLREM, H T Commerce. Dept of, National Bureau of 
atandards 79/01/88 6pp 


7903030410 License for Saginaw Steering Gear to expert 18 ball 
asstmbllet ti parts for loading/unloading fuel elements into 
reactors to South Korea 

OPLIHCERj G 0 Assistant Director for Export/Iraport t< Intarnetlor 
Safeguards 77/OS/OS 2pp 


7903050018 Executive Branch position re General Atomic Co applicatic 
ko iiporl 1080 lb of nuclear grade graphite to France 
Llcinst should be granted U/ancl end-use statement 
NOGENZO. L V State, Dept of 79/03/05 3pp 


7903050014 Application for license to export roactor control rods, 
reactor pressure tubes, i irconlum tubes ti reactor Internals 
to Japan 

TAMAKA,M Mitsubishi Intarnational Corp (subs of Mitsubishi 
Corp I PIT-L-0770. 79/02/02 4pp 


79030S0029 Notification of contract execut ion. Hod 14 to "Steam Uater 
Riling b Sys Kydrodynamic s " Contractor Battel le Columbus 
Labs 

HYNATT.A Research Contracts Branch FIN A-404B 79/01/03 Ip 


79030S0031 Mod 14 Increasing scope of work to "Steam Uater Mixing I, Syt 
Hydrodynamt c B " 

MORTON, K V Division of Contracts FIK A-4048 78/18/87 2pp 


7903030034 Sutnmariies 79C206 DDE/nRC meeting re nuclear waste mgt 
activities at Ofc of Nuclear Uaste Isolation. t< programs at 
Hanford h Nevada test site Safety design decisions are made 
u/o NRC U/vieugraphs 

BDVLE, R R High Level It Transuranic Masts Branch 79/03/09 

807p p 


7903050035 Notification Of contract execut 1 on, Hod 2 to "Development of 
Methodology for h Design Val Idatlon, Tests t. Implementation 
of Resources Mgt Sys “ Contractor Science Mgt Corp 
BAtSDEN.L Resoarth Contracts Branch. FIN B-1264 79/01/83 

ip 


7903050037 Hod 8# extending period of performance from 770729 to 790302 
to "Development of Methodology for t< Design Validation. Tests 
(i Implementation of Resources Mgt Sys " 

MORTON. K V Division of Contracts FIN B-1264 79/01/27 Ip 


790.303003? Notification of contract exec uti on, Mod 8 to "Licensee 
Performance Evaluation " Contractor Te inekron. Inc 
BAtSDEN.L Research Contracts Branch FIN D-1831 79/01/10 

‘P 


79030S0041 Mod 2,modifylng contract requirements & extending period of 
performance from 7711 ID to 790514 to "Licensee Performance 
Evaluation " 

HORTON. K V Division Of Contracts FIN D-1831 79/01/10 2pp 


7703050043 Notification of contract execution "Effective Technical 
Presentations." awarded to LJ Hampton Associates 
HOYLE. A Purchasing Section NRC-10-79-3B0 79/08/01 Ip 


7903030048 Contract for “Effective Technical Preientat 1 ans 
HARGETT. D J Division of Contracts 77/OS/Dl 5pp 


7903050030 Notification of contract ex ccution. Mod l to "Studios of 
Gas-Liquid Flow Patterns “ Contractor Unlv of Houston 
HACEV. H Research Contracts Branch FIN D-6273 79/03/08 Ip 


79030S0094 Mod 1, increasing funds from *66,404 to *142.979 to "Btudlss 
of Gas-Liquid Flow Patterns ■■ 

MORTON. K V Research Contracts Branch FIN D-6873 79/02/09 

5pp 


7903030061 Forwards NRC evaluation of CENPD-832-P. "Dlowdoun 
Analysis Method, Method for Analysis of Blowdown-Induced 
Forces in a Reactor Vessel “ Request* resubiqlttal as an 
approved rept 

QAER.R L Light Uater Reactors Branch 2 77/02/02 Ip 


7903050064 Evaluation of CENPD-2S2-P. "Dlowdoun Analysis Msthod. Msthod 
for Analysis df B lowdoun-lnduced Forces In a Reactor 
Vessel " Concludes CEFLA9H-4B cods Is acceptable for 
evaluating subcooled decompression rssponse after LQCA 
• Light Mater Reactors Branch 8. 79/08/18 I7pp 


7903050076 Find* HD program for regulation of agreement mat! adequate 
Urge* incorporation of latest version of NRC-suggested state 
regulations. Forwards commants on technical aspects 
RYAN. R 0 Office of State Program* 79/02/08 3pp. 
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79«530500?3 Notiflos that HCAP-9I79 Revision I has been approved for 
ui thho 1 d ing from public dlscloture per properletarii 
affidavit AH-77-47 

9TDL2»d F Light Water Reactors Branch I 79/02/03 2pp 


7903090102 Responds to 781124 renuest for Esecutlve Branch views on 
issuance of license for Transnoelean Inc to eiport 1> 131 Ig 
11-233 to West Ocrmang Recorrmends license be issued W/ltr 
of assurance 

Na6EN20. L V State, Dept of 79/02/0S 3pp 


7903050107 For-ulords 1 tr from Rad ium-Ch ernle Ltd of Syl tier land dtd 
79012d>i stating position re license application (tuestlons 
HQLMtU K Radium Chemical Co . Inc 79/02/06 3pp 


7903090113 Comments on MJHeO/CR-031 I all elements of in-site minlna 
project Impacting waste, environ quality t< monitoring are 
considered in detal led, compreb ens ive wag M/detailad 
comments 

BHITH. P D Environinenta I Protection Agency DAH-WM 79/02/06 
2pp 


7903090122 Comments on proposed rule 10CPR20 recounts limited extent of 
radionuclide burial ulth minimal public health risks 
Concludes that addl cost of offsite burial luould not be 
proh 1 b itl ve 

BEROHANiR K Healths Education i< Welfare. Dept of 79/01/29 2pp 


7903090207 Responds to 7B1130 Swedish govt telei u/lnfo re use of 
licensed tnatl in research project 
HADAS, D Affiliation Unknown 79/01/12 2pp 


7903090208 “Crack Arrest Technology" monthly Itr rept 

naSEWFJELD, A R Battel le Ktemorial Institute, Columbus Laboratories 
«nc -04-76-293-06 79/02/05 4pp 


7903090209 Informs of 790212 meeting u/Oilbert Commonwealth re changes 
in organliatlon Followup Itr ul 1 1 describe changes for 
formal acceptance 

QPRAULiJ Ouality Assurance Branch 79/02/14 Ip 


79030’9021 1 Camments on proposed rule 10CFR20 urges more restrictions 
re licensee burial of radioactive matls u/a notification 
Cites need for WRC controls Eipressei concern for tritium 
Impact on drinking water in HO 
RICEiS Affiliation Unknown 79/01/29 Bpp 


790309021B Staff conclusions re Aldrich Chemical Co proposed license 
to eiport nuclear matl to Belgium License should be granted 
MOQREfR.N Assistant Director for Export/ Import 6 International 
Bafagvards 79/02/13 ip 


7903090222 Staff conclusions re Babcock Wllcoi proposed license to 
•(port nuclear equipment to Spain Export should be granted 
MOOREiR N Assistant Director for Eiport/ Import 6 International 
Safeguards 79/02/12 ip 


79030S0227 Commission determines that transcript of discussion of 
tfitimony before House Foreign Affairs Committee on 790207 
should b« withheld from disclosure (ref 1DCFR9 103) 

CH1LK.8 J Qfflc* of the Secretary of the Commission 79/02/09 

Ip 


7903090261 Forwards new operating procadurtt which address 
raeommsndafeloni re NUREO-0292 Procedure 22i "Staff-Applicant 
Pretendarlng Actlvitiesi" b Procedure 222 "Predacket Ing 
Review of Const Permit Applications " W/o end 

DENTONrHifi. Office of Nudear Rsector Regulation, 79/02/14 Ip 


7903090270 Evaluetlon of Revisions 2 l< 2a to Topical Rept XN-NF-i "OA 
Program Topical Rapt for Nuclear Fuel Design Sr Fabrication" 
is complete Rept acceptable w/one exception program should 
conform to annual audit frequency 

HAASSrW P' Quality Assurance Branch 79/02/13 2pp 


7903090414 Answers to NRC'i first set of suppl interrogator I ss 
Verlficetlon of WH Dalnes U Certlfteate of Bvc encl 
HEIS8.R L Pacific Oai l< Electric Co. 79/02/02 12pp 


7903090419 Comments on Reg Outdo 1 120 requlrsment to use nationally 
recognlied testing lab or approved lab is not justified 
Requirement thet fire stop designs prevent propagetlon of 
fire for 30 minutes Is arbltrery 

SAWYER. E. A Yonkse Atomic Electric Co 79/01/19 2pp 


7903090432 Foruarde info re Reg Oulde 1 142, ''Design Outdance for 
Radioactive Waste Kgt Bys, Structure!. W Components installed 
in LIght-Water-Coo led Nudear Pouer Plants '' Forwards draft 
value/impact statement. 

ARLOTTOr 0. A. Oivlilon of Engineering Standards 79/02/09, ipp 


7903090442 Comments on proposed Reg Guide 1 143 suggests paragraphs 
5 i 2 (c S 2 4 should be revised either to reference ACI-3te 
or to show reduced load factors for use w/ACI-349 
GRR, R S Offshore Power Systems (subs of Uestinghouse Electric 
Corp ) 73/ll/t& 2pp 


7903050443 Comments on Reg Guide a 24, “Health Physics Surveys During 
Enriched U-239 Processing t< Fuel Fabrication “ Suggests 
data pool on all employees who are issued radioactivity dose 
sensing badges under regulations 

DOHCRTY, J F Texas Public Interest Research Oro,up 7B/01/19 Ip 


7903030444 License application for General Atomic Co to eiporb one 
fission chamber w/upper extension tube to Italy 

HOWRV.W R General Atomic Co (subs of Gulf Bll Carp ) 79/02/01 

2pp 


7903050490 Responds to 790102 Itr re implementation of certain 
re c ummen d at ions »n NUREO-0292 Recommends shortened review 
directed primarily at const permit review No need for 
implementation on operating license reviews 

DENTQN.H R Office of Nuclear Reactor Regulation 79/02/07 3pp 


7903090452 Documents various issues discussed in 7B1024 meeting re 
NUREO-0292 tc seeks clarification of others General issues 
requiring further discussion t< resolution Include guidelines 
for implementation of recommendations 
HARO, J E Atomic Industrial Forum 79/01/02 5pp 


7903050453 Requests extension to 790316 to comment on generic 
rulemaking to improve nuclear power plant licensing 
REYNOLDS, N S , PHILIPS, M H Oebavolse t< Lleberman 79/01/30 2pp 


79030S0496 6ECY-79-64A 

Informs Commission of receipt of addl info re GE proposed 
export license XSNM-1365 

SHEA.J R Office of International Programs 79/01/29 Ip 


7903090459 Requests immediate attention to assist in expediting export 
license review If 790130 export date Is not met. ref uel ing 
outage will be delayed 6 costs uill increase 

MILBOM, B D Oeneral Electric Co .Nuclear Energy Products Dlv 
79/01/00 ip 


7903050461 Requests assistance to expedite review of export license 
XENH-136S Delays will incur addl transportation costs over 
• 100, 000 

WILSON, D D General Electric Co iNuclear Energy Products Div 
79/01/24 Ip 


7903050462 Notification of contract execution "Safeguards for High 
Level Waste Repo s I torias'' auarded to Science Applications, 

Inc 

SMITH, P A Technical Assistance Contracts Branch FIN D-6376-9 

79/02/01 ip 


7903090469 Contract for "Safeguards for High Level Waste Repositories" 
awarded to Science Appl Icationi, Inc 

oaUOHERTYiD J Technical Assistance Contracts Branch FIK 

B-6376-9 79/02/01 26pp 


7903050465 Comments on proposed Reg Guide t 107 believes imposition of 
sulfate limit makes little chemical sense 
HIHE.U 0 Affiliation Unknown 79/01/23 ip 


7903050466 BECY-7a-633A 

Informs Commission of receipt of addl info on license 
application X6NM~1429 

8HEA. J R Office of International Programs 79/01/30 tp 


7903090474 Eubmits addl info re use of matl to euppl 7B1124 export 
license application XSNM-142S 

SPAAK, F Germany. Federal Republic of 7B/12/29 2pp 


7903090469 Comments on proposed Reg Guide 8 24, "Health Physics Surveys 
During Enriched U-235 Processing It Fuel Fabrication " 

Buggests guide be revised to exempt continuous air sampling 

in plant areas where only contained U is handled 

SCHERER, A E Combustion Engineering, Inc LD-79-007 79/01/26 

2pp 


7903050470 License for Mitsubishi Inti Corp to export 264 kg U-23S to 
Japan 

OPLINGERrO. G Aselstant Director for Export/Ieiport 6 International 
Safeguards. 79/02/02 2pp. 


7903050473 License for Mitsubishi Inti Corp to export 1196 kg U-235 to 
Japan 

OPLINGER, G, 0 Assistant Director for Export/Import h Intsrnati ona I 
Safeguards. 79/02/02 2pp 
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T903O50476 Llcviike for OE to e»port 1009 tg U-235 to Japan 

CPi_tNCEKiO 0 Assistant Director for Etport/Irnp or t t> International 
Safagsiards 79/oa/Oa 2pp. 


7903050^77 SECY -79-37 

iTiifoTos CoBimi ssion of ul thdraual of OE export license 
application XR-1S4 dtii 790110 

StSA.JR Office of International Programs 79/OS/Oi Ip 

7903050479 Request for uithdrawol of export license application Xtl-134 
U]4.S0ff(B D General Electric Co rMuclear Enerou Products Div 
79/01/10 Ip 


7903050473 License for Edlow Inti Co to export 334 kg U-S35 to Japan 
OPlIMGERiO Q Assistant Director for Export/ Import 4 International 
Seresuatds 79/03/02 2pp 


7903050481 Foruards correction to Reg Guide 10 8 rc dose calibrator 
VACA> H C American National Standards Institute 79/01/29 Ip 


7*03050492 License for Mitsubishi Inti Corp to export 305 kg U-205 to 

Japan 

OPlINGERiO O Assistant Director for Export/Import 4 International 
Safeguards 79/02/02 2pp 


79C3>OS04S3 Notification of 790213 meeting in Qathesda>hD to discuss 
T— quencher methodologg for Mark I containment 
SUr T M Containment Systems Branch 79/03/08 Ip 


7903054486 License X8NM-1453 for Cordis Corp to export 8NM to Saudi 
Arabia Sc Jordan uas issued u/o IS-day waiting period duo tO' 
vrgency of request 

OFLINGCRiG 0 Assistant Director for Export/Import 4 International 
Eflfegvards 79/02/48 Ip 


790G450494 Comments oh Reg Guide 1 i43< “Design Outdance for Radloactlvi 
Waste Mgt Sys. Struc turesi 4 Components Installed in 
Li ghi-Water-Coo led Nuclear Power Plants " Suggests "plastic" 
piping be more specifically defined 

XJHNSGM, M P Yankee Atomic Electric Co 79/01/25 2pp 


7943050535 Responds to 781107 Itr requesting transcript of closed 
701 l-Oi Commis Sion meeting re Executive Director for 
Operations testimony Portions of transcript are withheld 
<r»f 10CFS2 7901. 

FELTDH.J H Division of Rules and Records 79/03/01 Ip 


7903050545 Transcript of 7B1106 discussion re Executive Director of 
Operations testimony of July-Augi 1977 , 

HENDRIEiJft. OILINSHY. V . KENNEDYi R T Commission 78/11/06 
50pp 


790305C542 Responds to 790117 FOIA request for documents from NRC IE 
Hanwal 4 interpretations re ANSI Forwards requast for 
purchase of released portions of manual to FDR 
FELlONi J H Division of Rules and Records 79/02/26 Spp 


7903050543 Ack receipt of 790121 FOIA request far documents relating 
to review of Rasmussen Rept End list identifies relative 
documents Documents which are not available from FDR are 
one 1 

FELTON. Jfl Division of Rules and Records 79/02/23 3pp 


79O30S0949 Comments on Risk Assessment Review Group Rept 
tHUREO-CS-4001 Presents findings 4 recommendations on 
technical aspects of UA8H-1400 w/lmportant implication ie 
regulatory policies 4 practices 

FEOERBEN.K Office of Policy Evaluations 70/10/03 9pp 


7903030555 Forwards Info re regulatory actions 4 staff positions whi< 
rely on HA8H-14O0 

MARIHOBjE C Reactor Systems Standards Branch 70/1 1/IA Spp 
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7903050S62 Responds to 78102? memo requesting identification of actions 
or positions that have used risk assessment models 4 results 
of HASH-MOO Provides specific info re use of HASH-1400 in 
review ac t Ions 

MARiNOSiE Reactor Systems Standards Drench 78/11/08 Ip 


7903050546 Requests documents from NBC IE Manual 4 interpretations re 
ANSI 

JOHNSON. J H Carolina Power 4 Light Co flaA-79-20 79/01/17 

14pp 


79D3450S47 FOIA request for transcript of 781106 Commission meeting re 
Executive Director of Opera t ions' testimony 
KRAKtSH.A Af fit iatlon Unknown 78/11/07 Ip 


7903050557 8ECV-79-91 

Eummarlies status of application by Nuclear Netals Inc to 
export 23.000 kg depleted U to United Kingdom Recommends 
issuance of license 

SHEA.J R Office of International Programs 79/02/05 4pp 


7903050572 SECY-7B-67aA 

Summarlces status of application bg OF to export 239.000 kg 
low enriched U to Taiwan Export is being reexamined due to 
change in US-Taiwan relations NtISS has no info on Taiwan sys 
of aceoontlnj 4 control H/correspondenee 

SHEA, JR Office of International Prs grams 69/02/07 24pp 


79030S0379 License for Westlnghouse. Industr lal 4 Oovt Tube Div. to 
export two lonliation chambers. Type HL6377 4 HU693/A to the 
Netherlands 

OPLINOER.O e Assistant Director for Export/Import 4 International 
Safeguards 79/02/08 fp 


7903050580 License for OE to export neutron detectors specially 
designed for nuclear reactors to West Germany 

OPLiNOEIt. 0 0 Assistant Director for Ex port/ Import 4 International 
Safeguards 79/02/0-0 Ip 


7903050SB3 Executive Drench position re Dresser Atlas Div of Dresser 
Industr IBS. Inc application to export iB Cl Ain-241 to Peoples 
Republic of China License should be granted 
NOBENZO, L V State, Dept of 79/01/25 ip 


7903050585 Informs NRC of cancellation by Dolivta of contract to export 
small research reactor 4 related 8NH Bees no reason for NRC 
to retain active files on project 

LEONARD. B E Institute for Resource Management. Inc 79/Ol/OB Ip 


7903050586 License for OE. Nuclear Energy Duslnest Group, to export 
mi ec el laneous parts 4 components specially designed for 
nuclear rsaetors to West Germany 

OPLINOER.O 0 Assistant Director for Export/ Import 4 International 
Safeguards 79/02/08 Ip 

7903050591 Comments on Rag Guide 8 24 re health physics surveys during 
U-233 proeesilng 4 fuel fabrlcotlon Feels new criteria are 
not const stent. in most cases. w/current techniques H/speclfie 
comments 

JOHNSON, M P Yankee Atomic Electric Co WYC 79-6 79/02/06 Spp 


7903050594 Requests license to export nuclear medical devices to 
Saudi Arabia 4 Jordan 

SCHMOEBEL.J J Cordis Corp 79/02/06 2pp 


7903060003 Ack receipt of 790105 Itr 4 requeits add I info to inform NRC 
of steps taken to correct violations noted in OA Program 
Insp Rept 99900089/78-02 

POTAPQVSiU Regtan 4. Dallas. Vendor Inspection Branch 

79/01/31 ip 


7903060004 Responds to NRC 781122 Itr re violations noted In Inip Rept 
99900029/78-42 Corrective actions' areas of manual audited to 
cheek retulti recordadi review added to monthly audit check 
1 istJ outlines followed i'n training 

LEWIS. D E. Youngstown Weiaing 4 Englnearlng Co 79/01/03. 2pp. 


7903030560 Requests staff views on results of survey of MaSH-1400 
UilTS Memo from LV Oosslck requesting staff survey end 
HINOCUE. R 8, Office of Standards Development 70/12/37, !p 


7903060006 Forwards OA Program Insp 99900029/78-02 on 781102-03 4 
noble e of d eviat ion 

79030S0533 Requests Office Directors to conduct staff surveyi re POTAPOVS.U Region 4, Dallas. Vendor Inspection Branch, 

results of survey of WA6H-1400 uses 78/11/22 Spp 

CQ8SICK.L V Office of the Executive Director fop Operations 
78/12/20 Ip 

7903060007 Notice of deviation from insp on 701102-03 

a Region 4. Dallas. Vandor Inipectlo'n Draneh 70/11/22 tp 

79O308OSS9 Responds to request from LV Oassick seeking identification 
of actlans or positions that used risk assessment models 4 
results of MA8H-1400 Forwards memo from E Marinos re prior 
knowlsdga of licensing actions 

SULLIVAN. D F Reactor Systemi Standards Drench 78/11/09 
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790304.0012 OA Proijran Insp Ropt 99900039/70-02 on 701102-03 
Kancoinp 1 lanes notsil araas. of QA manoal not audltedi 
praventWe actions not taken to assure nonlMy revisupsi 
training scAcdules not folloued 

OLUER.R e , HUWKUTT.D H Region 4. Dallas. Vendor Inspection 

Branch 78/1 1/2S 9pp 


7903060014) Ack receipt of end 701114 1 tr from Hr 1. Mrs Russart re 
storage of spent fuel at Haven plant Safety evaluation 6 EIA 
re mod of spent fuel storage at Keujaunee end 
OOSSlCKiL V Office of the Executive Dlrectoi for Operations 
79/01/17 3pp 


7903060039 Proposed license for Transnuc 1 ear. Inc to export low 
anrlched ll to Canada is accepted Requests Transnudear tie 
notified bg 790214 

CHILK. 8 J Office of the Secretary of the Corwission 79/02/13 

Ip 


7903060036 Lists export licenses for which Itrs of assurance have not 
batn received Requests info re date Itrs were requested 
from respective ambassies 

6HEA. vl R Office of Internat 1 ohal Programs 79/01/86 2p 


7903060164 tlatifxcetion of cancellation of application for export 
licenses )(a-116, XSNM'960 U XSNM-970 

LEONARD. D E Institute for Resource Hanagement. Inc 79/01/08 


7903060168 r{UfIE&-0466 

''Calculation of Release of Radioactive Hatls in Oaseous 
Effluents frani Nudear-Pouer od Merchant Ships 
INHS-CEFF Code) " 

CARDILE.F P I DANSART.R L , COLLINS. J T Division of Site Safety 6 
Environmental Analysis 70/07/30 BSpp Available at HTI8 


7903060206 Requests license to import 409 irradiated fuel assomlllias 
6 80 irradiated Japanese research reactor fuel assemb 1 i es. on 
behalf of British Nuclear Fuels, Ltd Matl not to exceed 115 
kg U Oives cask types 6 shipment schedule 
EDLOH.J Edlou International Co NRC 79/02/07 ip 


7903060280 Executive Branch position re application by for 

author i latton to export to Spain various parts 6 components 
specially designed or prepared for use in Lemonl t Unit 1 
nuclear power reactor License should be issued 
NQSENZQ.L V State. Dept of 79/02/07 2pp 


7903D600S9 Foruards IE Info Notice 79-03. “Lim 1 torque Valve Geared 
Limit Switch Lubricant " Lists liceniaas to whom notice was 
sent on 790209 

PAPPA8.H Region 3. Chicago, Office of the Director 79/02/12 

2pp 


7903060106 License for OE.Hudear Energy Dusiness Croup to export 
miscellaneout parti U components specially designed for 
nuclear reactor use to Italy 

DPLlNOERiO 0 Assistant Director for Ei port/Import U International 
SafeguariSB 79/08/08 Ip 


7903060111 Ad receipt of 701207 Itr conveying statements from OK Rhode 
of Niagara ftohauk Power NRC is aware of statements ft is 
considering his suggestions NRC reply to b- discussion of 
Ticoamendat ions ancl, 

HENDBIE, J M Commission 79/08/14 8pp 


7903060114 Ad receipt O'f 781116 1 1r forwarding speech "The Nuclear 
Transportation Scene - A Util Viewpoint " Referred speech to 
appropriate staff members for consideration of issues 
Idantif 1 ed 

DIRCKS.M J Office of Nuclear Material Safety (c Safeguards 
78/12/14 9pp, 


7903060184 Forwards comments submitted to Dept of Transportation re 
rulemaking proceeding to determine need for add! routing 
requirements for transportation of radioactive matli 
RHODE. 0 K. Niagara Mohauk Power Carp 78/12/19 Ip 


7903060136 Forwards info on bahalf of Electric Util Co Nuclear 
Transportation Qroup re advance notice of proposed 
rulanaklng on highway routing of radioactive matl Supple 
781019 Itr 6 701129 oral statement 

TRDSTENjL M LeBoeufr Lamhi Leiby *< MacHai 7B/12/I9 ISOpp 


7903060139 Comments on Reg Ouida 1 144 Finds several audit procedures 
conflict u/each other 

MEOINOER, W E Affiliation Unknown 79/08/09, Ip 


7903060146 NUB EO/CR- 0139 

''Praparatlon of Morklng Caltbr N Test Matls Mixed Oxide." 

REIN.J. E . TIETJEN.O, L. , ZEIOLER, R K Los Alamos Scientific 

Laboratory M-74O5-EN0. 36 LA-7382 70/09/30 42pp Available at 


7903060234 Executive Branch position re Industrial Nucleonics Corp 
application to export 0 5 Cl of Krypbon-09 in sealed source 
for industrial gauging to Hungary License should be granted 
NDSENZa. L V State, Dept of 79/02/05 ip 


7903060243 Letter of assurance confirming Kansal Electric Power Co 
appointment as aubhorlied person to import S< possess 
llceniad matl per Agreement for Cooperation between US 6 
Japan 

SUZUKI. R Japan 79/01/31 2pp 


7903060254 Executive Branch position re Transnuc lear. Inc application to 
export U~235 to Japan Approves Ueit Germany as intermediate 
consignee H/enc 1 Itr of assurance 
NOBEHZa.L V State. Dept of 79/02/07 3pp 


7903060257 NLIREO/CH-OS44 

"NRC/RSR Data Dank Program Description " 

DANK.ERT.8 F Idaho National Engineering Laboratory FIN A-6102 
THE£-1319 79/01/31 IBOpp Available at NTIS 


7903060368 Ack rocelpt of 790119 Itr informing NRC of steps taken to 
correct vlolatluns noted in QA Program Insp Rept 
99900309/78-02 

POTAPOVS. U Region 4, Dallas. Vendor Inspection Branch 

79/01/31 Ip 


7903060264 BsEponds to NRC 790105 Itr re deviations noted in OA Insp 
Rept 99900aB9/7B-08 Corrective actions welds deposited w/o 
procedures stations removed b parts reweldedi weld Ing 
procedure Spec 5-1. Revision 0 revised 

WHEATON, U R Borg-Harner Corp 0-9-023/HBH 79/01/19 3pp 


7903060267 Forwards OA Program Imp Rapt 999OO2B9/70-O2 on 701211-13 6 
notice of deviation 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

79/01/05 2pp 


7903060271 Notice of deviation from Insp on 701211-15 

• Region 4, Dallas. Vendor Inspection Branch 79/01/08 2pp 


7903060277 OA Program Insp Rept 99900289/70-02 on 701211-15 
Noncompliance nofced'callbr inspector not reporting out-oP- 
callbr equipment as required, correct welding spec not at 
work Ktation b electrical characteristics not kept 

SUTTON. J M. I WHITE8ELL. D E Region 4. Dallas. Vendor Inepectton 

0ranch 79/01/08. 13pp 


7903060269 Executive Branch position re application by Westinghousc to 
export nuclear reactor components to France U/encl 1 br of 
asBiiranct. License should be granted 
NDSENZQ,L.V State. Dept of 79/02/05 3pp 


790306-0306 Recommends amend that companies or industries submit list of 
specific products that could be exempt from 10CFR21 Worried 
about shortages b rising cost of parts 
ANDERSON. K. B Aff i 1 let Ion Unknown 79/01/10 3pp 


7903060349 NUREO/OR-0046 V2 

'’Qualification Manual for IE Personnel," detailed data 

sheet 

BARTLEY. H J . HEVER.F H K . SCHWARTZ. E 0. General Research Corp 
NRC-05-77’-142 7B/U/30 70pp 


7903060351 Raqueits amend to license XSNM-1049 to extend expiration 
date from 700301 to 010301 
PREOIDQN.M M, Cordis Corp 79/01/31 tp 
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7^3060353 License for Cordis Corp to eiport pacemakers containing 
4S g {’U'SSG to hospitals in South America 

C-UHlHtM A Office of International Programs 77/03/01 Ip 


FsOStisoSfcO executive Branch review of application bg Transnue lear> Inc 
for amend of Licanse XSNH-1149 to eeport 21 043 kg U-238 to 
tk# Netherlands via Franco Amend should be granted 
ffOSENlD, L V State. Dept of 79/02/07 3pp 


T9O306-034S Ifeeklg tnfo rept For ufoet ending 790202 

HtHn.T A Office of the Eiecutive Director for Operations 
79/03/ OB 23 pp 


Application for license to import U h ll'333 from Sueden 
C>Ak<l.STROM. C 0 Uestinghouse Electric Corp 79/02/01 Spp 


T7030fiO'3A&' Requests license to export pacemakers containing U-335 to 
Saudi Arabia It Jordon 

SCNMOESEL, J J Cordis Corp 79/02/06 2pp 


7703060370 Iflthdraus application for addl license to export tritium as 
fas or water Client is undertaking shipping instead C< will 
applu fer license In their own name Current License XD-'658 
is sufficient 

OEPEDROi H Mortheast Nuclear Energg Co (Northeast Utllitlesl 
79/02/01 Ip 


79030*0384 Forwards safetg evaluation for repts MCAP“7950t 8236 i. 3236 
AJdandun I Analgtlcal methods are acceptable Results of 
bgundlng calculations still not reviewed Requests Issuance 
of revised versions of repts within 3 months 

filOi-l. J h Light Hater Reactors Drench i 79/02/06 Spp 


7903060998 Notification of contract execution. Nad S to “Structural 
Anaigsis of Effect of Natural Phenotiiena on Existing Stack at 
Nuclear Fuel Svc. Inc. (.lest Vallaq.NV " Contractor Enginearing 
Analgttcs. Inc 

PERLMAN. J Purchasing Sectlcn NRC-02-78-079 79/02/06 Ip 


7903060601 Kod 8. extending period of performance to 790131 w/o cost 
to “Structural Analgtls of Effect of Natural Phenomena on 
Existing Stack at Nuclear Fuel 8vc< Inc. Meet Vakleg.NY " 

PERLMAN. J Purchasing Section NRC-02-7S-079 79/02/08 tp 


7903060999 Comments on Reg Qutde 1 9 Rovtslon 1. "Se 1 ectlom Deeign fa 
Qualification of Diesel Oenerator Units “ Section 512 
should include clarification of Section C 3 re diesel 
generator mechanical fa electrical capabilities 

SKERHOOD. 0 0 General Electric Co .Nuclear Energq Products Dlv. hPN 
029-79 79/01/24 2pp 


7903060603 Comments on Reg Guide New guidelines are Improvement over 
previous ones.since environ effects of mines are considered 
u/effccts of mills Five fa ten mite radius mag be 
insufficient U/detalled conunants 
BLISS. B Interior. Dept of 79/01/2? 2pp 


7903060604 Forwards licenta application for General Atomic Co to export 
one compensated ion chamber to Italg 

MOHRY.W R General Atomic Co Isuhs of Gulf 01) Corp ) IEL-f0t9 
79/02/01 Ip 


7903060612 Ack receipt of 790201 Itr Submitted info acceptable. Review 
of ESCO-1 52 I 5. “Containment Sprag Noiile for 
Nuclear Power Plants. “ should be conckudsd In three months 
BAERrR. L Light Mater Reactors Branch 2 79/02/14 Ip 


7903060397 "6ER on Licensing Topical Repts bg Uestinghouse. Safetg 
Analgtls of the Fuel Assemblg for Combined Seismic fa LOCA" 
for HCAP-7950. Jul 1972i WCAP-Q236. Dec 1973t fa UCAP-B236. 

Addendum l.Mar 1974 

* Core Performance Dranch 78/10/31 4pp 


7903060614 Propose! amende to 10CFR19 fa 20 to eliminate accumutatad 
dose averaging formula. 5(N-1S> fa associated Form NRC-4 
exposure hlstorg Imposes annual dote limiting stds while 
retaining quarterlg stds 

CHILH. 8 J Office of the Becreterg of the Commission 79/02/13 
14pp 


7903060467 Forwards BVTR-l-O 

AtAH.P J Dlack fa Veatch 79/08/20 2pp 


7903060471 DVTR-l-O 

“GA Program Description " 

ABAH.F J Black fa Veatch 78/12/01 73pp 


7903040542 Comments on NURCO-0499 re generic rulemaking Land use 
Inpacts have not been considered Suggests further dlscuseian 
of Impact resulting from other utilities purchasing portion 
of nuclear project 

VELLONE.J Agriculture. Dept of 79/01/30 app 


7903060397 Transcript of ACRS Subcoramltkee on Procedures & 
Administration 790207 meeting in Hashlngton. DC re discussion 
of LERs Pp 1-91 

rtOELLER.D N . LAWR03KI.8 . KERR. W ACRS - Advisorg Committee on 
Reactor Safeguards 79/02/07 93pn 


7903060370 Forwards schedule for completion of branch efforts on steam 
generator water hammer Schedule assumes addl funds will be 
available for technical assistance program u/INEL 
BUCKLES. Q. Plant Sgsteme Dranch 79/01/22 2pp 


7993060374 aECY-V9-73 

[nfoTOS Comnlssian of Executive Branch position re pending 
eaport license application bg Mitsubishi Internatl Corp 
Requests advisement of ang Issuai or info to be included in 
HRC anaigsis 

EiiEA.J R Office of International Programs 79/01/29 Ip 


79930605B9 Executive Branch position re Mltsublihl Internatl Corp 
application to export 92 Kg U-239 to Japan License should be 
granted H/enck Itr of assurance from Japan 
NQ9ENZO.L V State. Dept, of 79/01/17 3pp 


790306061B Notification of contract execut ion. Mod 1 to "LMR Safatg 
Plans fa Repts “ Contractor NUS Corp 

MVNATT, A Research Contracts Branch, FIN B~630l NR C -04-78-2 17- 

78/12/28 Ip 


7903060624 Hod I. extending expiration date to “LUR Safatg Plans fa 
Repts “ 

MORTON.R V Research Contracts Dranch FXN 0-6301 

NflC-04-7B-2I7 78/12/28 Ip 


7903060664 Application, for license to Import 40.000 kg of U enriched to 
max of 3 IVC 11-239 from USSR, to he shipped Nov 1979 to Dec 
19B0 

NGCHOOQH. U 5 Exxon Nuclear Co . Inc (subs of Exxon Corp I 
79/01/29 2pp 


7903060669 “Dloclde Bgproducts In Aquatic Environs." quarterlg rapt 
Jul-Sept 1978 

ANDERSON. D R . BEAN. R M . OIBSOH. C I Battalia Hamorial Institute. 
Pacific Northwest Laboratorg- FIN D-2098 78/11/30 9pp 


7903060670 Ueeklg info rapt for week ending 790126 

REHM.T. A. Office of th« Executive Director for Operations 
79/01/31. 21pp. 


7903060671 Informs that export applications are no longer required 
8CHNAUTZ. C E Mestlnghousc Electric Corp 79/02/02. Ip. 


7903060673 Ballevts proposed rule should not be adopted Finds proposed 
definition change of radiation area to restrlcteit araa Is 
unnecesiar llg rastrictlva. 

CUNNINOKAM.O E General Electric Co .Nuclear Energg Products Dlv 
79/01/23. Ip, 


7903060579 Interim progress rept for Nov-Dec 1978. "Phgslcal Protection 
«( Nuclear Natl In Transit " 

CHAPMAN.L D Sandle Laboratories FIN A-n73 79/01/22 6pp 


7903060991 NUREO-7 3/087 

Revision I to SRP table of contents 

* Office of Nuclear Reactor Regulation 78/12/31. 18pp 


7903060678 Informs that export applications are no longer required. 
BCHNAUTZ.C E. NastlnghoOsc Electric Corp 79/02/02. tp, 


7903060679 Certifies that matt to be exported bg OE to Ucst Oermang 
(1.0 g U-839) will ba subj to all terms of 1960 Agreement 
for Cooperation. 

8PAAK. F. European Communities. Conmistlon of 79/01/30- Ip. 


7903060599 Comments on proposed Reg Guide i 144 on auditing of GA 
programs for nuclear power plants Suggests modifglng 
positions C 3 a <2) fa C 3 b <2)(a>fa(b> 

PRE8SE0KV, A J. Energg, Dept -of 79/02/09. Ip 


790306Q684 Ack receipt of Executive Suranarg fa DG8 on U oil 1 1 Ing. Requests 
complete copy of DE3 In order to comnent 
LANDAiER Intcriur, Dept of. 7<^/02/06 Ip 
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79030606T1 Rispondi ta NRC 7Bli09 Itr Approvfs application by 
Uattlngliaupe for au thor 1 ration to axpert alght ion chambars 
to Koraa via Canada 

NOSENZOiLV State, Dept at 79y02/’0S 4pp 


7903070017 Fariuards "Addendum to Ookam SesouTces Carp Oround iJatir 
Discharge Plan," dtd 790203 Plan has not been foruarded to 
NRC consultants at Colorado State Univ 
TOPP.A A New Mesico, State of 79/02/09 Ip 


79030&0A9'4 Reg Guide B 23, “Rad lation Safety Surveys at Medical 
Institutions ** 

* Office of Standards Developmant 79/02/2B Mpp 


7903D60699 Forwards license application for Oeneral Atonic Co to esport 
6 g U-239 *. 12 90 kg 0-238 to Morocco 

KOMRY.H n Oeneral Atontlc Co Csubs of Oiilf Oil Corp ) JEL-1013 

79/01/19 2pp 


7903070021 “Addendum to Bokum Resources Corp Oround Hater Discharge 
Plan" submitted to NIi Environ Improvement Div 
e Qakun Resources Corp 79/02/05 BOOpp 


7903070024 Forwards request for addl info ro NRC reviau of grade H-dSl 
graphite contained in Oeneral Atomic rep t, OCP-SSGB, uh i ch was 
omitted from 790119 Ur 

3PEIS, T P Advanced Reactors Branch 79/02/03 2p p 


790301)0701 License application for Oeneral Atomic Co to eaport 6 g U b 
12 90 kg H to Horoeeo 

MOHRY, H R Oeneral Atomic Co isubs of Ouif Oil Corp > 

79/01/19 3pp 


79030ii0700 Comments on Reg Ouide 1 9 re diesel generator units used as 
onsite power sys Does not believe requirement to sustain 
complats loss of load w/o overspeed trip is necessary for 
safety Voltaga requirements are Inconsistent 

□ 'DONNELL, E P Ehasco Services, Inc (subs of Ensereh Corp ) 
79/02/07 2pp 


7903040703 “ORNL Monthly Rept to Div of Safety Bite h Environ 
Analyels," for Mov 1978 

« Oak Ridge National Laboratory FIN B-OOl 7S/1I/30 11pp. 


7903040709 Describes Operating Procedure 223 "Accelerated Safety Review 
of Conit Permit Applications " Implements Rscommerida tt on 9 
of NURE0-0292> "Huclesr Plant Licensing Dppor tunl t 1 es for 
Improvement " 

BERKOH, H N Division of Project Management 79/01 /3D 4pp 


7903040704 "Reactivity-Initiated Accident Test Serlea Test RIA 1-1, 
Quick Look Rept." 

MARTINSON, Z R , 8EMKEN, R S , INADE, T Idaho National Engineering 
Laboratory FIN A-4041 TFOP-TR-300 79/02/0B 91pp 


7903DA070B Describes Operating Procedure 222 "Predocket Ing Review of 
Const Permit Applications " Implements Recommendation 4 of 
MUREO-0292, “Nuclear Plant Licensing Opportunittes for 
Improvement " 

BERKOMi H N Division of Project Management. 79/01/30 4pp 


7903070052 NUREO/CR-0307 

"Transition Balling Heat Transfer in Forced Vertical Flow “ 

Final rept for period June 1977-June 1970 

•CHENO, S C Argonna National Laboratory RAOHEQ,H , NQ, H W Ottsva, 
Unlv of FIN A-2014 ANL-70-75 7S/06/30 9Spp Available at 


7903070055 Notification of contract execution, Mod 3 to "Technical 
Afsiitance to Support NRC Technical Personnel in 
Investigation L Evaluation of Incidents, A1 legations it 
Reported Discrepancies " Contractor Parameter, Inc 
BAIBDEN,L Research Contracts Branch FIN A-4015 70/11/09 

Jp 


790307005S Mod 3, providing addl NRC IE assistance it addl funding to 
"Technical Assistance to Support NRC Technical Personnel iti 
Investigation it Evolution of Inc Idents, Al legations it 
Reported Discrepancies " 

HORTON, K V Division of Contracts FIN A-40I9 7B/H/09, Spp 


7903070054 Comments on Reg Ouide 3 44 re std format it content of safety 
analysis rept for I8F8I Recommends inclusion of 
phy s loehaml cal properties of soils it rocks underlying a 
site 

BALSLEYrJ. R Interior, Dept of E0S-ER~79/1B 79/02/09 tp 

7903070061 Notlfleallon of contract execution, Mod 1 to 
"Character 1 let i on it Classification of Oeologic Faults it 
Fractures In Appalachian Foldbelt " Contractor FL State 
Univ 

OUSTAVE, R P Research Contracts Branch FIN B-10939 

Nnc-(U-7B-O04 79/02/09 ip 


7903060710 Describes Operating Proetdurs 221 "NRC-Applican t 
Pratandaring Activities " Implements Recommendation 3 of 
MURE0~0292i "Nuclear Power Plant Licensing Opportunities for 
Improvement, " 

BBRKDH,H N. Division of Project Management 79/01/30 3pp, 


7903060719 Meekly info rept for week ending 790209 

REHHtT-A. Office of the Executive Director for Operations 
79/02/13 23pp, 


7903070064 Mod 1, obligating FV79 funds of *43,110 to 
*c Clast 1 flcatlon of Oeologic Faults it Fractures in 
Appalachian Foldbelt " 

MORTON, K V. Division of Contracts FIN B-10539 


"Charactarleation 


79/02/09 Ip 


w, w»»tu5ion -environ aurveillanei 

Measuring Concentrations of Radioactivity it Radiation Lavels 
In Environ of Commission-Licensed Activities in OA " 

Contractor State of OA 

BAI8DEN, L Rassareh Contracts Branch FIN 0-5203 77/01/01 

• P 


7903070003 Not 1 flcatlon of contract txaeii t ion, Mod 1 to "Taehnleal 
Assietanca Program for Core Thsrmal-Hvil’'aullc Analysis for 
LHRs “ Contractor OA Institute of Technology. 

HENCZERtH B Technical Asaletence Contracts Branch. 

M»C-03-7B-l29-Oi 79/01/25. Ip 


7903070070 Contract for "Environ Surveillance for Measuring 
Concentrations of Radioactivity I, Radiation Levels in 
Environ of Commission-Licensed Activities in OA " 

HORTON, K V Resesrch Contracts Branch. FIN D-9203 79/01/01 

I2pp 


7903070009 Mod 1 revising placing it processing of orders to "Taehnlci 
Assistance Program for Con Thermal Hydraulic Analysis for 
LWRt. “ 

DOlWHERTVrD J. Division of Contracts NRC-03-78- 129-01 
79/01/25 Spp * 


Notification of contract execution, Hod 2 extending period o< 

te 

Pureheelng Section NRC-03-7a-l79, 79/08/09. Ip. 


7903070072 Progress Rapt 16, "Performanc e Testing of Personnel 
Ooslme try " 

PLATO, P Michigan, Univ of NRC-01-77-100 79/02/02, □9PP 


7903070077 Lictnae application for Byron Jackson Pomp Div to export pne 
set hydrostatic bearings 4 acetssories specially prepared 
for use in coolant pumps to Swltisrland 

NORTON, J F Dorg-Marner Corp , Byron Jackson Pump Div 79/02/01 
Jp- 


Mod 4 extending parlpd of performinct until 790228 w/o cpi 
P urchasing Saetlon NRC-0a-7a-179 79/02/09, Ip 


i OA Program Insp 99900319/76-02 on 781127-30 
' in 4, Dallas, Vendor Inspection Branch. 


'sp Rept 99900318/78-02 on 701127-30 No 
gor areas inspactad implemantstlon of 
applicable codas I, side, training, msbt 

M Region 4, Dallas, Vendor Inspection 


7903070079 Rag Guide I 144, "Auditing of QA Programs for Nuclear Power 
Plante. " 

» Office of Standards Development 79/01/31 3pp 


7903O700B2 Notice of availability of Rag Ouide 1 1 14, "Aod I ting of OA 
Program for Nuclear Power Plants " 

MINOOUEjR D Office of Standards Development 7590-01 79/01/22 

2pp, 


7903070086 License for TX Nuclear Div to export 1 418 mg Pu-230 to 

Canada 

QPLINOER, 0. 9 Aeeistant Director for Export/Import ti Internatlonil 
Safeguards. 79/02/13 2pp. 


^ ^ WJYI L*-lC'0T1'Ss^ r'or m ^ «. . 

tr 4*1 tTiucl t ar I <Smb H 4& addl intei'mEd late conslgnaes 

OrLlHCEAi 0 G As»istant Diractor for Export/ Import *c In t arha t lofia 1 
Saftatjarili 79/02/09 Ip 


License application for Routei — Stokes>lnc to export 143 8 
eleaantal wt ma U-23S to West Germany 

Ej^ARWA.O D Rsoter-StoVes. Inc 11-7945 79/01/23 Ip 


■'»C''3070G9S Dept of Water Resources objections to fourth set of 
l-rt (rrogator i as propounded by PObE ti motion for protective 
«»der Interrogatories are premature & lack specificity 
Certificate of Sve end 

STSURWASSER, M 0 California, State of 79/02/li 17pp 


79'?307CM599 NUREQ/CH~0401 

'O jal 1 fleets on Testing Evaluation Program, LMR Safety 
Reieerch," quarterly rept Apr-June 1978 

S3»ION.L L . GILLEN, K T > JONES, L H Sandia Laboratories. PIN 
A-l05l-a gAND-7a~1452 78/11/30 92pp Available at NTIS 


79*53070119 License for Transnuc leap, Inc to import U contained In J02 
pellets from West Germany 

CPLINGCRiG O Assistant Director for Export / Imp opt L International 
Eafeguards 79/02/09 ip 


7fO3O70'I2l Requests all records L info re NRC estimates tc 
counterataiur as concerning psychic penetration of NRC 
cytemtlc system 

BARIkV.R Affiliation Unknown 79/03/06 Ip 


7?03>070i22 BECV-79-H2 

Frpvidu staff response to 781312 memo from 6 Snyder In 
v'lich questions uet e raised re fire protection In operating 

p I ants 

E>€/fTON.H R Office of Nuclear Reactor Regulation 79/02/13 4gpp 


re quantification or sarety mei ym 
research Info In perforning ECC6 analyses 

UANOENBUROH, D E Yankee Atomic Electric Co WYC 79-7 79/02/05 

Spp 


7903070186 "Environ Statements Project (Cost Benefit Analysis Group)," 
dan 1979 progress rapt 

TEPELiR C Oak Ridge National Laboratory FIN B-0411 
ORNL/ED/EAB-79/. 79/01/31 4pp 


7903070189 Informs of end use for matl to bi exported by Vforld-Uldc 
Impert/Eiport Sve Ltd Equipment will be used In iwimmlng 
pool reactor Intended for production of rad t elsotapes, 
experiences in nuclear physics L operator training 
FRANCO, R R Brai 11. 3IE-0067-01-79 79/01/17. 2pp 


7903070190 "Oak Ridge Natl Labs Foreign Trip Rept of JC Cleveland " 
CLEVELAND, J C Oak Ridge Natlnnal Laboratory FtH B-0t22-7 
□RNL/FTR-455 79/0 1/31 1 Bp p 


7903070193 “Safeguards Analysis for Byproduct Matls *c Small -Quantities 
of 6NM, " Dec 1970 monthly progress rept 

CHESTER, R D , RIRW8CEV,H A Oak Ridge National Laboretory FIN 
B-6108 ORNL-HASRD-25 79/01/13 4pp 


7903070196 Notification of contract eeecut t on, Nod 2 to "Study of 
Consumer Products Cantainlng Radioactive Natl " Contrector 
Science Application Inc 

LEBQiC J Tochitlcal Asilstance Contrecks Branch FIN 9-0280-9. 

79/Ol/JB Ip 


7903070203 Nod 2, changing aukhorliad representative L adding FV79 funds 
to "Study of Consumer Products Containing Radioactive Natl " 
DOUGHERTY, 0 J Division of Contracts FIN D-02B0-9 79/02/10 

ip 


7903070124 Advises that 790213 FOIA request cannot be filled until 
clarification of "psychic penetration of cybernetic sys" la 
provided 

Fe.TON. J N Division of Rules and Records. 79/02/15 Ip 


7903070128 Comments on proposed rule 10CRR30 4d> considers proposed 
Pfease I ECCB rule changes to be unnecessary t« Phase S to be 
vague Si open-ended Recommends proposed ECCB rulemaking be 
4«f erred, r u I e be reinterpreted J, cost benefit be studied 
TAYLOR. J H Babcock U Wilcox Co 79/02/03 3pp 


7903070206 Comments on proposed rule 10CFR30 believes use of 
conservative assuixiptloni to generate model should be 
reconsidered Suggests using Tealitticbest estimate 
analyses 

LEACHiL P Affiliation klnknouin 79/01/09 4pp 


7903070207 Comments on proposed rulemaking 20-12 believes proposed rule 
would be eddl acotiomic burden w/o compensating beneflte. 

Urges petition be dented 

KNOTT Si J B Debevolio ti Lieberman 79/01/29 Spp 


7903070134 Comments on proposed rule 10CFR50 46 believes it Is 
appropriate to separate two phasesiai one is procedure- 
oriented L the other is more comprehensive L technical 
CASSAN.V J power Authority State of New York 79/08/02 3pp 


7903070219 Ack receipt of Iti- informing NRC that City of Riversld# is 
not willing to permit outside contractor to reproduce 
dotumetiti NRC will pay 6 cents per page for reproduction 
GOLDBERG, J R Anti-Trust Division 79/02/00 Ip 


7903070137 Comments on proposed rule favors generic rulemaking whore 
benefits to licensing process can be expected W/encl 
•eccrpts from "Faetori Influencing Electric Utility 
Eepanslon, ■' CONF-770869 Vol II. 

SfERUDQD.O 0 Oenorol Electric Co .Nuclear Energy Products Olv 
79/02/09 14pp 


7903070139 Amends lOCFfiOS to psrmit physlelana graater latitude when 
using low risk dibgnostlc rad topharmaceutlca Is. 

CH1LK.8 J Office of the Secretary of the Commission. 79/02/13 
’fP 


7903070221 Confirms 79020B tslcon in 
stipulation granting NRC axtinsloTi 
compel resources to NRC first set ' 
NRC will have until 790430 to file 
EVANBiD J Anti-Trust Division. 


7703070-2S8 Comments on proposed rule 
having concentration level at or hi 
occurring in free state In nature i 
unlicensed burial sites 
DIPIAZZA.Ft P Wtstinghouse Elactr 
2pp 


Which agreemint was reached on 
of time to file (notion to 
if suppl interrogatories 
any cnatloni to compel. 

79/02/Oa. Ip, 

10CFR20 low level radionuclides 
ilou concentration 
:ould be disposed at 

Ic Corp. HRD-LS«i8-632 79/01/30 


7903070140 Forwards comments on proposed rule 10CFR61 
BlLER^D A. Patton, Boggs L Blow 79/02/01 Spp 


7903070144 Comments on proposed rule 10 CFR 61 * prasenti Innovative method 
tor safely disposing large volu'mas of low level radioactive 
ueste In the ocean 

31LER, D A . BUCK, E L Patton, Boggs (, Blow. 79/02/01. Bpp 


7900070171 Comments on proposed rule IOCFRSOl encourages revision to 
cu-srent ECCB criteria Expresses concern that proposed 
rwlenatlng is likely to be unnecessarily complicatad t< 
lengthy 

COURSIL.W G. Northeast Utilities 79/02/05 4pp 


7903070231 Comments on proposed rule lOCFRSO.when ECC8 model predicte e 
safer result than praceedlng model, it ehould be edopted w/o 
reanalyti i 

BDLEB, R C Affiliation Unknouin. 79/01/11 2pp 


7903070233 Comments on proposed rule 10CFF20 304 protests propossd 
amend due to axpenie of shipping low level west# 

JDHNBDNiH U Harvard Unlv 79/01/16 2pp. 


7903070237 Comments on proposed rule lOCFfiSOi supports basic rule 
Buggaits add! proctdoral points 

THOMAS, M N Virginia Electric U Pouer Co 030 79/02/07. 7pp 


7903070175 Commants on proposed rule urges Commission to select sits 
indspendsnt Issues for rulemaking wherever possible, so 
Individual licensing cases will encompass only site t* design 
ipstlfic Issues 

ftOUELL, S. H Consumart Power Co. HOWE-43-79 79/02/00 4pp 


7903070179 Comments on proposed rul# lOCFRl problem of radioactive 
ssastes is a production problem Bhduld Immediately belt 
isiuancc of further licenses 

JOHNBRUD.J H Environmental Coalition on Nuclear Power. 79/02/06, 
5p> 


7903070261 Forwards corrections to info provided at 701006 meeting 
Hatch 2 naiile reclassified as Type 4B, rec Ireula tion Inlet 
safe-ends constructed of Type 316 stainless steel 
ORIDLEYjR L, General Elaotric Co, MFN-02S-79. 79/02/01. 4pp 


7903070266 Comments on proposed ruls to delate 10CFR80 304: Change in 
burial procedures will bt unnae sssarlly eumbersome costly. 

Mill lieva negative Impact on public health * safety 
BtBLEYrW. A Ohio State Unlv 79/01/23 3pp. 
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7903070275 Comiriants on prcpaied rule lOCFRSO endor»»8 propDied amend In 
recent year* very #*u NV State licemees have burled 
rsdionuellds* 

OEDOER. T K Neu Yerk, State of 79/01/30 tp 


7903070274 Cotmrienti on piping reliability tt super pipe concept Feel* 
exemption from nonmeeban 1 stl e break concept 1* justified for 
*ome loee 1 1 Dn«j * Into cracking It failure probabil 1 tie* are 
vary lou for large pipes Supports local eiemptlon* 

HUSH) 3 H Battelle Hamorial Instltutei Pacific Horthuest Laboratory 
79/02/05 3pp 


79030702D1 Coffiment* on proposed rule iOCFR20 supports removal of 
section from Code of Federal Regulation* Delleves NRC should 
no longer allou burial of radioactive wastes w/o prior 
approval, 

MAVESi D 8 rtff Illation Unknown 79/01/31 Ip 


7903070235 NURE0/CR-0d93 

''Quarterly Progress Rept on Fission Product Behavior in 
LWRs, " for Jul-Sopt 1973 

HALINAUSKAS) A Oak Aldga National Laboratory FIN Q-0187 
ORNL/NUREOTMBSO 73/12/31 37 pp Available at NT IB 


7903070239 Comments on proposed rulemaking 10CFR80-I8 opposes 
definition change 4 new posting requirement 
BUDZlKi D N Consumers Power Co 79/01/22 2pp 


7903070292 Forwards final NRC eomrriBnt* on Enel 2 to SECY-70-637 re use 
of WASK-ldOO in regulatory actions Connltsion paper will be 
forwardad shortly kl/threa IE memos 

OOSSICKiL V Office of the Executive Director for Operations 
79/02/09. 5pp 


7903070293 Comments on proposed rulemaking I0CPR20-IS opposes proposed 
rulamaklng because It would disrupt present regulation & 
regulatory sefisma 

PARKERt W O Quke Power Co 79/01/14, 2pp 


7903070299 Cammants on proposed rulemaking tOCFR2-S suggests agencies 
coordinate rcvleuis 4 any regulatory changes should be 
Inltlatad only following a sufficiently detailed value/ 

Impact asictsment 

TAVLORi J H Babcock bNlUoxCe 79/01/29 2pp, 


7903070299 Dlecusse* coordination of NRC fire protection plan 
Racorsmend* responsibility for Dlv of Operating Reactors 
coordination be transferred to Dlv of By* Safetyrio reduce 
DOR fire protection effort as 8ERs are complttad 
FEROlfBDNiR Plant Systems Branch 79/02/03 2pp 


7903070300 Comments on proposed rulamaklng 10CFR2-3. supports proposal 
to straanlln# licensing of facilities 

ANOERSOMiT.H Nestlnghouee Electric Corp N3-THA-2032 79/01/29 

>P 


7903070334 Foruardi "NEDE-24349-P. 1/4 Scale T-Ouencher Test." as part 
of Hark I containment program Request* rept fee wfthiheld (ref 
IOCFfi2. 790) H/supportlng doeumemtatlon 

BOBONi L. J Oencrel Elictrle Co. ^Nuclear Energy Products Dlv 
KFN-040-79, 79/02/15 Spp 


7903070344 Forwards topical repti "Nuclear Main Bttam Isolation Valve 
Eysr" In accordance w/790110 Itr to NRC. Rept* prepared by 
Eaatc Tecbnologyi Ine> forwarded a* supporting info 
FEIRlNOtH <J Enargy Products Group, 79/01/24 ip 


7903070347 0M-F9D 253B 

"Nuclear Main Btaam Isolation Valve Eg stems " 

FElRINOrH ( HALTER. J F Energy Products Group 79/01/31 400PP, 


7903070364 Application for License by OE to eiport 13)573 kg 1102 
powder to Japan 

• General Electric Co , Nuclear Energy Products Dlv 79/01/10 

Ip 


79030703B4 SECy-79-72 

Forwards application to eiport VD2 powder to Japan 
Commissioners are requested to advise staff of issues or 
information to be Included in staff analysis 
SHEA) J R Office of International Programs 79/01/29 tp 


7903070387 Application by OE for license to export 4445 kg V02 poudar 
to Japan 

* General Electric Co .Nuclear Energy Products Dlv 78/18/22 
IP 


7903070383 NUREQ/CR-OSaS 

"Position Descriptions for Insp & Enforcement Personnel, 

Final Rept " 

HARR180N,0 J , KRAAS, I H , LEFF, S General Research Carp (subs of 
Flow General, Inc » NRC-05-77-142 79/01/31 58Spp 


7903070390 BECV-79-B6 

Forwards GE 790103 Itr requesting license amend for quantity 
of matl authoriied for aiport Requests advisement of any 
(Esuet or Info to be included in NRC analysis 
SHEA, J R Office of International Programs 79/02/01 Ip 


7903070394 NRC determination of public disclosure under Sunshine Act 
tape of 790206 discussion of personnel matter Withheld 
(ref I0CFR9. lOBCc > &c 10CFR9 104(a)<6l) 

CHlLKiS J Office of the Secretary of the Commission 79/08/07 
>P 


7903070397 Briefing on use of HA5H-1400 by NRC Chairman will circulate 
modified text of 7SI881 meeting to Commissioners for 
cammants or concurrence Text should request sutmlttal of 
procedures to eniure proper use of risk assessment methods 
CHILKiS J Office of the Becretery of the Commission 78/12/86 
IP 


7903070413 NRC briefed on proposed NRC statement on risk assessment 
In light of HASK-140O & Risk Asieisment Review Group rept 
No action taken. NRC requested meeting on this matter to be 
scheduled in near future 

CHILKiS J Offica of the Secretary of the Commission 78/12/19 

Ip 


7903070417 Transcript of proceeding of "Comprehensive Evaluation Rept 
on NFS-Eruilr" on 7B0427 In Washington, DC Ppl-41 W/enel NRC 
d aterislnat Ion re public disclosure under Gunshlne Act, 
listing portions withheld (ref 10CFR9 108). 

HOYLE. J Office of the Secretary of the Commitslon KELLEY. J 
Office of the General Counsel OOBBICK, L. V Office of the 
Executive Director for Operations 7B/04/27. 42pp 


7903070399 Forwards application 6 requests Executive Branch review of 
application by Mitsubishi Inti Corp for license to export 
specially designed reactor components to Japan H/o and 
OPLINOER, G 0 Assistant Director for Export/Import ti International 
Safaguardi. 79/02/13 Ip 


7903070400 Amend to export license for OE Technical Bve Co extending 
expiration date from 790331 to B20331 for export to Italy 
OPLINOER, O.G Assistant Director for Export/lmport *< International 
Bafaguards 79/02/14 Ip. 


7903070401 NURE0/CR-0368 

"Refractory Metals for Ultrasonic Thermometry Application " 
CARLSON, 0 A. 1 PLEIN.H 0 Sandla Laboratories FIN A-llBl 
BAN076-13a2 R-7 78/10/31 6app. Available at NTI8 


7903070352 Topical Rap t, "Nuc 1 ear Main Steam Isolation Valve Bys" is now 

In final review ti will ba submlttad to NRC an 790224 7903070402 Request* Executive Branch review of application by 

FEIRINO.M J Energy Froducte Group. 79/01/10, 2pp Mitsubishi Inti Corp for license to export specially 

designed nuclear components to Japan 

DPLlNOERiO G Assietant Director for Export/Inport l< International 
7903070355 Aek receipt of Enargy Froducte Croup 7S0801 Hr re proposal Safeguards, 79/02/13, Ip 
to aubmlt topical rept on valve inglnsarlng b related sefety 
Implications 

CABEiE.O. Offica of Nuclear Reactor Regulation 7S/0B/13, Ip. 7903D70403 License for Byron JacksoniPump Division to export one sat 

hydrostatic bearings b accessoriti specifically prepared for 
use In coolant pumps to Italy 

7903070360 In accordanet lu/NRC request* to improve valve engineering, OPLINOER, 0.0 Assistant Director for Export/Import it Internet 1 anal 

Energy Products Group intends to submit a topical rept re Safeguards, 79/02/15 Ip 

impreviif valve anglnetring b based on governing criteria of 
Reg Ouidt 1.4B 4 generic Iseues of Reg Review Flan 3 9, 3 

FEIRINO.M J Enargy Products Group, 75/OB/Dl 8pp 7903070405 Requatts Executive Branch review of application by 

Hestingfeousc for license bo export components to reactor 
facilities to Japan 

7903070359 8ECY-79-77 OPLINOER. 0 0 Assistant Director for Export/lmport & International 

Forward* OE application to export U08 powdar to Japan Safeguards 79/08/13 Ip 

Requaate leeuei or Info to be included In NRC analysis 
SHEA, J. R. Offica of Intarnatlenel Programs 79/01/30. tp 
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Not>»ie«tion of contract ex ecut ion< Mod 1 to "Durability of 
Cr,«tallina Nuclear Waste Pornis ti Their Natural Analogs at 
'**^ealc Storage Conditions *' Contrator Univ of Toledo 
•'AiEf. H Research Contracts Branch FIN 11-6624 NF1C-04 -70-367 

Ip 


TrJiJOTOASS Had li increasing funding to "Durability of Crystalline 
N. Clear Waste Forms ti Their Natural Analogs at Qoologic 
Storage Canditlons ’ 

MMfCW.K 1/ Research Contracts Branch FIN B-6624 

>JfC-04-7e~a67 7'?/01/'20 Ip 


'r;3C7tH(J7 Natiflcatlon of contract ex ecut ion. Mod S to "Study of 
AltcirailVB' Methods for the Disposal of Low Level Wastes " 
Cs'trattor Pord. Bacon t< Davis Utah. Inc 

tSEQjC D Technical Assistance Contracts Branch NRC-02-77-168 

7?/01/31 ip 


7tD3070410 Mod 3, extending period of performance, to "Study of 
Alternative Methods for Disposal of Low Level Wastes " 
t-GUOMERTV, D J Division of Contracts FIN D-1521 

woe -02-77- lie 79/01/31 2pp 


"*■-^70409 Requests Executive Branch review of application by 
fitijilitie Travel Sve of America for license to export 
ipecielly designed reactor components for Total 1 tc 2 (< 

Ts^ruga reactors to Japan 

CFLINOER.C C Assistant Director for Ex port/ Import t< International 
Safeguards 79/02/13 ip 


7?'030T0412 Requests Executive Branch review of application by 
Hitsolline Travel &vc of America for license to 
eigert specially designed reactor components to Japan 
CiPLIHCERt G o Assistant Director for Export/Import i< International 
Safeguards 79/03/13 Ip 


7903070414 Has no comment on proposed "General Statement of Policy on 
Licensing Procedures for Geologic Repositories for High 
Level Wastes " 

MEIEROTTQ. L E Interior, Dept of ER 70/1176 79/02/03 Ip 


^3^070413 Raquosts Executive Branch review of application, by Edlnw 
Inti for license to export Zircaloy tubing to Eweden 
OFLINGER.O O Assistant Director for Expor t/ Imp ort Sr International 
Safeguards 79/02/13 Jp 


7703070416 Amand to OE export license changing max enrichment 
percentage for export bo Spain 

OPL1NGER, Q> 0 Assistant Director for Export/Import l< International 
Safeguards 79/02/16 Ip 


79030704ia license for Byron Jackson. Pump Division to export on* set 
tldrostatlc bearings b accessories prepared for use in 
caolarit puxeps to Bultierland 

DPLINCER.,0 G Assistant Director for Export/Import t< In terna ttona 1 
Safeguards 77/02/13 Ip 


7903070419 Amend to export license for Cordis Corp extending expiration 
date from 790301 to 010301 for export of nuclear medical 
equipment to Brai i 1, Chi le, Mexico h Peru 

C^LtNQER.rO O Assistant Director for Export/Import tc International 
Safeguards 79/02/32 ip 


7W3O7042O Requests Executive Branch review of applicatlo-n by Hlttut (< 
Co, tnc for license to export Zlrcaloy-E tuba shells to 
Japan 

OPi-SHGER, G 0 Assistant Director for Export/Import t< International 
Bafeguarde 79/02/13 tp 


7903070421 License for Transnuclear Inc to export 11-233 to Bwitierland 
OPLIHOER, O C Assistant Director for Export/Import tt International 
Safeguards 79/02/16 2 pp 

7903070424 Requeeti Executive Branch review of application ty Mitsui It 
Co, tnc for license to export Zlrcaloy-4 tube shells to 
Jepan 

Cf LtHGERr G 0. Assistant Director for Export/Import It International 

Safeguards 79/02/13 Ip 


7900070425 Requests Executive Branch review of application by Mitsui It 
Co, Inc for license to export Zircaloy-2 tube ahells to 
Ja>an 

OPLINGER, O G. Assistant Director for Export/Import It Intarratione 1 
Safeguards 79/02/13 Ip 


7903070426 Amend to export license for Uesttnghouse Electric Ca 
eetendlng expiration date from 790401-011201 All other 
conditions remain unchenged 

EPLlNDERxO <?. Assistant Director for Export/Import It International 
Safeguard; s 79/02/15 ip 


7903070427 NUREO/CR-0406 

"Experiment Data Kept for Semiscale Mod-3 Rsfiood Heat 
Transfer Tests 3-07-5 6 S-07-5A (Baseline Test Serletl " 

COLLINS, B L , 9ACKETTiK E , 8TANGER, K Idaho National Engineering 
Laboratory. FIN A-603a TR£E-ia25 79/01/31 306pp Available at 

NT 1 8 


7903070420 NUflEO/CR-0227 

"Model Plutonium Recycle Reactors for Environ Analysis of 
the Mixed-Oxide Fuel Cycle " 

WACHTER, J W Dak Ridge National Laboratory FIN D-OOBO 
ORML/NUREG-21 70/06/30 SOpp Available at NTIS 


7903070429 Comments on proposed rule 10CFn20 304 suggssts NHC no ionger 
allow burial of radioactive wastes u/o prior approval of 
local Cltiiene 6. NRC Suggests removal of 10CFR20 304 from 
Code of Federal Regulations 

3ECHREBT, R , SECHRESTtM Af f 1 1 lat i on Unknown 79/01/21 ip 


7903070430 Requests Executive Branch review of application by 
Mitiuiltne Travel Sve of America for Uceni* to export 
specially designed nuclear components to Japan 

OPLINGEft, 0 0 Assistant Director for Export/Imp ort It International 
Safeguards 79/02/13 Ip 

7903070431 Comments on proposed rule 10CFR2O suggests revision of 
Section 20 304 to Indicate that burial w/o prior approval Is 
prohibited 

LACKER.D.K Texas, State of 79/01/26 Ip 


7903070432 NUREO/CR -0467 

''Experimental Date Rept for Semlscal* Mad-3 Integral 
Blowdown Ic Reflood Heat Transfer Test 8-07-6 iDaselln* Tsst 
Series). " 

ESPARZA.V , SACRETT, K E , STANGER, K Idaho National Engineering 
Laboratory FIN A-6030 TREE-1S26 79/01/31 295pp Available at 

NTIS 


7903070433 Requests Executive Branch review of application by 
Mitsui line Travel Sve of America for license to export 
specially designed reactor parts to Japan 

OFLINOERiO G. Assistant Director for Export/Import I, International 
Safeguards 79/02/13 ip 


7903070434 Notification of contract exscut ion. Mod 3 to "Review 6 
Evaluation of Piling Foundetion Proposed for Category 1 
Structures at Bailly Generating Station “ Contractor MM 
Newnerk Consulting Engineiring Byes, 

DLAODLAi A F. Technical Assistance Contracts Branch 79/02/16 

Ip 


7903070441 Mod 3, extending pariod of performance through 790930 to 
"Review Evaluation nf Piling Foundation Proposed fetr 
Category 1 Structurss at Balllv Generating Station ” 

DOUGHTERV, D J Division of Contracts NRC-oa-78-150 79/02/16 

Ip 


7903070436 MUREG/CR-0S19 

"COBRA IV-I,An IBH-Compatlble Version " 

LtaTERiiD M , JALLOUK, P A Dak llldge National Leboratory FIN 
B-0401 DRNL/NUREOCfiD-9 7B/12/31 72pp. Available at NTIS 


7903070433 Request! Executive Branch review of application by TX 
Nuclear Dlv for license to export nuclear matl to Vaneiuela. 
OPLlMQERrO 0 Assistant Director for Export/Import 6 International 
Bafaguarde 79/02/13 Ip 


79D3D70439 Comments on propoeed rule 10CFR20 304’ suggests mod of 
proposed rule by adding requirement that all licensers 
include In their applicalton a discussion of waste 
generat ion, quant 1 ties to be burled t< location of burial. 

SHELLViW J Kerr-McOee Nuclaar Corp (sube of Kerr-McOee Corp I 
79/01/31 2pp. 


7903070443 NUREO/CR-0227 

"Modal Pu Recycle Reactors for Environ Analysis of Mixed 
Oxide Fuel Cycle " 

WACHTER, J W Oat Ridge National Laboratory FIN 0-0080 
0RNL/NVnE&-21 76/06/30 SOpp Available at NTIS 


7903070443 Raqueats Executive Branch revleu of application by 
Traninuclaar, Inc for licahsa to export 8NM to West OaTrinany 
OOSBICKiL V Office of the Executive DlTtctor for Operations 
79/02/03 ip, 


7903070449 Requests Executive Branch revlsu of application by Bandvlk 
Special Meteli Corp for License to export Zr metal tubee to 
lereel 

□FLINOER, 0 0 Assistant Director for Export/Import t, International 
Safeguards 79/02/13 Ip 
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7903074431 R»qu«stt B>eeutlv» Branch ravlay at application 
Weitinphouaa fer llcatvaa to axpcrt nucltar conponantt to 
Italg 

OPLIWOER. 0 0 Aislstant Oirector for Eipor t / Iitipor t l< Intarnat I anal 
Hafaguardt 79/03/13 tp 


7903070453 Rrquastl Eiacutlva Branch ravlay at application bg 
Hilt inphooute for licinse to axport aqulpirant for 
fabrication of fuel red* to Syedan 

OPLIKOERaO 0 Assistant Dlractor for Eipert/ Import fc International 
Saftguardi 79/03/OB Ip 


7903070434 Respondi to appeal of denial ra FOJA-77-106 «< FOIA-77~A-Sa 
A dec lass 1 f i cation revlay has bean coxipleted It Valuma II has 
nou baan pot in FDR Pages from Apps AiB<CiDiEiF b 0 have 
bean azcarpted b remaining appcndaneies available at PDR 
FELTON.J H Division of Rules and Records 79/03/27 3pp 


7903070496 Requests aniuers to generic questions by 79041S b guidelines 
for two types of plant mods recommended in Vol 3 of 
NUREO-0460 

MATTSOMrR J Division of Systems Safety 79/02/13 61pp 


7903070460 Requests Esecuttve Branch revley of application by US Radium 
Corp for license to export 30^000 Ci of tritium to Condition 
Tyo countircs Notes Corp already has License X0-37-‘?33 
expiring 790301 

OPUINOERfO 0 Assistant Slrsctor for Expor t/Impor t b International 
Safeguards 79/02/OB Ip. 


7903070463 Requests Exaeutlve Branch review of eppllcatlon by Harshay 
Chemical Co for Ilcenee to report byproduct matl to People's 
Rapubllc of Chine 

□PLlNOERi 0 0 Assistant Dirsetor for Expert /Impor t b International 
Safaguards 79/42/09 ip 


7903070464 Foryardt IE Insp Rapt 99900400/70-04 on 701211-14 

FDTAP09S(U Region A, Dallas. Office of the Director 70/13/22 
app 


7903070470 IE Insp Rep t 99900400/70-04 on 78)211-14 No noncompl lanes 
noted. Areas inspected implementation of lOCFRSO b topical 
rept BAH-10096A. t nclud tng design proeeis mg t. verif i cation 
aetivi blast mgt msetlng b action on previous insp findings 
ANDERSON, S, 0. . DROtIN.R L • HAUE.C.J Region 4, Dallas. I/end or 

Inspection Branch 76/12/21 13pp 


7903070463 Requaste Etecutive Branch ravieiii af application by General 
Atomic Co for licinse to export 6NN mat! to Morocco. 

DPLINOER, 0 0 Assistant Director for Eiport/Import & Internationa 1 
Bafaguards 79/03/05 Ip 


7903070473 Requests answers to generic questions by 790415 b guideiines 
for tyo types of plant modls recommended In Vol 3 of 
NUREO-0460 

MATTSQNi B J. Division of Bystams Safety, 79/02/13 61pp 


7903070476 Requests ansuars to generic questions by 790415 b guidelines 
for tyo types of plant mods recommended in Vol 3 of 
NUREO-0460 

HATTSDN.B J. Division of Systems Safety, 79/02/13 61pp 


7903070484 Riquitts ansyers to generic quest lone by 790419 b guidelines 
for two types of plant mods raconmendrd in Vol 3 of 
NUREO-0460. 

MATTSON, R J Division of Bys terns Bafety 79/02/15. 61pp. 


79030704B6 Comments on proposed rule lOCFRSO 304 suggsits clarification 
of the tiumbar of liceneaes affected by proposed rule 
Bellevce requirement needed for marking burial sites 
MEIEHOTTO, L E Interior, Dept, of 79/02/02 Ip. 


7903070490 Comments on proposed rule lOCFRSO. suggests LOFT riseareh 
davelopments ht reflected in safety margins > 

VAN BRUNT, E E Ariiona Public Service Co 79/01/01 3pp 


7903070494 Cammente on proposed rule lOCFRSO. concurs w/tuo-phase 
procedure. 

NlLSONi R Eixon Nuclear Co , Inc. <subs of Exxon Corp. ) 79/02/02, 

2pp, 


7903070S02 Llcansa for Mlbeul b CoiiUSAliIne to aiport 84 placet of 
Zlrcaloy-4 tubes be Japan 

DPLINOERiG 0, Assistant Dlractor for Export/Import b Intirnattonal 
Safeguards 79/02/19. tp 


7903070507 Notification of contract execution; "Alara for 
Radlopharnaeeutlcal Henuf acturers ’■ Contractor' Ecolog 1 ca 1 
Analyste 

LESOiC.D, Technical Assistance Contracts Branch. FIN B-6419-9 
79/02/SS Ip. 


7903070511 Contract for “Alara for Pharmaceutical Manufacturers “ 
DOUOHERTVrD J Division of Contracts NfiC-02-79-037 79/03/22 

I6pp 


7903070510 Comoient s on proposed rule tOCFR61 suggests establishment of 
minimum activities b/or concentrations below which matl may 
be disposed of in tame manner ae other waste 
ORANLUND.fl U Pennsylvania State Univ 79/01/31 2PP 


7903070513 Comments on proposed rule lOCFRSO SSa believes last sentence 
of paragraph SO SSa (b ) < 1 ) adds unneccessary const -related 
restrlctiens Recommends deletion 

rtCDUFFlE.h A Carolina Power b Light Co 79/02/13 3PP 

7903070513 Comments on proposed rule requests comment period for NUREO- 
0499 b SuppI t be extended for addl 60-day period to 
790414 

RENBEROER.O L Washington Public Power Supply System 79/03/06 

ip 


7903070518 Notification of contract executi on, Mod 1 to “A Seismic 
loning Hap for Biting Nuclear Electric Pouer Generating 
Facilities in Eastern United States " Contractor Rondout 
Assoc iatss, tnc 

HENCZERi N B Technical Assistance Contracts Branch PIN D-6499 

79/02/26 Ip 


7903070583 Mod 1, deleting "Dr Theron J Dennett" b substituting “Dr John 
Kellehsr" as authoriied representative to “A Seismic Zoning 
Map far Siting Nuclear Electric Power Generating Pacilltlos 
in Eastern United States " 

DDUOHERTV.D J Division of Contracts NRC~03-7e-154 79/02/26 

If 


7903070331 No commants on proposed rule lOCFRSO 

MEIERQTTOiL E Interior. Dept of ER 7B/12i4 79/03/08 Ip 


7903070527 Confirms 79020S telcon approving stipulation allowing NBC 
until 790430 to file any motions to compel responses to NRC 
Interrogator! as 

EVANS. D J Anti-Trust Division 79/02/08 Ip 


7903070530 Comments on proposed rule 10CPR20 304 concurs w/proposed 
rule based on experience of State of LA 
PORTER. D J Louisiana. State of 79/01/31 2pp 


7903070531 Comments on proposed rule lOCFRSO 46 suggests proposed 
rulervati Ing is overly complicated b if undertaken as 
contemplated, wl 1 1 overly extend period of time necessary to 
accctnp lish objective. 

ANDERSON. T M Hestinghouse Electric Corp. NS-THA-2037 79/02/03 

t6pp 


7903070532 Comments on proposed rule lOCFRSO 304 comparos expense of 
deleting rule u/rlsk to public health Results are not cost 
e ff ic i ent 

BAUMANN, M Mlsconsin. Univ of. Madison 79/01/30 9pp 


7903070533 Comments on proposed rule I0CFR3O rule would be more 
realistic approach to establish ECC9 acceptance criteria w/o 
adversely affecting health b safety of public 
SULLIVAN. T J Consumers Power Co 79/03/02 3pp. 


7903070537 Comments on proposed rule lOCFRSO believes no. new rulemaking 
Is justified prior to significant progress on LOFT 
O'TOaLE. J D Consolidated Edison Co of New York 79/03/09 4pp 


7903070941 Notification of contract execut Ion. Mod 4 to "Study of 
Chemical Toxicity of Low Level Mattes “ Contractor General 
Research Corp 

LEBOrC D Technical Assistance Contracts Branch FIN II-6I8/-9 

79/01/10 Ip 


7903070343 Mod 4, substituting T Johnson for AL Dresten at author I tad 
rapr ssentat Lve b increasing funding to "Study of Chamlcal 
Toxicity of Loiii Level Mastex " 

DOUGHERTY. D J Division of Contracts FIN B-6127-9 79/01 /tO 

3pp. 


7903070550 Notification of contract execution “Conduct Courses in 
Interpersenal Skills for Managers and Non-Managers." awarded 
to 0 Truall Associates 

PERLMAN, J Poreheilnj Section NRC-lO-79-370 79/08/15 Ip 


7903070352 Contract for “Conduct Courses in Interpersonal Skills for 
Managers and Non-Menagers " 

HARGETT. D.J Division of Contracts NRC-lO-79-370 79/02/20 

llpp 



7?‘J>070551 ComnBnt* on proposed rule 10Cf*RSO 304 supports burial sltes> 
uarnlng signs b burial containers 

-•A.NC. C J Vat Admin Hasp CA/SF 79/02/01 2pp 


T4-}30709'S4 CORunente on proposed rule lOCFRSO product decai| heat rate {< 
Iitcaloy oKldation rate should be included in technical rule 
charges. Proposed changes maintain adequate conservatism tt 

Side design 

MjeiAN&ERSOM.E Detroit Edison Co NED/79/ 19 79/02/02 2pp 


79’?>>70S5'S Notification of contract execution "Bpeciallg Designed 
Charga-Otit Cards<Labels ti Tape Dlspenseri” auarded to 
Ui SalJard Co 

UCCKftNS^E Administrative Contracts Branch NRC~ 10-79-374-02 

79/02/20 Ip 


7903070350 Contract for "Bpeeialty Designed Charge-Out Cords* Labe Is t* 
Tape Dlspcnseri " auarded to MM Sallard Co 

HATTIA.H J Division of Contracts NftC 107937402 79/12/20 

23pp 


7f03’370339 Comments on proposed rule lOCFRdil suggests greatest need at 
present is development of approaches to lou level uaste 
disposal that result In timelg & constructive conclusions 
ralber than imposition of tighter controls 
mteiN. EA Atomic Industrial Forum 79/02/09 7pp 


790307'OS30 Natl f i cat ion of contract axecutl on> Mod 5 to “Enhancement of 
Cmilte EmcrgiHncg Diesel Generator Rellabilitg " Contractor 
tHiv ef Dayton 

Gl.AS'Qi.Ai A F Technical Assistance Contracts Branch FIN 15-1169 

79/02/16 ip 


7903070364 Mod 5 increasing cost of contract by *li927 00 to 
'Enhancement of Onsite Emergencg Diesel Generator 
n«iiibiittv " 

OOUOH£RTV*D J Division of Contracts FIN 0-1169 79/02/16 

Sgp 


7903070362 Comments on proposed rule 10CFR90 46 suggests NRC develop 
proposed thangei In existing regulations on ECC8 anslgsis to 
provide fleilbilltg in manner ti demonstrate conformance to 
(ore coetiTig sfds 

PAAKER^VI 0 Duke Pouer Co 79/02/03 3pp 


79C3070S63 Comments on proposed rule 10CFR50 generallg supports Phase 
2 ti believes special emphasis should be placed on 
ispedttlng change In fission product decag heat rate so it 
1* consistent u/present knouledge 

THORPE* J R GPU Service Corp EliL~!287 79/02702 3pp 


7903O70367 License for Mitsubishi Inti Corp to export 8B0 places of 
tircal«g-4 tubing to Japan 

DPLIHGERiG O Assistant Director for Export/Import *e Internationa 1 
Safeguards 79/02/19 Ip 

7903070569 Notification of contract execution “Basic Ordering AgrcEment 
la Develop Ragulatorg Praraeuork for Nuclear Uaste Mgt< “ 
auarded ta Bocial Research Application Corp 

LCRD. C D Administrative Contracts Branch NRC-02~77-20l-42 

79/02/07 ip 


7903070372 Contract for "Basic Ordering Agreement to Develop Regulator 
Fraaiieopk for Nuclear Waste Mgti " auarded to Social Research 
Application Corp 

COUGHStttV, D J Division of Contracts NRC-02-77-S01-4S 
79/02/09 ISpp 


7903070570 Notification of contract axecuttom Mod 1 to "Pomp Operation 
Testing t< Rellabilitg " Contractor Franklin Inst 
PERLMAN. J Purchasing Sect ion FIN B-6567 79/02/23 Ip 


7903070574 Hod 1. extending contract period one month to 790307 to "Fur 
Operation Testing «i Rellabilitg " 

PERLHAH*J Purchasing Section D-6S67 79/02/23. Ip 


7903(170573 Notification of 790309 hearing board meeting in Maehington. 
DC to prepare reft for NRC Meeting is open to public 
VERIAVIL.P R Hearings Division 79/02/22 Ip 


7703080006 Comments on proposed rule 10CFR50, 46 supports proposal re 
acceptance criteria for ECC8 for Hght-uater-cooled nuclear 
pover Plant* 

REEO.C commenieealth Edison Co 79/02/05 3pp 


7903060019 Notice of issuance 5 avallabllttg of three volumes of draft 
eeg guides t< NUREO repts to aid license** in Implementing 
proposed amends to 10CFR73. 

DIR.CK8. U O, Offles Of Nuclear Material Safetg & Safeguards. 

79/02/14, app 


7903090023 Draft rag guide "Std Format b Content Oulde Pligstcai 
Protection of Strategic SMH in Trsnsli '' 

* Office of Standards Development 79/02/14 70pp 


7903080028 NURE0-D9O6 

Draft "Fixed Site Physical Protection Upgrade Rule Outdance 
Conpcndivm. " Voi I "Introduction & User Info tt Design 
Hethodologg Documents " b Vol tt "Bibliography b Microfiche 
Librarg of Technical Guidance " 

• CoRimicslDD 78/12/12 70app 


79O3OB0OS6 Ack receipt of 790130 Itr informing NRC of steps taken to 
correct deviations noted in IE Insp Rspt 99900292/70-02 
POTAPOVS. U Region 4* Dallas. Vendor Inspection Branch. 

79/02/06 Ip 


7903080029 Responds to NRC 7B1120 Itr re deviation noted in IE Insp 
Rapt 99900292/78-02 Corrective actions double gauge* (util be 
used to ensure celibr accuracy, stds oilll be made available 
to Inopectors In shops b GA msma will bo issued 
UE9Ti J 0 Neuport News Shipbuilding & Dry Dock Co (subs of 
TENNECO Corp ) 79/01/30 2pp 


7903000033 Forward* IE .Insp Rept 99900292/70-02 on 781023-27 b notice 
of dcviatfan 

POTAPOVa. U Region 4« Dalle** Vendor Inspection Branch 

78/11/20 2pp 


7903080036 Notice of deviation from Insp on 701023-2? 

e Region 4. Dallas. Vendor Inspection Branch 7B/11/20 Ip 


7903080042 IE Insp Bept 99900292/76-08 on 701023-27 None ompl lance 
noted OA program doe* not prescribe sy* for recalklne/ 
rechocting prsvlouily inspected items 

BUTTON. J W . HHITESELL. D U Region 4. Da lias. Vendor Inspection 

Branch 78/U/80 7pp 


7903080040 Foruard* application for License XSNt1-14S0 for minor nucltar 
export Requests assistance in obtaining necessary letter of 
assurance U/o enel 

OPLIHGER.Q 0 Aisistont Director for Export/ Import b Intarnational 
Safsiuards 79/02/13 Ip 


7903000041 Forwards application for License X8NM-1432 for minor nucloar 
export Requests assistance In obtaining necessary letter of 
ativrance W/o end 

OPLlNSERiO Q Assistant Director for Export/ Import b Internat ionol 
Bafeguards 79/02/13 ip 


79O30BOQ45 Forwards 790201 Itr froni New England Nuclear requesting 
ulthdrawal of application for License XD-9eB Records should 
reflect withdrawal U/o encl 

DPLINOER. 0 0 Assistant Director for Export/tmport b International 
Safeguards 77/08/13 Ip 


7903080049 Forwards 790117 Itr to State Dept u/addl Info on end use of 
proposed export to Braxll re License XCOK-136 W/o end 
DPUINOER. 0 G Assistant Director for Export/Import b Intarnational 
Safeguards 79/02/13 ip 


7903080060 Forward* application for Uiconse XBNH-i446 for minor nucloar 
aiport Requests assistance in obtaining required Itr of 
assurance W/o end 

OPLINCER.G 0 Assistant Director for Export/Import b Intornatinnal 
Bafeguards 79/02/01 ip 


79030B0064 Forwards application for License XBMI1-1447 for minor nuclear 
export Requests assistance In obtaining required Itr of 
assurance H/o end 

OPLINOER.O 0 Assistant Director for Export/Import b Intarnational 
aafeguards 79/D2/01. ip 


7903080067 Forwards application for License X8NH-144S for minor nuclear 
axport Requests assistance in obtaining required Itr of 
assurance W/o end 

OPLIKOERrO-O Assistant Director far Eiport/lmport b International 
Bafeguards 79/02/01 Ip 


7903080972 Rsquasts Executive Branch raview of application by 
Transnuclear. Inc for Licens# X8NH-1443 to export BNM to 
Sui t X er land, H/o and. 

OOSSlCKiL. V Office of the Executive Director for Operations 
79/02/05 Ip 


7903090074 Notification of contract « x ecutlom Mod 3 to "Evaluation of 
Seismic Design Bases b Analyses Pertaining to Diablo 
Canyon." Contractor NM Naumark Consulting Engineering Svea 
GALGOLA.A P Technical Assistance Contracts Branch FIN B-6933 

79/01/03 tp. 
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79030B007B Hod i ncr eiO t i ng total cvlUng U fundi availabta for p^^lnel 

to "Evaluation of Seismic Design Bases k Analgias Fertaining 
to Dtablo Canyon " 

DAUGKERTVi D J Division of Contraets FIM B-BSSa 79/<ll/03 

Ip 


7903060033 Notification of contract eseculion "SpBclallii Designed File 
Folder*,” awarded to Ames Color File 

HlOOmB.E Administrative Contracts Branch NRC10?937A<H 

79/02/13 ip 


7903030088 Contract for ‘'5pecialli| Designed File Folders," awarded to 
Anas Color File 

MATTlAi W J Division Of Contracts NRC107937AOI 79/02/12 
23pP 


7903080093 NURE<}/Cft-047H 

■■Corrected ti Updated Data for IFA~429 from Beginning oF Life 
Through June 1970 " 

WATERMAN. M E Idaho National EnglFeering Laboratory FIN A-6046 
TREe-lSA9 7B/ia/3l 33pp Available at NTIS 


7903080104 Ack receipt Of 790113 Hr providing comments b 
l■eccmcnendat i one re rept on ATWSi NUREO-OA&Oi Uol 3 Mill 
consider comments when making recommendations to Commission 
DENTON, H R Office of Nuclear Reactor Regulation 79/02/IS ip 


79030801 IB Has re viewed NURCO-OdAO, Vol 3 U believes principal 
recommendations are contradictory Concerned w/recommendatian 
that two sets of design mods be applied to plants of std 
design which have been approved by NRC 

SCHERER, A E Combustion Engineering, Inc LD'79-001 79/01/12 

2pp 


7903030115 NUREO-0135 V2 Nd> 

Buff Boot Statul Summary Rept, Water Reactor Safety Research, 
data at of 781231 

a Office of Nuclear Regulatory Research 79/02/0A 350p p 

Available at NTTS 


7903060119 HUREO-0030 WB N1 

yellnw Boole Const Status Rept.Nuclear Power Plants, data as 
of 701231 

a Office of Management and Program Analysts 79/02/88 lS3pp 
Available at NT18 


79030BD129 Heguests amend to Licctiee I3NK-173I eitendtng eiplratlon 
data from 790401 to B20401 

UIL8QN, B D Oeneral Electric Co iNuclear Energy Products Dlv 
79/01/34. ip 


7903080133 In response to 79D20S Itr requesting el] corr esp ondinc c re 
plans by Consumers Power Co to build nuclear power plantsi 
forwards 781187 Itr indicating util has no plans to build 
more plants in HI.W/o end. 

FELTON, J.H Division of Rules and Records ?9/03/0b Ip 

7903DB0133 NRDC eommenti re generic rulemaking to improve nuclear power 
plant licensing Argues that individual licensing hearings 
are most desirable 

RDISKAN, A Z Natural Resources Defense Council 79/02/12 8pp 


790308013S Requeits all corraspondenca re plani by Consumers Power Co 
to build nuclasr power plants 

UILBONiR W Public Interest Research Oroup in Michigan 79/03/00 

Ip 


7903080133 Notification of contract eiecutlnn "Electrical Engineering 
Contractual Aeiletance for South TX Antitrust Proceeding," 
awarded to RW Beck t< Associates, Inc 

OUAODLA)A.F Technical Assistance Contracts Branch FIN D-'A523 

79/02/13 Ip 


790308D1SS Contract for “Electrical Engineering Contractual Asiietance 
for South TX Antltruit Proceeding, " awarded to RW BeeV t> 

Assoclatis, Ihc 

DDUOHERTY, D J. Dtvleion of Contracts 0-6S23 79/02/lB 5pp 


79030B015& Notification of contract rkecutibn "Technical Assistance in 
Development of a Regulatory Framework Nuclear Neste Hgt, " 
awarded to Nuclear Aceurance Corp 

LEBO, C.D Technical Assistance Contracts Branch NRC02772ai41 

79/02/83. Ip. 


7903080139 Contract for "Technical Assistance in Development of a 
Regulatory Framework for Nuclear Waste Mgt, " awarded to 
Nuclear Assuranca Corp. 

DOUOHEftTYiD J Division of Contracts NRCO27720l4i 79/02/23 
13pp. 


790309017A Requests list of all personnel in supergradt positions for 
survey on Italian-Americais heritage. 

VOLpEiO A National Italian Amarlean Foundation 79/01/10 Ip, 


it 7903030170 Forwards QA Program Insp 99900200/76-01 on 7B131Q-19 No 
noneomp 1 lance noted 

POTAPOVS, U Region 4. Dallas, Vendor Inspection Branch 

79/01/18 2pp 

7903080172 OA Program Insp 99900280/78-01 No noncompliance noted Haper 
areas Inspected Implementation of QA manual to lOCFRSO, 

App B.w/aetion on previous insp flndingirngt meetingt des i gn 
tes tsvproducti on tests 

AOEEi J R I HUNNICUTTiD M Region 4, Dallas, Vendor Inspection 

Branch 79/01/16 Bpp 


7903080183 Informs of work U. evaluations performed L foruams basic 
wind data b initial studies per contract AT{49-24 1-0058, Work 
Diractive TR-15,dtd 760331 b Contract NRC-3-76-309, Work 
Directive 3, dtd 70U29 M/o ends 

NUNN, 0 E Nunn, Snyder b Associates 79/02/17 3pp 


7903080185 Transcript of 790207 Commission meeting to discuss ei parte 
b separation of functions regulations Pp i-50 

NENDRIE, J M < BRADFORD, P A , AHEARNE, J F Commission 79/02/07 
BOpp 


79030802iB Requests Executive Branch re Transnuc Icar, Inc application 
amend request to increase matl eiporbed from 11 S29 kg to 
14 0 kg U M/o end 

QOSSICKi L V Office of the Esecutive Director for Operations 
79/02/26 Ip 


7903080223 Requests amend of License XSNM~271 revising mai enrichment 
o-f U-233 from 3 1 to 4 0*4 No»t shipment scheduled for 
790222 

MILSONiB.D General Electric Co 79/02/16 Ip 


7903080398 In response to 790313 NRC Itr, provides revised payee to 
XN-NF~l, "QA Program " 

PERRY, vJ A Ekion Nuclear Co , Inc (subs of Exon Corp ) 
79/03/01 4pp 


7903060353 Accepts proposed tlpical rept "DUliE-S, Conduct of 
□peratlons" for docketing 

COLLINS, P F aperotor Licensing Branch 79/02/15 Ip 


7903GB0332 Notice of filing of petition for rulemaking by VE Andertoti 
requesting that NRC amend 10CFH20 to require NRC 
certification of health physics personnel 

CH1LW,B J nfficB of the Becrotary of the Commission 79/02/23 


7903000335 Forward! petition requiring that health physics personnel be 
cartlfled by NRC (amend 10CFR20 600) Presents justification 
for raquest b delineates specific additions b changes 
ANDERSON, V E Affiliation Unknown 79/01/17 Spp 


7903080390 NUREO/CR-051 1 

"Heat Flux Profile Mods to COBRA IV " 

LISTER, 0 H , JALLOUK, P A Oak Ridge National Laboratory FIN 
6-0401 DRNCNUREGC8DTM1 78/12/31 40pp Available at NTie 


7903080331 Comments on proposed rule 10CFR20 304 burden of establishing 
reasonable basts far expenditure of funds involved in 
rulemaking proceeding has not been met by those desiring 
change 

BROWN, T.D Affiliation Unknown 79/01/23 2pp 


7903080335 Comments on proposed rule 10CFR20 304 suggests proposal be 
deleted It no more burial of radioactive waste be allowed u/o 
prior approval. 

REID, 6 W Affiliation Unknown 79/01/29 3pp 


7903080411 Comments on proposed rule 10CrR20. 304 finds proposal 
inadequate for the protection of public since licensee is 
not required to demonstrate effects of surfate water flow 
patterns near sites 

CAMPBELL.V L Affiliation Unknown 79/01/27, app 


7903080412 Forwards IE Info Notice 79-04# **Degradatlan of Engineered 
Bafety Features ■' U/list of recipient licensees in Region 3 
PAPPAS, H Region 3, Chicago, Office of the Director 79/02/20 

2pp 


7903080454 Comments on proposed fulemaklng 1DCFK2-S supports proposal 
DELM.J P , HILLIAHS.W R Affiliation Unknown 79/01/29 ip 


7903080476 Conisent a on proposed rulemaking 10CFR20-12 supports proposal 
b requests consideration be given to keeping radiation area 
restricted to traffic 

BURTBAVAOEiE M Affiliation Unknown 79/01/27 Ip 


79030B0477 Comments on proposed rulemaking 10CFR20-la endorses proposal 
because It would clarify radiation levels 
LACKER, O M Texas, State of 79/01/25 tp 
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7^3O&0^73 Comments an proposed rule lOCFRSO 304 proposal is untimelyi 
(.nnc cost ari^ 4 incDnststsnt u/other NRC activities 
tPASS.WD,R U Pennsylvania State Univ 79/01/31 3>p 


7v'030a0$93 Lie etise application fdr Aldrich Chemical £■>• Inc to esport 
1S3 ) deiiterlum to Vcneiuela 

UARDi S Aldrich Chemical Co ■ Inc (subs of Sigma-Aldrl eh Corp I 
79/02/13 ip 


7903000618 Notice of proposed rule re poiuer reactor fracture touphness 
requirements H/enel aiarted-up lOCFRSO App CtHi tt draft 
congressional Itr 

CHILKiB J Office of the Secretary of the Commission 
app 


79/01 /oa 


79030S0621 Value impact statement on limited revision of Appehdlees 0 It 
H. “Fracture Toughness h Surveillance Program HcquIrbPiantB " 
e Commission 79/01/08 6pP 


790aOBDS94 Forwards license application review checklist! L end use 
it«tc-n«nt for eiport of high enriched U to Uest Oermang 
nATSON.V Transnuclear. Inc 79/02/14 3pp 


7903060S96 License application for Transnucleaiv Inc to esport 6 S17 
tg U L 6 360 kg U-239 to Uest Germany 
PiATSON.V Transnuclear! Inc 79/08/14 Ip 


Ti33OB0%99 Transcript of a 790210 public meeting in Uashiny toni OC re 
Initial briefing on 5ECY-79-34A! “Regulation of Federal 
Radioactive Haste Aetivlties " Pp 1-64 

MENIflIE.J ft . GILINSKY. V ■ KENNEDY, R T Commission 79/02/19 
64p p 


7903080397 Transcript of a 790214 public meeting in Mashing ton, DC. re 
•Briefing on NRC Legislative Proposals including Siting L 
Licensing 4 Omnibus Legislation " Pp 1-30 

t«fsDR16.J M . OILINSKY.V , KENNEDY, R T Commission 79/02/14 
SOpf 


7903080610 Tianscript of 7B1106 closed meeting held In Hashlnston, DC, re 
"Discussion of Executive Director of Operations Tentlmonif 
of July-Aug 1977 " Pp 1-70 

HENDRIE.O II ! OILIHSKV.V . KENNEDY, R T Commission 73/11/06 
70pp 

7903030611 License foe Oeneral Atomic Co to export 6S4 kg U-233 to 
ftaig 

OPLINOCR, 0 O Assistant Director for Export/ Impor t tt International 
Rafeguards 79/03/2B 8PP 

7903080612 Forwards application for eiport license Requests Executive 
Oranch views M/o end , 

OPLINOER, O O Assistant Director for Export/lmport 4 International 
Sefegvards /9/08/16 tp 

7903000614 License application for Reutar-StOkeSii Int to export U-S3S 
in chemical form 

SKARUPA.J D Reuter* Btol B»i Inc 79/02/03 Ip 


7903060596 Informs that NRC has no record of receipt of 731130 license 
application After 790215 telcon> another request was sent Due 
tq delay 4 urgent requirement of proposed export, 1 icense was 
Issued w/o tS-day uaitlng period 

C?lINGER, 0 O Assistant Director for Export/lmport 4 International 
Safeguards 79/02/26 Ip 


7903060599 Notification of withdrawal of 781 1 IS application for 11 cent 
to dxpert nuclear equipment 

S'E<HQOOH>U S Exion Nuclear Co , Inc (subs of Exxon Corp > 
79/02/14 Ip 


7903000616 Shipping papers 4 invoice will Show detector as R3-C3-a403- 
113. idthtieal to R6-P6-2403-U3 noted in export lilense 
application dtd 790203 

OEBAOHTY, C Rsuter-StokBS. Ihc 79/02/19 ip 


79030B0615 Informs that transcript of 790206 discussion of Tarapur 
export issue will b« withheld from disclosure until document 
can be revieuietf (ref 10CFR9 1O0 4 9 1041 

CHILK, 8 J Office of the Secretary of the CoirimiSfian 79/02/09 

Ip 


79030aD600 Transcript of 790214 public meeting in Wash i ngton, DC ro 
'Discussion of Decision in S-3 Rulemaking “ Pp 1-96 
KEHORIE.J H . OILINSKY.V . KENNEDY. R T Commission 79/08/14 
96pp 


7903090601 Executive Branch position re TX Nuclear DlV's application to 
• sport Pu-23B to Saudi Arabia License should be granted 
NQ&ENZO.L V State, Dept of 70/12/27 2pp 


7903000602 Requests that export license application.be expedited, as 
Ska tons of heavy water must leave 116 by 790331 Requests 
Info, on status of review 4 that Edlow Inti be allowed to 
ptepars for shipment , . 

TSLUt.N Nlssho-lwal American Corp MACP«J~2 1 SO-NT 79/02/21 if 


7903080617 Informs that transcript of 790208 discussion of Tarapur 
esport issue Will be withheld frem diaelosure until document 
can be reviewed (ref 10CFB9 lOB 4 9 104) 

CHILK. 9 J Office of the Secretary of the Coramisston 79/02/09 

Ip 


7903080619 Forwards license application for Meetinghouse 
In-core detectors to Republic of Korea 
RODl.jP Westinghouse Electric Corp TFO/NRC-8626 


to export 
79/02/21 


Ip. 


7903090623 License application for Me itlnghouse te export In-coro 
detectors te Republic of Korea 

RaDl,.J P Hestln9ho,usB Electric Cerp 79/02/81 tp 


79030S0603 "Forecasting Electricity Demand By States In the US on an 
Annual Oasis.” interim rapt 

TRIK8LBY. J L Oak Ridge National Laboratory plN B-0190-B 
79/01/31 epp- 


7903000620 License for BK Swexney Mfg Co to export 123 Cl of tritium to 
Condition 8 countries 

QPHNOER. 0 0 Assiitant Director for Export/lmport 4 International 
Safeguards 79/02/28 2pp 


790.3080604 Transcript of a 790216 public moetlng in Mash I ns too, DC rc 
•Briefing on NRC Legislative Proposals. Including Siting 4 
Licensing 4 Onmibus Legislation " Pp 1-S4 , 

HeMOStEiO M . OILINSKY.V . KENNEDY. R T Commission 79/02/16 
S4pp 


791>3Oe0605 Transcript of a 781811 closed meeting in Wash I nS ton. DC. r a 
•Briefing on Safeguards ” Pp 1-33 , 

HENOftlE.J. M J OILINSKY.V., KENNEDY, R T CommiSBion 78/12/11 
35pp 


7903060606 Public meeting affirmation seselon 79-3 to consider 
6ECV-A-79-9 held in Washing ton. DC on 790206 Pp 1-4 
HEHCSie.J « . CflLlNBKY, V , KeNNEDY. R T Commission 79/02/06 


4pp 


7903000628 License for General Atomic Co to export 411 g 11-835 to West 

OPLIMOERtO a Assistant Dlroctor for Export/lmport 4 International 
Safeguards 79/02/38 2pp 

7903030684 License for Carpenter Technology Corp to export 848 pieces 
of Zlrcaloy-4 alloy fuel channels to West Oermany 

OPLINOER.O 0 Assistant Director for Export/lmport 4 international 
Safeguards 79/02/28 Ip 


7903080687 Llcanfr for Carpenter Technology Corp to export 103 pieces 
of Zlrcaloy-4 alloy foal channel* to West Germany 

QPLINOER, 0 0 Assistant Dlreetor for Export/lmport 4 International 
Safeguard* 79/08/28 Ip 


r96»3&0b07 Transcript of a 790223 public meeting held In Wash ingtnn. DC 
re ■Continuation of Briefing on Use of WA8M-1A00 in 
Licensing Actions “ Pp 1-74 

HENORIE.J M r KENNEDY, R T i BRADFORD,? A Commission. 79/08/83 
79pp 

7903030609 Transcript of 790214 public meeting. Afflrmati on eession 
79-4, l>el<! in Wash ington, DC Pp 1-3 

KEHDRIg. J M , (SILINSKY, V , KENNEDY. R Commission 79/08/14 5PP 


7903080623 Forwards license application for General Atomic Co to export 
nuclear mail to Thailand ~ 

NOWRY. W. R OoHeral Atomic Co. (subs of Oulf Oil Corp 1 IEL~lu23 
79/02/12 Ip 

79030B0626 License application for General Atomic Co to export 
2,040 g U to Thailand. . ^ , 

HOWRY, W R Oaneral Atcfltle Co (aubs. of Oulf Oil Carp >. 

79/02/12 Ip 


7903000613 BeCY-79-23 

-JOCFftSO— Limited Revision of Appendices 0 4 h, F racture 
Toughnaes !« Reactor Vessel Burvetllanc* Requiremanta " 

W/encl correction notice dtd 790123 

MINQCUE.R a Office Of Standards Development 79/01/00 i2pp 


790300(1680 License application for Byron Jackson pump 
expert pump case* for u*» in eoolarit pumps to ****9 
NORTON, J Borg-Harner Corp , Byron Jackson Pump Dlv 


Otvlsion to 
79/08/ 1 3 


ip 
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272 

79O30B0i629 AntniS I to license es tending expiration date from 770201 to 
790801 t< deleting Cendition 1 

QPLlNOEHfO 0 Assistant Btreetor #or Export/ Import U International 
Safeguards T)/02/S7 2pp 


7703080631 License application for Bgran Jackson Pump Blvlsioti to 
export seal eartrldgesi heat ex chang e i< rotating bafflesi 
rotating elements b coupling assemtlies for use in coolant 
pumps to Switierland 

NORTOMi J Bop g -Warner Corp • Bgron Jackson Pump Div 79/08/15 Ip 


7703080632 Tranecript of 770222 Commission meeting in Washington. DC 
re ''Otscvsslon of NRC Legislative Proposals *' Pp I-4S 
HENDRIS.J M . AHEARNE. J P . KENNEDY. R T Commission 79/03/22 
45pp 


7903000633 Executive Branch position re Carpenter Technologg Corp 
application to export 105 Zirealog-A alloy fuel channels to 
Mist Oermany License should te granted 
NCSENZO.L W. State. Dept of 77/02/26 2pp 


7703080634 License application for Sandvik Special Ketals Corp tO' 
export zirconium tubing to Canada 

RAOY.D J Sandvik Spec 1 el Metals Corp 79/02/21 ip 


7703080635 Foruerdi application for license to export byproduc ti sourc ei 
or special nuclear matl to Australia 

WARD.8 Aldrich Chemical Co > Ine (subs of Sigmia-Al drich Corp ) 
79/03/22 Ip 


7903080638 License application for Aldrich Chomtcal Co to export 20> 
kg to Australia should be cancelled 

WAROi S Assistant Director for Export/Import (• International 
Safeguards 78/10/27 Ip 


79030B0636 License application for Reuter-Stokes to export U-235 to 
Norway. 

8KAHUPA. J D. Reuter-Stokos. Inc 79/08/00 2pp 

7703080637 Llcsnsa application for Houlett-Packard Co to export 3 g 
thorium dioxide to various countries over twd year period 
BRYAN. C L. Hewlett-Packard Co. 79/02/22 4pp 


7903060639 License XT-452 tor Hewlett-Packard Co to export 3 g thorl' 
dloxida in cathode ray tube filaments 

SHEA.J R. Office of International Programx 7B/0S/1S Ip 


77D30B0640 License application for Byron Jackson Pump Dlv.Dorg-Harner 
to export nuclear sve coolant pump components to Italy. 

NORTON. J Dor g- Warner Carp . Oyron Jackson Pump Div 79/02/16 ip 


77030S0641 Exccutiva Branch position re application XCQM-189 by 
Carpentor Tochnology for Heonse to export 848 Zlrcaloy-4 
fuel channels to West Cormany Liconse should be granted 
NOSEMZO.L V State. Dept, of 79/02/86 2pp 


7903080642 License application for Westinghouse to export two BF3 
proportional countors Co West Germany 

8CHNAUTZ.C E Wostinghoueo Electric Corp 79/02/23 3pp 


7903080643 License lor Transnuclsar. Inc to export 367 Ig U-235 to 
Belgium 

□PLINOER.O Q Assistant Director for Eiport/Import h International 
Safeguards 79/02/26 2pp 


7903080644 SECY 79-002A , 

Bum/narlxes status of application by OE for license to export 
8.48 kg Pu 6 61 kg U to Italy Recommends issuance of 
proposed license to Transnuclsar. Inc 

SHEArJ. R Office of International Programs 79/02/23 52pp 


7903080645 Amend 1 to License XCOK-49 to Increase quantity of metis , 
from 480 pieces of Ztrcaloy-2 seamless tubing to 570 pieces 
to sxport to Canada 

OPLINOCR.O 0 Assistant Director for Export /Import 6 International 
Safeguards 79/03/01. ip 

7903080646 Transcript of 790222 Commission roeetlng In Washington. DC. re 
"Draft Rep t- Regulation of Federal Radioactive Waste 
Actlvltlas. •• Pp 1-52 

HENDRIEiJ M . AHEARNE. J F • KENNEDV.R T Commission 79/02/22 
S8pp 


7903080648 Forwards application for licBnea to export u to Japan 
HATANABE.ff Mitsubishi International Corp (subs of Mitsubishi 
Corp I 1184-6702-01/02 79/02/21 3pp 


7903DQ06S3 License application for Mitsubishi Inti Corp to axport 
0 41 g U-235 in 40 57 g U to Japan 

WATANABE.N Mitsubishi International Corp (subs of Mitsubishi 
Corp > 79/02/21 2pp 


7903084649 License application for United Kingdom Treasury & Supply 
Delegation to export 3 Cl Cf-2S2 to England 
• United Kingdom 79/02/26 2pp 


79030B0690 License application for Mitsubishi Inti Corp to export S3 g 
U-333 contained In 40 57 g of U to Japan 

WATANABE.N Mitsubishi International Corp (subs of Mitsubishi' 

Corp 1 79/02/21 2pp 


7903080691 License application for Westinghouse Electric Corp to export 
pulse neutron detector to France 

POCHALiW F Westinghouse Electric Corp 77/02/19 Ip 


7903060694 License application for Edlou Inti Co to export aoo.OOO Ci 
tritium in bulk gas form 

HARMON. D W Edtow International Co 77/02/23 Ip 


7903080633 License application for Aldrich Chemical Co. Inc to export 
compounds containing 37 g deuterium to Jamaica. West Indies 
WARD. 8 Aldrich Chemical Co . Inc (subs of Sigma-Aldrlch Carp ) 
79/02/22 Ip 

7903080696 License application fol Mitsubishi Inti Corp to export six 
reactor vessel irradiation surveillance test capsules 6 
120 mg Np oxide to Japan 

TANAKA. N mtsublshi International Corp (subs of Mitsubishi 
Corp. ) 79/02/14 Ip 


7903080637 Forwards application by Exxon Nuclear for license to Import 
special nuclear mail from West Germany 

NECHCDaHiH 8 Exxon Nuclear Co . Inc (subs nf Exxon Carp 1 
79/01/22 Ip 


7903080659 Application by Exxon Nuclear Co for license to Import 
27.000 kg U containing op to 1330 kg U-233 from West 
Garmany 

NDCHOOOM.H S Exxon Nuclear Co . Ine (subs of Exxon Curp ) 
79/01/22 Ip 


7903080638 Sumraarlies NRC views on application by Transnuclear. Inc to 
axport 10(794 kg U to Belgium Finds license may be issued 
MOORE. n N Office of Infcornatlonal Programs 79/02/26 Ip 


79030 a ()660 aummarties NRC views on application by Transnuc loar . Inc to 
export 11.584 73 kg U to Sultierland License should be 
tssuad 

MOOREiR N Office of International Programs 79/02/16 Ip 


7903080661 Executive Uranch position re BK Sweeney Hfg Co application 
to expert 125 Ci tritium to various Condition 2 countries 
License should be granted 

NOSENZQ. L V State. Dept of 79/02/83 Ip 


7703080662 SECV-79-0S8A 

Forwards revised pages for licensing action rept 6 list of 
export license applications as of 770131 

SHEA. J R. Office of International Programs 79/02/21 44pp 


77 030B0663 NUREO/C R-04 1 0 

“Comparisons of Thermal Hydraulic Phenamena During 
Isothermal Loss-of-Coolant Experiments 6 Effect of Beale in 
LOFT b Sertil scale MOD-i " 

PETEfiSPN.A C Idaho National Engineering Laboratory FIN A-604B 
70/18/31 99pp Available at NTIS 


7903080664 Application to export one set hydrostatic bearings b 
accessories for use in coolant pumps for nuclear eve to 
Italy 

NORTON. J F Borg-Mnrner Corp ■ Byron Jackson Pump Dlv 79/08/01 
Ip 


7903070049 Requests comments on application Prom Transnuclsar. Ine for 
licanse to export special nuclear metl to West Germany 
00S8ICK. L V Dffica of the Executive Director for Qperatlonf 
79/08/23 Ip 


7903090647 Insists it Is imperative that order be shipped before 
7B4401< tinea Itr of credit will expire Requests asstetance 
in expadlting issuance of license 

BRYAN.D C flimsay Enginsarlng Co., Texas Nuclsar Div 79/02/23 

Id. 
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^^3'30^0'CllO ft»(iucsts br eatcdQiun of Time* '5 tritium TenolTemants per 
teuTitru/ptr quarter for calendar guar 1979 under Licanie 

QFLIbtCERiO Q Assistant Director for Eiport/ Impart U Inbernat ionsl 
^•teaward* 79/03733 Ip 


Notification of Reactoi Ejperiments' raquect to uithdTdU 
•■Bart license application XSNH-1198 

'OFLINcERtO O Assistant Director for Export/Impart (■ International 
Sufiiuards 79/03/S6 ip 


Poriaards application !< i aquests comments on application from 
Caran. Precision Engineering ti Marketing Corp for license to 
eipart csoiponants to India for use in Tarapur reactor M/o 
e"<I 

DfLItfGERiO <5 Assistant Director for Export/ Imp ort 4< Intornationel 
S-efeguardt 79/0S/8I> ip 


Notification of Reactor Experiments' wlthdraldal of export 
llcansc application XSNH-IMO dtd 790314 

OfLINSERtO Q Assistant Director for Export/Import b International 
Eifaguards 79/03/26 Ip 


7t’30090Q14' Requests assistance in obtaining necessarg assurance that 
raquasted mail foi export ulll be subj to all terms & 
conditions of an Agreement for Cooperation U/o end 
CPLINQERiO 0 Assistant Director for Export/ Import b International 
Safeguards 79/02/36 tp 


7903090016 forwards application ti requests comments on application from 
Vest Inghouse for license to export special nuclear matl to 
Korea V/o application 

COS3ICE.U V Office of the Executive Director for Operations 
79/03/26 ip 

Kif'XSO^OOilS Matlffcatlon of 790314 meeting in BethesdaiMD u/AIF on sgs 
interaction in nuclear pouer plants 

ANOELO.J tight Water Reactors Branch 1 79/02/22 3pp 

7903090103 Comments on Reg Culde 3 8i “Preparation of Environ Repts for 
tl Hills “ Suggest more attention be paid to social t 
cultural Impact of U mining (< milling on Indian reservations 
In the Wastern US 

CAVlStB H Anthropologg Resource Center 79/01/21 Spp 


7903090107 Requests amend to export 1 icensei rev i sing licensBa name 8i 
adding Mitsui ft Co as partg to eiport, Requests amend by 
790223 

UILSON.B D Sen era 1 Electric Co DDW-79040. 79/02/09 Ip 


79C3090117 Executive Branch position re Edlou Inti Co application to 
• ■port to I 000 kg depleted U to Republic of Korea License 
should be granted 

MDSEMIO. L W State. Dept of 79/03/23 16pp 


J9C30901IB SECY-79- 108 

Forwards Executive Branch position re Mitsubishi Inti Corp 
application to export 33B.&11 kg natural U to Canada 
Raqvists Commission input 

SMEA.J R Office of International Programs 79/02/0B Ip 


7-903D90iao Requests copies of ang b all Inquiries made to NRC re RWfl-l 
radweste volume reduction sgs as uell as all correspondence 
b Info provided bg NRC in responses 

HAY. J R Mobipori; Neui Industrial Corp (subs of Newport Neut 
Shipbuilding b OrgDock Co >. NRC/N79/209 79/01/09 Ip 


7503090131 Provides quantitative breakdouin Of kg U b U-235 Intended for 
export to South Korea 2ill9. S31 kg U b 68.609 kg U-239 
HESS. R J. Mestinghouse Electric Corp ICS— B8S1 79/08/30 Ip 


TP<1i 309O133 Forwards application to export U-23S to Italy 

SPAAKtF European Communities. Commission of 79/01/15 Ip 


7903090136 License application for Delegation of Comislssliin of 
European communities to export 39 g U oxide to Italy 
BPAAKrF European Communities. Commission of 79/OI/lB 3pp 

7903090140 Forwariti Federal Register notice re facility export license 
OfLIfKERiO Q Assistant Director for Eiport/Impor t b International 
Safiguards 79/02/16 Ip 


7903090148 Notice of application by, Westlnghoose for license to export 
tue power reactors to South Korea' 

DPLIH6ER.O.O Assistant Director for Export/Import b 
Inkernattonal Safeguards 79/02/16 2pp 


7903B90166 Responds to 790110 FOI A request Forward s list of all NRC 
Hployees occupying supergrade positions as of 7B1231. 

FELTONiO M Division of Rules and Records 79/01/89. Ip 


7903090188 Forwards HA Uahler b Associates* "Supplement to Design 
Rept" r« dcuieterlng program for Canon City Mill Expansion 
Project per Lomax's request tl/o end 
MC0RA7H. EJ MtOrath. E 0 79/01/36 ip 


7903090194 Comments on Rag Guide 1 9 Reviilon 1 Suggestions include 
deletion of proposed fallura rate of 1 par 100 
BOETTOERi J T Powut Engineering Society 79/03/08 Spp 


7903090220 Provides detailed rapt on NRC siting policy b practice b 
PIR9 petition for rulemeking on population considerations 
{ SECY -70-634 ) Recommends changes In population concepts b 
development of meaningful review criteria U/corr espondence 
ANOERSDN, F 9 Bite Designation Standards Branch 79/03/82 

a9pp 


7903090239 Transcript of 701322 closed meeting in Hash ing ton. DC. re 
"Discussion of Inti 8af eguarda-Ei port Matter " Pp 1-32 
KENDRIE. J H, . OILIhlSHY.V ■ BRADFORD. P A Cammission 70/18/23 
38pp 


7903090854 Forwards application from Mitsui line Travel Bve of America 
for license to export specially designed components to 
tlapan Requests Executive Branch position W/o encl 

OFLtNSER.O G Assistant Director for Export/Import b International 
Safeguards 79/08/15 Ip 


7903090856 License application for Mitsui b Co. tne to export 90 lb 
Zlrcaloy-2 tube shell co-eitruded u/Zr crystal bar liner to 
Japan 

MONDEN.T Mitsui b Co . Ltd 79/03/09 2pp 


7903090297 Forwards application for license to export U02 sintered 
pellets to Korea 

HESS.R d Uestinghouse Electric Corp ICB-8133 79/03/OB Ip. 


7903090299 License application for Uestinghouse Electric Corp to 
export 2.119.531 lb of U03 sintered pellets encapsulated 
li> sealed fuel rods b assembled into fuel assemblies to 
Korea 

MESB.R J Uestinghouse Electric Corp 79/02/08 Ip 


7903090302 Forwards application for Marubeni America Corp to export 
nuclear matl fa equipment to Japan U/encl end ueb statament 
KUBOi H Marubeni America Corp {subs of Marubeni Corp > 
KAI-HR-57S6 79/02/08 Ip 


7903090305 License application for Marubeni America Corp to export 
460 Ib U hexafluoride to Japan 

HUDO.H Marubeni America Corp Isubt of Marubeni Corp ) 
79/02/0a 2pp 


7903090308 aECV-79-l03 

Forwards application by Transnuclear. Inc to export 11.589 kg 
V b 10.75? tg U-23S tP West Oermany Requests Commission 
input 

SHEA. J n Office of International Programs 79/02/0B Ip 


79Q309D3I0 Requests Withdrawal of 701019 b 790103 applications for 
emend of license, re addl intermediate consignees. Objectives 
were Served by issuance of Licenses XCOM-147 b XCOM-160 
UlLaON. B, D Oeneral Electric Co .Nuclear Energy Products Dlv 
BDH-79037A 79/02/80 Ip 


7903090311 Export license for Uestinghousi amended to change max 
enrichment percentage from 3 14 w/o to 3 SO u/o for export 
to EpaJn. 

DPLlNCERt-O 0 Assistant Diractor for Export/Import b International 
Safe guards 79/02/83. Ipp 


7903090318 Lleanie application fur Uestinghouse to export one low power 
range monitor fixed in-core detector assembly to 
Swi tier land 

POCHAL. H F Uestinghouse Electric Corp 79/02/16, Spp 

7903090317 License application for Ed law Inti Co to export 454 kg U as 
U hexafluoride to Japan 

HARMON. D Ed low International Co 79/02/16 tp 

7903090321 License application fop Ed low Inti Co to export 593 kg U as 
If hexafluoride to Italy 

HARMON. D Ed lota tnternatl anal Co 79/02/16 Ip 


79Q3090324 License application for Boeing Co to export not mora than 
4.000 lb depleted U countsrweights to Iran. 

MORGAN. H C Boeing Co 79/01 '03 Ip 
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7903090389 Ltontc for Tr-ansnucl ear > Inc to eiport !■ 131 kg U-23S to 
Inlest: Oernany 

OPLIKOERiO 0 Asiistant Director for Etport/ ItnpoT t *• International 
Safeguard* 79/02/23 2pp 


7903120073 Notification of contract eiecution. Modt 1 t. 2 to ”Pro|)ssal 
to Further the Study of Apparent Eicets Cancer in Mesa 
County! CO “ Contractor CO Dept of Health 

OUSTAVE. R P Research Contracts Dianch FIN D~10729 79/02/01 

*P 


790d'090331 License (or Transnuc tear ■ Inc to export £04 249 kg U-239 to 
Hist Oermany 

OPLlNOERi 0 O Assistant Director far Export/Import & International 
Safeguards 79/02733 2pp 


7903090334 Liconst for TransnucI ear! Inc to export iiASB 63 kg U-239 to 
Franc e 

OPLINOERrO 0 Assistant Dlrettor (or Ekport/Imp art f* International 
Bafoguards 79/03/23 2pp 


7903090339 License for Transnuc leari Inc to export 479 234 tg U-233 to 
France 

OPLIN0ER»O 0 Assistant Director for Espart/Import fc liitornatlona 1 
Safeguards 79/03/23 2pp 


7903090342 License for General Atonic Co to export one compensated 
lonitation chambor to Italy 

OPLlNOERiO O Assistant Director for Export/ Imp or t 1< International 
Safeguards 79/02/23 ip 


7903090343 License for Transnuc lear> Inc to export li007 191 kg U-335 to 
Federal Republic of Oermany 

□PLINOEAiO 0 Assistant Director for Export/ Import t< International 
Safeguards 79/02/23 2pp 

7903090330 License for Transxiuc lear! Inc to export 661 136 kg U-239 to 
kfest Ocrmany 

OPLINOERaO 0 Assistant Director for Ex port /Import t< Internet 1 one! 
Safeguards 79/02/23 2pp 


79D30903SS License for OE to export mlsc el ianeous parts & components 
specially designeil or prepared for usa in a nuclear reactor 
to Japan 

QfLINOERiO 0 Assistant Director (or Cxport/tmpor t b International 
Safeguards 79/02/23 Ip 


7903090337 License for CE to export one stud tensioner specially 
prepared to be used u/nuclear raactor to the Netherlands 
OPLINOERtD 0 Assistant Director for Eiport/Import & International 
Safeguards 79/02/23 Ip 


7903090361 License for Rockuell Inti Corp to export 100 kg Th metal to 
Japen 

OPLINOERtO 0 Assistant Director for Export/tmport b International 
Safeguards 79/02/23 Ip 


7903120076 Hod l•revising scope 
Further the Study of Apparent 
CO " 


of work b budget to “Proposal 
Excess Cancer in Mesa Countgi 


to 


NORTON. K V 
*P- 


Research Contracts Branch FIN B-10728 79/02/06 


7903130079 Hod 2. correcting FIN No to B-10729 to "Proposal to Fortbar 
the Study of Appai ent Excess Cancer m Hesa County. CO " 

MORTON. K V Research Contracts Branch FIN B-10729 79/03/06 


7903120034 NotlflCdtlon of contract execution. Hod 5 to "A Dynamic 
Photoclastlc Investigation of Crack Arrest “ Contractor 
Vnlv of HD 

MAOEV. H Research Contracts Branch FIN A-9026 70/10/01 


79031200G7 Mod 3. adding to uiork scope b funds b extending period of 
perfornanco to "A Dynamic Photoelastlc Investigation of 
Crack Arrest " 

MORrON. K V Research Contracts Branch TIN A-9026 79/10/01 

5pp 


7903120009 informs of Fire Protection Research Revieu Group meeting w/ 
Brookhaven Natl Lab on 79030B to discuss DNL proposal for 
In-placc testing of smote detectors 

FEIT. R Division of Reactor Safety Research 79/02/27 3pp 


7903120094 Fortoards Itr re in situ testing of smoke-type fire detectors 
in nuclear power stations To date.no solution to lout 
confidence level of detectors has been determined 
HALL. R E Brookhaven National Laboratory 70/12/19 ip 


7903120100 Dtscussos analysis of fire prevention b detection 
capabilities for operating reactors Host plants reviowed are 
required by SER to add more detectors to their existing sys 
HALLiR E Brookhaven National Laboratory 7B/I1/27 5pp 


7903120091 Notification of contract execution. Mod I to "Seminar Program 
for ASLDP in Conduct of Nuclear Safety b Licensing 
Adjudication “ Contractor Natl Ctr for Administrative 
Justice 

HIOOIHS.E Administrative Contracts Branch HRC-10-7B-S96 

70/11/27 Ip 


7903090362 License for TransnucI ear. Inc to export 4 942 kg U-235 to 
Canada 

OPLINOER.O 0 Assistant Director for Expor t/Import b International 
Safeguards 79/02/26 2pp 


7903090367 Requests repts. memos or other mail used by Commission for 
detarailning lou population tones 

PERUHUTTERrC 8 Affiliation Unfcnoun 79/01/16 Ip. 


7903090371 In response to 790116 ltr« forwards repts b isenos re formula 
used by Commission for determining lou population tones 
U/o end ^ 

FELTON. J M. Division of Rules and Records. 79/02/29 3pp 
7903120007 NUREO/CR-0600 

“Buiitmary of FV70 Prggrss* on Crear* Refill Effects Program. “ 
quarterly progrsi* rspt July-Bept 197B 

H. . CROHLEV.C J Crsara, Inc NRC-04-7a-l62 CREARE 
■'‘■'02/2B 37pp Aval lab la at NTI9 


7903120096 Mod l< changing scope of Work to "Seminar Program for ASLOP 
in Conduct of Nuclear Safety b Licensing Adjudication “ 

NATTIA.H J Administrative Contracts Branch 79/02/23 ip 


7903120102 Hotl f 1 ca t ( on of contract execution “Beginning Orsgg 
Shorthand." awarded to Montgomery County. MD Public Schools 
MCNULTY. A Administrative Contracts Branch. NRC-10-79-3B4 

79/08/27 Ip 


7903120103 Contract for '’Deglnning Orsgg Shorthand." awarded to 
Montgomery County. MD Public Schools 

HAROETT. D J Administrative Contracts Branch 79/02/29 4pp 


7903120104 Requests Executive Branch rtvieu of Edlou Inti Co 
epplicatlon for license to export 13.129 kg U to Italy 
W/o one I 

QPLINOER.O 0 Assistant Director for Export/Import b Internet i one I 
Safeguards 79/02/27 ip 


7903120109 Notification of contract execution "Gregg Shorthand Theory 
Review. ■' awarded to Montgomery County. HD Public Schools 
MCNULTY. A Administrative Contracts Branch NRC-10-79-3B3 

79/02/19 Ip 


7903120114 Contract for "Oregg Shorthand Thoory Revleui." awarded to 
Montgomitry County. MD Public Schools. 

KAROETT. D J Admlnlstratlvo Contracts Branch NflC-lO-79-3e3 

79/02/20 4pp 


7903120117 Kasiecki Berylco has requestod amend to license for export of 
quantity of Zlrcaloy-2 seamless tubing to Canada, increasing 
quantity Of mat J. Amend was Issued u/o customary IS-day wait, 
due to urgency of request 

OPLINOER. 0 0 Assistant Director for Cxport/Import b International 
Safeguards 79/03/01 Ip 


7903120119 Notification of contract elocution “ABC Stenoscrlpt 
Bhurtband." awarded to Montgomery CountviMDtPubllc Schools 
MCNULTY. A Admlnlstratlvo Contracts Branch NRC-10“79-3as 

79/08/27. ip 


Contraet Pot "ADC Steno^cript Shorthand," 
County, MD Public Schools 

HAR&ETT. D J Administrative Contracts Branch 


auarded to 
79/Oa/a0 4pp 


*^"** *^^* “^^^ * °*' contract execution "NRC 
A rrac.klc.*% for Supervisors & Managers," auarded 
C 3 r I e.a n 

R Administrative Contracts Branch 

79/03/14 Ip 


Personnel Po 1 icies 
to Herman 

NRC- 1 0-79-371 


7903120129 Cantract for "NRC Personnel Policies A Practices for 
Sk**fc'*'**''*'* * Managers," auiarded to Herman Dorfman 
HAROgTTi D J Administrative Contracts Branch 79/08/37 7pp 


rOBIEOiaB CoTiflTdia mods to Mes t inghous e export applications dtd 790116 
lb 79-0233 to clarify exportable types of items 

crLIhKiERaO 0 Assistant Director for E xpor t/ Imp or t t< International 
Safaguards 79/0a/’01 3pp 


^903120135 i.iiefsse for Nuclear Metals Inc to export 23,000 ko U to 
Vnited Kingdom 

OPVINOEH, 9 O Assistant Director for Ex por t/ 1 tnp or t ^ International 
Safeguards 77/03/01 2pp 


7903120102 Requests Executive oransn puj**-,.- . 

application for license to export 300,000 Ci tritium In bulk 
gas form to Merj b Benteli Nuclear Inc H/o ercl 

OPLIMOER.O 0 Assistant Director for Export/ Import & International 
Safeguards 79/02/27 Ip 


79O3iaOj0B Requests Executive Branch position re Oeneral Atomic Co 
application for license to expert nuclear matl to Thailand 
H/o onel 

OPLINOeR, 0 0 Assistant Director for Export/lmport U International 
Safeguards 79/0a/S7 Ip 


7903130193 Forwards application for minor nuclear export for uhith Itr 
of assurance is regulred Requests assistance in obtaining 
itr W/o end 

OPUINOERiO 0 Assistant Director for Export/lmport t< International 
Safeguards 79/02/S7 Ip 


7903120177 Forwards for revl ew, ap p 1 i c a 1 1 on for minor nuclear mat! 
export for which Itr of assurance is required Bequests 
assistance in obtaining Itr U/o end 

□PLIHCEB,0 0 Assistant Director for Export/lmport *, International 
Safeguards 79/02/27 ip 


^^^120137 License for Edlow Intl Co to export 9,500 Vg U to Republic 
of Korea 

Cd^LINOER, 0 O Assistant Director for Export/lmport t< International 
oefeguards 77/03/01 2pp 


License for GE to export 7,671 kg U-235 to Mexico 
ce^LINUERrD Q Assistant Director for Export/lmport D International 
Safeguards 79/0'3/02 2pp 


79O3120177 Requests Executive Branch position re EdlOu Inti Cu 
application for license to export 17,115 kg U to Japan 
OPLlNSERiO 0 Assistant Director for Ex port/ I np or t -b International 
Safeguards 77/03/27 Ip 


79031SD203 In risponse to 7902B8 Itr requesting copy of contract 
MflC-17-79-449, awarded 790125 to Access Corp, advises that 
docunent is available in PDR 

FELTON, J M Division of Rules and Records 77/03/06. Ip. 


TvOtlisoi 43 License For Schenkers Inti Foruiarders, Inc to export 2 g 
Ispleted U to C i echo s 1 ova k i a 

C*L1WS0R.O D Assistant Director for Export/ Import 6 international 
BAIeguards 79/03/01 2pp 


7703120147 Forwards application for license to export Zr seamless 
tubing to France dtd 701130 which was not received by NRC 
Requests expediting license 

BROrtAW.O J Kaueckl Bfirylco Industries, Inc 76655 77/02/16 Ip 


TSOOtZOIAB Licefise application for Kaueckl Darylco Industries, She to 
•ipoTi 350 feet of Zp tubing to France 

BROMANiO J Kaiuecki Derylco Industries, Inc T70655 70/LI/3O 

3pp 


7903130131 Requests any research or repts re iohiiatlon in sxnoke 

detectors 

DECAROUIS, V Affiliation Unknown 77/01/17 Ip 

7903120196 In res ponse to 790119 Itr requesting any repts re ioniiatloi 
type snake detectors, forwards pertinent documents 6 edvisei 
that addl matl is available in PDR 

FCLTW, J It Division of Rules and Records 79/03/02 20pp 

7903120160 Forwards "Mindless Si Dangerous Technology A Case Against 
Radioactive Smoke Detectors " 

Ho^e, B. M 1 OREEN, D Affiliation Unknown ABDOTTBrJ Public 
InliTest Research Group 76/09/15 2pp 


7903120166 "Mindless & Dangerous Techiiology A Case Against Radioactive 
Saob* Detectors " 

GRpN, K D Affiliation Unknown ABBOTTS, 0 , MCCARTHY, M Public 
interest Research Oroup 76 / 07/15 9pp 


7903120107 In response to 760915 Itr requesting NRC halt licensing 
of distributors of ionliation type smoke detectors, states 
that rept does not give technical Info for such action 
m reptiltrs from vendors i< safety analysis and 

CHAPHANi K R Office of Nuclear Material Safety b Safoguarils 
74/09/38 73pp 


79G3I80195 "IntarliTi Staff Analysis of Environ Effects of lonitatlon 
Type Snoke Detectors 

SKITHiD. A Transpqrtetlon 6 Product Standards Branch, 

T8/0B/31 79pp 


79031S01S3 nequists Executive Branch position re Wostlnghouse 
to export Bnm to Republic of Korea W/ 0 ene 1 
WL1N9EH:, O 0. Assistant Director for Export/lmport E Intarnati onal 
Baraguarde. 79/02/21 ip 


7703120169 License application for Exxon Nuclear Co to import U-233 fc U 
f»om Haet Osrinany b to export U-335 b U to Uest Oermano t« 

Swaden 

^CHODOMi W 0 Exxon Nuclear Co , Inc. (subs of Exxon Corp 1 
78/iS/04 $pp 


7903180220 Requests copy Of contract NRC- 17-79-449, awarded 790125 to 
Access Corp 

BREHERrC Centennial Systems, Inc 79/02/22 Ip 


7903120253 Requests copy of Atcmi c Bomb Blast Commission Rept bi/updated 
addenda 6 rept on 550803 stoisic test (Shot Apple 11) 

BIDDLE.n F Affiliation Unknxiuii 79/02/01 Ip 


7903120260 In response to 790301 request for copy of Atomic Bomb Blast 
Commission rept u/updated addenda rept on 550S0S atomic teat 
(Shot Apple It>, advises that NHC has no such records 
FELTDN, J M Division Of Rules and Records 79/03/01. Ip 


7903130206 Forwards application for license to export nuclear matl 6 
equipment to Oovt of India 

BHEEKBiR L Caran Rrecision Engineering b Manufacturing Corp 
79/02/12 Ip. 


7903120290 License application for Caran Precisian Engineering it Hfg 
Corp to export 20,000 dlaeiond springs to Govt Of India 
6HEEKS, R L Caran Precision Engineering (< Manufacturing Corp 
79/02/07 Ip 

7703120333 Confirms mod to application by Mitsubishi Inti Carp to 
export parts 6 cninponants to Japan NRC authorlies export 
only of components of primary coolant pvisps, fuel charging or 
discharging machlnas ti central rods 

DPLINCER, G G Assistant Director for Export/Import tt International 
Bafeguardi 79/D2/SB ip 


7903120339 Forwards Page 2 of App D to BECY-7B-596 which was omitteiS 
iiiadverteritly 

s Office of the Secretary of the Commission 79/02/13 2pp 


7903120346 Staff conclusions re proposed license to export highly 
enriched U to Canada Reeomnende issuance of license 
MDOREiR N Assistant Director for Export/lmport 6 International 
Safeguards 79/01/15 5pp 


770312Q352 Executive Branch pixsltlon re Exxon Nuclear Co application 
for license to export 1,940 4 kg of U-233 to Belgium 
License should be grantiif M/ancl Itr of assurance. 

NOSENZO.L V State, Dept of 77/02/28 3pp 


7703120397 Exetutive Branch positian re Exxon Transnuclear, Inc 
appllc etion for license to export 360 kg of U-235 to 
Bilglum Recommends llcante be Isaueit M/encl Itr of 
assurance 

NaSENZO.L V. State, Dept Of. 77/02/82 3pp, 


7903120360 Executive Branch position re Transnucl ear, Inc application 
Por license to export 3 99 kg of U-235 to Canada. Recommcniis 
license bt Issued U/enct ktr of asaurance 
NQBENZOiL V State, Dept of 79/02/22 3pp 
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7903I2036S Executive Branch poaitlon t» Roekuell Irtl Corp application 
for ltceni.e to export 100 kg Th metal plates to -Japan 
Recommends license be Isiued M/encl 1 tr of assurance 
NOSENZQ.L V State. Dept of 79J0a/22 3pp 


7903130370 BEC-79-130 

Informs NRC of end application of Elton Kvclear Co to 
import SUN from West Oermang 

.SHEAi J R Office of International Program! 79/03714 Ip 

7903130371 In response to SECY-Ta-ieS A. recommend s license be granted to 
Tranenuclear I Inc to etport 5 297 kg U to Canada 

-CHILKi a J Office of the ascrotary of the Ccrmiselon 79/02/23 

ip 

7903120373 Foruiards corrected end use a ta tement. changing quantity of 
matl tP 14 O kg U 

MATBOMi 7 Transnuelear. Inc 79/02/13 2pp 

7903120373 Requests support for addition to Commission's organic 
statute that would provide statutory recognition for Office 
of Insp & Enforcement Draft bill It statement of need for 
legislation Is end 

HENDRIE. JH Commission 79/02/21 lOpp 


7903IS0399 Requests support for revision of organic statute Energy 
Reorganiietlon Act of 1974 Section BOllaHIJ provides that 
Commission can take action only with majority vote of 
Commissioners "present" Urges this be deleted Draft end 
HENDRIE. JM Commission 79/02/21 7pp 


7903120410 Requests support for amend of Atomic Energy Act of 1984 to 
provide for protection from unautho-r t led disclosure of 
safeguards Info Draft bill analysis of proposed legislation 
h comparative text shoulng changes end. 

HENDRIE. J H Commission 79/02/21 4lpp 


7903120417 "Rept of Foreign Travel of JO Hylton." member of ORNL 
Instrumentation tc Controls Division 

HYLTON. J 0 OaV Ridge National Laboratory FIN B“0t23-7 
0RNL/FRT-8&7 79/02/11 9pp 


79031S0449 NURES/CR-OSSB 

“Study of the Mechanics of a Transportation Accident 
Involving Natural U Concentratoi " final rept June-Bept 1978 
COLTON. J D < EMERSON. R E Stanford Research Institute 
NRC-02-7e-D7f> 70/11/30 99pp 


7903120446 "Condensed Review of Technology of Pos t-Acc Ident Heat 
Rtmoval for Llquld~lietal Fast Breeder Reactor " 

RAZIMIrH 3 Maisaehuif tts Institute of Technology CHEN. J C 
Lehigh Unlv 76/08/31 a9pp 


79031S0450 NUREO/CR-0931 

“Dynest.A Dynamic Estimatlor Calculator Program " 

CABTLETONi ft N > CANDY. J V Laurence Livermore Laboratory FIN 
A-OIIS i;CHL-92973 79/02/23 119pp 


79031S04B3 Minutes of ACR8 Buteommittee on Fluid Dynamics maetlng held 
□n 781126-30 to dltcusf status of review of Mark II 
containment sys 4 present status of various methods of load 
conblnation for LOCA h safe shutdown earthquake events 
NElfMARKiH M . KENNEDV.R.P. ACRB - Advisory Committee on Reactor 
Safeguards 79/01/29 46pf 


79031204B7 Transcript of 790209 meeting In Washing ton. DC. re "Briefing 
on NRC Legislative Proposals " Pp i-S2 
HENDRIE. J.M. Commission, 79/02/09 92pp 


7903120498 NUREO/CJl-0602 
"Trap-Mslt Ussrs Manual " 

JORDAN.H , OJEBEHE. J A . DAVBUTT.P Battelle Memorial Institute. 
CalumbuB Laboratories FIN A-4076. NRC— 04-76-293-0 79/02/2B, 

62pp 


7903120900 NUREO/CR-0384 

"Cold Leg Integrity Eval uation. Phase l.Fl>i*l Rapt.*’ July l< 
e«pt 1976. 

EI9ER. R J . MAVFIELD.M E . RDDABAUOH.E C Battelle Memorial 
Institute. Columbus Laboratories, FIN B-3609 NRC-04-76-29303 

79/01/31. 76pp Available at NTI6 


7903120879 NUREO/CR-0992 

"Assasalng Impact of Nuclaar Power Plants on Environ." 
socond annual rasiarch progress rept 

CHAPMAN.D fr , LETTENMAIER.D.P, BEVMOyR. A H Washington. Unlv of. 
FIN B-8679. 79/02/26. 177pp. Available at NTI8 


790312Q9B8 Commenta on proposed rule "Dsnerle Rulemaking to Improve 
Nuclear Power Plant Licensing " Fseli action Is positive It 
necessary frovidai specific positive comments 
WELUS.J.C. Csntril It Southwest Services. Inc 79/01/29 4pp. 


7903130070 NURE0/CR-0129 Vlli2 

"Technology. Safety, t Costs of Decommissioning Reference 
Small Mixed Oxide Fuel Fabrication Plant." Volume 1 It 2 
JENKINS, C E . MURPHY, E 8 , SCHNEIDER. K J Battelle Memorial 
Institute, Pacific Northwest Laboratory FIN 132136 79/02/26 

7S0pp Available at NTI8 


7903130073 "Analyses of FFTF Sys Transients " 

PERKINS. K R I DARl.R A . CHEN. L C Brookhaven National Laborat-ory 
FIN A-3000 aNL-NUflE0-2SS60 79/01/31 ISBpp 


7903130076 Minutes of 22Bnd ACR8 meeting On 781005-07 

LAH0RSKI.8 » BENDER, M . CARBON, M W ACRS - Advisory Committee on 
Reactor Safeguards 78/10/07 293pp 


7903130077 NUREO-0923 

"Summary of Operating Experience u/Redrculatlng Steam 
Generators " 

EISENHJT.D 0 Assistant Director for Systems I. Projects 

LIAW.B D . STROSNIDERiJ Engineering Branch 79/01/31 BBpp 

Available at NTIS 


7903130003 Summary of 790314 meeting w/BIcW re control of changes ta 
standardlied design U/cnd attendance list b categories of 
possible BBAR changes b means of disposition 
COX. T H Standard 1 xatlon Branch 79/02/21 4pp 


7903130100 Summary of 790205 meeting to discuss submittal plans of 
const permit application documents of review schedule W/encl 
attendance list b draft event schedule 

BIRKEL.R A Light Water Reactors Branch 2 79/02/13 5p p 


7903130106 NUnEO/Cn-0631 

"Status Rept on ECC Penetration Sealing Research " 

COLLIER, R P . FLANIGAN, L.J . BISHOP. T A Battelle Memorial 
Institute. Columbus Laboratories FIN A 404B DMI-2019 79/02/26 

72pp. Available at NTIS 


7903130110 NUREO/CR-0943 

"A Review of Methodology for Accident Consequence 
Assassment " 

BTHENCE. D L . BOLDAT. J K , MATSON, E C Battelle Memorial Institute. 
Pacific Northwest Laboratory EY-76-C-06“1830 PNL-8633 7B/09/30 

73pp Available at NTIS 

7903130112 "PresBurl *Bd Water Reactor Lateral Core rfesponse Routine 
<Fuel Assembly Mechanical Response Codel-FAHREC " 

GRUBD.R L Idaho National Engineering Laboratory FIN A-6197 
79/01/31 I76pp 

7903130128 Comments on proposed Reg Guide 3 34 suggests change to 
assure foreign peoples U mining environ protections in U 8 
Recommends including plans for max control of pollutants, 
recycling of all matls. b limitation of all accidents 
MORFIT. E F Affiliation Unknown 79/02/03 ip 


7903130136 Comments on proposed Reg Guide 10 B believos "thin window" 
survey meter is not necessary to detect low level radiation 
BAUHOARTNER. W W. WEXLER. J S Affiliation Unknown 79/02/12 ip 


7903130140 Comments on proposed Reg Guide 10 6 believes "thin window" 
survey meter is not necessary to detect low level radiation 
OOLDDERO.DP Af f i 1 iat ion Unknown 79/02/16 ip 


7903130190 Comments on proposed Reg Guide 10 S objects to “thin w-indow" 
survey meter requirement. Inspectors should not cite reg 
guide noncomp 1 1 anc e 

LAOYHAN.O.H . HERDST, M Affiliation Unknown 79/02/12 Ip 


7903130199 Comments on proposed Reg Guide 10 B believes "thin window" 
survey meter is not necessary to detect low level radiation 
GOLDBERG. D P Englewood Hosp Association 79/02/13 Ip 


7903I3OIS7 Comments on proposed Reg Guide 10 0 believes “thin window" 
survey meter is not necessary to detect low level radiation 
Recommends inspectors not cite reg guide noncomp 1 lance 
8AMUELSDN. D. R. Affiliation Unknown 79/02/13 Ip. 


7903130160 Comments on proposed Reg Guide iO 8 believes "thin ulnifou" 
survey meter is not necessary to detect low level radiation 
POTTENOER. U, K Freeman Hosp 79/02/18 ip 


7903130166 Notification of contract execution. Mod 2 to "DOC-OBERS 
Projections " Contractor US Dipt of Commerce 
OLAQOLA, A. F. Technical Assistance Contracts Branch 

NRC-03~77-054 79/08/20 ip 


7903130169 Mod 2 extending period of performance until 800301 for 
"DOC-OBERS Projections " 

DAUGHERTY, 0 J Division of Contracts NRC-03-77-094 79/08/26 

Ip, 
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7703130170 Comments on proposed Reg Guide 10 B believes “thin ulndou" 
swrveii meter is not necessary to detect lou level radiation 
HAZEL. J 0 Affiliation Unknoun 79/03/13 Ip 


7 703130177 Cominents on proposed Reg Guide iO B believes “thin ulndoLi" 
survey iBOtor is not necessary to detect lou level radiation 
LINoaERO.L E Affiliation Unknoun 79/02/13 Ip 


7703130130 Comments on proposed Reg Guide 10 B believes "thin ulndoui" 
survey meter Is not necessary to detect loui level radiation 
rURACANORE.M J Affiliation Unknoun 79/02/13 ip 


7703130167 Comments on proposed Reg Guide 10 B believes "thin lalndoiii'’ 
survey meter is not necessary to detect lou level radiation 
aTARSHAK.R J Miluiaukee Children's Hosp UI/H] 79/02/14 Ip 


7903130169 Comments on proposed Reg Guide iO B believes "thin uindou" 
survey meter is not necessary to detect lou level radiation 
WEJItEK.A A Community Memorial Hosp WI/MF 79/02/14 Ip 


7903130191 Comments on proposed Reg Guide 10 B believes “thin uilndou" 
survey meter is not necessary to detect lou level radiation 
PAJIKER.R C Affiliation Unknoun 77/02/14 ip 


7903130196 Commente on proposed Reg Guide 10 8 believes "thin ulndou” 
survey metor is not necessary to detect lou level radiation 
Qhjtcts to too DPM sensitivity requirement Suggests 100 CPM 
Keceaunrnds inspectors not cite reg guide noncompliance 
RABIROVirZ.A J Affiliation Unknoun 79/03/13 ip 


7903130199 Motlflcatlon of contract e iiecut 1 on. Hod 1 to contract awarded 
to George Truell Associates 

PeftLAM. J Purchasing Section NRC-lO-79-370 79/02/2B Ip 


7903130207 Mod 1 changing appropriation date from 41-20-00-202 
to 4I-B2-00-202 to contract auorded to Georgs Truell 
Assoc iates 

HARGETT. DJ Division of Contracts NRC-10-79-370 79/02/28 

tp 

7903130201 Comments on proposed Reg Guide 10 B believes "thin uindou'' 
survey meter is not necessary to detect lou level rediatlon 
newELVEV. B U Affiliation Unknoun 79/02/16 ip 


7903130204 NUREO/CR-047S 

"FAyslcal Protection of Nuclear Matl in Transit." quarterly 
progress rsptc Apr-June 197B 

CHAPHAM.L D Sandia Laboratories FIN A-1060 SAND78-204S 

78/12/31 43pp 


7903130212 "Deacan/MOD 2A Analysis of Arkansaa-l Reactor Cavity During 
Hipothetlcal Hot Leg Break “ 

RAHSTHALERi J A Idaho National Engineering Laboratory FIN A-6042 
<DAP-TR-046 79/02/28 31 pp 


7903130213 Notification of contract execution "Payroll Requirements 
Analysis" awarded to Small Business Administration 
MEDROM. L A Administrative Contracts Branch FIN 0-3131 

79/03/01 Ip 


7903130319 Contract for "Payroll Requirements Analysis." awarded to 
Snail Business Administration 

UATSONi C Administrative Contracts Branch FIN D-9I3I 

79/03/01 63pp 


7903130217 Forwards reactor checklist for Transnuclear, Int export 
license XSNM-1429 

SHEA, J R Office of International Programs 79/01/30 Ip 


7903130222 Forwards reactor checklist to include 78t20B export license 
application 

MATSON. V Transnuc tear. Int 79/01/19 Ip 


7903130299 "Structural Integrity of Hater Reactor Pressure Boundary 
Conponents: Monthly Status Rept for Jan 1979 " 

L0S3.F. J Commorce. Dept. of. National Bureau of Standards. 
79/02/12 I2pp 


7903130266 Notification of contract execution. Mod i to "Transportation 
SuTvctllancs Program " Contractor State of MI 
HIGGINS, E. Administrative Contracts Branch FIN B- 161 S 
79/03/01 Ip 


TyOSlSOBA? Mod I changing consideration for first year t< extending 
period of performance to "Transportation Surveillance 
Program “ 

HATHA. Ml J Administrative Contracts Branch FIN D— 1612 

79/Oa/Ol 75pp 


7903130279 Buggests Commission use proceeding as testing ground for 
concept of intervenor funding 

SO ISM AN. A 2 Natural Resources Defense Council 79/01/10 3pp 

7903i30'282 transcript of 790223 meeting of Ad Hoc Subcommittee on 
Spent Fuel Storage Pool Design held in Hash ing ton. DC 
Pp 1-163 

LAHROSKI.B . ETHER i NOTGN. H . MATHIS.W ACRS - Advisory Committee on 
Reactor Safeguards 79/02/23 220pp 


79031302B5 Transcript of 790302 meeting of Subcommittee on ATW8 held in 
Hash ington. DC Pp 1-254 Presentation end 

KERA.H . MARK* J C * RAV.J J ACRS — Advisory Committee on Reactor 
Safeguards 79/03/02 320pp 


7903130336 Meekly info rept for week ending 790223 

REKlii T A Office of the Executive Director for Operations 
79/02/28 ISpp 


7903130341 NUREO/CR-0394 

"Risk Methodology for Geologic Disposal of Radioactive 
Haste Sensitivity Analysis Techniques " 

IHAN.R L , HELTON. JC . CAMPBELL. J E Bandla Laboratories FIN 
A-n92 SAND 78-0912 TB/lO/ai I07pp Available at MTI8 


7903130426 Notification of contract execution. Mod 3 to "Appl lc4t 1 ont of 
Tearing Instability Analysis " Contrac tor. Hashing ton Unlv 
HAGEY.H Research Contracts Branch FIN D-6268 NRC-04-78-227 

79/02/27. 2pp 


7903130430 Mod 3 Increasing funding to "Applications of Tearing 
Instability Analysis." 

HAGEY.H Research Contracts Branch NnC- 04 - 7 a-P 27 79/02/27 

6pp 

7903130433 Informs of availability of NED0-240S7-i . "Asse ssment of 
Reactor Internals Vibration in iiWR/4 t. BMR/3 Plante ” 

STRIOHT.R L Light Hater Reactors Branch 3 79/02/26 Ip 


7903130436 Forwards Amend i to NEDO-24057-l "Assessment of Reactor 
Internals Vibration In DMn/4 (t DUR/3 Plants ■■ 

QUIRK. J F General Electric Co .Nuclear Energy Products Dlv LB 
79-04 79/02/13 Ip 


7903130439 NEDO-24037-1 

Amend 1 to licensing topical rapt NED0~24OS7-l "Assessment 
of Reactor Internals Vibration in nHR/4 (i BMR/3 Plants." 

OILMAN. J D I CARR. J B . JACOBSON. J General Electric Co .Nuclear 
Energy Products Dlv 7aNED36a 78/12/31 37pp 


7903130434 Notification of contract eiecutloniMod 2 to “Gap Conductance 
8. Temperature Profile In MPD ti MLD Experiments " Contracto-r 
Univ of MO 

HAGEY.H Research Contracts Branch FIN Q-6274 NRC-04-78-201 

79/02/27 ip 


7903130437 Hod 2 extending period of performance u/addl funding to "Gap 
Conductance & Temperature Profile in MPD b HLD Experiments " 

HAGEY.H Research Contracts Branch NRC-04-7a-201 79/02/27 

4pp 


7903130442 Notification of contract execution. Mod I to "Evaluation of 
Entrainment Effects Using a Pouer Plant Condenser Tube 
Simulator “ Contractor NY State ERDA 

HYNATT.A Research Contracts Branch FIN R-6278 NRC-04-7a-2l 1 

79/01/11 Ip 


7903130431 Mod t adding addl scape. increasing funding b extending 
period of performance to "Evaluation of Entrainment Using a 
Power Plant Condenser Tube Simulator " 

MORTON, K V. Research Contracts Branch. NBC-04-7a-21 1 
79/01/11 2pp 


7903130497 "Power-Coo Ung-Mlsmeteh Test Series Test PCM-7 Expsrlment 
Operating Specifications " 

SPARKS. 0 T . SMITH. A H , BTANLEY.C J Idaho National Engineering 
Laboretory FIN A-6041 TR8P-Tfi-311, 79/08/29 6Bpp 

7903130490 "Corrosion Conslderetians In Use of Boral In Spent Fuel 
Storage Pool Racks " 

HEEKSiJ R. Broolchaven Netional Laboratory FIN A-3106 79/01/23 

2Qpp, 


7903130494 Ack receipt of end 790201 Itr.Mlll consider these comaiente 
on draft response In preparing final version of response to 
J Honiker's petition. NRC it preparing response to second 
document filed by Hontker 

DENTON. H R Offici of Nuclear Reactor Regulation 79/02/83 Ip 
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79031304<7S Recominind ( thdt NRC draft retronca to Honlter patitton te 
publlihtd et NUREO topical rapt Feels uncerta intiai in 
analysis could te acplainad in prefaca Buggasts greater 
objectivity re discussion of open or closed fuel cycles 
ROSS I N< A. 0 Cofflfflonuealth Edison Co 79/03/01 2pp 


7?0313049di "Containment Design Basis Accident Analysis tor Clinch River 
Breeder Reactor “ 

OASSER.R D . TSAI. 8 3 . AUGRIOKT. D C Drookhaven National 
Laboratory FIN A-3000 77y<H/31 BSpp 


7703130333 Ack receipt Of 79013S Itr informing tIRC of steps taken to 
correct nonconp 1 lane e noted in OA Program Insp Rept 
99900507/78-03 

POTAPQVB.il Region 4. Dallas. Vendor Inspection Branch 

79/03/13 ip 


7903130323 Responds to NRC 761222 Itr re deviations noted in QA Prograai 
Insp Rept 99900S07/78-03 Corrective actions 4-h rated data 
safe purchased, procedures OQi-lB 01 b 03 revlsedrutll 
request estenslons for corrective actions 

MCFARLAND. J E Sargent b Lundy, fnc 0037-00 79/01/23 Spp 


7903130331 Foriaards QA Program Insp Rept 99900307/76-03 on 731504-06 U 
notice of deviation 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

73/12/22 Spp 


7903130533 Notlci of deviation from Insp on 761204-03 

» Region 4. Dallas. Vondor Inspection Branch 78/12/21 Ip 

7903130541 QA Program Insp Rept 99900507/76-03 on 731304-03 
None onpl lances noted irsprapor audit format L actions on 
previous findings mere not documented by 781201 

COSTELLO. JR . HALE.C J Region 4. Dallas. Vendor Inspection 

Drench 7B/12/2I. lOpp 


79O313034B Ack receipt of 781201 t> 790105 Itr Informing NRC of steps 
taken to correct devletlon noted in IE Insp Rept 
99900300/73-01. 

MOROANr J. F Reglo’n 4. Dallas. Vendor Inspection Branch 

79/02/01. Ip 


7903130551 Informs NRC of omission of Draulng Mo I 1B71925 added to 
packet on 731006 

MOROAN. JF Colt Industries. Inc 79/01/03 Ip 


7903130354 Act receipt of 7B1S01 Itr Requests additional info 
description of steps taken to correct noninclusion of 
Draiiiing No 1 1671925, Revision 3. In mfg order packet of Insp 
Rept 99900300/76-01, 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

78/12/21 Ip 


7903130562 Responds to NRC 761106 Itr re deviations noted In IE Insp 
Rept 99900300/76-01 Corrective actions dacumentation of addl 
monitor performance audits) shop supervision of revised 
drawings b operation sheets 

MOROAM, JF Colt Industries. Inc 76/12/01 7pp 


7903130564 Faruards IE Insp Rept 99900300/76-01 on 761002-06 8. notice 
of deviation 

POTAPOVa.O Region 4, Dallas. Office of tbs Director 70/11/03 

2pp 


7903130567 Notics of deviation from insp on 761002-06 

POTAPOVS.U Region 4, Dallas. Offles of the Director 78/11/03 
2pp. 


7903130574 IE Insp Rept 99900300/76-OI 761002-06 Noncompllance noted 
failure to correct actions of previous Insp findings 
F08TER.N E . HUNNICUTT. D M Region 4. Dallas. Vsndor Inspoctlon 

Branch 78/11/03 Bpp 


7903130550 Raquestf all drawings b specs of Co-60 teletherapy unit, 
model Theratron 60. mfg by Atomic Energy of Canada. Ltd 
KREYBA. F J Neutron Products, Int, 79/02/07 Ip 


7903130556 li) response to 790207 Itr.advlEss that approx 650 pages of 
records sulij to request re specs of Co--60 teletherapy unit 
heve been located in PDR List of drawings considered 
proprletsry by licensee end 

FELTON* J H Division of Rulss and Records 79/03/09 3pd 


7903130552 Notification of contract executl on. Nod 3. to "Technical 
Assistance In Reviewing Original Seismic Design Oases b 
Design Basts for Operating Plants " Contractor NM Nsumark 
Consulting Englnttring 8vc 

OLAOOLAtA F TecAnlcal Assistance Co-ntracts Branch 
NRC-03-7B-130 79/0 1 / 11 Ip 


7903130357 Mod 3 changing officer's authoriiod representative to 
"Technical Assistance In Reviewing Original Seismic Design 
Dasas tc Design Bases for Operating Plants " 

BOUCHER TV. D J Administrative Contracts Branch NRC-03-'7B-l30 

79/01/11 Ip 


7903130569 Notification of contract eiecutl on. Mod 3. to "Legal Sves " 
Contractor Kotnlner s. For t. Bch 1 ef er b Boyer 

MEDROM.L A H Administrative Contracts Branch NRC-14-7a'444 

79/02/05 Ip 


7903130572 Mod 3 eitendlng period of performance to "Legal Sves “ 
HATTIA.M J Administrative Contracts Branch NRC-14~7B-444 

76/12/29 Ip 


7903130566 Invites pai tic ipat I on in 790329 meeting In Denver. CO to 
discuss fuel assembly mechanical response to seismic b LDCA 
loads Forwards agenda, branch technical posltion.NRC 770110 
staff meeting summary b background info rept for review 
TEDESCDi R U Assistant Director for Plant Systems 79/02/22 

12pp 


7903130590 Summary of 790110 meeting w/lnterface branches to discuss 
proposed acceptance criteria for fuel assembly response to 
seismic b LQCA loads M/agenda. attendees 1 1 st. bac kground 
info, recommendations b supporting documentation 
NEVER. M 0 Core Performance Branch 79/02/02 50pp 

7903130593 “Ravlctu of LUR Fuel Sys Mechanical Response u/ 
Reco-mmendations for Component Acceptance Criteria." 
preliminary rept for code assessment b application program 
GRUOD. R L Idaho National Engineering Laboratory FIN A-6157 
RE-A-79-017 79/01/31 ABpp 


7903130611 Minutes of 780803-05 meeting of ACRS, held In Hash I ng ton. DC 
Appendices containing supporting documentallon end 
• ACRS - Advisory Committee on Reactor Safeguards 7B/08/05 

600pp 


7703130613 Forwards b discusses "Pretsst Analysis for Semiscale Hpd-3 
Test Series, Seniscale Mad-3 Baseline Test Series. Test 3-07-0 
b 3-07-9. Semiscale Program " 

OLBON. D J Idaho National Engineering Laboratory 79/01/24 4pp 


7903130615 "Pretost Analysis for Semlscale Mod-3 Test Seri es. Semiscale 
Hod-3 Baseline Test Series. Tests S-07-0 b B-07-9 Semlscale 
Program " 

FIHEHAN.C P . BTEinERiJ L , SNIDER, D M Idaho National Engineering 
Laboratory FIN A-603a 79/01/31 I25pp 


7903130616 Requests addl Info re specific radwaste sys design It 
Interface Info for review of NEDO-21039. "BWR Radioactive 
Waste Treatment Sys “ U/encl questionnaire 

PARR, 0 D. Light Water Reactors Branch 3 79/02/16 7pp, 


7903140001 NUREO/CR-0499 

"‘Reference Critical Eiperiments. " progress rept for Jul-Sept 
1978 

OOEBEL.O R . DHi R E . ROTHE.R E Rockwell International English 
System Droop FIN A-1036 RFP-206B 79/01/31 3/pp 


7903140002 Comments on draft Reg Guide 10 0 objects to 1. 4b b 6 re 
area survey procedures “Thin window'' survey meter not 
necessary 100 DPM sensitivity level for wipe tests Is too 
Isle Noncompllance citations should not be used 
ZALAC. D A St Anthony Hosp IN/MC 79/02/13 Ip 


7903140003 Comments on draft Reg Oulde 10.6 objects to 1.4b b 6 re area 
survey procedures "Thin window" survey meter not necessary 
MCCOWN.A H Jefferson Memorial Hosp 79/02/12 Ip 


7903140004 Comments on draft Reg Guide 10 8i objects to i.4b b 6 re area 
survey procedures ''Thin window" survey meter not necessary 
too DPM sensitivity level for wipe tests Is too low 
Noncompllance citations should not be used 
OAHPL.F X St Eltlabeth IL/CH 79/02/12 Ip 


7903140007 Comments on draft Reg Guide 10 6 Objects to li4b b 6 r« area 
survey procedures "Thin window" survey meter not necessary 
aVDflH.N K family Hasp HI/MI 79/02/23 Ip 


7903140010 Recommends more analytical matl be presented at next Eitrems 
External Phenomena meeting re seismic safety margin research 
program Papers on methods of statistical llneariiatlon end 
ZUOANBi Z franklin Institute Research Laboratory 79/01/12 34pp 


7903140011 NUREO-75/0B7 14 2 1 

8RPi Revision 1 to Section 14 2. "Initial Plant Test 
Program - Final Safety Analysis Rept " 

e Office of Nuclear Reactor Regulation 79/01/31 12pp 
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rTO3l40Ot7 FOTuerdB for ^eviBu applit<9tion from Westinohoyse for 
nuclear matl to Republic of Korea H/o 

fT/OS/te** '^Ip Ececotive Director for Operations 


7903140313 Olfcuatea proaentatloni r» rogulatory action! b NHC 
poiitiont Telging on HASlH*1400i ••ptciall v problem! In 
eetimattng Its effect on safetg ({uestian! 

DA'SDEKASiD L Eip »r Imentel Fast Reactor Ssfety Research Branch 
79/02^05 3pp 
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Ts^lt^pOSa Foryards application for minor nuclear esport license for 
eliefc Itr of assurance is re(iulrB(f W/o end 

WU1IM€B,0 O Assistant Directoi for Eiport/ Import b International 
7^/02/i^ Ip 


7903140318 Forwards Info on applleatlone of WASH-1400 methodology or 
conclusions by ACR5 

FRALEVnR F ACR3 - Advisory Committee on Reactor Safeauarde 
79/01/11 Spp 


NatlFlcatlon of contract e« ecutlon. Hod 3 to “Workshop on 
Flaaixatl 1 iti/ of Solid Fotymer Olelactrics “ Contractor 
National Academy of Sciences 

* Research Contracts Branch NRC-04-77-i44 

79/'OI/a9 Ip 


3’ period of performance from 761331 thru 
7903Sa to "Workshop on Flammability of Solid Polymer 
Oielcctrlcs " 

^RTON- K V Division of Contracts NRC~04-77-144 79/01/39 


7903140043 Hoti f scat! on of contract execution. Mod 3 to "FUECHT Separate 
Cftects !< Sys Effects Test Program " Contractor 
Uaetlnghouse 

riYNATT.H A Research Contracts Branch FIN B-6S04 

MIC-D4-77-127 79/01/07 Ip 


7903140049 Mod 3. Increasing funding to "FLECHT Separate Effects & Sus 
Effects Test Frogram " 

MORTON. A W Research Contracts Branch PIN B-6304 

hnc -04-77-1 27 79/01/09 2pp 


7703140046 Forwards form Itr to all power reactor licensees w/guidance 
on spent fuel pool mods. “Review b Acceptance of Spent Fuel 
Storage b Handllns Applications" dtd 780414 Reguests 
document be filed under Generic Task A-20 

tUAMD.J S Environmental Evaluation Branch 79/02/86 Ig 


7903140083 Notification of contract ex ecution. Mod 3 to “Development of 
Fethed! for Prediction of Strong earthquake Oround Motion " 
Contractor Univ of Southern CA 

HASCV.H Research Contracts Branch B-62B7 NnC-04-77-364 

79/01/19 3pp 


7903140061 Mod 3 extending period of performance date to "Development 
of Mithods for Prediction of Strong Earthquake Oround 
Motion “ 

MORTON'. K W Research Contracti Branch FIN 8-6287 

NRC-O 4 “77-364 79/01/19 Spp 


7903140060 Hotifleatton of contract execution "Evaluation of Reactor 
Radiation Streaming." awarded to Mathematical Applications 
sroup. Inc 

WXtETT. S A Research Contracts Branch FIN S-6206 

ISflC-04-79-t79 79/02/27 Ip 


790314031a Responds to several questions in 760614 Itr ro HABH-1400 
methodology ACRE roe omaiended that many techniques used In 
study be used by reactor deiigncrt to Improve safety b by 
NRC in safety reviews 

MOELLER I D H ACB9 - Advisory Committee on Reactor Safoguards 
76/07/14 app 


7903140223 Risponds to romatning questions in 760614 Ur re WASH-igoo- 
methodology ACRE still believes that reactor optratlo'ni do 
not unduly endanger public safety 

MOELLER. D W ACRS - Advisory Conuulttee on Reactor Safeguards 
76/13/16 3pp 

7903140227 Discusses ACRS review of UASH-1400 Believes that absolute 
verification of conclusions mutt wait for collection of 
better date, hut that study's methodology b techniquos ere 
basically solid b should be applied elsewhere 
KERR. kl ACRS - Advisory Committee on Rtackor Safeguards 
75/04/08 2pp 


7903140339 Warns against abandoning WASH-HOO concept of risk 
assessment, despite past misuses of rept.b encourages prompt 
admission of thoio past nitusei Forwards summary of views on 
uses of WASH-1400 b unresolved safety issues <NIIREQ-0310) 
BABOEKASi D L Experimental Fast Reactor Safety Research Branch 
79/02/14 Spp 


7903140244 Identifies Itoiiis in MRC responses to Cotiyrest which mey need 
revision in light of Lewis Rept Rsconminds issue be 
clarified in 197B Annual Rapt to Consress 

QASDEKAS. D L Experimental Fast Reactor Sifoty Research Branch 
73/ 11/28 Spp 


7903140291 Comments on presentations re regulatory actions b Hac 
position re WASH- 1400 Prtssntatlons may have bssn 
unintontional ly prejudiced Other safety issues may be 
technically unsound as uell 

Ba90EKA9>D l Experlnental Fast Reactor Safety Rstearch Branch 
79/03/09 2pp 


7903140293 NgBE9-0987 

Draft Executive dunmary INURE0-0927i EBl. "Regulatl ons of 
Federal Radioactive Haste Activities. '■ rapt to Congress on 
estandlng NRC licensing or regulatory authority to federal 
redioaettve waste storage b disposal activities 
e OfflcB of Mucloor lidtsrlal Safety b Safeguards 79/02/lS 
17pp 


7903140072 Contract for "Evaluation of Reactor Radiation Streeming. " 
awarded to Mathematical Applications Qroup. Inc 

MQRTON.K V Division of Contracts FIN B-6P06 NRC-04-79-179 

79/02/27 3lpp 


79OT140077 Requests NRC Translation 161 b all documentation ralated to 
that document Also seeks Commission Instructions to staff re 
implementation of decision concerning MASH-1400 
REINERT. S Affiliation Unknown 79/08/19 47pp 

7903140080 In reponse to 790819 Itr, forwards NRC Translation 161 b 
Supporting documentation Also forwards list of documente 
available at FOR concerning HASH-1400 NUReo/CR-0400 not 

toe) 

FELTON, d n Division of Rules and Records 79/03/09 Spp 


7903140107 B6CV-79-181 

Oiheussts proposed license for OE to export enriched 0 to 
Fietlco Recoinisends license be Issued^ 

SHgAiJ ft Office Ilf International Programs. 79/08/14 Spp 


7903140111 Texts of Instruments Concerning Agency’s Assistance to 
Keikce In Establishing Nuclear Power Facility " 

• International Atomic Energy Agency 74/04/0S Sapp 


7mi403oa Transcript of 790213 public msetlng in Washington DC rt 
Briefing on Use of WASH- 1400 in Licensing Actions " 
rp 1-33 H/vieugraph#.egsnda, comments on ACRS testimony h 
raievent correspondence 

»^1C«IE.J H . OILINSKY.V , KENNEDY, R T Commission 79/02/15 
73p} 


7903140212 Llcensn epp Heat ion for TN9. Ine to export 1000 leg Th to 

Canada 

a Tsnnaesce Nuclear Specialties* Ine 79/02/28 Ip 


7903140321 Llecnia application for Mitsubishi Inti Corp to export 
manipulator crane to Japan 

a Hlksuhiihl International Corp (subs, of Mitsubishi Carp I 
79/02/86 Ip 


7903140829 License application for Sendvtk Special Metals Carp to 
export Zr-4 part pllgired cladding to Canada 
• Sandvil Special Metals Corp 79/08/36 Ip. 


7903140836 License app licet ion for Oensral Atomic Co to export 80 std 
TRIOA fuol otements to Nist Oermany 

HOWRY. M R Oanaral Atomic Co (subs of Oulf Oil Corp ). 79/08/83 

app 


7903140848 Lleensi application for Westinghouse to export 181 MTU U 
dioxide encapsulated in fuel rods to the Philippines, 

KEENAN. R P Westinghouse El sc trie Corp. 79/08/37 Spp 


7903I4D24B License application for Trensnucltar. Inc to export lOo g U b 
2 38 g U-S3S to Del glum 

MATSdM.V Transnuelear. Inc 79/02/23 4pp 


7903140249 Requaets that loading b operating of OE reload fuel be 
performad under lOCFRSO 59. which allows changsB to plant 
Tech Specs w/o NRC epproval. 

ORIDLEY.R L Osnerel Electric Ca.>NueIter Energy Products Dlv. 
MFN- 027-79 79/01/30 3pp 



NONDOCKETED ITEMS 


7903M0397 Suppl rt»pon«ei to 77071? r«qu*»t for all torrtipondohca by 
JH Conrart Docunibfit* ll«t>d are bsing placsd in PQR 
FELTON. H Dlvlalon of RbUi and Ranords 7?/02/3S 2pp 


7903140384 CDTifirnii nseting on 790S0£> to ba held In Oermantown. HOi to 
dltcusa paologft repositories. Foruards tentative agenda 
BQYLE.R R High Level fc Transuranlc Haste Branch 79/'01/3l 

3pp 


7903140404 Heekly info repb for ueet ending 790216 

REHM.T A. Office of the Eiatutive Director for Operations 
79/02/23 2Spp. 


790314047B Foruardt NEDE-21878~P. ‘'Analgtlcal Mode) for Conputing Air 
Biibble ti Boundarg Pressures Resulting froin an Safety Relief 
Valve Discharge through a T-Ouencher Device ’’ Hlthhsld iref 
iOCFflS 790) 

BOBDHi L J General Electric Co .Nuclear Energg Products Dlv 
HFN-0 52-79 79/02/26 Spp 


7903140486 Klnutcs of S20th ACRS meeting on 780803-05 

LAHORSKI.S , BENDER, H , CARBON.H H ACRS - Advisory Committee on 
Reactor Safeguards 7S/0B/D5 641pp 


7903140489 Notice of 790306 meeting in Sethesda, HD. lu/OE to dlicuss 
propoeed methods for analytihg rod withdraul transient in 
BlgR6s Meeting originally scheduled for 790222 
BBDOKB. U Core PerformaticB Branch 79/02/09 ip 


7903140919 Forwards OA Program Insp Rapt 99900922/79-01 on 790103-11 No 
noncomp 1 lane t noted 

POTAPOVS, U Riglon 4. Dallas, Vendor Inspection Branch 

79/01/19 2pp 


7903140934 QA Program Imp Rept 99900522/79-01 on 790103-11 No 
none ompl lance noted Major areas inspected [mpl eninta tl on of 
10CFR90 App B In area of Internal audits 

BRICKLEV, R H , HALE, C J Region 4, Dallas. Vendor Inspection 

Branch 79/01/18 9pp 


7903140922 Confirms 790213 telcon that matl covered by license XSNM- 
1292 will be delivered to Atomic Energy of Canada Reeearcb, 

HATSDN, V Transnuclaar, Inc 79/02/13 4pp 


7903140370 Requests memo be sent asking for suggestions r« qualified 
candidates for Preeidential Appointee to serve as liaison 
on Presidential Commission 

WATSON. J H President of US 6 Eieeutive Offices 79/ot/04 Ip 

790314O969 Updates 780124 response to FDIA request for “Pu b Highly 
Enriched U, MUF Summartied by Accounting Periods 1968-1976 " 

Two pages re Nuclear Fuel Sves which were proprietary are 
now available in FDR 

FELTON, J H Division of Roles and Records 79/02/31 2pp 


7903140576 Cammiesion will be unable to submit rept on improving 
opportunities for state participation in process siting, 
licensing U developing nuclear waste storage or disposal 
facilities bg March 1 

HENDRIE.J (i Commission 79/02/86 Ip 


790314097B Reg Guide 1 88 Revision 2, “QA Program Requirements (Design I. 
Const) '* 

a Office of Standards Development 79/02/23 2pp 


7903140930 CommlBslDn will be unable to submit rept on improving 
opportunities for state participation in process for siting, 
licensing 6 developing nuclear waste storage or disposal 
facilities bg March 1 

HENDRIE.J M Commission 79/02/23 Ip 


7903140531 "Environ Assessments of Fuel Cycle Facilities." monthly 
progress rapt 

LITTEL, H E Oak Ridge National Laboratory FIN B-0279 70/12/31 

9pp 


7903140933 Commission uini be unable to submit rept on improving 
opportunities for state participation In process for siting, 
licensing Sc developing nuclear waste storage or disposal 
facilities bg March 1 

HENDRIE.J N Commission 79/02/23 ip 


7903140538 "Matl Control at Licensed Processing Facilities," Dec 1978 
progress rept 

Q'BRIENiJ H Latarence Livermore Laboratory FIN A-OllS 79/02/00 
4pp, 


7903140523 Comments on draft Reg Oulde 10 B objects to 1,4b fit 6 re area 
survty procedures "Thin window" survsg meter not necessary 
BELIOHAN.D J Affiliation Unknown 79/05/12 Ip 


7903140929 Forwards addl Info re application lCD-1012 for export of 
tritium gas to Swltierland H/o end 

OPLINOERiO 0 Asslftant Director for Export/ Import fit International 
Bafaguards 79/02/13 Ip 


7903140334 Forwards application for minor nuclear export license for 
which Itr of assurance is requl red. Request t assistance In 
obtaining Itr, H/o end 

OPLINSER.O O Assistant Director for Ekport/Import f< International 
Bafaguards 79/02/16 ip. 


7903140940 Further response to 7B1009 Itr which re i^uBiiid irccordi t 0 
coouiunlcii 1 1 Dm to o-f n^fvguBrdi of Muctesr 

Fuel avcs Erwin, TN. fad 1 1 ty since 730101, Append i ces list 
documents evillable at PDR It those deemed classified. 

FELTON, J. H Division of Rules and Records. 79/03/08 4pp 

7903140544 Further response to 781029 Itr which requastad documents 
relating to environ effects of U fuel cycle fit disposal of 
.“**^** document! bting In PDR 

PELTONiJ.M Divl«tan of and Rocordi 79/03/09 4pp 


790314054? Ack rtcalpt of 790133 1 fcr t, axpraitai gratUod* to 
J Fouchard for aaiiftanca ra tub cortfnl ktaa rapt oh Raanuasan 

Btudij 

HENDRIE, JM, Commission 79/02/01. Ip. 


7903140994 Compliments J Fouchard for his assistance In aniufring 
of nuclear pousr production Pacilltlei 
DAVIOaONiDH Austin, TJt 79/01/23 Ip 

” Containment Osnerlc Accept. nc. 
Criteria. ACRS Third Dynarnlce Bubcammlttss Meeting 
781128-30. 

HU.TY California institute of Tachnologg 79/01/11 Ip. 


7903140963 Diiignatts LV Ooss Ick. Execut i ve Director for Operations, to 
servt as liaison to Prssidant's Commission on Personnel 
Interchange 

HENDRIE. J.K Commission. 79/02/03. Ip. 


7903140990 NRC will be unable to mast statutory rept date of 790301 re 
study to txtend licensing ti regulatory authority to Include 
categories of existing 6 future radioactive waste storage 
Addl time neededi to obtain comments from DOE 
KENDRIE.J M Commission 79/02/23 Ip 


7903140594 NRC will be unable to meet statutory rept date of 790301 re 
■ tudy to extend licensing ti regulatory authority to Includt 
cattgorlti of existing fit future radioactive waste storage 
Addl time needed to obtain commanti from DOE 
MENDRIEhJ M Commission 79/02/23, Ip 


7903140596 NRC will be unable to meet statutory rept date of 793301 re 
study to ektind licensing li regulatory authority to Includt 
categories of existing tn future radioactive waste storage 
Addl time needed to obtain comments from DOE 
HENDRIE.J M Commission 79/02/23 Ip 

7903140597 Comments on combination of raiponses due to various inputs 
that affect nuclear power plant, Oivei engineering 
recommandatlon to provoke analysis for rasalutlon of 
nans tatlanary random response combination problem 
ZIJDAN8, 2. Franklin Institute Research Laboratory 79/01/19 2pp 


7903140600 fiasponds to 701220 Itr requesting chronology of events 
leading to discovery of broken seals on drums containing 
highly enriched U being exported to Romania, H/enc 1 
chronology t< relevant documents 
HENDRIE.J H Commission 79/03/01 22pp 


7903140604 Ack receipt of 790125 Itr re ink! cooperation agreement 
signed 780606 fii forwards preliminary avaluation 6 summary of 
results of first LOFT nuclear loss-of coolant exporlmant 
HENDRIE.J M Commission, 79/03/01 2pp 


7903140607 LOFT-TR-lOa 

"Quick Look Rept on LOFT Nuelsar Eipsrimsnt L2-8 " 
BATT. D, L EO fit 0, Inc FIN A-604a 78/18/31 97p p 


7903140609 NUREO/CR-0609 

*^’Ap p I Ic a t ion of Acoustic Emission as an On-Line Monitoring 
8ys for Nuclear Reactor, " Jan-Sept 1976 final progress rspt 
POLLOCK, A A Ounegan/Endsveo FIN B-3013, 79/01/31 61 pp. 

Available at NTIS 



NONDOCKETED ITEMS 


TBceipt of Nuclear Neu« containing intervietu 
tVr^IE, J H Commission 79/02/26 Ip 


Act receipt of Dun's Revieu article re speeding up nuclear 

ts»er 

M CoRioiiasion 79/02/26 Ip 


7903190021 Foriuards IE Insp flept 999O0294/7B-01 On 781030-701102 notice 
of deylation 

FDTAPOVBiU Region A. Dallesi Vendor Inspection Dranct 

70/ 13/12 2pp 


7903190026 Notice of devlatlori from Insp on 7B10SO-781 102 

e Region 4i liallasi Vendor Inspection Branch 78/12/11 3pp 


^9'73I90-61'3 Foruards article from Dun's Rovieui describing efforts to 
'epeed up nuclear poucr " 

R J Affiliation Unknoun 79/02/06 2pp 

‘’^:31<J>616 Act receipt of 761222 Itr noting concerns re content of 
"^illO Uasbington Star article* “Vepco Plant Gets a C on 
^efelgi Rept Card " Article is based on IE studies Forwards 
'erlojs dociinikonta describing results of studies 
tl Coimroi sslon 79/02/26 2pp 

7>'73IA061B Forwards Washington Star article "VEPCO Plant Gets a C on 
Eafetn Rept Cardi " expressing concerns re performance rating 
S)i utiliied bij NRC. 

PEfERS. J! D Affiliation Unknown 7S/12/22 187pp 


TvJ31d[1630 Forwards draft revioiu of Lewis Rept 6 its implications 
C.scussBS accurate of core melt forecasts In WA6H-1A00 Jc 
deficiencies in models 

UKTGn.hr Office of Nuclear Reactor Regulation 79/02/21 17pp 


7903190038 IE Insp Rept 99900294/78-01 on 7B1212 HontompHance noted 
failure to document auditing procadurei product quality 
meacUTement gauge* in defaultipoor receiving procedures) poor 
reference of procurement document specs 

ACEE.^ R I HCNEILU'U R • HUNMICUTT.D M Region 4> Dal lee i 

Vendor Inspection Drench 78/12/11 16pp 


7903190016 Staff ha* reviewed HEDO-24010-2 "Basis fur Criteria for 
Combination of Earthguake b Other Transient Response* By 
Sguare Root Sum of the Squares fiethod. " Suppl 2>Dec 1978 
Suggests Hark It ouhers group meeting re formal rtponses 
BTQLI.J F Light Water Reactors Branch 1 79/02/22 9pp 


7903150019 Act receipt of 70I2OI fc 790126 Itr Informing NRC Of Stepe 
taken to correct vlalatlons noted In IE Insp Rept 
99900282/73-02 

PBTAPOVa.O Region 4. Oallas. Vendor Inspection Branch. 

79/02/06 Ip. 


'^)3149639 Supplements responses to 770726 request for all 
ccFtespondence by OH Conran Documents listed are being 
bla'i Id in PDR 

fELTGN. O H Division of Rules and Records 79/02/22 2pp 


TP>3l4'Dd>46 "Advanced Reactor Safety Analysts Technlcel Assistance. 
Peictor Praject*. " cnenthly highlights for Oan 1979 

tAftl.fl A Brookhaven National Laboratory FIN A-3000 79/02/12 

:?> 


TvJB J- t-OASO "Stress Corrosion Cracking Of PHR Steam Oenerator Tubing.." 
easthly highlights for Feb 1979 

VAN rogyen.O Brookhaven National Laboratory FIN A-320B 
79/G2/)2 6pp 


TV73H06S3 "Luft Therisal Hydraulic Development." program monthly 
klghlighi Itr for Jan 1979 

JUES.OC Brookhaven National Laboratory Ey'-76-C-02"OOlA 
79/01/31 6pp 


7P0314O656 Camaients on proposed Reg Ouide 3 44 cites uniAtended 
ccnilitt of draft guide W/10CFR72 re max horiiontal 
ground aotion acc « leratlons Suggests changing or deleting 
gorte of Reg Guide 3 44. Section 2 6 2 5 
UICgiH.E A Atonic Industrial Forum 79/02/15 Ip 


7303140638 "Assassment of Radiation Doses Resulting from Releases of 
Ft- 222 tc Ra-286 from U Nlnlng Activities!" monthly progress 
rept for Dec 1978 

TPAVJS.ee.. HCDDWELL-DDYER. WATSON. A P Oak Ridge National 
teVoratory FIN D-GSal ORNL/HABHD-26 78/12/15 4pp 

730<3i40699 "BSC Code Dovelopmont U Validation!" don 1979 highlights 
AiRAUAL.A K ) CEROONEtR J Droolihaven National Laboratory FIN 
A-30I3-B 79/02/15 6pp 


7703140661 Connsnts on proposed Reg Guide 10 8 feels there Is no need 
to specify "thin window survey meter " 
lAlCft. JD St Joseph Hosp MO/KI 79/02/12 ip 


73C3I40663 Confirms results of telcon date for filing documentati on on. 
license conditions Is extended to 790301 
MVJOBOH!B I, Spiegel «, HcDiarmid 79/02/00 ip 


7903190024 Responds to NRC 781221 Itr requesting addl info re meaeures 
taken to correct (deviation noted in IE Insp Rept 
99900262/78-02 Corrective actions retraining performed for 
each Item ti uelit metl documentation organliid 

SEWELL! D H Orinnell Corp isubi of International Telaphona U 
Telegraph Carp 1 79/01/26 Bpp 


7903150030 Ack receipt of 781201 response to NRC 781025 Itr u/actlons 
to correct devlatlona noted In Insp Rept 99900S6 3/78-02 
Requests addl info on items D.O h E 

POTAPOVS! U Region 4! Dallas! Vendor Inspection Branch 

78/12/21 2pp 


7903190036 Respond* to NRC 781025 Itr Ts deviations noted in IE Insp 
Rept 999002B2/78-02 Corrective actions personnel 
rslnstructed in controlling noncomf ormlng matl fa two ad)il QA 
engiheers requldltl ened 

SEWELL! W.D Orinnell Corp (subs of Intsrnational Telephone fa 
Telegraph Corp I 78/18/01 3pp 

7903190042 Forwards IE Insp Rept 99900262/76-02 on 780986-29 & no.tice 
of deviation 

FOrAPOVS.V Raglan 4. Dallas. Vendor Inepection Branch 

78/10/25 8pp 


7903150044 Notice of deviation from intp on 7B0926-S9. 

* Region 4. Dallas. Vendor Inspection Dranch 7B/10/19. 4pp 


7903150091 IE Insp Rept 99900282/7B-02 on 7B0926-29 Noncomplience 
noted, failure to malintain segregation fa identification Of 
nonconforming metl. failure to origlnato corroctive action 
roqueits fa failure to poetess magnetic particle control. 
ELLERBHAW.L E ! HUHNICUTT.O M Region 4! Dallas! Vafldor 

Inspection Branch. 7B/10/19, lOpp. 


7903150020 Ack rechlpt of 701206 Itr w/Info for consideration In review 
■of Owens-Oornlng Flhergla* rept OCF-l. "Huclear Containment 
Insulation Sys " Points raltad In Itr do not warrant 
revision of NBC rept evaluation . . ^ . 

VASSALLOiD D Assistant Director for Light Water Reactors 
79/01/31 app 


7903190096 Forward* minutes of 780B29-31 Rl*l Aisassisent Revieu Group 
Asetlng , 

AUSTIN! J H Commission 79/02/27 Ip 


7993140660 Notification of 790301 meeting in Dethesda!HD u/Exxon to 
discuss power distribution control Phase II 
CLfCffFIELDi H Core Performance Branch 79/02/27. 2pp 


790315<0002 "BUR Blowd own/Emerg ency Core Cooling Program." 39th monthly 
progress rept for Jan 1979 

tLRNBTTE.S M Oaneral Electric Co .Nuclear Energy Products Div 
h«C-04-76-S15 79/01/31 Upp 


TtOaiiOigoh Ack receipt of 701212 Itr Informing NRC of stop* taken to 
Cprrect deviations noted in IE inip Rept 99900294/78-01 
mOTAfovs.U Region 4. Dal las. i Vendor Inspection Branch 

79/02/14. Ip. 


7103190014 Responds to NRC 781812 Itr re deviations noited in IE Insp 
®ept 99900294/70-01 Corrective actions Medium Hotor fa 
veiriog duality Assurance Manual revl sedi gauges reviewed. 
hoover, D U Westlnghouse Electric Corp. 79/02/14 app 


7903190098 Risk Assessment Review Group .sieting minute* from session on 
7BOB29-31 Discussed now sequences identified since reactor 
safety study analysis 

AUSTIN. JK Commission 70/08/31 oPP 


903190064 Ack recslpt of 781821 Itr iof ormlng NRC of steps taken to 
correct violation* noted in Insp Rept 99900268/78-01. 

POTAPOVS. U Region 4. Dallas. Vendor Inipection Branch 

79/01/11 Is 


7903180086 Respond* to NRC 701208 Itr re violations noted in Jnep Rept 
99900888/78-01 Corrective action* info fa test proceduree 
written fa Issued fa englnaerlng manual revlied to Include 

CARDILLO.U United Else trie Ciontrals Co 78/12/21 3pp 
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NONDOCKETED ITEMS 


79031500-91 Forward? OA Pragran Intp 99900233/73-01 on 7BJOli-I9 b 
notie* of violation 

PQTAP0V3i U Rojlon 4i Oallast Vendor Ineptction Branch 

7B/1S/0B 2pp 


7903150098 Notice of violation from Insp on 73101i-19 

* Region 4. Dallas. Vendor Inipectioni Branch 73/12/07 2pp 


7903150097 OA Program Insp Rept 99900283/73-01 on 731016-19. 

None omp 1 1 ane e noted mfg U test procedtiret not -written b 

itivad. It not included In engineering manuel drawing I* 

ebanga control sec t lona» audi t procedures not implemented 

FOSTER# H E t HUNNICtlTTi D H Region 4» Dallasi Vendor Inspection 

Branch 70/12/07 7pp. 


7903150036 "Dgnamic Photoelastic Study of Cracl Arresti '' monthlg 
progress rapt for Van 1979 

DALLV. J.tf Hargland. UnW of NRC-04-76-172 79/02/06 4pp 


7903150102 Forwards correspondence re application for license to oport 
tritium gas to Israel 

WERNER, L T Drel Petroleum Corp 79/02/09 5pp 


79031S0142 OA Program Insp Rept 99900331/78-03 on 731211-15 
Nonconpl lance noted lack of ASME Code test for parts, poor 
matl iden t if ica t ion, wo Iders not qualified for positions, b 
measures did not assure calibr equipment accuracg 
MCNEILL, W H . MITKESELL.D E Region 4. Dallas, Office of the 
Dlree tor 73/18/29 Spp 


7903150129 "Ooick Look Rept on KKU Support Column Air-Water Equipment 
(Series 01) “ 

MOHR.C M I VACOBYi J K Idaho National Engineering Laboratorg 
73/04/11 20pp 


7903150130 License for Nissho-Iual American Corp to eiport 6,001 kg 
heavy water to Japan 

BHEA, J R Office of International Programs 79/03/06 Ip 


7903150146 Comments on presentations made at 7Q102S subcommittee 
meeting on plant arrangements Discusses Sandia study on sys 
interaction, NRC program to identify sys interact Ions, ORNL 
work, Zion sys interactions study U LER review program 
MICHELSON, C ACRS - Advisory Committee on Reactor Safeguards 
79/01/17 12pp 


79031S0105 Licenst application for Drel Petroleum Corp to eipart 
100,000-250,000 Ci/gr of tritium gas to Israel 

WERNER, L T Eldan Electronic Instrument Co , Ltd 79/02/06 Ip 


7903150109 License for American Atomics Corp to opart 1,500,000 Cl 
tritium to Kexico 

□PLINQERjO 0 Assistant Director for Esport/Import b International 
Safeguards 79/03/06 2pp 


7903150116 Forwards OA Program Insp Rept 99900224/79-01 on 790108-11 No 
naneenpl lance noted 

PQTAPOVS,U Region 4, Dallas, Vendor Inspection Branch 

79/01/24 2pp 


7903150153 Review of SAND77-0644, Band la rept on reactor safeguards sys 
assessment b design Believes ell areas of vulnerability are 
identified, but concludes study has limited Immediate 
usefulness b should be further reviewed 

HICHELS3N,C ACRS - Advisory Committee on Reacter Safeguards 
73/12/19 4pp 


7903150155 Monthlg progress rapt for Jan l979,Croare Project 345-10 
CROWLEV,C J , ROTNE, P H Creare, Inc NRC-04-7S-162 79/02/08 

3pp 


7903150164 Informs of results of review of proprletarg claim re encl to 
Terrg Corp 7B0SI1 Itr Info Is still proprietary 
FELTON, J M Division of Rules and Records 79/02/22 Ip 


7903150118 OA Program Insp Rept 99900224/79-01 on 790103-11. No 
noncompl lance noted Major areas i-nspected Incorporation of 
QA program to QA manual b 10CFR50 App 0, including i-nternal 
audits, design control, insp b test b measurement 

AOEE,J.R , HUNNICUTT,D M Region 4, Dallas, Vendor Inspection 

Branch. 79/01/23 8pp 


790313O1B4 Eiecutive Branch position re American Atomics Corp 
application to.eiport 1,500,000 Cl of tritium per annum to 
Keileo Recommends license be Issued 
HOSENZO, L V State, Dept of 79/03/05 2pp 


7903150119 Forwards (3A Program Insp Rept 99900309/78-02 on 780403-06 No 
noncompliance noted 

POTAPaVBtU Region 4, Dallas, Office of the Director 79/01/18 

2pp 


7903150183 OA Program Insp Rept 99900509/7 B -02 on 780403-06 No 
noncompliance noted Major areas imp sc ted. Implements t ton of 
lOCFRBOi App B In design area 

ANDERSON, D. 0 . RUTHERFORD, W R , HALE, C J Region 4, Dallas, 
Offlca of the Director 78/11/21. 6pp 


7903150124 Notifteatlen of contract executlo-n. Mod 1 to "On-Call Malnt 
for NRC Computer Peripheral Equipment ’■ Contractor Computer 
Bgs Support Corp 

MODfiOVi L A Administrative Contracts Drench NRC- 10-78-601. 

79/01/19 Ip 

7903150186 Mod 1, adding addl equipment for on-call malnt under contract 
rtf In Block B to "On-Call Malnt for NRC Computer Peripheral 
Eqvl pmant. " 

MEDR(3H, A K Division of Contracts NR 0-10-78-601, 79/02/14 

Ip 


7903150187 Executive Branch position re GE application to eiport ISO kg 
Th to Bratil Recommends license be issued 
NO&ENZO.LV State, Dept of 79/03/03 Ip 


7903150190 Forwards IE Insp Rept 99900269/78-02 on 781218-81 No 
none amp 1 lance noted 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 

78/01/04 2pp 


7903150198 IE Insp Rept 99900869/78-02 on 731213-81 No noncomp 1 1 ant e 
noted Major areas inspected Internal audi ts, spec ial welding, 
testing of completed produc ts, procurement product 
acceptance b action on previous insp findings 

OLLERi R E , HUNffICUTT,0 M Region 4, Dallas, Vendor Inspection 

Branch 79/01/03 5pp 


790315019a Ack receipt of 790119 Ur informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900316/78-01 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 

79/08/02 Ip 


7903150135 "Quick Look Rept on JAERI LSRT Upper Core Support Plate 
Experiment ISeries J-ll " 

MOHR, C M., JACOBY. J K, , WESLEV, ft D Idaho National Engineering 
Laboratory 70/05/13 83pp 


7903IS0204 Responds to NRC 701811 Ur re deviation noted in QA Program 
Insp Rept 99900316/78-01 Corrective actions revision of QA 
manual ra purchase orders b procedure QCP-2 revised, 
detelllng procedures required for preparing insp package 
KUNKA,a M Oauld, Inc 79/01/09 2pp 


7903150187 Ack racalpt of 790131 Itr Informing NRC of stepe taken to 
correct deviations noted in QA Program Insp Rapt 
99900331/78-03 

POTAPOVS, U. Region 4, Dallas, Office of the Director 79/(38/15, 

»f 


7903150138 Responds to NRC 790104 Itr re deviations noted In QA Insp 
Rept 99900331/78-03 Corrective actlonsimatl Identification 
improvtdi communication paper work set up, b welder 
documentation located. 

BROOKB.L A El el CO Devels, Inc 79/01/31 Spp 


7903150135 Forwards OA Program Insp Rept 99900331/78-03 on 731811-15 b 
notice of deviation 

POTAPOVS, U Region 4, Dalles, Office of the Director 79/01/04 

2pp 


7903150137 Notice of deviation from insp on 731811—15 

» Region 4, Dallas, Office of the Dirtetor 70/12/29 3pp. 


7903150206 Forwards QA Program insp Rept 79900316/78-01 on 781113-16 b 
notice of deviation 

POTAPOVS, U Region 4, Dallas, Vendor Inipeetlen Branch 

70/12/11 2pp 


7903150808 Notice of deviation from Inep on 781113-16 

♦ Region 4, Dallat, Vendor Inepeellon Branch 78/12/11 Ip 


7903150209 QA Program Insp Rept 99900316/70-01 on 781113-16 
Noneomp 1 lance noted two purchase orders b related 
requistlons for calibr sve did not Include requirement for 
ceptlflcatai of calibr 

OLLERi R E , HUNNICUTT, D M Region 4, Dallas, Vendor Inspection 

Branch 78/18/11 9pp, 


7903150211 Eiecutive Branch position re Transnue lean, Ire application to 
aiport 413 kg U-835 to Wait Bernany, Recomminds license be 
issued N/ltr of assurance 

NOBENZD.L.V. State, Dipt, of 79/08/88 Spp 
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Tr'jlSOS^SO r<Qti f Ic a t ion of contract b j ecu t loni Mot <b. to "Sys/ProBram 
pTej»«aL(ni.ri 9 “ Contractor Small Dusinass 

r£l?au,L A K Admlnlctrative Contracts Oraneh »mc-l0-77-l 53 

Tijsa/a? If 


TrO'^'tSO'aaS Mod 6* increasing total amount of contract to "Sga/Program 
ftaint Prograsiming " 

MATTIAiM J Administrative Contracts Branch NRC-10-77-t53 

79/02/37 3bp 


T«n50244 Foruiards QA Program Insp Rept 99900255779-01 on 790loa-ll No 
rpsconpliance noted 

FiTAPDVS.U Region 4. Dallasi Vendor Inspection Branch 

79/01 /-ad Spp 


7903150247 QA Program Insp Rept 99900235/79-01 on 790 1 OB- 1 1 No 
r 4nconp I lanc e noted Major areas inspected implementation of 
l'CCFfl.50 App D criteria & applicable codes t< stds 

fOEESDS.H U - TOMLINSDNiD B i HUNNICUTT, D M Region 4, Dallas. 

Vendor Inspection Branch 79/01/23 tipp 


7903150253 “Dee 1978 Monthly Hlghl Igh ts. Ofc of Nuclear Regulatory 
■esearch Programs at ORNU ” 

n^'^TT. F R Oak Ridge National Laboratory □RNL/NURE0TM29a 
79/01/05 3lpp 


T9-i 315027<! Forwards Reg Guide 2 6, “Emergency Planning for Rosearch 
Faictors '■ Esplams background 4< reasons for issuance 
Pe^uaits sominents M/o end 

7EIO. R H Ooeratlng Reactors Branch 4 79/02/20 2pp 


TK'31$0371 Initiates amends to export license XCOM-49i Increas 1 ng 
CTtgsnii <|uantitg by 90 addl pieces be raising dollar value 
tb «37. 930 90 

GlLtERT.V R KDI Tube Div 79/02/28 Ip 


7903150295 Notes 790220 QE request to withdrau 790110 export license 
aaend reiguest 

OFLINOER. 0 0 Assistant Director for Export/lmport R International 
Sifpguards 79/02/27 Ip 


7903150330 Forwards Revision 2 to WCAP-8S87 "Methodology for Qualifying 
Uist imghouie Water Reactor Division-Supplied NSSS Safety- 
Related El ectr leal Equipment " Includes addl info requested 
1i MIC 

AWiESSON.T H Meetinghouse Electric Corp NB-TMA-2049 79/03/06 

If 


7903150332 WCAP 8807 REV 2 

*t(«thP4alogy for Qualifying Uestinghouse Mater Reactor 
Dlvlsibn-Supplied NSSS Safety-Related Electrical 
Eqiiifment “ 

BtlTTERMQRTH. 0 . MILLER. R D . LILLY. 0 t1 Uestinghouse Electric 
Carp 79/02/28 ISOpp 


79051SO342 Foriiiards Amend 1 to N Reactor update BAR (UNI-H-90} 
to ttep ACRS briefed on production reactors 
MCCI30L.H J Energy. Dept of 79/02/14 ip 


7903150347 Amend 1 to N Reactor updated BAR H/control slips tt Insertion 
inetructlons 

* Energy, Dept of UN1-M-90 78/02/28 275pp 


903150397 Intarvenors Northern CA Power Agency R Cities of Anaheim 4. 
Alverelde. CA. abject to 790125 interrogatories ti move for 
irptective order Agree u/objections in parts 1 U 3-7 of Dept 
ef Water Resources' 790216 filing 

nATT.-P K . TSAUGER.T C Spiegel h McDiarraid 79/02/16 Spp 


943150403 Frov Id es info for notification of licensing boards that 
C'E t.DCA-lncluced cladding ruptui e strain curve underpred Ic ts 
strains that result from bursting in low temp alpha phase of 
Zircalcv 

TECCSCO.R 1. Assistant Director for Plant Systams 79/02/14 

Spp 


W31 50433 8ECV-79-lf9 

Forwards British Nuclear Fuels. Ltd application to import 
trradiatfd fuel assemblies from Uapan for reprocessing under 
DOE contrac t 

SfeA.JR Office of International Programi 79/02/14 Ip 


953150436 SECY 70-675A 

Ferwards second Executive Branch reeponte to pending export 
licanse application by Tranenuc lea/. Inc for author! tatlon to 
• iport 4.572 kg of U-23S to Japan 

5HEAt J R Office of International Programe 79/02/14 Ip 


7903150445 Revision I to Reg Guide 1 58, Working Papar A.dtd 790109, 
‘'Qualification of Nuclear Power Plant Insp . Eiamlnalion 6i 
Testing Peisonnel" 6 value/impact assessment are 
acc ep tab 1 e 

VDLLMERifl Assistant Director for Systems t Projects 79/03/01 
If 


7903160002 Feruards V Stello 790228 memo to EO Case u/revislon 2 bo 
Task Action Plan A-10 Review no longer required 

SHAIDER, B P Sy 5 temat 1 c Evaluation Programs Branch 79/02/23 

ip 

7903160004 Forwards approved Revision 2 to Task Action Plan A-tO re DUB 
none I crac king 

stello, V Division of Operating Reactors 79/02/28 lOpp 


7903160013 Forwards QA Program Insp Rept 99900352/78-01 on 701129-1201 
No nancompHance noted 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

79/01/04 2pp 


7903160014 IE Program Insp Rept 99900332/78-01 on 781129-1201 No 
nonceicip I lance noted Major areas inspected mgt meeting, das Ign 
tests 6 field SVC problems 

AOEEi J R , HUNNICUTT, D M . Region 4. Dallas, Vendor Inspection 
Branch 79/01/03 6pp 


7903160019 NUREO/CH-0831 

"DYNEST.A Dynamic Estimator Calculation Program " 

CASTLETON, R N . CANDY. J V Lawrence Livermore Laboratory FIN 
A-Olis UCnL-5aS73 79/02/28 t24pp Available at NTI8 


7903160076 Requests comments on application Prom Drel Petroleum Carp 
for license to export to Israel between lOO.OOD to 230,000 
Cl of tritium gas per year over a 3-year period for use 
In production of se 1 f-lumlneseen t , tr 1 1 i um based light source 
OPLINGER. 0 0 Assistant Director for Export/ Import L International 
Safeguards 79/02/23 ip 


7903160080 "Thermal Hydraulic LMFDB Safety Experiments." monthly 
highlights for Jan 1979 

JONES, 0 C Brookhaven National Laboratory EV-7A-C-02-0016 
79/01/31 4pp 


7903160087 Forwards notice of issuance of amend to 10CFR73 re physical 
searches for regular employeei 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/23 If 


7903160090 Notice of issuance of amend to 10CFR73 55 changing data of 
implementation from 790220 to 790801 for employee pat-doun 
searches, two-man rule procedures V compartmentaLl lation 
CHILK.0 J Office of the Socretary of the Commission 79/02/23 
5pp 


7903160092 Forwards 790216 notice of public hearings re Bokuai 
Resources Corp iHscharge plan J( Itr from State of NM 
outlining procedures for scheduling hearings 
TOfP, A A New Mexico, State of 79/02/20 4pp 


7903160101 Forwards NDREO-0093i "Radiological Emergency Response 
Planning. Handbook for Faderal Assistance to State 1< Local 
Govts " 

RYAN.R 0 affleo of State Programs 79/01/15 Ip 


7903160110 NURE0-009a REV I 

"Radiological Emergency Response Planning-Handbook for 
Ftdtral Asslstanes to State (c Local Govts " 

RYAN.R 0. Office of State Program* 79/01/31 B5pp Available 
at NTI6 


7903160127 Forwards OA Program Insp Rept 999000616/79-01 on 790103-06 
No noncompllance noted Explains procedure* re iOCFRE 790 for 
withholding of proprietary info, 

POTAPOVS, U Region 4, Dallas, Vendor Insptctioo Branch 

79/01/22 Ip 


79D31&0130 OA Program Rept 99900616/79-01 on 790103-08 No none onpl lanes 
noted Major area* inspected’ program survey manual review & 
acceptance criteria li program Implamentatlon 

QRaWN.R, L , HALE.C J. , POTAPOVS, U, Region 4, Dallas. Vendor 

Inspection Branch 79/01/19 4pp. 


7903160162 Forwards NRC Fourth Annual Rept for transmittal to Congress 
Covers major NRC activities from Oct 1977-6apt 1978 Briefly 
describes soma addl actions through 781231 
HENDRIE. J M Commission 79/02/21 ip 
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7'9O31&01&9 De-dint's Invitation to speali in Groun Univ energij lectures 
grog rani due to grlor comnl tmsn ts 
HENDRlEiJM Coininltsion 79/D2/SI Ip 


7903160171 Eitends invitation to J Hendrle to speak In Broun ITniv 
program of lectures on energy in Sept or Oct 1979 
KEBTIN. J Affiliation Unttiaun 79/'02<'02 tp 


7903140178 in reaponae to enc 1 7'70309 rBq,UFStrWRC believes that draft 
bill entitled "Spent Nuclear Fuel Act of 1979" would fill 
regulatory gap diacussed in NRC 790207 Itr Gives addl 
cominenta o-n enc 1 DOE draft 7902Q9 Itr 
HENDfilEiJ M Cemmlasion 79702/21 Ip 


7903160183 Requests cominents by 790213 on DOE proposed 790209 bllli 
"Spent Nuclear Fuel Act of 1979 " W/sec tion-by-aec tion 
analysis of bill 

PETERSON. R K Office of Management !< Budget 79/02/09 19pp 


7903160202 Updates 790212 Itr evaluating topical rept CENPD-352-P 
Use of CEFLAfiM-4B in early saturation portion of blowdown as 
as well at subcoaled decompression is acceptable 
BAER, R L Light Water Reactors Branch 2 79/02/28 ip 


7903160204 Baqucsts addl l-nfo re typical liquid radwaits feed 
characteristics to solidification sysicement mixing ratiosi 
const isatls & design criteria, to complete review of topical 
rept ATC-132-A, “Rad ioact i ve Waste Solidification Bys " 

DAER.R U Light Water Reactors Branch 2 79/02/27, 6pp 


7903160209 Forwards evaluation of WCAP-8904, "Westinghouse ECCS 
Evaluation Model for Analyzing (N-1 > Loop Operation of 
Plants H/Loop Isolation Valves “ 

BTOLZ.U F Light Water Reactors Branch 1 79/02/28 2pp 


7903160206 Topical rept evaluation of W0AP-87a4, "West inghouse ECCB 
Evaluation Model for Analyzing Loop Operation of Plants W/ 

L-oop Isolation Valves " Finds rept acceptable 
* Light Water Reactors Branch 1 79/02/28 6pp 


7903160271 Notes error In HEW Publication CFDA) 78-G034 Cn Page 37, 
publication uses figures for July-Dee 1977 as total figures 
for FY77, 

KERR,0 W Assistant Director for State Agreements Programs 
79/02/22 14pp 


790316027B Raquests Executive Branch position re Boeing Co's request to 
extend expiration date of License XU-83D1, au thorl i ing 
export of 4i00a lb of depleted U to Iran, from 790301 to 
810301 W/D end 

OPLlNOERiO 0 Assistant Director For Export/Import & International 
Safeguards 79/03/26 Ip 

7903160280 NURE0-0S27 

Regulation of Federal Radioactive Waste Activities. 

NUREa-D927> EB. draft rept to Congress on extending NRC's 
licensing or regulatory authority M/encl executive summary ti 
staff recommendations 

* Office of Nuclear Material Safaty b Safeguards 79/02/19 400pp 


7903160297 "Fire Pro-tectlon in Operating Nuclear P-ower Stations " 
HALU.R E Brookhavan National Laboratory, FIN A-3107 
EY-76-C-02-O0I4. 79/01/31 4pp 


7903160300 "HTOR Safety PrograiDr" monthly highlights for Jan 1979- 
8CHWEITZER. 0 0 Drookhaven National Laboratory- FIN A-3016 
EY~76-C-02-0016 79/<J2/12 Dpp 


7903160304 "Simulation of PHR First Cycle with ARMP 8ys “ 

HERCZEO. J, W 1 LAIiJ . TODOSOW. M Drookhaven National Laboratory 
FIN A-3213 BNL-NUREO 29607, 79/01/31 99pp 


790-3160308 "Outek Look Report for Jet Pump Test " 

CRAPO, K. 6 EO *, Q, Inc FIN A-6047 CAAP-TR-78-030 78/09/30 

36pp. 


7903160309 Forwards NRC 781215 Itr b, FFTF project 790126 Itr re DOE 
plans for addressing NRC l< ACRS advice concerning startup 
Ic operation of PFTF 

BPEie. T P. Advanced Reactors Branch 79/02/26 84pp 


7903160311 "An Analysis of Crack Orowth Potential in 42-tnch A916 Grade 
70 PWR Piping " 

MAOATA, P.K , SMITH.F W EO 1. 0, .Inc FIN A-6166 RE-M-7B-029 

79/01/31. BOpp 


7903160319 Responds to 781829 Itr from CD Dipt of Health re 1 icenia 
for storage of 11 mill tailings at Durango, CO Requests 
rattenale for licensing h stab 1 1 liat 1 an rsqulriments it 
conclusions re dangers posed by tailings. 

ANDERSONjH L Ranchers Exploration ti Davelopment Corp, 79/02/14 


7903160320 Requests renewal for License X8NM-1144 extending expiration 
date to 811201 to accommodate overall project const schedule 
delay 

RODI.J P Westlnghouse Electric Corp TFG/NRC-2553 79/08/06 tp 

7903160321 "Mail Property Analysis-Fuel Thermal Conductivity 
{FTHCONli" status rept 

KAGRHAN, D L Idaho National Engineering Laboratory FIN A-60S0 
CDAP-TR-049 79/02/28 Slpp 


7903160323 Requests amend to License XSNM-1090 extending validity 
period until 000301, due to raw matl not being available to 
complete manufacture of detectors 

KENNAN.R P Westlnghouse Electric Corp 79/01/24 Ip 


7903190040 Requests amend to License X8NM-296 to extend expiration date 
from 790331 to 820331 . b ec ause exports will be necessary 
after original expiration date 

WILSON. B D General Electric Co .Nuclear Energy Products Dlv 
79/Oa/Ol Ip 


7903190043 Requests extension of expiration dates for Licenses 
ISNN-i699 from 790901 to 800501, h X8NM-n29 8. XSNM-1104 
from 790401 to 800401 

MATSON, V Transnuclear, Inc 79/02/05 Ip 


7903190105 Requests cancellation of applications SXNH-119B 6 XBNM-1199 
e export to Hungary Will keep NRC Informed on XSNM-1140 
HE I MAN, D Reactor Experiments, Inc 79/02/06 2pp 


7903190117 Forwards topical rept evaluation for 0IDSAR-17 -Ap Amend 4 
HAASS.W P Quality Assurance Branch 79/03/01 ip 


7903190123 Topical rept evaluation for G I B8AR-17-A, Amen d 4, “QA 
Program " Rept is acceptable for use in design, procurement 6 
const phase activities of nuclear power plants 
* Quality Assurance Branch 79/08/28 2PP 


7903190119 Reqoasts NRC to increase enrichment in U-233 for ZBNM-B44 
from 3 14 to 3 2 u/o max 

DAHLBTROH.C D Westlnghouse Electric Corp ICS 8215 79/02/13 

IP 


7903190133 In further response to 790116 Itr requesting documents re 
low population zones, forwards BECY 78-111 t, SECY Consent 
Calendar Item 78-624 M/o ends 

FELTON, J M Division of Rules and Records 79/03/14 tp 


7903190140 Requests info re foreign agent operating within AEC during 
1960i Sa whether specified person was suspected of acting as 
foreign agent while at AEC or serving in Congress 
COCHRAN, T. B Natural Resources Defense Council NRDC/TOC/79-4 
79/02/ IS 3pp 


7903190145 In response to 790215 request, advises that NRC has not 
located any ilocurnents re operation of foreign agent within 
AEC In 1960s or whether specified person was suspected of 
acting as foreign age-nt while at AEC or serving in Congress 
FELTON, J M Division of Rules and Records 79/03/13 Ip 


7903190192 Requests info re ionliers used as precipitators for 
enhancement of human work environ 
OBODDAN, B Affiliation Unknown 79/08/03 ip 


7903190196 In response to 790803 Itr requesting info re Ipnlieri used 
as prod p ika tors for enhancement of human work environ, 
forwards 93 specified documents W/o ends 

FELTON, J M Division of Rules and Records 79/03/02 7pp 


7903190254 Forwards errata ti addenda sheet re replacement page for 
affidavit for NEDE/NEDa-21021-01 

MATANABE, H T General Electric Co , Nuclear Energy Products Div 
MFN-057-79 79/03/01 3pp 


7903190352 License application for Transnud ear, Inc to export 14,100 
kg U & 4SB 25 kg U-23S to Sweden 
MATSON, V, Transnud ear, Inc 79/02/28 3pp 


7903190453 Application for amend to license to export 37 kg Pu,35 kg 
enriched U, 7 5 kg natural U & 5 kg depleted U to United 
Kingdom Memo of agreement encl 

BENOBLSDDRF, H D Energy, Dept of 79/02/07 Slpp 


7903190574 Requests any documents re number of Info specialists at NRCt 
total payroll for employees in public affairs, communl cat i one 
A educational programai budget for these actlvltlesi number of 
mo-vi es produced by agency 

PHLEOAR, B F Affiliation Unknown 79/02/16. tp 
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~ KIJilE<>/CR~038Si 

Rudor Safety Quarterly Progress Rept> Agr-June 

' 3 • 

-J F p STE.VENSOMr H 0 Uos Alamos Scienilflc Ldboratorij. 
*- *-:S-S.V;-3iS 1.A-74BI-PR 70/10/31 a03pp 


In. r»spans« to 790216 1 tri summar 1 zet data re NBC 
iarat. oducat i onal S< public affairs 
J H Division of Rules and Records 79/03/14 3pp 


■"'*"*SSa Renitdi request for info re correspondence reeeivoil from 
ffpalaehian Pouier Co or American Electric Pouer Co 
'Z'ierelnj proposed nuclear plants in VA or UV to be built 
' ■* **t 15 years 

sf’T.oc Affiliation Unkneun 79/02/26 2pp 


*;3l¥0;s4 In Tesponee to 790236 request) forwards summary of 701101 
siatirj u/American Electric Power 3vc Corp i 701214 Itr from 
Colani A)S« r icon Electric Power to B Boyd, NRC W/o end 

O’ U Division of Rules and Records 79/03/16 Ip 


'•A.r.'COt Completes action on 760220 appeal re deletions made in 
'e'lasej copy of OIA rept on Apollo testimony Concludes 
le.itin-^s uere proper 

-■I— ejS j Office of the Secretary of the Commission, 79/02/32 


Meeting minutes of Containment Code Review Oroup on 790110 
'■■‘J’lC. 5 Oivlaion of Reactor Safety Research 79/01/23 6pp 


response to 790131 request) forwards memo re experience of 
t-* li FlC u/hgbrid rulemaking hearings 

»*;:*ER,C fi Office of the Oenerai Counsel 79/02/13 ip 


-:?3C'0006 Forwards xnfo re experience of EPA l« FTC u/hybrxd rulemati 
liarirps Concludes pi ocedure has not worked effectively 
Eepkisiies active tc Impartial hearing panel Is essential to 
■ite precess work 

'OC.) n Office of the General Counsel 79/02/13 3pp 


7903200033 License application for Telidyna Ueh Chang Albany to export 
Zlpcaloy tubes to Canada 

UATTENBARQER.S Teledyne Uah Chang Albany 1904. 79/03/02 Ip 


7903200034 Notification of contract eiecut 1 oH) Hod 3 to "Shuttle Bus 
5vc " Contractor Beltway Li)nousine Sve 

HIGGINS) E Administrative Contracts Branch HRC-*! 0-79-41 3 

79/03/09 ip 


7903200039 Kod 3iei tending period of performance for one year Sc adding 
funds to "Shuttle Bus Sve “ 

MATTIA.H J Division of Contracts NRC- 10-76-41 3 79/03/09 

2pp 


7903200030 Notification of 790404 meeting w/ACBS subcommittee 
on plant arrangements to continue revlau of Task A-l?. '*8ys 
Interaction In Nuclear fower Plants " 

AHOELa.J Commission 79/02/26 8pp 


7903200031 Notification of contract e xaciitlnni Hod 1 to "Hedical Die of 
Radlnnuc 1 1 des for State Regulatorv Personnel “ Contractor 
Baylor College of Hediclne 

MI001N8)E O Administrative Contracts Branch FIN 4-9008 

79/03/09 Ip 


7903200033 Hod lrch«ngtA$ period of performance to "Medical Use of 
Radionuclides for State Regulatory Personnel " 

MATTIAiM J Division of Contracts. FIN A-900S 79/03/07 Ip 


7903200038 Notification of contract sseeutlon "Maillcal Use of 
Radionuclides fur State Regulatory Personnalf" awardad to 
Baylor College of Hedicine 

VltOOlNSrE J Admin Istrative Contracts Branch FIH A'-900'6 

79/03/09 Ip 


7903200064 Contract for "Medical Use of Radionuclides for Btata 
Regulatory Ftrsonnel) " awarded to Baylor College of 
Medicine 

MATTIA>h J Division of Contracts FIN A-900S 79/03/D7 6pp 


't3:-:*>0G7 License appllcatien for GE ti QE Technical Sve Inc to export 
izixial parts b components for nuclear reactors to Japan 
kiLSOK.B 3 General Electric Co 79/03/06 3pp 


“liS-TOCOa License application for Teledyne Wah Chang Albany to export 
I.'calay-t tube shell to Switierland 

eATTEASAROER. S Teledyne Hah Chang Albany 79/02/20 Ip 


~:32»0 10 License application for Westinghogse to export three 
Ecsjensaled ionization chambers to France 

rLCaAnOtH Uestlnghouse Electric Corp ZE-20199-6 79/03/02. Ip 


7903200067 NUREO/CR-0332 

"Test Design) Frecharacter 1 lation I) Fuel Assembly Fabrication 
for Instrumented Fuel Ass enl lies IFA-43I ft IFA-432 " 

HANN)C R . BATESiJ L > SRITE, D W Batts lie Memorial Institute 

gY-76-C-06-lB30 BMLH-19803 77/11/30 296pp Available at NTIfl 


7903200063 Notification of contract execution "Programming In Support 
of Payroll Sys Development)" awarded to Bnall Buetness 
Admlnistratlan ft Technassaclatis> Inc " 

HASAN) T F Administrative Contracts Branch NRC -10-79-27 3. 

79/03/02 ip. 


'»-iIOOOin Motifl cation of 790302 meetlnp held at NV Operations Dffico 
"sf 1 (Utri ers • Lai Vegasr u/Stanfordi Harvard) DQE> Band la Labs ft 
Gialopical Burveys ra research program providing basis 
4;r rsgulattng high level waste disposal sites 

l-T/i.E)R B High Level ft Transuranlc Waste Branch 79/02/26 


'^3200013 Lie ensa application for Teledyne Hah Chang Albany to axport 
lircsloy-t tuba shell to Argentina 

xATTElHfGAFiGER. s Teledyne Hah Chang Albany 79/02/SB Ip 


7903200071 Contract “Programming in Support of Payroll By s 
Devalopnonti " awarded to Small Business Administration ft 

Technassoc latest Inc " ^ 

WATSON) C Division of Contracts NRC -1 0-79-37 3 79/03/02 

ISpp 

7903200070 Forwards draft “NRC Statiment on Risk Aeseasment ft the 
Reactor Safety Study Rept «n Light of the Risk Assessment 
Revliw Group Ropt" tNUREG/CR-OdOOl rbvlftd 781102 NRC agrees 
U/Tsvl#w group findings ft recoisnendotlons 

OOSSlCRtL V Office of the Executive Director for Operations 
76/11/03 ilpp 


'9:;3S2ooai7 License application for Teledyna Wah Chang Albany to export 
Iircalay-4 tube shell to West Germany 

hATrENBAAGER. e Teledyne Wah Chang Albany 1423 79/03/20 Ip 


"ftCBSOOOSI License application for Taledyne Hah Chang Albany to export 
Iircsloy-h tube shell to West Germany. 

MITENBARGER. S Tslrdyns Hah Chang Albany 1423 79/02/28 Ip 


Licenae application for Taledyne Wah Chang Albany to export 
Iir<alay-4 tube shell to West Germany 

dATTENBARGER. 8 Telcdyne Wah Chang Albany 1423 79/02/S8 Ip 


"9*3909027 Notification of contract oxecutlonrHod 1 to "Shuttle Bus 
Sve * Contractor Beltway Limousine Sve 

UIGGIKS) E Administrative Contracts Drench. NRC-10-78-W1 

79/03/09 tp 


79O32C0029 Mod !> extending period of performance ft adding funds to 
"Sbultla Dus Sve. “ 

miriA^li )J Division of Contracts NRC-10-78-S91 79/03/09 

»»» 


7903200074 Requests assistance in obtaining letter of assurance ra end 
applicatian for axport llcanie _ ^ .... 

OPLiNGERi Q 0 Assistant Director for Export/ Import ft Intarnetlonsl 

Bafegtiarili 79/03/09- tp 


7903200073 Notification of contract exocution "Photographic Svcr " 
awardad to ND Color Photo 

WIOOINB) E Admlnlstratlva Contracts Branch. NRC- 10-79-377. 

79/03/ OB, ip 


7903200079 Contract fur "Photogrephlc Svcr " awarded to MD Color Phafea. 
MaTTIAiH J Division of Contracts NRC— 10— 79— 377 79/03/08. 

36pp. 


7903300096 Branch technical position! “Design Guidance for Radiological 
Effluent Monitoring Instruments Installed in. Llght-Hater- 
Cooleil Power Reactors. " Prepared as attachment to atanilard 
P^vfiui P Lflfi II* 9 

e Division of Bite Safety ft Environmental Analysis. 78/06/13 
6pp 


7953200030 License application for Teledyna Wah Chang Albany to axport 
Ilr-celsy-q tute sholl to Host Germany 

WATTENBARGEH. S Teledyna Wah Chang Albany 1423 79/02/26 Ip 
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7903200103 Ratpandi to 790119 Hr U dlicutsci NHC'» av>r«ll plan for 
r*vl«ulng Implomontatlan of IEEE 5td 383-1974 r» 
qualification of Clas» IE oqulpnent t< revitiu of 
CENPB-a55 bgi C-E 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/01 Spp 


7903200111 Foruardi inventory ropt for Jan 1979 ph 93 lea I Inventory All 
discrete Itsnt accounted foriHUF uiell within LEKUF limits t. 
no diversion of matl suspected 

ESKRIDOEjH e combustion Englnaerlnp. Inc NI8/79V613 79/08/27 

2 pp 


7903200112 Provides principal recommendation for compliance w/ 
Congressional iriandate In Energy Rcor gan 1 latlon Act of 1977 
re definition of R&O program for Improved reactor safety 
Should define "undue risk to health (< safety of public " 
NARDiJ E Sargent & Lundy. Inc 7B/08/08 2pp 


7903200114 "Safeguards Analysis for Byproduct Metis & Snail Ouantitles 
of SNHi 189 No BAIOB)." monthly progress rept for Jan 1979 
CHESTER. R 0 . KIRKSCEV.K A . RANDOLPH. H L Oak Ridge National 
Laboratory FIN D-&10E3 0RfrL/HASRD-2e 79/92/21 4pp 


790320011& Finds Research Review Oroup draft rept sound. but identifies 
areas of concern which need further attention in spite of 
time constraints 

LEVENSDM. M Electric Power Research Institute 78/02/17 3pp 


7903300121 "LlfR Pressure Vessel Irradiation Surveillance Dosimetry 
Progrem. " Jan 1979 monthly status Itr 

PRESTON. C C > HCELROV.U N Hanford Engineering Development 
Laboratory 7950-721 79/02/26 3pp 


7903200122 Amend 1 to Oulf Mineral Resources Co radioactive mat] 
license application Is being sent under separate cover 
UOLFF. T A New Kesico, State of 79/02/27 Ip 


7903200126 "Evaluation of Docket Files of Terminated Licensas 
<189 No 69085-7)." monthly progress rept for Jan 1979 
HOLDWAY. C F . LANTZ.P M . DICKSON. H U Oak Ridge National 
Laboratory FIH 6-9085-7 0RHL/HA9RD-27 79/01/31 7pp 

7903200130 Foruards latest revlelon of suppl guidance on fire 
protection functional reeponsib 1 1 1 ties, admin Istrat ive 
controls It 86 

FERGU80N.R Plant Systems Branch HATTHEU5.P Auxiliary 

Systems Branch 77/06/20. 3pp 


7903200137 Summer lies presentation at 780110 NRC Research Revleu Group 
meeting. NRC should pursue new systems which incriese safety 
margin t. reduce extent of justification required during 
licensing reviews 

SALVATOR!. R Uestinghouse Electric Corp PD-RE-442 76/01/23 

2 pp 


7903200149 Comments on proposed Reg Ouide 8 13;requeBts addl Info re 
cltlitlon In Bibliography Section S re ''Understanding the 
Atom Series ” 

DAMERON.D C Kaman Sciences Corp 79/02/13 Ip 


79032001S4 In response to 780526 app 1 1 cet 1 on. author 1 les const of 
tailings Impoundment Use of Impoundment sys to contain toxic 
ti radioactive matls Is still be evaluated, 

HAILE. A J Colorado, State of 79/88/28 2pp 


7903200152 Act receipt of 790216 Itr informing NRC of stipe taken to 
correct deviation noted in QA Program Insp Rept 
99900003/79-01 

POTAPQVB.U Region 4. Dallas, Vendor Inspection Branch 

79/03/12, Ip 


7903200156 Ritponds to NRC 790201 Itr re devtatton noted In QA Program 
Insp Rept 99900083/79-01 Corrective actions rept 
NEDO-1 t2D9-04A to be evaluated. pH meter cellbr instructions 
to be tesued & air flow controlleri ordered, 

ALKEMAiR. -J Oenerol Electric Co ■ Nuclear Energy Products Dlv. 
79/02/16 12pp 


7903200158 Furuards OA Program Insp Rept 99900003/79-01 on 790108-18 L 
notice of deviation 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

79/02/01 2pp 


7903200161 Notice of deviation from insp on 790108-12 

« Region 4. Dallas. Vendor Inspection Branch. 79 / 02 / 01 . 4pp 


7903200166 06 Program Insp Rept 99900003/79-01 on 790108-12 
None onp 1 leu ce noted. Inadequate action on previous findings, 
Incomplets application of analvtica] lab control 
Instructlens, Incomplete documentation .of enrichment control. 
MCNEILL, V.M , BUTTON, T M ■ WHITESELL. D E. Region 4, Dallas, 
Vendor Inspection Branch. 79/02/01. 13pp. 


7903200154 "Creare Downcomer Effscls Program." progress rapt for Mau 
1978 

HOTHE, P H , CROWLEY. C J Creare. Inc NHC-04-75-162 70/06/07 

3pp 


7903200157 "Draft NRC Statement on Risk Assessment h the Reactor Safety 
Study Rept in Light of the Rusk Assessment Review Group 
Rept " 

OOSSICK.L V Commission PEDERSQN.K S Office of Policy 
Evaluations 78/10/31 6 pp 


7903200168 Responds to 760406 memo re NPROS Working Group rept MPRDS 
reporting should not be made manadatory. but attention should 
be given to quality of d-ata 6 uniformity of reporting "Natl 
Energy Plan" end 

LAWR05KI.S ACRS - Advisory Committee on Reactor Safeguards 
78/07/12 4pp 


7903200201 Notification of meeting on 790314-15 w/representat 1 ves of 
Marl I o-wners group to discuss pool swell load definition 
techniques 6 methodology for condensation, osc 1 1 latlon, 
chugging U lateral load definition 

GRIMES. C I Assistant Director for Engineers t. Projects 
79/03/02 2pp 


7903200233 Requests Eiecutive Branch review of TX Nuclear Dlv 790223 
Itr re Itr of credit for application XSNM-1440 Ltr expires 
790401 

OPLINOER.O 0 Assistant Director for Export/Import 6 International 
Safeguards 79/02/05 Ip 


7903200239 "CANDU Lattice Physics Cade Validation 6 Preliminary 
Analysis of CANDU Reactor Feedback Cooef f i C ients " 

HALLEN. A . SHENOY.S , LUDEUIO, H Drookhaven National Laboratoru 
FIN A-3Q00 BNL-HUREO-23572 78/12/31 37pp 

7903200257 Notification of 790315 meeting to discuss proposed Sandia 
Lab test program 

FEIT.H Division of Reactor Safety Research 79/03/02 2pp 


7903200261 Graft rag guide "Qualification 6 Acceptance Tests for 
Safety-Related Bnubbers " 

» Office of Standards Development 79/03/15 36pp 


7903200262 NURE0/CR-03S9 

“A firthodology for Value/Impact Assessment of Nuclear 
Regulatory Research Programs " 

CARLSON. D D Sandla Laboratories FIN A-1204 8AND7S-1707 

78/12/31 74pp Available at NTIS. 


7903200274 Forwards "Tritium Survey Rept" li related correspondence 
Discussion of the forthcoming decontamination plan with NRC 
staff desired 

HOLtliW II Luminous Processes. Inc 79/02/27 I2pp 


7903200297 Responds to 6 TWS subcommlttes questions re reactor risk 
eetimates Response includes simplified event trees Used bo 
determine scenarios that could result In unaccsptable 
consequences 

MATTSON. ft. J Division of Systems Safety 79/03/01, 21pp 


7903200315 Foruards uaekly Info rept for week ending 790209 
REHM. T A Office of the Executive Director for Dperations 
79/02/13 Ip 


7903200320 Weekly info rept for week ending 790209 

REHM. T A Office of the Executive Director for Operations 
79/02/13 2 &PP 


7903200331 aECY-79-llB 

Informs Commissioners of receipt of Import license 
application from Exxon Nuclear Co 

SHEA. J. R Office of International programs 79/02/14 Ip 


7903200332 Forwards application for license to Import 40,000 kg U from 
USSR 

NECHODOH. W 8 Exxon Nuclear Co . Inc (subs of Exxon Corp ) 
79/01/25 2pp. 


7903800339 NUHEO 75/087 06 2 I 

SRP. Revision 3 to Section 6 2 I t C "Pressure-Supprosslon 
Type BWR Containments “ 

e Office of Nuclear Reactor Regulation 79/02/28 12 pp 


7903800359 Requests eddl info for review of Newport News/Energy Inc 
topical rept EI/NNl-77-7 "RWR-ITM Raduaete Vol Reduction 
Bye " 

HOUSTQNaR U Accident Analysis Brancli 79/01/15 2pp 
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' Asq.uc'it* addl info re conpatab 1 1 i ti] of calcined niatl/ash 
coi id 1 f Icafeion agents t< offgas eihaust line 
^fiietion Aonltor to complete revieiu of topical rcpt 

T Effluent Treatment Systems Branch V<?/01/11 


'''3!'oa344 Bequests addl info for Newport Neuis/Snergy Inc topical rept 
“(IWR-ITH Radwaste Vol Reduction Sys " 

'fX'STON.B U Accident Analysis Branch 7‘>/01/Q8 3pp 

' ^'•i’D-'lS Requests addl Info to assist In revieu of topical rept 
*t>>MI-77-7 Heeds info r® suing of sy s> preoperati ona 1 
listing tc radioludine adsorbent in offgas sys 

1 Effluent Treatment Systems Branch 70/09/1? 

Jjj 


Riquests addl info re Newport Neus/Energy Inc topical rept 
ETjViH“ 77-7 Info sought concerns suing of sysibed media 
sttr itierij eipec ted combustion efficiency It iodine adsorption 
offgas sys 

T Effluent Treatment Systems Branch 70/04/10 

-!» 


'''-3IC0436 Conaents on proposed radwaste vol reduction sys Not all fire 
laiards have been identified w/atteiidant necessary fire 
• egttction Radwaste facility should satisfy stds of Reg 
Slide I 120 

TECESIOiR L Assistant Director for Plant Systems 7B/03/02 

■•HP 


7903200483 Transcript of 790301 meeting of ACRS Ad Hoc Subcc’inmt ttee on 
LERs in Uashingtohi DC Pp 1-293 IHEL presentation end 
hOEUER^D , ETHER INOTQN.H r MARK, J C ACRE - Advisory Committee on 
Reactor Safeguards 79/03/01 267 pp 


7903200468 Transcript of 790309 227th general meting of ACH3 in 
Hash ing ton, DC Pp 283-913 Presentations end 

CARBON. H U . PLESSET.M S . BENDER. H ACBS - Advisory Comiaittee on 
Reactor Safeguards 79/03/09 2flDpp 


7903200493 Requests response to 790212 Itr cancelling License XT-e419 
application Confusion still remains re this matter 
HIRBCMFELD. C Samlncorp. Inc 79/03/01 Ip 


7903200498 Informs HRC that sales contract for eiportation of Honailte 
to India has been cancelled due to inability to obtain 
eiport license Requests clarification of matter 
HIRSCHPELD. C Samlncorp. Inc 79/02/12 Ip 


7903200904 Requests amend to License XU-B43S to list follouing addl 
quantities 10000 curies Ir-192 as sealed sourcesi 10.000 
curies Ir-192 as sealed sourcesi 10.000 curies Co-AO as 
sealed sources k 250 curies Cs-137 

MUNRO.d J Technical Dp era t ions. Inc 79/02/27 Ip 


790320030A Requests License XCOM-ldA be amended to revise value of 
items to be c sported frbm 410,000 to 420.000 

MILSONi Q D Oeneral Electric Co .Nu-dear Energy Products OLv 
79/02/27 ip 


Expected cumpletlon date for WPS/Newport Neias topical rept 
>S ncu 780320 

r^^RlSDN.O A Auxiliary Systems Branch 78/0'2/14 ip 


T4C7200435 Comments from review of Newport News lespnnses to topical 
reft will be submitted by 780331 

CDLLIN3.J T Effluent Treatment Systems Branch 76/02/11 Ip 


7f03200441 Requests addl info re Newport News/Enurgy 
EI/NNI-77-7. "RWfl-lTM Radwaste Vol Reduction Sys " 
seugVt concerns sye design bases fc design criteria 
C0L(-IN3. d T Effluent Treatment Systems Branch 


Inc topical rept 
Info 

77/09/06 Ip 


7503200449 Forwards technical assignment control form for Initiation 
sf review on Newport News topical rept on radwaste vol 
reduction sys 

PNIELiK Light Uater Reactors Branch 2 77/07/07 2pp 


7903200490 Out 1 tnes of proposed topical rept on radwaste vol reduction 
sys reviewed Cites failure to discuss OA program, or to 
describe operating data t. applicable experience 

On.LIN'SiJ Effluent Treatment Systems Branch 77/07/07 Itpp 


J9O320O461 Forwards responses to questions raised in EPA 781024 Itr re 
topicai rept on radwaste vol reduction sys 

KNHS-HTOfl. 0 Environmental Evaluation Branch 79/01/24 4pp 


79O32Q04B3 Outline of praposed topical rept re radwaste vol reduction 
sys has been, reviewed. Outl Ine does not address OA program 
ntr discuss any prior operating data or eiperlonce 
COLLINS' v* Effluent Treatment Bystems Branch 77/02/15 9pp 


79O32004S4 Review of proposed Commission Paper on facility radwaste 
Incinerator Is complete Comments Incl on end U/o end 
COLLINS. J T Effluent Treatment Systems Branch 77/Ol/OB 

2pp 


770'320042I Forwards Revision 3 to "OA Program Topical Rept. ” NU-OA-1 
Ip tcipensts to questions in NRC 781221 itr Revision 3 
riplaces former OA topical rept. subml tted 7B0201 
COWSIL.U 0 Northeast Utilities aA-307l 79/03/09 9pp 


7903200908 Transcript Of 790307 public meeting In Hash Ington. DC. r e 
SECY-79 -BBp concerning timing of certain requlrsmonts of U 
Mill Tailings Control Act of 1978 Pp 1-70 

HENDRIE. J M , GILINSKV. V , KENNEDY. R f Commission 79/03/07 
70pp 


7903200913 SECY-79-a8 

Recommends actions to be taken when sections of U Hill 
Tailings Radiation Control Act of 1978 become effective 
BHAPAR.H K Office of the Executive Legal Director 79/02/02 
4lpp 


7903200915 Forward* Federal Register notice amendment to 10CFR73 59. 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Against industrial Sabotage " 

DENTON.H R Office of Nuclear Reactor Regulation 79/02/28 ip 


7903200921 Transcript of 790307 meeting of Subcooiml tte« on Reactor 
Esfety Research In Hash I ngton, DC Pp 1-72 

OKRENT.D. . ETHERIMOTON, H . LAHRDBKl.S ACRB - Advisory Cooimlttea on 
Reactor Safeguards 79/03/07 72pp 


7903200926 Transcript of 790308 227th general meeting of ACRB In 
Hashing ton. DC Pp 1-287 C-E presentation end 

CARBON. H H , PLESBET.M 8 . BENDER, M ACRB - Advisory Committee oh 
Reactor Safeguards 79/03/03 396pp 


7903200934 Transcript of 790306 meeting of Bubcommlttae on Regulatory 
Activities in Washington. DC Ppl-233 

siesa, C P. . BENDER, rt . ETHERINOTON. H ACRS - Advisory Committeo on 
Reactor Safeguards 79/03/06 232pp 

7903200542 Transcript of 79030B public meeting in Wash lug ton. DC 

KENDBiLj M . AHEARNE. J F . RENMEDV.R T Commission 79/03/08 
37pp 


7903200047 Forwards list of recipients of Itr referencing 
79-01. “Enviren Qualification of Class IE Equipment. “ 
indicating error in valve switch identification 
PAPPAB.H Region 3. Chicago. Office of the Director 

2pp. 


IE Bulletin 

79/03/02 


7503200437 NUREO-0931 

"In/esllgatl on & Evaluation of Btress-Corrosion Crocking 
tn Piping sf LURs ■’ 

* Ceeuelsslon 79/02/28 96pp Available at NTIS 


7903200349 Transcript of 790307 public meeting in Wash Ington. DC 

HENOaiE.O M . OILINSKY.V . KENNEDY. R T Commission 79/03/07. 
98pp 


39v3200474 MOREG 75/087 17 2 
SAP.Revlston 1 to Section 17 2 

e Office of Nuclear Reactor Regulation 79/0S/2S Bpp 


IWO200477 NUBEO 75/097 17 1 
BRP.Revlsion 1 to Section 17 1 

* Qflice of Nuclear Reactor Regulation 79/0a/2B 30pp. 


?9032«0479 NUREO-75/OS7 14 I 
SRP. Revision I to Section 14 1 
* Olfifs of Nuclear Reactor Regulation 


9pp 


903200390 Forward* list of redplent* of IE Bulletin 79-02. "Pipe 
Support Bos* Designs Using Concrete Expansion Anchor 
PAPPAB.H Region 3, Chicago, Office of the Director, 79/03/09, 

2pp 


PQ320D9S9 Requests specified documents re std on eontalnmont H control 
he placod in PDH , 

CaNNCft.U, Doc-Search Associates 79/03/02 Ip 


79 '01/31 
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7703SD0336 In r«8pons« to 790303 r«quest. foruards NUS Carp 770303 irano 
from B Torndf to W Mitchell H/Oerman document evaluating 
post-UOCA H production In cantaliunenti dtd Har 1973 
FELTONrJ M Division oP Rules and Records 79/03714 6-»pp 


7903300959 Transcript op 790308 meeting in Hash Ing ton. DC Pp 1-30 
HENDRIE. J M . OILINSHY.V . KENNEDV, R T. Commission 79/03/08 
30pp 


7903300SA3 Foruiards revised proposed civil penalties legislation 
Legislation Intended to remove cap on total penalties 
Reiiuests comments hg 790330 

STOlDERi C R Office of the Oeneral Counsel 79/08/14 IBpp 


7903200S<66 rorwards proposed civil penalties legislation intended to 
remove cap on total penalties Discusses justifications for 
change 

HENDRIE.J M Commission 79/03/14 Spp 


7903300978 Act receipt of 790126' Itr informing NRC of eteps taken to 
correct deviation noted in QA Program insp Rapt 
99900330/78-01 

PDTAPOVSi U Region 4i Dallasi Vendor Inspection Branch 

79/03/09. Ip 


79038D0SB1 Responds to NRC 790113 Itr re deviation noted In QA Program 
Insp Rept 99900330/70-01 Corrective actions regular point 
verification certification initi ated« test operators 
instructed ti audit schedule changed to quarterly 
ROSEN.A E Anaconda Co isuhi of At lantic-Richf 1 eld Co ) 

79/01/86 3pp 


79O3S00SB3 Forwards QA Program Insp Rept 99900230/7B-01 on 781311-14 U 
notice of deviation. 

BEVFRIT. K. V Region 4. Dallas, Office of the Director 
79/01/13 Spp. 


7903800989 Notice of deviation from imp on 781311-14 

e Region 4> Dallas, Vendor Inspection Branch 79/01/08 Spp 


7903800986 QA Program Insp Rept 99900830/78-01 on 781311-14 
Noncerpliance noted failure to take committed corrective 
action! h preventive measures t> failure to conduct audits 
FOSTER, W.E , HUNNICUTT. D H Region 4, Dallas, Vendor Inspection 

Branch 79/01/08 9pp 


7903300979 Bumnary 'Of 790306 Zlracaloy cladding program review meeting 
Discussion Incl fuel rod ac c 1 denti, da ta from In-ptle 
creapdo-un study, reiults of impact b ring-compression tests, 

LDCA & fuel pin p erf ormance. H/f Inal agenda 

PKXLEeiHERiM L Fuel Qehaviori Branch 79/03/01 179pp. 


7903300583 Forwards Amend 1 to Qulf Mineral Resources' radioactive 
natl license application 

WOLFF. T A New Meilco., State of. 79/03/37. Ip 


7903300990 Forwards Amend t to radioactive matl license application 
naONEV. F.S Oulf Oil Corp , Oulf Mineral Resources Co 79/02/07 
S6pp. 


7903800995 Amend 1 to Oulf Mineral Resources' radiation matl license 
Amend responds to NMEID Radiation Section staff comments t, 
includes revision of mill design changes 

« Oulf Oil Corp , Oulf Mineral Resources Co 79/03/01 436pp. 


7903300589 Ack recslpt'of 790313 Itr informing NRC of steps taken to 
correct ifcvlation noted In QA Program Insp Rept 
99900367/79-01 

POTAPOVS, U, Region 4, Dallas, Vender Inspection Branch 
79/03/38 ip 


7903200994 Responds to NRC 790138 Itr re deviation noted In OA Program 
Insp Rept 99900867/79-01 Corrective actions OA peraonnel 
will scrutlniia all ASHE raw matl purchase orders for 
completaniss W/inip repts from vendor, 

AVBRArfll, Chemetron Corp , Tube Turns DIv. 79/02/13 Spp, 


7903200596 Forwards OA Program Insp Rept 99900367/79-01 on 790103-05 (t 
notice of deviation 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch 
79/01/23 2pp 


79D3300997 Notice of davtation from insp on 790103-05 

e Region 4i Dallas, Vendor Inspection Branch 79/01/33 Ip 


7903800600 QA Program Insp Rept 99900367/79-01 on 790103-05 
NoncompHance noted purchese orders for plate metis do not 
state "no weld repair parmlttad w/o prior approval by tube 
turns " 

OLLER.R E. . HVNNICUTTiD H Region 4, Delias, Vendor Inspection 

Branch 79/01/18 9pp 


7903310029 Weelily Info rept for week ending 790302 

REHM, T A Office of the Eiecutlve Director for Operations 
79/03/07 37pp 


7903310033 Forwards evaluation of QN-TOP— 4 "Subcompartmont Pressure 
!< Temp Transient Analysis " 

BAER, R U Light Water Reactors Branch 2 79/02/23 Ip 


79032100S9 Evaluates BN-TDP-4, "Subcompartment Pressure 1. Temp 
Transient Analysis “ Concludes code Is acceptable for 
predicting nominal values t, conservative values of 
subc ompar t-ment pressures for subsonic vent flow conditions 
» Light Water React'Ors Branch 8 79/02/83 83pp 


790321007B NUn60-7S/0a7 13 4 

SRP, Revision I to Section 13 4, "Operational Review " 
e Office of Nuclear Reactor Regulation 79/08/88 3pp 


79032100B6 License application for Sandvik Bpecial Metals Carp to 
eipart Sandvik 2r-4 guide thimble tubes 8, Sandvik Zr-4 
instrument tubes to Japan 

RADY,D J Sandvik Special Metals Corp 79/08/86 Ip 


7903210088 License application for Bandvik Special Metals Carp to 
eiport Zr-4 guide thimble tubes to Japan 
RADV.D J Sandvik Special Metals Corp 79/08/86 Ip 


7903210090 Forwards correspondence requested re Ouens-Corni ng 
Fiberglas topical rept DCF-1, "Nuclear Containment 
Insulation 8ys " 

BAERrR L Light Water Reactors Branch 2 79/02/05 Ip 


7903210094 Ack receipt of 781227 (< 790123 Itrs informing NRC of steps 
taken to correct deviotlons noted in OA Program Insp Ropt 
99900286/78-08 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 

79/02/06 Ip 


790321009B Responds to NRC 790111 Itr requesting addl info re measures 
taken to correct deviations noted in QA Program Insp Rept 
99900286/78-02 Corrects errors In 781237 Itr Oas metal arc 
welding procedure entered In pump pedestals records 
QDPP,R E Oaulin Corp 79/01/23 Ip 


7903210104 Ack receipt of 781227 Itr Informing NRC of steps taken to 
correct deviations noted in QA Program Insp Rept 
99900386/78-03 Requests addl info re gas metal arc welding 
procedure 

POTAPOVS, V Region 4, Dallas, Office of the Director 79/01/11 

Ip 


7903310109 Responds to NRC 781113 Itr re deviation noted in OA Program 
Insp Rept 99900386/78-02 Corrective actions std operation 
sheet for cylinder 987757 reviewed, heat treatment revleued, 

QA Manual Section 3 revised 1< procedures checked 
BOPP.R E Oaulin Corp 78/12/27 12pp 


7903210111 Forwards QA Program Insp Rept 99900806/78-02 t< notice of 
d eviatl on. 

POTAPOVS, V Region 4, Dallas, Vendor Inspection Drench 

70/11/13 2pp 


7903210116 Notice of deviation from insp on 781083-27 

e Region 4, Dallas, Vendor inspection Branch 76/11/13 Spp 


7903210124 QA Program Insp Rept 99900866/78-02 on 761023-27 
Noneomp llanc e noted failure by inspectors to indicate 
completion of insp, failure to record work in QA log failure 
of eubcontractor to heat treat matl (i purchase order defects 
ELLERSHAW.L E , HUNNICUTT,D M Region 4, Dallas, Vendor 

Inspection Branch 78/11/13 t2pp 

7903310097 License application for Westinghouse to export one 
compansattd lanlzati'on chamber to France 
PDCHAL,M F. Westinghouse Electric Corp 79/03/02 Ip 


7903310129 Ack receipt of 790104 Itr informing NRC of steps taken to 
correct violations noted In OA Program Insp Rept 
99900396/76-01 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch 

79/01/31, Ip 


7903210140 Responds to NRC 761208 Itr re violations noted in QA Program 
Insp Rept 9990296/78-01 Corrective act ions* cal ibr schedules 
are being reviewed for completeness 1, QA dept procedure will 
be developed to govern imp 
MARTIN. M <1 Amerace Corp 79/01/04 2pp 


7903210146 Forwards QA Program Insp Rept 9990296/78-01 on 781137-30 t, 
notice of violation 

POTAPOVS,!/ Region 4, Dallas, Vender Inspection Branch 

78/12/00 Spp. 
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HaticB of violation from Insp on 781127-30 
Hesion 4. Oallosi Vendor Inipettion Branch 7B/12/07 ip 

lf’*P Rept 99900296/70-01 on 701 1 37-3 (> 

3r-.e Cep liancft noted failure to take committed corrective 
^CfciQrkft !•# c^l^br 9Cliedule% for i control Ic Tevieu of 
irtp p>ro€«dur«s 

■^GSien.M E . HUNNICUTT. 0 M Region 4i Dallas* Vendor Inspection 

Branch. 70/12/07 Ip 


Ati receipt of 790103 h 0222 itrs informing NRC of steps 
4»(n to correct deviation noted in QA Proorara Insp Rent 
^ 700242 / 73-01 

^■TUQVS.IJ: Region A* Dallas* Vendor Inspection Branch 

/»^03/IJ7 Ip 


r^32tOl53 Responds to NRC 790206 Itr re deviation noted in OA Program 
Insp Rept 999OO262/7B-01 Corrective actions sys established 
to assure audit of suppliers per QhN QA program h 
Snilncirlng files reviaued to check calculations 
IQPPirrtiR E Dabcock ti kJilcoi Co 79/02/22 Ip 

’703210161 Acl receipt of 790103 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900262/70—01 Requests addl info on corrective actions 
taten w/respect to deviations A, 0 1* c 

FQTAPDVS>U Region 4i Dallas* Vendor Inspection Branch 

79/02/04 Ip 


’'903210165- Responds to NRC 701127 Itr re deviation noted In Qa Program 
Irsp Rept 99900262/78-01 Corrective actions supplier's QA 
sgs rc-auditedi ca iculation of bonnet bolting performed & 
latler h pressure vessel calculations added to design sfcds 
SfllTH*l. U Babcock b Wllco* Co 79/01/03 3pp 


’903210170 Forwards QA Program Insp Rept 99900262/78-01 on 701004 I* 
retice af deviation 

fOTWOVStO Region 4. Dallas* Vendor Inspection Branch 

79/02/06 2pp 


79032)0172 Notice of deviation from insp on 701004 

• Region 4. Dallas* Vendor Inspection Branch 7B/10/S6 2pp 


7W3SI0174 QA Program Insp Rept 99900262/70-01 on 7B1004 Noncemp 1 lane e 
T6I«4 action on previously Identified Items* design 
varifSietion It welder qualification training 

HEVLEY.H 0 . VIHI7E8ELL. D E Region 4* Dallas* Vendor Inspection 

Branch 78/10/26 12pp 

J9-*32I0159 Responds to 7B0S11 request Forwards answers to questions re 
lesting af oriented spray cooling sys topical rept loop 
Ferwards neteorqlog ical design techniques for scanning 
veither record for adverse periods of thermal performance 
EAER.R t Light Mater Reactors Branch 2 79/03/12 ISpp 


7903210)64 License application for Byron slackson Pump Division to 
riptrt Iwe rotating elements I* accessories <« two mechanical 
seal cartridges t< accessories to Japan 

NOflIOff.J Borg-Uarner Corp . Byron Jackson Pump Dlv 79/02/22 Ip 


■7903210)69 Ack receipt of 790209 Itr Informing NRC of steps taken to 
cerrect devtatlbn noted In QA Program Insp Rapt 
999«03a>/7a-t>l 

POTAPOWSj-U Region 4* Dallas* Vendor Inspection Branch 

79/02/14 Ip 


7903210177 Responds to NRC 701228 Itr re deviation noted In QA Program 
Insp Rept 99'9QO32O/70“OI Corrective actions memo sent as 
rcalnfer of correct component fabrication sequence 
WAS-iC A Engineers b Fabricators Co (subs of The Harley Co. 1 
79/O2/0S Ip ’ 


7903210183 Forwards QA program Insp Rapt 99900320/70-01 on 781204-07 6 
•latlce of deviation. 

POTAPOVS* U Region 4* Dallas. Vendor Inspection Branch 

?e/]2/20 2pp 


79002)8194 Notice of deviation from insp on 701204-07 
* Region 4* Dallas* Vendor Inspection Branch 78/12/26. Ip 


7903210109 QA Program Inep Rept 99900320/78-01 on 781204-07 
Honcoapliance rioted failure to fabricate components In 

controlled sequencoi luro to prop^ro ^ maintain 
ooi>i*r lt«t of equipment U toolo 

hunter, V.H . WHlTESELLiD E Region 4, Dallas* Vendor Inspection 

Branch 78/12/26 5pp 


7903210186 Forwards summary of status of all NRC questions on topical 
fpti INCA'-r Method of Analyiing In-Core Detector Data in 
reuer Reactors" t, "Evaluation of Uncertainty In Nuclear Form 
***'**'*** Self-Powered Fixed In-Core Detector Sys." 
SCiraeB.A e Combustion Engineering. Int LD79-016 79/03/05. 


7903210192 Requests Cseeutive Branch position r* Transniiclear* Inc 
application to eiport 14* tol kg t) enriched to 3 297. U-235 
for use ae reload fuel in Bwedsn 

QPLIHQER.O G Assistant Director for Esport/Impor t 1, International 
Safeguards 79/D3/09 Ip 


7903210194 Requests Eiecutlve Branch pesltion re Edlow Inti Co 
application to eiport source natl to Uest Germany 
OOSSICK.L Office of the Etscutlve Director for Operations 
79/03/01 ip 


7903210)96 Requests Executive Branch position re Mitsubishi Inti Corp 
application to export source matl to be used as ltd samples 
of U enrichment to Japan 

OPLINGER* 0 0 Assistant Director for Export/ Import b international 
Safeguards 79/03/02 Ip 


79032)0197 Requests Executive Branch position re Aldrich Chemical Co 
application to export deuterium to Jamaica.Mest Indies 
DPLlNGERi 0 0 Assistant Director for Export/ Impor t t> International 
Safeguards 79/03/02 ip 


7903210199 Requests Executive Branch position re Byron Jackson Pump Div 
application to export specially designed nuclear plant 
coolant pump parts to Italy 

OPUINGER.G O Assistant Director for Expert/Imporb t> Intornatlonal 
Safeguards 79/03/01 Ip 


7903210202 Requests Executive Branch position re Httsublshl Inti Corp 
application to export special nucleer matl to Japan 

OPLINCFRiC 0 Assistant Director For Ex port/Inport I* Intornatlonal 
Safeguards 79/03/01 Ip 


7903210206 Requests Executive Branch position re Byron Jackson. Pump Div 
application to export specially designed nuclear plant 
coolant pump parts to Italy 

OPLIHOER.O 0 Assistant Director for Export/ Impor t b International 
Safeguards 79/03/01 Ip 


7903210221 Hotlficatlon Of contract execution* Had 1 to “Study of Crush 
Loads In Transportation Accidents *' Contractor Sanford 
Research lust 

LEBO* C 0 Administrative Contracte Branch FIN 0-6124 

79/03/08 Ip 


7903210226 Hod 1* def 1 nltl i i ng Unpriced order* to "Study of Crush Loads 
In Transportation Accidents " 

DOOOHERTY.D J Division of Contracts. FIN 0-6124 79/03/07 

2pp 


7903210233 Notification of contract execution '"Economic Assistance Re 
Antitrust Hearings for South TX Proceed ing, *’ auardod to 
Trantcomm. Inc 

OUAGDLAi A F Technical Assistance Contracts Drench FIN 

B-6593-9. 79/02/23 ip 


7903210236 Contract fbr "Econtnlc Assistance Re Antitrust Hearings for 
Bouth TX Proc icdtng* " awarded to Transcomm* Inc 

DOUOHERTy.D J Division Of Contracts FIN B-6593-9 79/02/23 

5pp 

7903210242 Notification of contract exacvtlon ‘'Evaluation of Matl 
Interactions for Advanced Reactor Sys, " awarded to Airoipace 
Corp 

MENCIER* M, B Technical Aseistence Contracts Branch FIM B~1130 

79/03/07 ip 


79D321024S Contract for "Evaluation of Matl Interectlbns for Advancad 
Reactor Byt* " awarded to Aerospace Corp. 

DOUaHERTY* 0 J Division of Contracts. FIN B-113D 79/03/00 

ISpp 


7903210246 Comments on Nl/REO-0436 rept lacks safe solutions 
LEUIB.M I Affiliation Unknown 79/01/31 Ip. 


7903210260 Ack receipt of 790130 Itr Informing NRC of steps taken to 
correct deviation noted In QA Program Insp Rept 
99900342/78-02 Itsm ho longdr considered deviation. 

POTAPOVS, U Region 4. Dallas. Vendor Inspection Branch. 

79/02/12 Ip 


7903210269 Responds to NRC 790104 ttr re deviation noted in QA Program 
Rept 99900342/76-02 Corrective actions will follow welding 
procedures In ASHE Cods b revise procedures to include 
definition of post-weld heat treatment hold time 
RQZEK.R Lakaslda Bridge b Steel Co. QA-72e 79/01/30 Ip 


7903210873 Forwards OA Program Insp Rept 9990034a/7a“O2 on 701211-15 
b notice of deviation 

POTAPQVB.U Region 4. Dallas. Vendor Inspection Branch. 

79/01/04 2jp 
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7903510275 Notice of deviation frofli Insp on 701211-15 

* Realon 4i Oallasi Vendor Inepeetlori Drench 78/12/29 Ip 


79032102BO QA Program Irrap Rept 99900342/78-02 on 701211-15 
Noncompllanca noted revision numbers jc dates of ueld 
procedure specs not listed on qualification records & poat- 
ueld heat treatment procedures Tequira clarification 
ELUEHSHAVli L E • KUNNICUTTiD M Region 4i Dallasi Vendor 

Inspactlon Branch 76/12/29 llpp 


7903210204 "Subcooled U Saturated Bloudouin Evalua t i onsj " HT 8 R Safety 
program! Inf orira 1 rept 

KROEGERi P. 0 Brookhaven National Laboratory PIN A- 3016 77/01/31 

7Bpp 


7903210808 Responds to 790208 Itr re assessment of fees for routine 
health Si safety tnsp Insp fees take into account manpouier 
time for ravieui Si time to prepare rept Neui fee schedule 
affective 780383 Federal Register notice 5i rJUflEO-026a end 
OQSSICKiL V Office of the Executive Director for Operations 
79/03/02 3pp 


7903210889 Forwards Itr from constituent re assessment of fees for 
routine health li safety insp Oelleyes fees to be eicessive 
FINDLAYiL 0 House of Rep 79/02/03 2pp 


7903210890 Notice of revised license fee schedule for NRC facility U 
matl licensee NtJREO-0268. "US NRC De t ercninat ion of 
Proposed License Fees for FV77" ent 1 

DaNDSlIUE.O J Office of Administration 79/02/28 2pp 


7903210323 Forwards QA Program Insp Rept 99900300/70-01 on 781206-07 
No non comp I lance noted 

POTAPOV 81 U Regien 4i Dailasi Vendor Inspection Branch 

79/01/00 2pp 


7903210323 QA Program, Insp Rept 99900308/78-01 on 701806-07 Mo 
noneompllance noted Major areas inspected design 
verification procurement document controUnartconferfflance l< 
corrective ac tlonj welder training 

HELLEVi M D j HHITE 8 ELL 1 D E Region 4, Dallasi Vendor Inspection 

Branch 79/01/05 Spp 


7903210335 Adk receipt of 790106 & 790814 itri Informing NRC of steps 
taken to correct deviation noted In QA Program insp Rept 
99900349/70-01 

POTAPOVS) U Region 4i OallaSi Vendor Inspection Branch 

79/08/23 Ip 


7903810330 Responds to NRC 790186 Itr re violations noted In OA Program 
Insp Rept 99900349/70-01 Provides addi Info re corrective 
action 

ROGERS. A N Corner tc Lada Co . Inc 79/08/14. 8 pp 

7903210343 Ack receipt of 790)06 Itr informing NRC of steps taken to 
correct deviations noted in QA Program Insp Rept 
99900349/78-01, Requests addl Info re corrective actions 
POTAPOV 8 .-U Region 4. Dallas. Office of the Director 79/01/86 
Ip 


7903210348 Responds to NRC 781206 Itr re dcvtaitone ncited in QA Program 
Insp Rept 99900349/70-01 Corrective actions QA manager 
following requirements r« nonconformities. training sessions 
on wild recording t. procedures held 
RODERS. A. VI Corner tc Lada Co . Inc 79/01/06 3pp 


7903210350 rorwards QA Program Insp Rept 99900349/78-01 on 701113-17 1. 
notice of deviation 

POTAPOVS) U Region 4. Dallasi Vendor Inspection Branch 

7B/U/06 2pp 


7903210352 Notice of deviation from insp on 761113-17 

e Region 4. Oallasr Office of the Director 76/13/05 6 pp 


79D3210357 QA Program Insp Rept 99900349/70-01 on 761113-17 
Noncompliance noted control of nonconforming matl tc leek of 
written repis. two Level 1I eiamlners not qualified although 
certified 1 . improper welding procedures 

ELLERBKAW.L E . HUNNICUTT. D. M Region 4, Dallas, Vendor 

Inspection Branch 70/12/05 i 6 pp 


79032I03S9 “'Code Development ii Analysis Program Enbrl t tlement of 
ZiTcaley Cladding Due to Oxygen Uptakei" status rept. 

REYMANNi 0 A Idaho National Engineering Uaboratory FIN A-6046 
CDAP-TR-09B 79/02/80 27pp 


7903210360 Aek receipt of 790800 Hr Informing NBC of steps taken to 
correct deviation noted -in QA Program Insp Rapt 
99900524/78-02, 

POTAPOVS, U Region 4, Dal last Vendor Inspection Branch 

79/08/20 Ip 


7903810365 Responds to NRC 790112 Itr re deviation noted QA Ptoaran 
Imp Rupt 99900524/78-02 Corrective actions TX Utils 
Generating Co has responsib 1 1 i t y for vendor audits Other 
aud 1 1 s completed 

DERIENZOjP P Olbbs t Hill, Inc (subs of Dravo Coro 1 
79/02/OB I 80 P 

7903210367 Forwards QA Program Insp Rept 99900534/78-02 on 701211-15 I* 
notice of deviation 

BEVFRITiK V Region 4, Dallas. Office of the Director 
79/01 /OS app 


7903210370 Notice of deviation from insp on 781211-15 

* Region 4, Dallas, Vendor Inspection Branch 78/12/28 3pp 


7903210374 OA Program Insp Rept 99900524/70-08 on 781211-15 
Noneompllance noted failure to identify reviser U approver 
of revision to design calculation h failure to obtain 
approval of structural discipline on specification 

DRICKLEY.R H , JOHNSON, J M , HALE, C J Region 4, Dallas, Vendor 

Inspection Branch 70/12/28 I3pp 


7903210373 Requests any 81 all ! n tei pretat i ons made or dec isions. memes, 
releases 4< statements of opinion re meaning of term "matl 
alteration of licensed facility" as contained in 10CFR50 91 
HUNOERFORDiM Syracuse Unlv , College of Law 79/02/14 Ip 


7903210376 111 response to 790214 Hr requesting Info re meaning of term 
"matl alteration of licensed facility," forwards relevant 
Itrs li Chapter I Section 3 of 6AR filed 731003 
FELTON, J H Division of Rules and Records 79/03/16 i7pp 


7903210302 Submits application to amend Provisional Operating License 
C6F-I Application includes all portions of mod program 
CLANK, U R Nuclear Fuel Services, Inc (subs of Getty Oil Co k 
73/10/03 2pp 


7903210386 Forwards application for amend to Provisional Operating 
License CSF-l 

DEU8TER, R If Nuclear Fuel Services, Inc (subs of Getty DiI Co ) 
73/10/03 Ip, 


7903210379 Ac k receipt of 79082B Itr informing (JRC of steps taken, to 
correct deviation noted in QA Program Insp Rept 
99900033/79-01 

POTAPOVS, V Region 4, Dallas. Vendor Inspection Branch 

79/03/07 I p 


7903210383 Responds to NRC 790186 Itr re deviation noted in QA Program 
Insp Rept 99900033/79-01 Corrective actions penetrant w/ 
unknown residue applied to penetrant stds t, chemically 
analyzed far 0 N halogen, t. shop areas reviewed 
ANTHDNV,C e Hestinghouse Electric Corp 79/02/80 4pp 


7903210389 Forwards OA Program Insp Rept 9990(3033/79-01 Oh 790116-19 *. 
notice of deviation 

POTAPOVS, U Region 4, Dallas. Vendor Inspection Branch 

79/01/86 Spp 


7903810395 Notice of deviation from insp on 790116-19 

« Region 4. Dallas, Vendor Inspection Branch 79/01/26 tp 


7903810403 QA program Insp Rept 99900033/79-01 on 790116-19 
Noneompllance noted total S U halogen content of liquid 
penetrant could not be verified h performance of production 
gas tungsten arc welding not consistent w/spec if ica t ion 
ELLERBHANrL E . HUNNICUTT, D M Region 4, Dallas, Vendor 

Inspection Branch 79/01/86 6pp 


7903210478 NURE(J-0006 

"Mater Reactor Safety Research Program, A Description of 
Current U Planned Research," NUREQ-00Q6 Revisions 1,2. 3, 4 ti 
S 

e Division of Reactor safety Research 79/02/20 160pp 

Aval latle at NTIB 


7903210499 NUREG/CR-0430 

"8EDDNE A Computer Code for Simulating Ti da l-Transient, One- 
Dimensional Hydrodynamic Conditions U Three-Layer, Varlahle- 
Biie Sediment Concentrations in Controlled Rivers t< 

Estuaries '' 

HETRICK, D.h . ERASLAN.A H , PATTEREQN, M R Oak Ridge National 
Laboratory FIN B-0167 0RNL/NUREe/M256 79/08/28 29Spp 
Ava liable at NTIS, 


7903210503 Requests renewal until 811201 of lice'nses fnr export of 
matl to Brazil 

ROOI,J) P. WestlnghousB Electric Corp 79/02/'06 Ip. 



NONDOCKETED ITEMS 


'saidsofi, wusE0/cH-059a 

Cii-CooIed Reactor Safety Studies 
Mattgr Sifeiy Researchi “ quarterly progress 
TeiToi -760930 

lU.!.. S J . CLEVELAND. J C ■ CONKLIN. J C Oak 
tntratory FIM a~OlS2-7 DRNL/NURE0/Tha9 
il.itlabl* at NTIS 


for Div of 
rept. 

Ridge National 
79/02728 aipp 


-5331C51% NURE0/CR-0476 

"•■kas j-SecMon Steel Technologg Program." quarterlg progress 
tijt for July-Sept 1976 

kWlT«AN.G D . BRVAN, n H Oak Ridge National Laboratory FIN D-0119 
lj*’t/KOR€0T«273 79/01/31 lOOpp Available at MTIS 


***3210534 fttJHEC/CR-0525 

Oiegnostics for Safety Assessment. Std !. Regulation." 
t-art«rly rept for Apr-June 1976 

fsa.o N . KRVTER.R C , ROBINSON. J C Oak Ridge National Laboratory 
FIH B-OOM DRNL/NUREOTM270 70/12/31 31pp Available at NT18 


I9;S3io532 Responds further to FQIA 701219 request For documents re 
fsTapur.- India, nuclear pouer station t< other matters re 
attsic energy In India U/llst of documents available in PDR 
t tlose tjithheld (ref 10CFR9 5 !< 9 1 1 1 

FFLTON. J H Division of Rules and Records 79/03/05 lOpp 


7v:33iD 546 Eubeilts I tr in lieu of technical progress repts for 781201 
to 790238 required by contract states program activities 
■e*! been held in abeyance penolng development L approval of 
siTb plan for penetration fire stop tests 

CrRISTIAN.R J Underwriters Laboratory. NRC-04-77-122 77NK71»9 

I9j 03/01 Ip 


7903220129 Forwards NHC approved version of proprietary rept 
DAM-IOl 19PA. "Pouer Pealing Nuclear Reliability Factors *' 
Rept available in Central Piles 
TAVLQR.J H Dabeoek b Htlcoi Co 79/03/19 Ip 


7903220146 Requests Etecutlve Dranch position re Aldrich Chemical Ce 
applicetlon to eiport deuterium to Voneiuela 

□PLtNGER.O 0 Assistant Director for Export /Import U International 
Safeguard! 79/03/02 Ip 


7903220151 Requests Executive Branch position re DDE eppllcaticin to 
export 7 0 extra kg of Pu. 7 5 kg of natural U (< 5 kg 
depleted U 

OOSSICKiK L Office Of the Eiecuttve Director for Operations 
79/03/03 Ip 


7903220154 Requests Executive Dranch position re Mitsubishi Inti Gorp 
epplicatlon for license to export equipment for use In 
nuclear power reactor In Japan 

OPLINGER. Q 0 Assistant Director for Export/lmpor t b International 
Safeguards 79/03/07 Ip 


7903220156 Requests Executive Sranch position re TN3. Inc application 
For license to export Th to Canada 

OPLINQERrO O Assistant Director for Export/ Import t> International 
Safeguards 79/03/07 Ip 


7903220177 Ack receipt of 781207 h 790202 Itrs informing NftC of steps 
taken to correct deviation noted in OA Program Insp Rept 
99900259/78-02 

POTAPOVB.U Region 4. Dallas. Vendor Inspection Branch 

79/02/20 Ip 


7f'3321'05S0 Suismar lies 790222 telcon w/Pordy of Coratomlcs re NBC 
rejulation change for i uutine use of Pu— 236 powered cardiac 
letteakcrs NRC will inform intei locutor of any NRC meeting 
to consider this action 

SMITH. D A Transportation L Product Standards Branch 79/03/02 

kp 


7*73220020 Forwards rept XN-NF— 70-30. Amend 1. "Exxon Nurlear Co MREM- 
tjsed Oetiertc PNR ECCS Evaluation Model. Update UREM-IIA 
feiponset to NRG Request for Addl Info " 

tVSLE-Y.O F Exxon Nuclear Co . Inc (subs of Exxon Corp ) 

79/02/23 Ip 


7903220183 Supplaments response to NRC 790109 1 tr r« deviation noted in 
OA Program Imp Rept 9990O259/7B-02 Corrective actions 
inspectors certified to examine results of procedure. al 1 
open Ic unidentified containers of penetrant destroyed 
ALHEDA. D C . UNITE. C E Combustion Engineering. Inc 79/02/02 

2pp 


7903220189 Ack receipt of 7B1207 Itr Informing NRC of steps taken bO 
correct deviation noted In QA Program Imp Rept 
99900239/76-02 Requests addl Info 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

79/01/09 2pp 


7903220023 XN-NF-7B~30 

'‘Elion Kiielear Co WREM-Baied Generic PUR ECCB Evaluation 
Kedcl. Update UREM-IIA Responses to NRC Request for Addl 
info.* Aisend I 

JCNSER.S E . JENSEN. R T . OALDRAITH. K P Exxon Nuclear Co , Inc 
tsiibs of Exxon Corp > 79/02/15 32pp 


''9.33(220021 Forwards application for export license 
SEIFERT.T C Keith ley Instruments. Inc 79/02/03 ip 


7900220025 License application for Kelthley Instruments. Inc to export 
B i«n chamber amplifiers.! test set. 16 manuals for 
espliflers lo/trips. 16 manuals for teat set 4< one lot of 
Ireuings for project to South Korea 

EEIFERT.T C Kelthley Instruments. Inc 79/02/05 Ip 


7903220192 Responds to NRC 790109 Itr re deviation noted in OA Program 
Insp Rept 99900259/76-02 Corrective actions clarifies 
engineering instruction documentation t< words "cause of 
deviation" will be removed from AH-10-004 

ALMEDA. B C r CLAAR. R E Conhvstlon Engineering. Inc 76/12/07 
7pp 


7903220193 Forward! OA Program Intp Rept 99900259/70-02 on 
781017-20 ti notice of devlatlen 

POTAPOVS. 0 Region 4. Dallai. Vendol Inspection Branch 

7B/II/06 2pp 


7903220190 Notice of deviation from imp on 761017-20 

c Region 4. Dallas. Vendor tnsptctlan Branch 70/11/03 Spp 


95322OW0. Forwards mail re Rokum Resouiees Corp appl ication. Inc lud Ing 
Hr fr«o applicant to NM Environ Improvement Div forwarding 
Lnfg on nenentum exchange Dvarsited drawings end 
TOfP.A A New Mexico. State of 12205 79/03/07 23pp 


7903320062 "Bokum Resources Corp Ground Water Discharge Plan Addendum. 
Supfl Kydrogeological Info" re Marque? Hydrologic 
Invtstigation 

FAITH. 6 Science Applications. Inc 12205 79/03/06 187pp 


■9013920105 "Thermal-Hydraulic Analysis of Peach Bottom II Turbine Trip 
Tlsti." intarin rept 

LV.MS . HSU.C. J . CONNELL.H R Brookhavon National Laboratory FIN 
A-3005 79/01/31 97pp 


'9O'722OIO0 "LWR Pressure Vessel Irradiation Survalllante Dosimetry 
Fcograa." Jan monthly status Itr 

nCELROYtU H Hanford Engineering Development Laboratory 79/02/26 


f93>2201i3 Confirms tolqon advising NRC of Intent to withdraw 
•ffliCstlon for export license 

WHIIE.R A Halil Technology Corp . Process Systems Div 79/03/01 

Ip 


1903220110 "Review of Critical Experiments Performed for Fuel Cycle 
Baftty Outdance. " quarterly progress rept 

HHITEBIDES.O E . WESTFALL. R M Oak Ridge National Laboratory FtN 
J-O409 79/01/23 I3pp 


7903220193 QA Program Insp Rapt 99900259/78-02 on 7ei0t7-2'0 
Nonconpllance noted subsequent operation! performed on parts 
found to be nonconf ormlng w/o authoriiation. personhol not 
certified as visual examiners & nonconforming penetraxits 
ELLERBHAW.U e r BARMEa. I . HUNNICUTT. D M Region A. Dellas. 

Vendor Inspection Dranch 76/11/03 14pp 


7903220176 In response to NRC 790227 request for addl Info re topical 
rept ATC-ia2A. advl les that info will be submitted by 790410 
DR0HN3TEIH. M ATCOH EO 2965 79/03/14 Ip 


7903220200 Acv receipt of 790105 Itr informing NRC of steps taken to 
correct violations noted In OA Program Insp Rept 
99900029/78-02 

P0TAP0VS.il Region 4. Dalles. Vendor Inspection Oranch 

79/02/26 ip 


7903220204 Foruardi QA Program Insp Kept 9990-0310/78-01 on 781220-21 
Ho none ompl lance noted 

POTAPOVB.U Region 4. Dallas. Vendor Inspection Branch 

79/01/16 2pp 


7903220206 OA Program Insp Rapt 999003l0/7a'.0l on 701220-21 No 
noncompliance noted. Major areas inspec tad; imp I ementatl on of 
QA manual to company W/10CFR50 App B 

AOEE, J « . HUHNICUTT. D H Region 4. Dallas. Vendor Inspection 

Branch 79/01/13 7pp 
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7903320201 flvEpDn4$ to NRC 790131 Itr re vtolatian noteii in OA Program 
In»p Aept 99900039779-02 Corrective action! ngt corrective 
actionc will te documented maintained! tc reviewed tg upper 
mgt 

LEtll8> D E Voungstoun Welding U Engineering Co 79/03/10 Ip 

79032303S3 Forwards Amend 29 to F3AR 

SCHADEi A R HanFord Engineering Development Laboratory 79/01/29 
14pp 


79033203SB Amend 29 to FSAR 

• Hanford Engineering Development Laboratorij EY-74i-C-l4“2I70 
HEDL-Tl -75003-2 79/01/31 30pp 


7903220270 Per Uestlnghouse 790129 ItriNRC has withdrawn rept 
UCAP-8734i “Envi ran Qua 1 i F lea 1 1 an of Class IE Motors For 
Huclaar Oot-of-Conta Innient Use " Recipients are regoaeted to 
destroy their copies 

8TDLZ, J. F Light Water Reactors Branch I 79/02/16 Ip 


7903220299 Forwards for review tt approval. Revision 2 to last Action 
Plan A-12 "Fracture Toughness b Potential for Lamellar 
Tearing of Steam Oenarator (. Reactor Coolant Pump Supports " 
SHAIOER.A P Systematic Evaluation Programs Branch 79/03/07 

IP 


7903220432 Forwards revised Task Action. Plan for Cenerlc Technical 
Activity A-12, "Fracture Toughness t. Potential for Lamellar 
Tearing of Steam Generator b Reactor Coolant Pump Supports " 
BTELLO. V Office of Nuclear Reactor Regulation 79/03/08 Qpp 


7903230319 Reguests that DOS procure Itr of assurance from Belgium re 
one I application for a«port License BNH-1469 W/o end 
OPLtNOER. 0 O Assistant Director for Esport/Inport b International 
Bafeguards 79/03/05 Ip 


7903230330 Transcript of Affirmation Session 79-5 on 79030B in 
Washington. DC. Pp l-S Draft orders deferring consideration of 
petition for review of ALAB-S23 b granting Ecology Action 
petition for review of ALAB-502 end 

HEMDRIE. d M . AHEARNE. d F . KENNEDY. B T Commission 79/03/08 
9pp 


7903220334 BECY-77-134 

Recommends reappointment of KM Carbon to ACRS Resume b 
proposed Itr of appointment encl 

PRALEYrR ACRB - Advisory Committee on Reactor Safeguards 
79/02/22 5pp 


7903330371 SECY-79~105 

Request NRC approVBl of notice of final rulemaking requiring 
fuel cycle b matl licensees to notify NRC upon discontinuing 
licensed program Draft analysis of public camments. draft 
Itr.value Impact analysis b draft press release encl 
MINDOUE. R. B Office of Standards Development 79/02/07 28pp 


7903220374 BECY-79-07S 

Requests approval of final pule Implementing Public Laws 
93-209 b 95-601 re avoidance of contractor organliatlonal 
conflicts of interest Public comments, summary of comments b 
draft notice of final rulemaking encl 

DONOOHUE. D d Office of Administration 79/01/30 b7pp 


7903320378 Comments on proposed rule 41CFR20 requirements eiceed 
mendate b Intent of law b would impair NRC RbD goals 
Suggests use of Dept* of Defense guldelinas 

TAYLOR, d J. Wsstlnghouse Electric Corp. WRD-aas. 78/03/17 6pp 


7903220364 Cammenti on proposed 41CFR20 suggests time limit be 
specified beyond which conflict of Interest not be 
considered to silst 

KUNZE.W. E Portland Cament Association 76/02/21 2pp 


7903220386 Comments on proposed rule 41CFR20. notes regulation would 
Beverly limit NRC use of Independent contract research 
organliations which are non-profit in nature 

FAUCETT.S.L Battelle Memorial Institute. Columbus Laboratories 
76/02/23. 7pp 


7903220391 Comments on proposed rule 41CFR20 objects to regulation 
since it will force commercial organliations to choose 
between working exclusively for NRC or industry at large 
BETTS. A W. Southwest Research and Information Center 78/02/23 
app. 


7903220393 Comments on proposed rule 41CFR20. requests exsmptlon from 
regulations lor goVt-ouned. eontrac tor-operated facilities b 
for work funded by HRC through Interagency agreements. 

HINTERB.C E. Union Cor bide Corp. 78/02/23 3pp. 


7903220396 Comments on proposed rule dlCFRSO notes DOE conflict of 
interest regulations should apply to NRC-sponsorod work 
performed by DDE b DOE contractor 
BARBER. R H Energy. Dept of 78/02/23 Ip 


7903220399 Sueimariies Comments by Union Carb 1 de. American Inst of 
Architects fc Hartford Steam Boiler re proposed 41CFR20 
HALMAN.E L Division of Contracts 78/02/08 2pp 


7903220401 Comments on proposed rule 41CPR20 urges that contracts 
awarded to architects b engineers in early phase of projects 
not preclude awards in later phases Expresses particular 
concern re software sve 

BIEGEL.S L American Institute of Architects 78/02/02 33pp 


/903220363 Forwards KED0-104A6-A. "Power Generation Control Complei 
Design Criteria b Safety Evaluation " 

QUIRK. J F General Electric Co .Nuclear Energy Products Dlv MFN 
064-79 79/03/07 Ip 


7903220389 NED0-1O466-A 

''Power Osneratlon Control Complex Design Criteria b Safety 
Evaluation " 

CLAY. H R . HENDON. K H General Electric Co .Nuclear Energy 
Products Div 79/02/28 19Bpp 


7903220393 Review of Revision 2 of topical rept is complete Rept is 
acceptable for reference in license applications per encl 
evaluation Requests issuance of revised rept so as to 
include supplementary Info 

PARR.O D Light Mater Reactors Branch 3 MFN-293-7a 

78/07/13 Ip 


7903220398 Proposed design is in accordance w/n«g Oulde 1 120 b Genera 
Design Criterion 3 b is acceptable. based on review of design 
basis, fire protection criteria. Interface info b five tests 
« Light Mater Reactors Branch 3 78/07/03 3pp 


7903220404 Comments on proposed revision to Reg Ouide 1 131 recommends 
guide be revised to be compatible u/Div of Sys Safety 
position 

VOLLHER. R Assistant Director for Systems b Projects 79/03/06 

2pp 


7903220406 Forwards draft introduction to AN5-5 4 support document re 
fuel plenum gas activity 

MEYER. R O Core Performance Branch 79/02/28 7pp 


7903220416 Notification of contract execution. Mod 4 to "Shuttle Dos 
Sve ” Contractor. Bel tuiay Limousine Svc. Inc 

UIOOINS.E Administrative Contracts Branch NRC-10-7a-41 S 

79/03/13 ip 


7903220421 Mod 4. making administrative changes to "Shuttle Bus Svc " 
HA7T1A.M J Division of Contracts NRC-10-78-41S 79/03/13 

ip. 


7903220439 Notification of contract sxecutlon. Mod 2 to "Fire Protection 
Program Review & Evaluation " Contractor'Oage-Dabcock b 
Assoc 

OLAOOLA. A P Technical Assistance Contracts Branch 

NRC-0 3-79- 109. 79/02/28 Ip 


7903220446 Mod 2. ax tending period of performance from 790420 to 
790630 to "Fire Protection Program Review b Evaluation " 

DOUGHERTY. 0 0. Division of Contracts NRC-03-79-1O9 79/02/2B 

Ip 


7903220463 Bummary of 781120-1 meeting w/OE re non-safety grade 
equipment M/encl attendance list b slides 
FRAHM. R K Reactor Systems Branch 79/03/07 82pp 


7903220479 Transcript of ACRS subcommittee on improved eafety sys 
790307 meeting In (fashing ton. DC Pp 1-133 Sandia presentation 
encl. 

SEI88.C. P , ETHERINOTON.H . LAHROSKI. 8 ACRB - Advisory Committee on 
Reector Bafeguards. 79/03/07 168pp 


7903220500 Forwards general plan for finger drain network b layout of 
dewatering well program for tailings Rospanso to questions 
by CO Dept of Health ra drain specs encl 
MCGRATH. E J McGrath. E J 79/03/09 I2pp 


7903230003 Notification of contract excecution, Hod 9 to "Study of 
Control b Commun lest Ions to Support Incident Mgt “ 

Contrac tor' The Hitrs Corp 

DRAI8DEN. L Research Contracts Oreneh FIN B-1222 78/09/30 

Ip 
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Msa *?. adding neu Task IX. eitenditig period of performance. 
• tdirj pirkoTinel (< providing add! funding to “Stud-g of 

Js’trol t, Corsun 1 cat! ons to Support Incident Mgl 

V DlVLsion of Contracts PIN D— 1222 78/09/30 3pp 


7903830U2 aECY-79-7I . . 

Forwards Nlssho-luai American eorp application for siport 
VVctnse Renuast-S Issues or Info to be included in NRC 

BHEA% R Office of International Programs JR/Ol/Bf Ip 


'MJ Ratification of contract eiecu t i on. Mod 1 to "General Course 
■» dastruictlve Eiaminations " Contractor Roctwell Inti 


i3eh. L 


Researcb Contracts Branch FIN X'“I174 79/03/05 


r^JSSOOlO Hoi l.eierclslng option tt providing funding for addl course, 
la '-Seneral Course In Non destructive Examinations " 

•ORTON. KV Division of Contracts PIN X-1174 79/03/05 Ip 

Notification of contract execut I on. Mod 3 to "Development of 
'a'ictologg for b oeal gn. Val idst ion. Tbs ts fc Implementation 
.’fueixrtu rtgt Sgs “ Contractor Science Mgt Corp 
IJ-il-CN.I. Research Contracts Branch FIN B'1264 79/03/02 


’>^^^^OOX3 Had 3, adding new TasV VI, extending perlon of performance {< 
STsrsdIng addl funding to "Development of Methodology for b 
^islgrtj Val i d a tson. Test s b Implementation of Resources Mgt 

Division of Contracts FIN B-l2b4 79/03/02 3pp 


*is 

-IT 

MDPTON.K V 


7903230114 ftpplicatlon bg Ni*9ho-lwal American Corp to export 229 kg 
U-23S to Japan 

VOSHIDA.V Nlssho-Iwai American Corp 


70/12/29 Ip 


7903330113 Comments on Uranium Mill Tailings Radiation Control Act of 
1978 Regoests opinion whether mills must comply w/act 


Irnttved lately b whether mills will fe<iuire HRC license 
liaONEY.F 0 Gulf Dll Corp . Oulf Mlnerpl Rasourcas Co 
5pp 


79/03/05 


r-isiooi* Hoilf icatlon of contract execution. Mod 2 to "Improvement of 
t.der Tethnlgues for Analgilng Atmospheric Dispersion of 
s clear Power Riant Effluents " Contractor ’ Stanford Research 
1 -lt 

-AiSr. H Reiearch Contracts Branch FIN B-b222 79/03/13 Ip 

7K.323{K5lb Mdd 2, extending contract at no cost to "Improvement of Lldei 
Tachnlgues for APalyxing Atmospheric Dispersion of Nuclear 
f:»*r Plant Effluents " 

■nOftTOfl.K V Research Contracts Branch FIN B-6232 79/03/1J 

2JP 

KUBEC/CR-0652 

“mTxIlcfe) Eiy ®T iftiB r^t*< Ilea 5ur ementj tt ftnalyses to 

t'ace Arrest Methodology for Nuclear Pressure Vessel Bteeis, 

I.jrtirlg Rept. April-^June 1978 

OWN fi T. KARHWORTH.A J . MARBCHALL.C U Battelle •1®*®'' ll „ 
t'stitute. Columbus Laboratories FIN A-4046 BMI— ?Ol0 79/02/28 
Kjp 

^13230029 NUHEO/CR-0S21 , 

•A'llgils of Nuclear Facilities for Tornado-Induced Flow b 
Pelhtralnaent " n.,, 

A'e)9AE.B U . MARTIN, n, A , GREGORY. W Q Los Alamos Scientific 
latPraterg LA-757 1-MB 79/01/31 3Qpp 

■:3a30032 mjREO/CR-05S4 ^ . 

•7ac tet-5lted Electronic Dosimeter Testing.^* finox rapt 
I'ar-Dtc 197S 

1U«JRM,0 R . BARTLETT, W T , HDDHER, C D BattellB Memorial 
I'tUtuke, Pacific Northwest Laboratory FIN B-2127B PNL-a34B 
7T/0I/3I 35pp 

»3230D47 Executive Branch position re Schenkars Inti Forwarders. Inc 
appliratlon for license to export 8 p depleted U to 
Citthoslovakia License should be granted 
WSENIO.L V State. Dept of 79/0S/2i Ip 

0035300*0 Response to NRC 790819 1 tr b enclosed generic questions b 
tJl4t]lnes fur ATMS Requests NBC reconsider scope b schedule 
tI reguested effort, Bel ieves time allowed Is insufficient b 
Te^uirtd eangower effort would bo counterproductive 
SCFCTEH.a E Combustion Engineering, Inc LD-79-015 79/02/28 

fip 

'W323O01.T Neti f icatlon of contract execution, Mod A to ''Hydrodynanilcs b 
PeteoTelsglcal Measurements of High Wind Over Shallow Water 
Along the East Coast of FL " Contractor, Univ of FL 

HUJEV.H Research Contracts Branch FIN 8-9065. 79/03/13 ip. 

TWOBGOOTO «pd 4, extending period of performance on 

Y t< Hvt^oroloy oF Hlflh Uind 
Over Shallow Water Along East Coast of FU " 

nOATW.K V Research Contracts Branch FIN 0-5865 79/03/1J 

^PP 

TfiaaGOlO? CosHSants on. proposed Beg Guide 10, B objects to requirement 
TtSln utdow" survey meter b area wipe test sensitivity 
eeLulTeaent as impractical Recommends advising inspectors 
mat te cite noncompliance of Reg Guides 
LEHANrE Ross Clinic. Inc ME. Indiana 79/02/13 Ip 


7903230116 Comments on proposed revision to Reg Guide S 11 encouragas 
confinement ccjnti o 1 measures which minimlie airborne 
contaminants Approach Is to specify increased bioassag 

frequencies accordilng to air ’'***'**• . . auo-AVO 79/02/14 

DIPIAZZA.R P Hestlnghouse Electric Corp WRD-LSbS 670 79 02 

3pp 

7903230120 Comments on proposed rulemsk ing 10CFft2-5 mad. on 

behalf of TX util Generating Co b HA Public Power 
Sue Support establishment of joint "interagency study gro p 
to evaluate total licensing process j,r,o 

HEVNOLOS.N 6 Debevolse b Lleherman 79/02/2S Bpp 

7903230188 Comments on proposed ‘ 

petition for es t ah Uahmen t of joint procsadins J” *^^’“**^ 

Ltal licensing process b mate recommendations designed to 


PTomots efficiency in process 
PORTER. H L Duke Power Co 


79/08/88 llpp. 


7903230124 comments on proposed rulema k 1 no- SB • 1 n st r.movlns public 
involvement in power plant I i censing 
ZIELIN3K1,C A New York, State of 79/02/32 J4pp 

7903230189 Comment, on proposed ^®i*20CFBaG4 object, to proposed 
amend Proposal will effect universities *< ether research 
inStltutiSns Radioactive waste disposal will become more 
expensive if all waste must be 
LEE.PK Missouri. Univ, of 79/08/BO Upp 



: r.r,u 

AWDEPEOM* T M Glactric Carp «» 

3pp 


sampling encl. 
MCORATH.E J HcOrathi 


E J 79/03/05 9pp 


^AA Oan flulds 3 44 voluiso U detail of Info 
7903230132 Comments on oP facility being 

REE5)*C CorMkt>rniiB«Uh Edison Co VV/ud/^tv wipv 

7903230133 comment. Oh btoposed rulemaking ®f 

understanding between coass vvare ^^ntains procedures 

noetkng mt^ ^9 iu”l'«t?on in P^ce.dlng. 

DEHDLF?“f Dept' of 79/02/27 6pp 

" 

;rvA;^:rr''^A;m;:'‘’De;t‘“br“iD0EA:aMS^ 79 / 02/26 .p 

s„ fonson Itr to DOE raouestlng info re award of 
”°^ntrlct to S^anl b Assoclat.2. advise, that 

7903230149 Bequests Info re PMrd NBC- ia-77-140. i ssumd to 

S:N!*L"”AfJtu:tr"n'’ShfnS^J.^^7l/j2/0B Ip 

7903830149 Requeet. winning tichnlcal proposal for contract 
NRC-Oa-79-035 . . ' 

RAGAN, K N Kinetic flei 
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7903230130 Respon<l» to 790219 ItT requesting eopij of RFP li minning 
proposal for contract NRC- 02-79 -035 End cO'py of RFP ti 
Sactlon S of four documents Remaining sections are 
confidential Info & are uithheld M/o end 

FELTON r J N Division of Rules and Flecords 79/03/21 3p p 


79032301S4 Forwards nonpropr i etary version of info re effect on. 
initial heat flux of partially bowed heated red in cold 
wa-ll thimble cell geometry 

ANDERSON. T M Wes t i nghouse El ec tr It Corp NB-TKA-2053 79/03/16 

9pp 


7903230169 Requests that all staff papers be placed in PDR. w/anaiy ses 
records submitted to NRC which were considered in issuance 
of 10CPR20 3021 b ) & all NRC records re formulation of 
regulation 

8CHHELM.E B Nuclear Engineering Co 79/03/06 2pp 


7903230172 Responds to 790306 request that documents re issuance of 
10CFR20 302(b 1 be placed in PDR Two end docunents. AEC 
laO/lS ti AEC-R Q/10 t« two end Federal Register notices will 
be placed in PDR One addl document requires review u/DOE 
FELTON. J H Olvision of Rules and Records 79/03/21 Ip 


7903230175 "Proposed Policy for Handling Package Radioactive Hastes " 
RetOAiinends AEC approve permanent land disposal sites for 
packaged radioactive uastesiw/Oak Ridge. TN & Idaho as 
Interim disposal t 1 tes. pend ing study of regional sites 
» Commission 59/12/03 S6pp 


7903230183 "Rept to Oencral Manager by Director. Dlv of Licensing tt 
Regulation" discusses issuance of amend to 10CFR20 re 
disposal of radioactive wastas by land burial U/amended NRC 
evaluation of comments b supporting documentation 
MCCDQL. W B Office of the Secretary of the Commission 60/I1/2Q 
lapp 


7903230184 Notice of proposed rulemaking for 10CFR20. "9td for 
Protection Against Radiation “ Prohibits issuance of 
lieensei which would authorlie disposal of radioactive 
waste mall on privately owned sites 
e Conun 1 ssion 6 D/02/0 4 1 p 

79032301B5 Notice of proposed amend to 10CFR20 32 NRC will not approve 
any applications for licenses to dispose radioactive wastes 
on privately owned land 
« Cemmlsslon 61/OI/iB ip 


7903230201 Notification of contract e i ecut ion. Hod 2 to "Manual of 
Energy Analysis Methodology for Program Plant Siting. Energy 
Value of Land " Contractor Unlv of FL 

HABEV. H Research Contracts Branch FIND-6 1S5 79/03/13 Ip 


7903230238 Hod 2. extending period of performance from 780930 to 790531 
for "Hanual of Energy Analysis Hethodlologij for Program Plant 
Siting. Energy Value of Land " 

MQRTONiK V Research Contracts Branch FIN D-6155 79/03/13 

Spp 


79D3230203 Forwards copies of Eiion Nuclear Co application to eiport U 
to Belgium End use statements for fuel & fuel hardware end 
NECHODON. U 8 Exxon Nuclear Co . Inc isubs of Ex ion Corp > 
78/09/22 7pp 


7903230212 NUREO 73/0B7 11.3 

8RP. Revision 2 to Section 11 5. "Process tt Effluent 
Radiological Monitoring h Sampling Sys " 
a Office of Nuclear Reactor Regulation 79/02/2S ISpp 


7903230214 ’‘Dynamic Photoelaetlc Study of Crack Arrest." monthly 
progrees rept. 

DALLY. J U Maryland. Unlv. of NRC -04-76- 172 79/03/05 Spp 


7903230289 Forwards NRC's preliminary comments re POtE commitments 
SDLDDERD. JR Anti-Trust Division 79/02/23 Ip 


7903230293 Preliminary comments re PGtiE commi tmenta. ui/suggested amends 
Certificate of Sve end 

eOLDDERQ, J R . EVANS. D J . VDLGER, 0 H Anti-Trust Division 
79/02/23 2app 


790323032D Eiecutive Branch position re Marubeni Amei ica Corp 
application for license to export components t< parts to 
Japan License should be issued 
NOSENZO, L V State. Dept of 79/03/14 Ip 


7903230327 NUREO/CR-0407 

"Bibliography of Microfiched Foreign flepts Distributed Under 
NRC Reactor Safety Research Foreign Technical Exchange 
Program, 1975-1977 '■ 

QUEENER. D S . COTTRELL. H 0 Oak Ridge National Laboratory FIN 
8-0126 ORNL/NUREO/NSIC 79/01/31 69pp Available at NTIS 


7903230331 NUReC/CR-0652 

"Critical Ex p eriments. Mcasuraments t. Analyses to Establish 
Crack Arrest Methodology for Nuclear Pressure Vessel 
Steels." quarterly rept Apr-June 1978 

HAHN, 0 T I MARKWORTH, A J . MARSHALL, C W Battel! e Memorial 
Institute. Columbus Laboratories FIN A-4046 nMI-2018 79/02/28 

8Spp Available at NTIS 


7903230336 License application for Reactor Experiments. Inc to export 
NP-237 to C X Bchoslavakia 

HEIMANiD Reactor Expei iments. Inc 79/03/13 Ip 


7903230340 Amend I to export license for Edlow Inti Co. increasing 
quantity of tritium gas for export to United Kingdom 
OPLINGERi 0 0 Assistant Director for Export/Import t* international 
Saf eguards 79/03/15 2pp 

7903230344 License for United Kingdom Treasury t< Supply Delegation to 
eiport Ca-252 wire to United Kingdom 

OPLINGER. 0 0 Assistant Director for Export/Import t International 
Bafeguards F-2274/AT-3202 79/03/16 2pp 


7903230347 License for Nuclear Fuel Industries ltd to export 21realcy-4 
guide thimble tubes to Japan 

OPLINGER.O 0 Assistant Director for Export/Import l< International 
Safeguards DB-6-69 79/03/19 Ip 


7903230348 Requests Executive Branch position re Transnudear. Inc. 
application for license to export 10.255 kg U to HesL 
Oermany 

OPLINGER.O 0 Assistant Director for Export/Import ti International 
Safeguards 79/03/15 Ip 


7903230351 License for Sandvlk Special Metals Corp to export Zr 
seamleis tubing to Canada 

OPLlNOERiO 0 Assistant Director for Export/Import L International 
Safeguards 79/03/16 tp 


7903230334 License application for United Kingdom Treasury l< Supply 
to export 6 g U to United Kingdom 

CHAMDERSiM United Kingdom F-239l/0T-702e 79/03/12. 2pp 


7903230335 License for Sandvik Special Metals Corp to eiport Zlrcaloy-4 
cladding to Canada 

OPLINOER.O 0 Assistant Director for Export/Import (t International 
Sefeguards 79/03/19 Ip 


7903230357 License for Sandvlk Special Metals Corp to eiport Ztrcaloy-4 
tubing bo Japan 

OPLINOER.O <3 Assistant Director for Export/Import tt International 
Safeguards 79/03/19 Ip 
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370 License fov Hestlrigliouse Tube Division to e»port two pulse 
oni detector's to ‘France 

0 Assistant Director for Export/ Import V International 
usrdi 79/03/lB ip 


'378 Llceiiee fqr Uestinghouse Tube Division to export tijpe 
H7 WLH3770 propovtional counters to West Oermsnv 
JCEH.O O Assistant Director for Export/Impoi t t International 
)<aaTd» 2E~i021(V 79/03/ iB ip 


7903740133 ftenvesH Executive Branch position re Dijron Jacison Puop 
DtV application for iscense to export coolant punp parts to 
Suitterland 

OPLIiiSERiO C Assistant Director for Export/loport b Internatlera 1 
BafejuarPs 79/03/01 jp 


7903260145 Orants extension of tine until 790402 for PCVE to file 
response to parties' consenti on Staoiilaut eennltoents 
tilLLER.H E Atonic Safeti; antf Licensing Board Panel 79/03/09 Ip 


>373 'Licactse application for Hest Ingpouse Tube OJv to export 
r rATigv assomb lij ■ CiC detectoTfUPO detector tt support to 

I erl ADd 

4iL»H IF Uesblnghouso Electric COrp 79/03/14 Ip 


0044 Forwards QA Frogratn Insp Kept 99900509/79-0! on 790182-26 
■ontorp I i anee noted 

PQVBj y Region 4r Dallasi Vendor Inspection Branch 

Spp 


840049 Art Progr«i"> Insp Rep I 99900509/79-01 on 790122-26 No 
ncpenpllance laoted Major areas inspected implementation of 
'CFftSOx App (J criteria in areas of design inputpactlon on 
avlQsis inspoctlPi) finding t* mgt meeting 

rarCLt.Oi'J n . HALEiC J Region 4, Dallasi Vatidor Inspection 

*nch 79/02/05 IRpP 


i004S FqTuardi notification of change of address for Cotter Chrpp 

in City ■bill expansion project 

fATMrE J HtOrath. C d 79/02/86 8pp 


7903260147 Requests document* re 1 Icensesj I i tens* appl icatlonsp insp 
rspts 4 p waste disposal records of Nuclear Radiation Corpp 
Theodore Stfpualop b COpUS R»piium CPirp & Self Poiuerld 
Ulghtl ng 

BRONSONpF Radiation Hanagement 79/02/16 Ip 


7903260149 In response to 790216 r equestj c pnf J ro* telcon of 790313 
informing that Nuclear Radiation Deva loppsents Corp is 
licensed by State of NY Fonaardt records selected by 
Radiation ligt during 790316 meeting If/o end 
FELTOMp J M Division of Rules and Records 79/03/23 ip 


790324O1S7 C ommeiits by Cities of Anaheim t> Riverside re Inadequecg of 
ticense commitments negotiated bij PCirE b 003 Requests 
participation in new unit & complal'nS of an 1 1 -ooinpetl t j vs 
practices bij PCtiE Certificate of Sve sncl 

STREBEL.S J , MATT.P K Spiegel b ficOlarraid 79/03/08 9pp 


7903260167 Poruards application for license to eiport UFA to Bpatn 
MARTINEZ. F P Spain 79/02/20 Ip. 


6003S roruiards OA Prdgrnm Insp Repfc 99900519/79-01 on 790183-26 
nonconp 1 lane s noted 

APCVSiU Region <1. Dallas. Vendor Inspection Branch 

03/06 epp 


32&'0057 QA Progrom Insp Bept 99900519/79-01 on 790183-26 No 
on t cpinpl lance Holed Major areas Inspected Impleoentatlon of 
CCFnao App U criteria, design Insp, containment spray sys, 
ttion on previous finding* *< verification activities 
RtCKl.eV>n M . ORQWN. B U , HALE, C J Region 4, Dallas. Vendor 

napact^ion Branch 79/03/06 12pp 


260061 Act reCBlpt of 790306 Itr informing NRC of step* taken to 

'r*et Savlatmn nbted In OA Program Inep Rept 

2{KITI0Sd?<)-0l 

rAPOV&>U Region 4, Dallas. Vendor Inspection Branch 

f03yi& Ip 


03360065 Respondi* to NRC 790213 Itr re deviation noted in OA Program 
Insp Regt 99900802/79-01 Corrective action*! discrepant cover 
pages for calculation N079NC17SA corrected t. missing data 
enterad , 

fEFSIAM, T vf Drcptiin b Root Corp (sub* of Halliburton Corp ) 
79/03/06 6pP 


7903260169 Licenie application for Junta d* Energla Nuclear to eiport 
1/ to Spadn 

MARTINEZ. F P Spam 79/02/80 Ip 

7903260100 Confirms Oovt of Japan appointed Power Reactor b Nuclear 
Fuel Development Cot p as authorUed person re transfer of 
9 g Pu for USB as std* in mass b purity analysis 
SUZVKt, K Japan 79/02/03 2pp 


7903260183 Confirms Oovt of Japan appointed Power Reactor b Nuclear 
Fuel Devalopment Corp a* authorlied person n transfer of 
9 g Pu for use as stde In mass b purity analpfslt 
BUZVKI. K Japan 79/02/03 2pp 


7903860195 Confirms Oovt of Japan appointed Power Reactor b NdcVea* 
Fuel Development Corp as authorlied person re transfer of 
6 5 9 Pu for use as stds in mass b purity analysis 
BVZUK* J K Va pan 79/02/03 2pp 


7903260198 Confirm* Oovt of Japan appointed Power Reactor b Nuclear 
Fuel Development Corp as authorlied person re transfer of 
4 75 g Pu for use as etdi in mass b purity analysis 
SUZUKI. A Japan 79/02/03 8gp 


03860069 Tor wards QA program insp Rspt 99900802/79-01 on 790129-0802 
i n«gic* of deviation , 

fOTAPnvSiU Region 4. Dallas, Vendor Inspection oranen 

T9/0a/l3 2pp 


7903860847 Foruarils final portion 
Program, Load Definition Rept ■' 
80DAN.L J. Oineral Electric Co 
HFN-073-79 79/03/15 I3pp 


of NeDO-21888, "Mark I Containment 
.Nueliar Enirgy Produeti Dlv. 


203260070 No 11 Co of deviation from insp on 790189-0202 
e Region 4, Dallae. Vendor Inepeclion Drench 79/08/18 


Ip. 


203260074 Oft program Insp Rept 99900808/V9-01 on 790129-0802 
NoncoMpI lance noted tuio calculation* involving safety- 
Tiiated st'Tucturs did not include date of approval or 

references 

ANOCRBON. D 0 . HAIE, C J Region 4, Dallae, Vendor InspeetiP 

Brsincli 79/02/12 lOpp 


3260073 aurnimary of meetinB w/8andla Lab on 790213-14 re prog 
vb-tatl* 8 b 6 re development of plant logic models b sy* 
otfil for second Interim rept W/encl list of attendbes « 

WOEILO^J*** Light Water Reactor* Branch 1 79/03/06 13PP 


>3260075 "Water Reedtor Research Directorate Honthlg Rept for Jan 

rBAnRPNDO,!. J . BOBTWICK,W. B CO b (!. Inc eY-76-C-07-lS70 

r9/os/sa to4pp 


33260114 Comments on proposed rule 10CFR19 b *gre»* 

w/propoetd Change to a 3 ®,v''*jf!!!*Ip^rJle 

•tutveient limit b strongly *‘'P(‘''’‘‘V*'*®‘^Je/ 09/27 Id 
CR pftNLUKDi fl W Pennsylvanle Steta Unlv. 79/02/27 P 

03260126 "Program for Btanderlied Shipping 

Conte Inert. " quarterly rept for 7BlOOl-70i2ai. B-0I72 

HdlTEEtDCa. 0 E , HEBTFALL. R N Union Carbide Corp 
ClftMl.C0OlHF79/4 79/01/25 llpp. 


”?«rf Prpqram, Load Definition R.pt-P.rt B " 

IANNNI^F H / MARRIOTT, P H Ceneral Electric Co .Nuclear energy 


voynn/i B 


!Qa860276 Forwards proprietary version ‘ f ^ 

Flu* of FartlaUy Bowed Heated Rod In Cold Mall "M. C.U 
esometry " W/nonproprietary 

withholding info fro.n 79/03/16. 

ANDERSON. T M Hestinghouse Electric Corp tvi irw 


7903260809 R« I*** * ‘ * * •'? ‘ n ? «b S U 

Bowed Hsated Rod in Cold Mall Thimble Cell 

uiithhuld (rtf 10CFR2 790) 

VIESEMANN.R a Hestlnghoose Electric Corp 


Hsat Flux of partially 
Oeometry* be 

AH-79-ll 79/03/16 


13360330 Rsquost* withholding 
»artlaJlU Bowed Heated Rod in 
.....a ihcfm. 7901. 


of "Effect on Crltleel Heat FIvi of 
Cold Hall Thimble Cell 

Electric Corp. Ag-7B-B2 78/11/16. 


Ip- 


ai-iocltttd w/fod bpw AU«*76^35 

SiEBEmJnNpR a Mestinghous. Electric Cor, AH-76 35 

9pp 


generic 

76/00/13 
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7903360302 Litons* application for Itotopa Products Lab to *(port 10 
uCl Cia-S44 

AMLAUERt K Isotops Products Laboratorlss 6702 79/03/05 Ip 


7903360306 Licenas application for Oensral Motors Corp to export spare 
ball nub assemblies to Canada 

* Oanaral Motors Corp H □ 83172 79/0'3/O7 Ip 


7903860311 License for OE to export 190 kg natural Th to Braxil 

OPUIMOERi 0 0 Assistant Director for Export/ Import b International 
Safeguards 8TE-B368 79/03/09 2pp 


7903360313 License for Edlou Inti Co to export 4 73 g Pu to Japan 
BPLINOERrO O Assistant Director for Export/ Import b International 
Bafeguards I0-44-7B-4 79/03/14 Ip 


7903S6039D Cxurments on proposed Reg Guide 1 144 Section C3 bO) Is too 
restrictive b uould impose significant financial burden upon 
licensee u/o commensurate increase in quality of GA audit 
program 

SHQRTi T E Omaha Public Power District 79/02/16 Ip 


7903260391 Coounents an proposed Reg Guide B 23 guide should not include 
medlcel schools or institutions conducting medical or 
biomedical lab research 
HOLEMAN.Oft Yale Uni v 79/02/26 Ip 


7903260394 Coisments on propossd Reg Guide 1 144 excessive or redundant 
auditing does not contribute to safety or reliability of any 
c omponant 

BRYANiJ C Affiliation Unknoien 79/02/22 2pp 


790326031 S License for Edloiu Inti Co to export a g Pu to Japan 

OPLINGERi 0 O Assistant Director for Export/ Impor t b International 
Safeguards 10-44-78-1 79/03/14 2pp 


7903260397 Coniinents on proposed Reg Guide 8 23 guide should delete any 
reference to short time constant b specify utilixation of 
speaker Instrument ui/onn second time constant cannot be used 
to satisfy Section 142 

GEIGER, E L Eberline Instrument Corp 79/02/21 Ip 


7903260319 License for Trfnsnucl eari Inc to export 4 572 kg (1-839 to 
Japan 

OPLINOERi 0 G Assistant Director for Eiport/Import b International 
Bafeguards MUK/a677a9a/Ol 79/03/14 app 


790326032S License for Edlou Inti Co to export 6 5 $ Pu to Japan 

OPLlNOERxG Q Assistant OIrsctor for Export/ Import b International 
gafeguards 10-44-78-3 79/03/14 2pp 


790326Q324 Amend 1 to Transnuc 1 ear, I nc license deleting Nuclear Audit & 
Tistlng Co as "other party to export" b adding Ledoux b Cn 
afe shipper of record 

□PLINGERaG Q Assistant Director for Eiport/Import & International 
Safeguards 79/03/14 Ip 


7903860387 Foruards motion for expedited) decision b rtspanses to 
questions re NASH-1400 decision to allow nuclear plants to 
operate on interim basis u/knoun safety defects 
UEtSB.E H Sheldon. Harmon b Rolsman 79/03/07 3pp 


7903260389 Motion for eiptditsd decisionmaking to establish criteria 
for fire protection b safety measures Requests that order ba 
issued to require that mods be implamented immediately. 

HE1G3, ER, Sheldon. Harmon b Rolsman 79/03/07 lOpp 


7903260332 Response by UCS to QECY-79-lt2 NRC does not adequately 
address Issue of fire protection 

HEtBSiER Sheldon. Harmon b Rolsman 79/03/07 24pp 


7903260339 Llcsnsc for Edlou Inti Co to export 9 g Pu to Japan 

OfLINOER, 0. G Asxlstant Director for Export/Import fa International 
Safeguards. tO-44-78-2 79/03/14 2pp 


7903260337 Amend 1 to Transnuclear, Inc license, deleting Nuclear Audit b 
Testing Co as "other party to export" fa adding Ledoux b Co 
as shipper of rscord for sample quantities only. 

DPLINOER.G 0 Assistant Director fop Export/Import b International 
Bafeguards 79/03/14 Ip 


7903260379 Comments on proposed rule lOCFRSO 59a suggests rewording to 
prevent abuse of rule by applicants 

DOHERTY. J P. Texas Public Intersst Research Group 79/03/03 Ip 


7903260370 Comments on Federal Register notice re procedures for 
developing reg guides Requests that U8 Customs 8vc be pieced 
on reg guide distribution list 

IRVIN. D.L. Treasury, Dept, of ENT-l-Di D P 79/02/22 Ip 


7903260399 Comments on proposed Reg Guide 1 144 recommends endorsement 
of std re scheduling of audits in accordance with Section 
3 S' 

TAYLOR. JH Babcock b Wilcox Co 79/02/21 Bpp 


7903260400 Comments on proposed rulemaking 10CFR25 penalties should be 
enforced to remove Commissioners who refuse to disqualify 
themselves from voting an matters where prior Involvement b 
interest is evident 

BERRY. J E Affiliation Unknown 79/02/21 Ip 


7903260403 Comments on proposed rule no unfavorable Impact foreseen 
on quality of environ re duties b responsibilities of EPA 
HEDEMAN. U N Environmental Protection Agency 79/02/16 tp 


7903260405 Comments on proposed rule 10CFR20 clarification is needed to 
better define what is meant by licensed metl 

FREWINO, J L Portland General Electric Co JLF-93-79 79/02/22 

2pp 


7903860407 Comments on proposed rule lOCFRSO it is counterproductive to 
have proposed mods to acceptance criteria for ECC8 included 
In Phase 2 Phase 1 assessment is mere appropriate 
DI8Ei D P Niagara Mohawk Power Corp 79/02/26 tp 


7903370025 Objects to misrepresentation of fact in Chtik 790227 memo to 
LV Ooselck re 8ECY-79-64 Secretary's staff was informed of 
Bradford's position on 790303. rather than 790214 as 
Ind 1 Cflted 

BRADFORD, P A Commission 79/03/05 ip 


7903270033 Notification of 790309 meeting in Sethesda. MO, w/DrootIxaven 
Natl Lab to discuss Olv of Sgs Safety PY79 reactor physics 
technical assistance program 

FIEND. 0 Core Parformance Branch 79/03/09 Ip 


7903270036 NUREO/CR-0676 

"Aerosol Measurements b Modeling for Fast Reactor Safety. 

Annual Rept FY7e. " 

0IE8EKE.J A . JORDAN. H , LEE. K U Battel le Kemorial Institute. 
Columbus LaboraboTleB FIN A-4063 QHI-S021 79/02/20 6Spp 
Aval lab lo at MTI8 


79O337O03B NUREG-0S45 

"Seminar Hopt on Public Hearing Process for Nuclear Power 
Plants, 7BD626-27 " 

* Commission 79/02/20. 334pp s Available at NTIS 


7903270005 NUREG/CR-0669 

"Tuo-Phase Interactions in Countercurrent Flow. Annual Rept 
Nov 1977-Oct 1978 " 

DURLER. A. E , MDALIM, D . CHOPRA. A Houston. Oniv of FIN B-96B4 
79/08/20. 112pp. Available at NTIS 


7903270008 NUSEG/CR-0617 

"Tuo-Phase Interactions in Countercurrent Flow Studies of 

the Flooding Mechanism. Annual Rept Nov 1975-Oct 1977 

DURLER, A. E. , QMITH.U Houston. Unlv of FIN 8-5684 79/01/31 

lOSpp Available at NTIS 


7903270094 Comments on proposed Reg Guide 10 8 considering all other 
uncertainties involved, it should not be necessary to ossay 
activity of radiopharmacouticels to an accuracy of 10 
parctnt. 

GLABSERiH Vletoreent Inc , Nucloar Associates Div 79/02/26 Spp 


7903270132 MUREO/CR-0669 

“Tuo-Phase Interactions in Countercurrent Flow." Annual 
Rept Nov i977-0et 1978 

DUKLER. A B , MOALIM, D , CHOPRA, A Houston, Unlv of FIN B-96B4 
79/02/80 lllpp Available at NTIS 



•».aMJ77 Requests Eietutive Branch position rs Marubeni America Corp 
ilflxation for license to eipoi t 3,799 hg U enriched to 
} »5t U-23S to Japan 

j:Uh<;ER,<i 0 Assistant Director for Export/ Import «< International 
lilljsardi 79/03/oa ip 


•-lii’Jie? fiequeits Executive Branch position re tiestlngh ause 
iipiieation for license to export 727, 175 kg U enriched 
I! 3 5X U-235 to Sepublic of Korea 

5fLtM;Efi,C0 Assistant Director for Export/Import & International 
cafiguardS 79/03/14 Ip 


'*3270193 Eiecutive Branch position re Mitsubishi Inlernatl Corp 
(jflication for license to export 545 kg U-235 Contained in 
14.341 Ig u enriched to 3 □□ percent to Japan W/encl end use 
Itatiaerit 

SCSENZa.U V state, Dept of 11D00234 79/03/03 Sp p 


7903270347 Forwards application 
or special nuclear matl 
MATSON* V TransnueleaTi Inc 


for license to export byproduct* source* 
yEa/EU/2i-79-06 79/03/04, }p 


7903270353 License application 
0,277 073 kg 0235,4 kg 0, b 
MATSON, V Transnuclear, Inc 


120 kg 0235 to West Sormanu 
207EO2679-0&201 79/03/06 


2pp 


7903270397 Forwards application for license to export nuclear matl b 
6-qul pment 

KOBO, H Marubeni America Corp (subs of Marubeni Coro i 
MAl-HK-5779 79/03/02 Ip 


7903270360 License application for Marubeni America Corp to export 
enriched O hexafluoride to Japan 

HIROSHIMA. K Marubeni America Corp (subs of Marubeni Corn ) 
79/03/02 Ip 


Vi3J70206 Bequests Executive Branch position re Olobe Shipping Co 
ipplleation for license to export ND8 standards containing 
ipeciil nuclear matl to Brajll 

ffLIhSEH.O 0 Assistant Director for Export/Ifnport & Internabional 
rjFijuards 79/02/14 ip 


7903270371 Ack receipt of 790301 Itr accepting Amend 4 to 01BfiAR-l7-A, 
"QA Program " Man\n of personal assignment end 

HYMAN, N 1 Olbbs b Hill* Inc (subs of Dravo Corp > 79/03/22 

2pp 


1* 1270224 El ecu 1 1 we Branch position re Edlou International Co 
ipplication for license to export 000,000 Ci tritium gas 
to Lhlted Kingdom License should be issued 
VOSENZO.L V State, Dept of 11000151 79/03/13 Spp 


'9'3270227 Requests extension of License XT-a399 from 790201 to 790701 
lEMEH* N E Corning Glass Works, Zlrcoa Products Div 79/01/31 
‘fp 


,*,3270233 Summarizes 790306 meeting w/GE re proposed statistical 
irtLcd for analyzing rod withdrawal transient at power for 
J-R/&1 M/Ust of attendees, meeting agenda b vlewgraphs 
ffiWhS. H Core Performance Branch 79/03/lS 24pp 


,ft3jZ0239 Eiecutive Branch position re Exxon application for license 
la export 1.940 4 kg U-235 to Belgium License should be 
iranicd 

>Ci5EHZD,L V State. Dept of 11000510 79/03/13 Spp 


"953270241 Summarizes status of A-i2 neutron shield tank NDTT shift 
ir. litigation Recommends issue be taken out of A-12 program 
I riccive high priority for determination of safety concern 
BshlKFl.R P Plant Systems Branch 79/03/14. 3pp, 


««T0246 Requests Eiecutive Branch position re TeJedyne Wah Chang 
*I»any application for license to export Zlre4lhy-4 tube 
itills to Argentina via West Germany 

ffUWER.O Assistant Director for Ex p or t/lmpor t b In tarna 1 1 ona 1 
Safeguards 79/03/09 Ip 


3953270249 Forward s application for license to export nuclear matl b 
(iJipment 

UiLSCN, B D General Electric Co BDW-79073 79/03/07 Ip 


7903270374 Approves Amend 4 to 0 1 DSAR- 17- i , "QA Program " Program may 
be implefn-anted upon issuance of rapt Requests Indication 
of plants to which Amend 4 will be applicable Forwards rept 
eva luat 1 on 

HAASB.W P Quality Assurance Branch 79/03/01 Ip 


7903270376 Topical rept evaluation of 01D6AR-17-A, Amend 4 

HYMAN* N I OIbbs b Hill* Inc I subs of Dravo Corp 1 79/03/01 

2pp 


7903270378 0IBSAR~I7-A 

Amend 4 to CIBSAR-I7-Ai "QA Program " 

DERIENZa*P P Qibhs b Hill. Inc (subs of Drava Corp ) 

79 / 02 /aa loipp 


7903270404 Raquosts Executive Branch poeltlon ra Aldrich Cfiemlca] Co 
application for license to export 19 g deutrium to Israel. 

OPLINGER, O O Assistant Director for Export/Emport b International 
Safa guard s. 79/03/14 1 p 


7903270403 Requasts Eiscutlvo Branch position re OE application for 
llcensa to export components t, parti to Japan 

OFLINOERfO O Assistant Director for Export/Impnr t b International 
Safeguards 79/03/14 Ip 


7903270020 Topical ropti CENPD-52 b CEHPD-B4 have been revisued b 
contain no proprl otary info 

8CHEREF1*A E Combus 1 1 on Eng 1 neerlng , Inc LD-79-020 79/03/20 

*P 


7903270619 Requests amend of export license applications to changs 
ihipper of record for lample quantity only, 
matron* V Transnuclear* Inc 79/03/07 tp 


7W3270254 License application by OE to export velocity limiter 
castings to Japan 

kllLSOH, B D General Electric Co DDM-79073 79/03/07 Ip 


7W327025B At 
fripared by 
fling placed 
raTOH, j n 


follouiup to 770726 request for all correspondence 
JH Conran. advises that listed documents are 
In PDR 

Division of Rules and Records 79/03/12 2pp 


7903^70624 ForuartJB new application for Israel b one for Israel to 
cancel U/o ent 1. 

a Aldrich Chsmical Co , Inc (subs of Slgma-Aldrl ch Corp ) 
79/03/05 Ip 


7903270627 NUREQ-0020 V3 N2 

Gray Baok* Opera t Ing Units Status Rept* data as of Jan 1979 
« Commission 79/02/2B SlOpp Avallabls at NTIS 


f?^702i2 Ai followup to 770719 request for all correspondence 
iregarcd by jh Conran, advl ses that listed documents are 
• ling placed in PDR 

fELTBW, JM Division of Roles and Records 79/03/12 2pp 


'o^rectlons to "BWR Feedwater Noi i le/Sparoer 
nnej Ript* Suppl 1," NEDE/NEDD-21021-Ol 

WIANABEiH r Oeneral Electric Co .Nuclear Energy Products Dlv MF 
5pp 


«3-79 79/03/20 


proposed rulemaking 10CFR2-5 proposed rulemaki 
swld turn MRC into a rubber stamp incapable of regulation 
mandated duties 

t!)a.EMAN.lf Affiliation Unknown 79/01/20 7pp 


1WW0329 Requests Executive Branth position re Mitsubishi 
1.1' Application for license amend to export 

i ^ ^apan w/tu»o intarmfdiatff consigna^s 

International 


7903270630 BECY-yQ-lSl 

Summary of status of appllcatloni by Union Carbide Corp for 
licensa to export 7 33 kg U to France Recommends licenies be 
issued. 

SHEA* J R afflcB of International Programs 79/03/02 25pp 


7903270633 SEfc Y~78-657B 

Summarg of status of application by Traninucltar* tnc for 
license to export 5 OQB kg U to Japan Recommsnds license be 
Issued. 

SHEA.-J. R. Office of Intirnstlonxl Programs 79/02/27 34pp 


7903270690 License application for Globe Shipping Co to export 40 g of 
U to Brazil 

PERLIB. R. Olobe Bhipplng Co, Inc 1989/77 79/03/0S 2pp 


7903290002 Forwerds application from Wcstlnghouie for licenie to export 
nuclear matl b equipment to Republic of Korea. 

MESS* R J, tfestinghouie Electrli: Corp 108-8298 79/03/01. Ip 


19^70343 License application for Aldrich Chemical Co, 
'ontalnlnj deuterium to Israel 
«/M/OB * Chemical Co , Inc (subs of Slgma-A 


export 
Corp i 


79032B0003 License application for Weitlnghouse to export U dioxide 
sintered pellets encapsulated in seated fuel rode b 
assembled into fuel asiembllis to Republic of Korea 
KESB. R. vT Meetinghouse Electric Corp IC8-a29S 79/03/01 Ip. 
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79032^0011 Rsqueiti amend to oipcrt license to include Sumlmioto Metal 
Mining Co Ltd & Nuclear Fuel Induttrles at intermediate 
csntlgneee 

l>fATANAB£> N Kitiubishi International Corp (tuba of Mittublahi 
Corp ) HSA-6701-00 79/03/07 Ip 


79032S0071 Nedueitt amend of erport llcente applicationt to change 
aMpper of record for sample quantities only 
MATBON.V Transnuclear. Inc 79/03/06 Ip 


7903280079 SECY-79-141 

Informs Cocupt ss ion of receipt of license application from 
Wettlnghouse to eiport tuo nuclear steam supply sys to 
Korea 

SKEAi J R Office of International Programs. 79/03/26 9pp 


7903280091 SECV-79-103A 

Informs Commission of receipt of license application amend 
for Transnuc lear> Inc to eiport 14< OOO g of U to West 
Germany 

SHBAi d R. Office of International Programs 79/03/27 3pp 


7903260097 Informs of NRC study of potential threat to licented nuclear 
activities from insiders Relevant info may exist within 
Bureau of Mint Requests KRC be granted access to this info 
HENDRIEiJ M Commission /9/O3/07 3pp 


7903280099 Informs of NRC study of potential threat to licensed nuclear 
activtttes from Insiders Relevant info nay exist within 
<J3 Secret Svc Requests NRC be granted access to this info 
HENDRIEjJM Commission 79/03/07 2pp 


7903280102 Informs of NRC study of potential threat to licensed nuclear 
activities from insiders Relevant info may exist within 
Reactor Safety study-1 Requests NRC be granted access to 
this info 

HEKDRIE.d M Commission 79/03/07 2pp 


7903380107 Informs of NRC study of potential threat to licensed nuclear 
activities from insiders Relevant info may exist urithin 
Naval Investigative Svc Requests NRC be granted access to 
this info 

HENDRIEiO, M Commission 79/03/07 Spp 


7903280135 Requests opportunity to comment on NBC plans to implement 
Congressional mandate re employment d i scr imina t Ion against 
wor tors participating in NRC proceedings (Section 210 of 
Energy Reorgani jat Jon Act of 1974 ) 

BANCPQFT.M H Dencruft. M \i 78/12/15 Ip 

7903280136 Comments on proposed Reg Guide 8 23 does not agree w/Reg 
Guide 10 8 on same subject of containment level x< is 
therefore foofusjng 

HUDER.3 A 9AHCI) Stan A Huber Consultants, Inc 79/03/16 4pp 


790328013a Comments on proposed rule 10CFR39 finds It difficult to 
accept NRC definition of a properly calibrated dosimetry sys 
for annual full cellbr measurements as specified 
ANOEfitR T Methodist Hosp IN/IN 79/03/21 3pp 


7903280140 In response to 790IS3 Itr, extends support in Imp I erne nt I rig 
Recommendation 78-4 of Administrative Conference of U6,re 
use of voluntary concensus stds in federal regulatory stds 
HENDRIE, J M Commission 79/03/06 2pp 


7903280146 Requests support in imp lamont lus Recommendation 78-4, 
"Federal Agency Interaction w/Prlvate Standard-Batting 
Qrgani lations in Health ti Safety Regulation " Requesti 
response w/published Federal Register notice 

ANTHONY, R A Administrative Conference of the LI S 79/01/33 
4pp 


7903260142 Comments on proposed rule lOCFROO requests clarification 
re deletion of paragraph g4v tc prohibition on using tllnter 
1976 Addenda for establishing an inservice insp program 
BEVERLY, R L Southwest Research Institute 79/03/02 4pp 


79O320O14S Comments on proposed Roq Outdo 10 8 thin wlndoui survey 
meter is not necessary to detect low level radiation 
Proposed sensitivity requirement for wipe tests Is too low 
to be practical 

WIELAND, C Q , HOLDBNER, P A Affiliation Unknown 79/03/20 Ip 


79032B0I5S 8ECV-79-143 

Informs Commission of receipt of license application did 
790201 from Mesllnghouee to import U & U-23a from Suioden 
6HEA,J R Office of International Programs 79/02/36 3pp 


7903280109 Informs of NRC study of potential threat to licensed nuclsar 
activities from insiders, Relevant info may eitit within 
Assistant to the Secretary of Defense (Atomic Energy) 

Requests NRC be granted access to this Info 
HENDRIE, u M Commission 79/03/07 2pp 


7903280161 Ac k leceipt of 790129 Itr re implementation of Section 504 
of Rehabilitation Act of 1973 Rocognlies urgent heed to 
Implement Seetten 804 Final draft of notice of proposud 
rulemak (ng has been prepared Final approval forthcoming 
HENDRIE.U M Commission 79/03/06 Ip, 


7903880113 Informs of NRC study of potential threat to licensed nuclear 
aettvities from insiders Relevant info may exist within 
Natl Security Agency Requests NRC be granted accesa to this 
Info 

HENDRIE, U M Commission 79/03/07 2pp 


7903260164 Requests immediate attention to imp lementa 1 1 o^n of flection 
804 of Rehab 11 1 tation Act of 1973, prob i b i ting recipients of 
federal financial assls tance from discriminating against 
qualified hanific^pped pereofie 

CALIFANO, J A Health, Education 8, Nelfaro, Dop t of, 79/01/29 
If 


7903280116 Informs of NRC study of potential threat to licensed nuclear 
aetivitlee from insiders Relevant info may exist within Air 
Foret Oft of Special Investigations Requests NRC be oranted 
aeeetf to this info 

HENDRIE , 0 M Commission 79/03/07 2pp 


7903200168 Responds to 790202 Itr re NRC policy statement on WASH-t400 
6 Lewis Rept Careful reading of both Press Release 79-19 ti 
Cewis Rept shows they are consistent W/excerpt of 790S0S 
testimony before Senate committee 
HENDRIEiJM Commission 79/03/05 7pp 


7903280120 Informs of NRC study of potential threat to licensed nuclear 
activities from inilders. Relevant info may be available 
within DOE Ofc of Safeguards *< Security Requests NRC be 
granted access to this info 
HENDRIE, dM Commission 79/03/07 2pp. 


7903300173 IL Commission on Atomic Energy has noticed incons i a t enc lea 
between NRC Press Release 79-19 t< Lewis Rept Concerned that 
press release A media coverage do not accurately reflect 
findings of Lewis Rept 

DAY, 0 R Illinois, State of 79/02/02 2pp 


7903880123 Informs of NRC study of potential threat to licensed 
activities from insiders Relevant Info may exist within FBI, 
Requests NRC be granted access to this info 
HENDRIE , 0 M Commission 79/03/07 3pp 


nuclear 


7903280178 Requests Executive Branch position re Isotope Product Lab 
application for license to export 10 uCl op Cm-S44 to Kenya 
QPLINOBR, 0 0 Assistant Director for Export/ Import t, International 
eafegwards 79/03/i3 tp 


7903280189 Informs of NRC study of potential threat to licensed nocleai 
activities from insiders Relevant Info may exist within CiA 
NRC b» granttd «cctf« to thlf'Jnffl 
HENDRIE, d H Commission 79/03/07 Spp 


®“'"'"**’** ''•Pt "Feaslbllltu of Utllirlng 

nilltarg Air Beset for Shipment of Highly Enriched y " NRC 
Poneiuilons or recommendationt of study Us* 
*‘1** civilian airports was not considered 
HENDUIE, J, M. Commission 79/03/13 2 pg, 


7903280129 NRC approved of reeppo Intment to ACP8 on 760308. Mod 
i**" •PFOJPtment will be issued shortly 
HENORIEfJM ComfflilKion 7?/00/09 Ip* 


'^5*' 781218 i 22 Itrs addressing subject of NRC 

action to Implement Section 210, Employee Protection, of 

preparing a decision paper 
considered at open NRC meeting 
M. Commission 79/03/08 2pp 


7903280178 Responds to 790125 Itr re release of pal icy statement on 
NA8H-1400 h Lewis Rept NRC may not have given sufficient 
notice that statement was imminent W/excerpts of 790205 
testimony before Senate committee 
HENDRIE, d M. Commission 79/03/09 6pp. 


7903200183 Discusses bad timing of NRC issuance of policy statanent b 
Lewis Rept «, accompanying press release Decauea FOR was 
cloeed at this time, document was not available to utili, 
making inteillgent responses to public inquiries inposslhla. 
M1NNICK,L E Yankee Atomic Electric Co 79/01/28. |g 


7903280181 Requests Executive Draneh position re Dreiser Atla* Export 
Sales application for license to export byproduct matl to 
People's Republic of China 

QPLlNOERiO 0. Assistant Director for Export/Import b international 
Safeguards 79/03/13 tp 



77O3SBO10S Aesponds to /90130 Itr re bad tining in release of NRC 
pollcv statefflenl on UftSH-1400 !< Lewis Rcpt NRC mag not have 
given sufficient notice that statement was imminent 
Myetcerpt Prom 79020S Senate committee tealinionij 
XENDRIEjO n Commission 79/03/09 &pp 


79O32S0I90 Expresses concern re means bg which pollcg statement on 
MASK-iaOO was made public Raises possibility that text was 
‘‘leaked'*^ to NY Times in advance Utils had no prior knowledge 
of repti proc lud Ing ang Informed comments on their part 
SECKi J M Vermont Yankee Nuclear Power Corp 79/01/30 2pp 


7903260193 Rciiuasts Executive Dranch position re General Atomic Co 
applicatian foi license to export special nuclear matl to 
Vest Germany 

DPLINCER'Q O Assistant Director for Expor t/ 1 mport S< International 
Safeguards 79/03/06 1 p 


79O32G0I96 Ac k receipt of 790206 Itr reqves t i ng ‘ NRC views on specific 
aspects oP nuclear waste mgt Forwards response Commissioners 
Oilinskg t< Bradford may be forwarding views on Ouestion 1 
under separate cover 

HEHDRIE. J M Commission 79/03/09 6pp 


79032S0349 Requests NRC conduct thorough ti expeditious Investigatii 
of radioactive contaminaticin found in soil In Attleboro l< 
MortoniMA !< develop a series of options addressing the 
problem 

KECKLERi M M House of Rep 78/12/14 2 pp 


7903280251 SECY-7B-634 

Recommends Commission approve proposed application of PY7a 
unobligated funds S< proposed Itr to appropriate 
Congress Iona I c ommi ttees 

GOSSICHf L V □ffice of the Executive Director for Operetions 
78/12/07 9pp 


7903280262 Responds to 790209 itr re development cjf nuclear stds €* ri 
gu i des< spec 1 f 1 Cal Ig reg guide on lighting protection for 
nuclear power plants Forwards description of new procedure 
which allows for earlier involvement 

HlNSCUEi R D Office of Standards Development 79/02/27 3pp 


7903280275 NURE0-04S3 

"Nuclear Power Plant Operating Ex p er ience~1977 " 

DEEDEi M R Office of Management and Program Analysis 79/02/28 
393pp Available at NTI8 


7903260200 Requests NRC views by 790223 on nuclear waste mgti for 
presentation at subcommittee hearings 

OLENNi vJ Senatei Governmental Affairs 79/02/06 2pp 


7903260S79 Forwards application for export license for minor nuclear 
export Requests assistance in obtaining Itr of assurance 
OPLINOERfO G Assistant Director for Expor t/lmp o-rt ti lnteTnation< 
BaFeguards /9/03/22 Ip 


79032BOB01 SECV-77-143 

Informs CominissiDn of receipt of license application from 
Ufrst Inghouse to export U dioxide sintered pellets to Korea 
SH£Aj J R Office of International Programs 77/02/27 3p p 


7903280206 Act efforts toward securing consolidation of NRC 
headquarters at a single location In metropolitan Hashlngton 
area Considers this task one of NRC's highest priorities 
MENDRIEiJ H Commission 79/03/09 Ip 


7903280211 Responds to 790129 Itr of concern re 790120 transportation 
accident near MonteaglOiTN Requests NRC investigation Under 
existing r egu lat lens. ns 1 ther NRC nor DOT Is responsible for 
prescribing specific routes U/supportlng documentation 
KENDRIEiJ M Commission 79/03/07 7pp 


79032DD216 Forwards revised memo of understanding between NRC L DDT for 
regulation of safety in transportation of radioactive matls 
DIRCKS.H J Office of Nuclear Material Safety & Safeguards 
79/03/Oa 13pp 


7903280285 Requests correction uf typographical errors (n Reg Ouide 
8 a« revised June 1978 First error Involves wrong numerical 
designation of Reference 10 Second error pertains to 
misropresentation of ANS Stds Committee as ANSI Committee 
UEDER.MD American Nuclear Society 79/02/28 Ip 


7903280299 Discusses status of PIRG peitiun for rulemaking te amend 
lOCFFllOO re population density around reactor sites Task 
fores established to review NRC siting policy Disposition of 
petition will be decided after review of their rspt 
QOSBICKiL V Office of ths Executive Director for aperatlons 
79/03/09 Ip 


7903280297 Informs that NRC has deferred action an &EC7-76-624 pii 
790515 submission of Siting Policy Task Farce Rept Requests 
new recommendations Requests petitioners bo informed of 
interim status of NRC actions 

CHILK>S J Office of the Secretary of the Commission 79/02/1' 
»P 


7903280223 Bequests expeditious invas 1 1 got 1 on of 790128 transp nrta t lor 
accident near MonteagloiTN Involving 46 containers of Co-60 
t< Cs-137 Although no leakage occurredi rec ommonds 
establishing alternate route 
BDUOUARD.M I- Mduso of Rep 79/01/29 ip 


7903300227 Ac k efforts in Congress toward seeurlng consolidation of NBC 
headquartei s at single location in metropolitan Uashlngton 
area Delieves Implemonta 1 1 on of consolidation is among NRC's 
highest prl oritlos 

MENDRlEivIM Commission 79/03/09 ip 


7703280232 Ack receipt of 790124 Itr re possible federal funding for II. 
State Police haiardous matl program, NRC provides radiation 
detection instrumentation to equip police cars monitoring 
surface transportation of radioactive matl 
HENDBIE, 0 M Commission 79/03/07 2pp 


7903200234 Forwards Itr from Representative JD Anderson written on 
behalf of IL AEC re possible federal funding of IL State 
Police hajardous matl transpoi tation program 
HENDRIC.JM Commission 79/03/07 ip 


7903280237 Requests to be informed of any suggestions made to IL 
AEC re posslbls federal funding fur State Police hajardous 
xnatls program 

ANDEHSONfJ B House of Rep ' 79/01/24 Ip 


79O32B0239 Ceroments on proposed rulemaking IOCFR2-7 supports amend 
since rule deprives public of partlc xpatlon In NRC licensing 
pruc eed 1 ngs 

ROISMANiA Z Natural Resourees Defense Council 79/02/23 Ip 


7903200241 Comments on proposed rulemaking 10CFR2-7 supports easing 
restriction on participation in hearings re const 
operation -of nuclear facilities 

ORAHAM. D N Affiliation Unknown 79/02/27 ap 

7903260243 Responds to 781214 Itr requesting NRC "xpedite resolution of 
m*tt«r re radioactive contamination in soil in Attleboro 
NortoniMA Informs no public health or safety haiards noted 
Final action pending comp 1 at Ion of iiivesll ga t i ons 
HENDRIE. J M Commission 79/03/07 2pp 


7903260304 Executive Branch pusitlon re RMI Co proposed amend to 
application for license to export depleted U to Canada 
License should be issued. 

NOSENZOiL 9 State. Dept of 79/03/14 Ip. 


77D328D359 NURED-024B 

"Total Generating Costa Coal (< Hucltar Power " 

a United Engineers ti Constructors! Inc (subs of Raytheon. Co 1 
AT (49-S41-0351 CQa-2477-12 79/02/28 225pp Available at N 


7903290037 Comments on prepased rulamaking lOCFREO & 19 change waul 
not close loophole permitting individuals to receive more 
than allouabla dose Recommends present loophole be closed so 
Individuals will be protected as required, 

DI8ALVD.R Hittman Corp 79/02/28 2pp 


7903290040 "UOCA Test Beriei!T»et 10C-8i Experiment Operating Bpec " 
YACKLEj T R Idaho National Engineering Laboratory. FIN A-6D41 
79/0a/S8 e9pp 


7903290041 FOIA request for "Domestic Safeguards! " Annual Rept to 
Congress for FY7B 

COCHRAHi T D Natural Resources Defense Council NRDC/TDC/79-5 
79/03/08 5pp 


7903290044 Response to FOIA request for copy of "Domestic Qafeguari 
Annual Rept bn Congress for FY7S Forwards NUREO— 0524 it 
d ec 1 a s s 1 f 1 e d I ver s 1 on of App 0 of Rept NUREO not end 
FELTDN. J M ‘ OlvlslDn of Rules and Records 79/03/26 Ip 


7903290048 “Pouer Plant Entrainment Simulation Utilising Condencer 
8i mu labor, Resul ts of Experimental Exposure of Striped Bats 
Early Life History Stages. Gammarus spp ti Neomysis Americana 
to Variations in TempiFlou Rate tt Dloclde Concentrations “ 

0 'CONNOR. J M , POJE. 0 V t PALMIERI.M Naw Vort Univ. Medical Cei 
FIN B-6298 79/01/31 117pp. 


7903290049 "Method-s to Assess Impacts 
quarterly progress rept for Oct-Dee 
VAN MINKLE. H , aARNTHOUEE< L M Oak 
D-Gi6S 79/02/28 40pp. 


on Hudson River Striped Bass 
1978 " 

Ridge National Laboratory. 


300 NONDOCKETED ITEMS 


^903S'?0030 Supp 1 raspQnt* to FOIA 79I&30& rciiustt for documents re 
itiuance of lOCFRSO 302(61' Fnruardj documents listed 
FELTONrO H Division of Roles and Records 79/03/27 2pp 


7903290093 Responds to iOOSOB 1 tr re status of proposed amend to 
10CFR20 Still in process of revising amend to reflect 
commonts received Before amend becomes effeeliVBi it has to 
be approved bg Commission b published in Federal Register 
ROOERS.L R Commission 90/03/ 17 Ip 


79032900S9 Requests info re status of proposed amend to 10CPR20 
LANOAVER.R S R S Land overt Jr i, Co 60/03/08 Ip 


7903290090 Act receipt of 600212 Itr commenttnp on proposed amend to 
1DCFR20 re disposal on land of AEC~llCenssd matl Amend upuld 
not prohibit burial of licensed matl by licensee in 
accordance w/limits of 10CPR20 304 
PRICE. H L Commission 60/03/21 Ip 


7903290064 Comments on proposed rule I0CFR2D amend appears 
unnec essar 1 ly restrictive! manq mails can be safely leached 
into ground 

THQRBURNiR C Oensral Electric Co. iHuelear Energy Products Div 
60/02/12 Ipp 


7903290069 Foruards uorhing draft of Part 20 amend Draft ulll provide 
hosts of 600404 discussion 
R09ERS. L R Commliiion 60/03/ IB ip 


7903290071 Comments on proposed rule I0CPR20 in complete agreement 
u/policy that radioactive metl of lou concentration may be 
burled on licensee's property but that other matl must be 
burled on govt land PA legislation end 
HABDN. KM Pennsylvania. State of 60/03/22 8pp 


7903290073 Forwards 600301 Itr from Westing house re proposed amend to 
10CFR20 

nOOERa.L R Commission ‘60/04/12 Ip 


7903290079 Comments on proposed rule I0CFR20 should not forbid 
unrestricted storege operations at private sites if 
permanent burial is not intended 

PITCHER, A H Meetinghouse Electric Corp 60/03/01. ip 


7903290077 Responds to 60041B Itr re status of proposed amend to 
lOCFRRO Still in process of revising amend to reflect 
comments received Licensees will be notified when proposed 
amend published In Federal Register 
ROSERS, L. R Commission 60/04/28 Ip 


7903290079 Requests Info re stitus of proposed emend to 10CFR20 
BEAUCHAMP. 1 L Oenoral Dynamics Corp 60/04/18 Ip 


7903290002 Forwards 600910 Itr from Nuclear Engineering Co eipreising 
concern re AEC decision Ltrs to Small Qustness 
Admintstratien & Congressman P Rodino 
ASD0HI2I0.H. J House of Rep 60/09/12 6pp 


r903290091 "Code Development t< Analysis Program Development 
Verification of FRAP-TS Uncertainty Analysie Option " 

FECK. S □, r ATWOOD. C.L Idaho National Engineering Laboratory 
FIN-6090 79/01/31 Slpp 


1903290072 Forwards preliminary descriptions of melt/rotention-matl b 
mett/coneretc teste conducted by Sandia Lab In FV79 
Vlewgraphs from Sandia mid-year preeentatton end 
SHERRY. RR Fuel Behavior Branch 79/03/14 aapp 


'903290080 "App Bt E> par Imenia 1 Operating Specification Tests 6-08-1 
Through 8-08-8. Semi scale Mod-3 UHI (Upper Head injection) 

Test Beries " 

HAH80N.D J . DLSON, 0 J Idaho National Engineering Lafeoratory FIN 
A-603a. 79/02/28 196pp 


'903290083 Util's answer In oppositlen to motions for protective order 
by CA Dept of Water Resources. Northern CA Power Agency k 
Cities of Anaheim 4c Riverside. CA Util hat been raasonabla 4. 
objections of Dept are invalid Certificate of 8vc encl 
ARMSTRONO. M H. I WATTS. M J lIcCutchen. Doyle. Broun <« Emerson 
CAANErP.A. Pacific Oas (< Electric Co. 79/03/02. lOpp 


'903890091 Foruards copies of draft rag guide "Cable Penetratlen Fire 
Stop Qualification Test for Nuclear Power Plants" b value 
Impact statement Copies of IEEE atd 634-1978 and. Comments 
b r ecomnendetions requtsted. 

ARLOTTA. 0. A Division of Engineering Standards 79/03/12. Ip 


7903390099 Draft 1 of proposed reg guide "Cable Penetration Fire Stop 
Qual 1 flcatlon Test for Nuclear Fower Plants " Mill provide 
guidance for establishing std type test for qualifying cable 
penetration fire stops when mounted in rated fire barriers 
• Division of Engineering Standards. 79/03/01 7pp 


7903290096 Value impact assessment supporting "Cable Penetration Fire 
Stop Qualification Test for Nuclear Power Plants " 

• Division of Engineering Standards 79/03/01 13pp 

790389010S "IEEE Std Cable Penetration Fire Stop Dual if ication Test ” 
f institute of Electrical & Electronic Engineers 78/04/19 
IBpp 

7903290142 8ECV-79-73A 

Recommends Commissioners approve issuance of license for 
Mitsui h Co to esport low enriched U to Japan subj to 
resolution of questions raised by Commissioner Bradford 
SHEA, JR Office of Intornational Programs 79/02/88 3pp 

7903290144 Application for Mitsui 6 Co tu export 32 kg 0-235 to Japan 
Statement of end use encl 

NOHARA.T Mitsui k Co , Ltd MDK-H2H1 79/02/2B 3pp 


7903290147 Requests license to export 52 kg U-23S to Japan 
NAHARA.T Mitsui (. Co . Ltd 78/02/28 2pp 


7903290135 Confirms telcon on 780929 ti requests amend of Section Bit) 
of export licenses X6NM-1272. XBNM-i876 ti XSNM-lBeS to 
increase nominal enrichment max 
HDMDEN.T Mitsui *< Co , Ltd 78/09/29 ip 


7903290180 8ECY-79-140 

Informs Commission of receipt of license application 
Requests staff be advised of any particular issues or info 
that can be included in staff analysis Application k end use 
statement encl 

SHEA. J R Office of International Programs 79/02/26 Spp 


790329‘0162 Foruards SAW-10 140, "Vibration Analysis Measurement 4. 
Insp Programs for Prototype Reactor Internals 
for BhW's 20S-Fuel Assembly Plants “ This is nonpropiotary 
version of 8AW-10I40P 

TAYLOR. J H Babcock << Wilcox Co 79/03/0? Ip 


7903290105 BAM-10140 

"Vibration Analyst s. Measurement h Insp Programs for 
Prototype Reactor Internals for 84<U's 205-Fuel Assembly 
Plants " 

THOREN, D E . HARRIS. C E Babcock 4. Wilcox Co 77/02/28 97pp 


7903290198 "Physics Analysis of PDF Test RIA (Reactivity Initiated 
Accidents! 1-3 (Pacific Northuest Labs Hardware) " 

OTTEWITTE. E H . SCOTT. A. J , HACKS ■ 0 R Idaho National Engineering 
Laboratory FIN A-60S7 79/03/13 83pp 


7903290204 Forwards QAW-101 i9A. ''Power Peaking Nuclear Reliability 
Factors. " NRC approved nonpropr iotary version 
TAYLOR. J H Babcock k Wilcox Co 79/02/28 Ip 


7903290205 DAU-101 19A 

"Power Peaking Nuclear Reliability Factors," nonproprietary 
version 

HASSAN.H A , PEORAM. J W . MAYS. C M Babcock 4. WllCOX Co 
79/02/20 ROOpp 


7903290207 Informs of final disposition of documents released in 
Baidekat vs NRC FOIA Oasdekas has nn objection to release of 
760902 memo to FOIA file Name deletions have been made In 
text of two other documents (760929 momo h 760723 rept) 
CHOPKO.M E Office of the Oeneral Counsel 79/03/21 ip 


7903290209 Enel documante are being released by NRC to settle Baedekas 
lawsuit Oocumenti 2 4< 3 should be placed in his FOIA file by 
790319 Document t should ba withheld from public files until 
Baidekes reviews it Will notify re availability 
CHOPKO.M E, Office of the Oeneral Counsel 79/03/19 Ip 


7903290214 Unable to find any basis for criminal charges In allegations 
made by D Dasdekas Full rapt will be made when investigation 
is complete Recommends meeting u/Basdekat before formulating 
plan of action 

STOIBER.C R Office of the Oeneral Counsel 76/09/02 4pp 


7903290220 Discusses 760S04 Itr from D Botdekas to Ofc of Oeneral 
Counael . wh tch lists six matters that Dasdekas feels give 
rise "to reasonable euspicion of criminal conduct " 

STOIBER.C H. Office of the Oeneral Counsel 76/09/29. Gpp 


7903290233 Provides cenclusione of Ofc of Inspector h Auditor In 
Basdekas matter Electric. Instrumentation 4. Control Sys 
Branch personnel eveluattons conducted until Feb 1976 did 
not efsure mutuel understanding 
» Office of Inspeetor k Auditor 76/07/23 Spp 


7903290222 Forwards application for export license 

DAHL8TRDM. C 0 Wes ting house Electric Corp 79/03/19 Ip 



application for Westinghouse to export Cf-252 to 
CAHLSTROJIi C 0 Wostinghouse Elactric Corp 79/03/'l9 Ip 


7903290S97 A/nend 9 to CES8AR has bosn ravisued t« rai^usst for 
withholding approved (paf lOCPRS 790) 

STELLOi V Assistant Dirsctor for Reactor Safety 73/08706 Ip 


7903290340 Foruards set of documents which Ofe of Genera 
ra^uastsd be filed In PDR Includes portions of 760929 
from Strauss to NHC tc various Qfc of Inspector ti Audit 
decujoaT<ts 

CMJLH.S J Office of the Secretary of the Commission 


1 Counsel 
memo 
Rept 

70/07/31 


7903290307 Recotnimands a meeting w/C-E to discuss problems re computer'' 
based protection sys Forwards list of questions l< positions 
resulting fro'in CES5AR review List withheld (ref 10CFR3 7901. 

C-£ has not demonstra ted comp liance capability 

BTEULO. V Assistant Director for Reactor Safety 73/08/06 

3pp 


7903390247 Summary of 76090J meeting between Cfi Btol ber, Assls tent 
Oeneral Counsel {■ J Cal vo. Eleetnci Instrumentation It Control 
re possible criminal violations within 

CAUVO.J Division of Systems Safety STOIBER.C R Office of the 
General Counsel 76/09/01 7pp 


79O3S903S0 Proposes that J Calvo be considered for a "Superior Svc 
Award" for his special contribution to protection of public 
health U safety Calvo independently developed questions on 
CEB3AR application w/supporting documentation 

TONDI.O Office of Nuclear Reactor Regulation 78/03/06 3pp 


7903290243 Summary of 760913 meeting between CR Stoib er, Assistant 
General Counsel U ^ Sirl th» Electr Ici Instrumentation ^ Control 
a?!* Branch (ETCSD) re problems associated u/O Basdekas 
SniTH.J Office of Nuclear Reactor Regulation BTOIDER.C R 
Uffler of the Oeneral Counsel 76/09/13 4 pp 


T9O3290S93 Summary of 760916 meeting between CR Btoiberi Assistan t 
General Counsel & E Mar i nosp Elec tr i c. Ins trumen ta 1 1 on b 
Cpntrol Sys Branch (EICSDI.re possible criminal conduct of 
0 Basdekas it E Marinos 

M^IIIOS.C Office of Nuclear Reactor Regulation STOIBER.C R 
Office of the General Counsel 76/09/16 Gpp 


7903290237 Requests list of possible generic work activities over nest 
two months Also requests to know whereabouts 
HEINEMAN.R E Division of Bystems Safety 76/09/10 Ip 


7903290268 Refutes 760914 memo re performance b intolerable attitude 
Lists possible assignments for appros Imately 2 months 
duration 

HARINOS.E C Division of Systems Safety 76/09/13 Gpp 


7903290230 Forwards application for export license 

HERBClIiNH Westlnghouse Electric Corp 79/03/19 Ip 


79D32902S4 (.Icanse application for Nestlnghouse to export one moveable 
Incpre detector to France, 

HEflSCH. H M Westlnghouse Electric Corp 79/03/19 Gpp 


7903290230 Forwards application for export licenses 
MATSQH. V Transnuc lear» Inc 79/03/20 Ip 


7903290333 Forwards Joint Griavance b Privacy Act Author concludes he 
was improperly eva luat ed, thus precluding his effective 
performance of safety functions 

MARINOS. EC Reactor Systems Standards Branch 76/05/11. Ip 


7903290237 Comments on proposed rag guide "Qua U flea t ion of QA Program 
Audit Personnel for Nuclear Power Plants." dtd Feb 19 
Believes introduction is unclear In specifying either design 
b const phase or sa f e ty-ra I ated sys phase 
DALTROFF.B L Philadelphia Electric Co. 79/02/28 Ip 


7903290298 Requests enclosed list of points be tent to applicant to 
be coverad in supplemental Info submittal 

SCARANQi R A Division of Fuel Cycle b Material Safety 79/03/0! 
If 


790329029B License for Edlou Inti Co at agent for Marubeni Canada Ltd 
to extend expiration date from 790401 to 800401 

ORLINOER.O 0 Assistant Director for Eip ort/Import b Inter national 
Safeguards 79/03/21 tp 


7903290302 License for Exxon Nuclear Co. Inc to export fuel assembly 
hardware consisting of Zircaloy tubing b end caps, inconel 
plenum springs, insulator discs, tie plates b skeleton sets to 
Nest Germany 

OFLINOEH.O 0 Assistant Director for Exp ort/Import b Internatlonali 
Safeguards 79/03/19 Ip 


7903290306 Comments on proposed Reg Guide 10,8 objects to Items li4b 
b 6 of App 1 re area survey procedures Believes low range 
survey meter is preferable to "thin ulnduu" survey meter. 
BETTRIDOEiJ E Affiliation Unknown 79/03/01 Ip 


7903290262 License application for Transnuc lear. Inc to export 
3 700 kg U30e. 2 206 kg U b 2 093 kg U23S to Nest Germany 
MATSON. V Transnuc laar. Inc 79/03/21 3pp 


7903290310 License amend for OE to extend expiration date from 790801 
to 32090] b to delete Condition 1 on Page 2 of license 
OPLINGER.O 0 Assistant Director for Exp art/ Impor t b International 
Safeguards 79/03/19 ip 


7903290260 Forwards comments by J Johnsrud re proposed rule lOCFRt 
inequity re short filing deadlines pervades all proceedings 
tefore NSC 

BOOMSKAiO L Environmental Coalition on Nuclear Power 79/02/19 
iff 


7903290318 License for Marubeni America Corp to export specially 
designed or prepared parts b components to Japan 

OPLINOER.O 0 Assistant Director for Export / Impor t b International 
Safeguards 79/03/19 Ip 


7903290266 Forwards application for export license 

MUBO.H Marubeni America Corp (sobs of Marubeni Corp I 79/03/20 

tp 


7903290321 License amond for United States Radium Corp to extend 
expiration date from 790301 to 300301 

BPLINOER. G 0 Assistant Director for Export/Import b International 
Soft guards 79/03/21 1 p 


7903290269 License application for Marubeni America Corp to export 
U02 powder to Japan 

KUBD. H Marubeni America Corp (subs of Marubeni Corp > 
79/03/20 2pp 


7703290328 License for OE to export two velocity limiter eastings to 
Japan. 

□FLINGER. 0 0 Assistant Director for Exp ort/ Import b Intarnatlonal 
Safeguards 79/03/19 tp 


7903290271 Comments on proposed rule 10CFR73 58 opposes NRC-impoied 
gatehouse security processing of regular employees b hand- 
carried packages Censidsrs rule harrassment. demoting, 
caunter-produc tive b psychologically damaging 
KAUEOER.DE Affiliation Unknown 79/02/20 3pp. 


7903290276 Comments on proposed reg guide b value impact statement 
IVtSf qualification of GA program audit personnel for 
nuclear power plants VIS is unsatisfactory b dost not 
address real issues. VIB must be improved before NRC can act 
OERHYERrU D Affiliation Unknown 79/02/2S Ip 


79032902S2 Topical rapt evaluation of CBNPD-172 (nonproprl etary I. 
"Plant Protection Sys w/integrated Automatic Test Sys." dtd 
'Jan 1978 Concludes rept not acceptable ref in support of 
permit or license applications 

IPPDLITB. T A Operating Reactors Branch 3 75/08/06. 2pp 


7903290291 Forwards topical rept evaluation of CENPD-172 
Inon-proprl otary} 

TPPDLITO. T A Division of Systsms Safety CENPD-172 78/05/06 

Ip 


7903290328 License for General Atomic Co to export six ion chamber 
amplifiers b compare tors. set smi c testing equipment for 
acceleration b 20 equipment operating manuals to South 
Korea 

OPLINGER.O 0. Assistant Director for Export/Import b International 
Safeguards 79/03/19 Ip 


7903300002 Notification of contract a x ecu 1 1 on. Mod I to "Bafeguards for 
High Level Waste Repositories " Contractor Science 
App 1 1 cati anil tnc 

MENCZER.W B Technical Assistance Contracts Branch. FIN 

B-6376-9. NRC-02-79-03S 79/03/19 Ip 


7903300004 Mod t. changing project officer to "Safeguards for High Level 
Waste Repps 1 tor las " 

DOUGHERTY. D J Division of Contracts. FIN 6-6376-9 79/03/19 

Ip- 


7903300009 Requests Executive Branch position re Transnuc lear. Inc 
applicatien for license to export 12.283.11 kg U to France. 
OPLINGER.O 8 Assistant Director for Expor t/Impor t b International 
Safeguards 79/03/22 Ip 
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7';03300014 Requetta Executive Draneh position re Trananuc learp I nc 
application for license to export special nuclear rnstl to 
Uatt Otrmanu 

OOSSICKi L V Office of the Executive Director for Operations 
79/03/26 Ip 


7903300016 Notification of contract e i ecut i on> Hod 2 to "Audit 
Calculation of Exxon 6 Qfcld Critical Heat Flux Correlation " 
Contractor OA Inst of Tachnolopg 

HENCZERi U D Technical Assistance Contracts Branch FIN B-655S 

NRC-03-7a-671 79/03/19 Ip 


7903300017 Mod 2 j extending period of performance to "Audit Calculation 
of Exxon ti Q(pU Critical Heat Flux Correlation " 

DOUOHTERY.D J Division of Contracts FIN D-6S55 79/03/19 

IP 


7903300018 Requests Executive Branch position re General Atomic Co 
application for license to export addl 1> 970 g U 

OPUINOERpO G Assistant Director for Ex port/Impor t Ip International 
Safeguards. XSNM-832 79/03/26 Ip 


7903300020 Notification of contract e x ecuti on> Hod 7 to "Stenographic 
Reporting Svc " Contractor Ace Federal Reportersp Inc 
UIOOINSi E Administrative Contracts Branch FIN n-1311 

NRC-17-77-1I7 79/03/22 Ip 


7903300023 Hod 7i increasing funding to "Stenographic Reporting 
Svc " 

HATTIApH j Administrative Contracts Branch FIN B-1311 

NRC-17-77-177 79/03/25 ip 


7903300023 Forieard s petition for rulsmatlng 6 comments on amend to 
10CFR21 

ROISHANi A Z Natural Resources Defense Council 79/03/02 ip 


7903300034 Forwards registration for October conference in NlccpFrancep 
of Inti Scientific Forum on Energy for Developed 6 
Developing Countries 

KENNEDY. R T Commission. 79/03/14 Ip 


7903300039 Expresses thanks for briefing on waste isolation pilot 
project 

KENNEDY. RT Commission 79/03/12 Ip 


7903300036 Act receipt of 790109 Itr to Chairman Hendrie. NRC does not 
anticipate NRC-initiated revieu of passive containment sgs , 
prior to end of CYSO 

LEVINE.B Office of Nuclear Regulatory Reiearch 79/02/09 Ip 


7903300052 Responds to N(JRE0-0438p "Plan for Research to Improve safety 
of LUR'ti" re potential contribution of passive containment 
sys davetoped by Nucladyne 

FALLS. 0 0 NucleDyne Engineering Corp 79/01/09. 21pp 


7903300054 Asks questions re US policy on nuclear exports to Taiwan, 
based on 790103 briefing Requests definition of Taiwan 
nationhood !< govt.status of IAEA L validity of safeguards 
assurances Requests reconf irmation of views on exports 
KENNEDY.R T Commission 79/02/02 3pp 

7903300063 Comments on proposed Reg Guide 10 S believes that 
sensitivity requirement for area wipe tests are too low to 
be practical 6 extra equipment would be too expensive 
Proposes setting level at 100 counts per minute 
HC INTIRE, C Affiliation Unknown 79/02/14 ip 


7903300069 Ac k receipt of 791130 Itr Forwards documents on generic 
safety issues program & systematic evaluation program N/o 
enc 1 

KENNEDY, R T Commission 79/01/03 ip 


7903300074 Requests to be placed on distribution list for all manuals, 
compilations 6 repts re generic safety issues program L 
systematic evaluation program 

BALDUIN.A Friends of the Earth 79/11/30 ip 


7903300073 Comments on proposed Reg Guide 10 9 objects to need for wipe 
tests in overage nuclear medicine dept Believes wipe test 
sensitivity should be deleted or raised 
ANTHONY, L S Affiliation Unknown 79/03/01 ip 


7903300094 In response to ap p ea 1 , ex p 1 a i n s that requested info is 
withheld (ref tOCFR2 790) Denials may be appealed to 
Executive Director for Operations 30 days from receipt 
of 1 tn 

FELTON, 0 M Office of Administration 79/03/13 2pp 


7903300093 Ac k nacolpt of 781229 Itr outlining plans for ALI-ABA course 
on nuclear reactor export regulation Hill attend session on 
790327 

KENNEDY, R T Commission 79/01/03 Ip 


7903300091 Uishes to confirm recipient as luncheon speaker on 790328 at 
ALI-ABA course on nuclear export regulation 

GREEN, H P Fried, Frank, Harris, Shriver L Kampolman 73/12/29 

2pp 


7903300094 Explains responsiveness of probabilistic analysis staff to 
recommendations of Risk Assessment Review Group Rept 
(NUfiEO/CR-0400) Believes programs are making progress 
towards more reliable risk estimates 

LEVINE, S Office of Nuclear Regulatory Research 79/03/13 2pp 


7903300096 Ack receipt of "Exploring Nuclear Futures " 
KENNEDY, R T Commission 79/12/29 Ip 


7903300106 Forwards "Exploring Nuclear Futures," final rept of 
780803-19 study group meeting in CO 
» Stanford Unlv 79/11/30 ip 


7903300039 Informs of proposed NRC regulation expanding definition of 
"Interested persons" w/whom off-the-record discussions are 
prohibited 

KENNEDY. R T Commission 79/03/08 ip 


7903300110 Ack receipt of Cottrell 6 Hahn rept on naval race or arms 
control in Indian Ocean 
KENNEDY, R T Commission 79/12/26 ip 


7903300044 Tape of briefing by DOE on status of Inti Fuel Cycle 
Evaluation (INFCE) thbuld be withheld until evaluation is 
concluded <ref 10CFR9 lOBCc) 6 10CFR9 104 <a)(l)> 

CHILKiB J Office of the Secretary of the Commission, 79/03/01 

Ip 


7903300045 Expresses thanks 
MIT 

KENNEDY. R T Commission 


for hospitality extended during visit to 
79/02/21 tp 


7903300046 Expresses thanks for hospital Ity extended during visit tn 
HIT 

KENNEDY. R T Commission 79/02/21 Ip 


7903300047 Tape of discussion of personnel matter dtd 790223 withhold 
from ditcloture (ref 10CFR9. 103). 

CHlLKi B J Office of the Secretary of the Commlseion 79/02/29 
»P 


7903300121 Forwards study on military situation in Indian (Dcean 

BARNETT, F fi National Strategic Information Center, Inc 73/12/13 


790330011S Comments on ACRC subcommittee meeting Project Is worthuhllB, 
but sees danger of mechanical process discouraging exercise 
of judgment re seismic design chain 
WHITE, H P Affiliation Unknown 79/01/12 ip 


7903300126 Expresses thanks for assistance in area of reactor safety 
KENNEDY, R T Commission 78/12/11 Ip 


7903300129 Ack receipt of draft results of deliberations at Alrtia on 
proliferation questien 

KENNEDY, R T Commission 7B/l2/li ip 


7903300136 Forwards Commissioner Kennedy's speech before Southern 
States Energy Board presented in June 1978 
8ERIERT, C W Commission 78/12/07 ip 


7903300049 Informs that due to change of plans, J Keppler will replace 
author as speaker at lynposium 
KENNEDY, R T Commission 79/01/12 Ip 


7903300053 Forwardi speech by D Wolfe delivered at Atomic Industrial 
Forum confsrence W/o end. 

WOLFE, B General Electric Co 79/01/26 Ip 


7903300140 Requests text of Commissioner Kennedy's speech before 
Southern States Energy Board in PR 
CLARK, 8 Affiliation Unknown 79/11/30 Ip 

7903300167 Informs of successful completion of sea trial pf USSNV.the 
73d nuclear powered attack submarine In the Navy 
RICKOVER.H 0 Navy, Dept of 78/11/21 Ip 
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7903300170 Faruardt tuo previous Itrs dated 700914 U 7B0329 li act of 
receipt Still in need of Info requested in 700383 1 tr 
DAILEVi L L Fischer 1( Porter Co 79/0S/36 Ip 


7'903300197 Forwards copy of 7B0325 Itr for which no reply has been 
received Info requested is urgently needed in order to 
qualify equipment for application in nuclear power plant 
operatl ons 

DAILEY.L L Fischer h Porter Co 78/09/14 Ip 


7903300811 Acb receipt of communication d td 760585 
» Docketing U Service Branch 70/09/20 Ip 


bf I I CfVIO 

7903300336 License for QE to esport 2 49 kg pu & 61 Kg U to- 
France 

OPLIMCER.O 0 Assistant Director for Eiport/ Import «, International 
Safeguard# 79/03/88 8pp nacsonai 


7?03300‘844 Congratulates on successful soa trials w/submarlne USB 
Birmingham 

KENNEDY.H T Commission 78/11/15 Ip 


7903300248 Reports on successful ssa tests of nuclear submarine USS 
0 irml ngham. 

niCKOVERiH 0 Navy, Dept of 70/10/10 ip 


7903300827 Requests further info re Reg Oulde 1 95 Specifically 
requests a guide detailing seismic test requirements for 
Category I 

DAIUeV. L L Fischer b Porter Co 70/05/25 Ip 


7903300171 Regrets inability to attend Forum in Miami 
KENNEBY, H T Commission 70/11/20 Ip 


7903300179 Eiprosses thanks for invitation to participate in Utility 
Regulatory Conference 

KENHEOV. R T Commission 78/11/80 ip 


7903300181 Eipresses thanks for talk given by reclpiant at Utility 
Regulatory Conference 

UOUFEj £ E Management Research Associates 78/10/12 ip 


7903300186 Ack receipt of papers presented during annual AIF meeting 
KENNEDY. R T Commission 79/11/87 Ip 

7903300198 Ack receipt of AIF waste mg t study group rept 
KEHMEDY. R T Commission 70/11/27 Ip 


7903300195 License for Tcledyne uah Chang Albany to eiport 2.670 kg of 
Zlrcaloy-4 tube shells to Uest Oermeny 

OPLINOER.O 0 Assistant Director for Ei port /Imp nrt t International 
Safeguards 79/03/23 ip 


7903300199 License for Teledyno W»h Chang Albany to eeport 3.678 kg of 
2iTialoy--4 tube shells to West Germany 

OPLINOER.O 0 Assistant Director for E x p ort/ Import 6 International 
Safeguards 79/03/23 Ip 


7903300805 License for Teledyne Hah Chang Alban-y to export 65 lb of 
Zdrealoy tubes to Canada 

OPLINCER. 0 0 Assistant Director for E*p ort/ Import 6 International 
Safaguards 79/03/23 Ip 

79033D080B License for Uastinghouse to eiport 3 compensated loniiatlon 
chamber*, ty pe ML-23944, to France 

OPLIiNDER.O 0 Assistant Director for Ei p or t/ Import & I nternat 1 o-nal 
Bafsguardi 79/03/23 ip 


7903300210 License far Teledyne blab Chang Albany to export 8,678 kg of 
Zlrcaloy~4 tube shells to Nest Germany 

OPLINOER, O 0 Assistant Director for Eip ort/lmpor t t< International 
Safeguards 79/03/22 tp 


7903300251 Ack receipt of Energy Law Oulde & tnonographt 
KENNEDY, R T Commission 7B/U/i5 Ip 


7903300296 Forwards first edition of Energy Law Guide 6 two monogTeohs 
noNDEM.M A Fried, Frank, Harris, Shrlver b Katspelman 70/10/06 

2pp 


79033002 53 Ack receipt of 7 90 123 Itr* flRC has not ui th -d pawn support of 
HABH“i400, but has accepted Lewis Rept Suggests discussion 
w/PE McGrath, Probab 1 1 1 st i c Analysis Staff, rt misgivings 
about VfASH-1400 methodi 

LEVINE, 0 Office of Nuclear Regulatory Research 79/03/02 |p 


7903300261 Eipresses reservations ri methodology of 1971 Rasmussen 
Rept As public- ivc, offers oral presentation re pertinent 
findings l< coitcluilons 

TAT8C1H, J H ratsch Associates 79/01/23 Ip 


7903300859 Accepts invitation to speak at seminar on 790218 Will not 
comment on merits of Seabrook 
KENNEDY, R T Commission 78/11/09 Ip 


7903300284 Requests Executive Branch poeltion re US Radium Corp 
application for llctnia to ekport tritium to Condition 2 
countries Forwards Itr providing c lar i f Icatlnn of various 
end uses 6 end users of tritium N/o end 

OPLINOER, 0 0 Assistant Director for Eiport/Import t. International 
Bifeguarifs 79/03/19 Ip 


7903300325 Conflr-ms 790312 discussion re Topical Rept BdNPQ-iOl, 
"Performance It Befaty Features of Byron Jackson Primary 
Reactor Coolant Pump 6 LNR's " K-opei for prompt NRC 
attention 

ADAM0, J P. Oorg-Narner Corp , Oyron Jackson Pump Dtv 79/03/14 
Ip 


7903300331 Forwards for staff revlaxu App BJNPO-201 to topical rept 
OJNPa-IOl for C-E Sys 00 W/o end 

HEARES, A D DDTg~Uarner Corp , Dyron Jackson Pump Dlv 79/03/2i 
Ip, 


7903300337 Forwards raipansas to NRC quest loni from 790320 masting rt 
final geological rept on test reactor Euggests 
represent! t i vas of OC NRC meet at aarllest possible date 
to resolve relevant issues 

DARMITZEL. R. M General Elaetrlc Co, , Nuclear Energy Products Div 
79/03/87 I8pp 


7903300213 License for Teledyne Hah Chang Albany to export H, 673 kg of 
Zircaloy-A tube shells to Swltierland 

OPLINOER, 0 0 Assistant Director for Export/Import It Interna tlona 1 
Bafeguards 79/03/22 Ip 


7903300214 License fx>r Nestlnghouee to export 1 compensated ionlxatlon 
chamber, type ML-23944 to Franca 

OPLINOER, 0 0. Assistant Director foi Export/ Import t, International 
Safeguards 79/03/23 Ip. 

79033DD21B License Amend 8 for Monsanto Ressarch Corp. Extends license 
expiration date from 790401 to 791001 

OPLINOER. 0 0 Assistant Director for Export / Imp art -I, International 
Safeguards 79/03/28 Ip 


7903300220 LJeenae for He sting house to export 0183 g U-233 to 
Sultierland 

DPLIMSERi-0’ 0 Assistant Director f-or Ex por t /Import 6 International 
Saftguardt 79/03/88 2pp 


7903300224 License for Ed low Inti Co to export 404 51 kg U-83S to 
India 

SHEA. J R. Office of International Programs, 79/03/23 8pp 


7903300368 Forwards App DJNPa-EOl to BvlNRO-lOi re C-E Sys 80 

HEARES, A D Borg-Uarnar Corp > Dyron Jackson Pump Div 79/03/22 
Ip 


7903300365 DJNf'Q-20l 

Appendix DJNPQ-301 to BJNPa-lOl re C-E Sye 80, to quelify 
performance & eafety features of Byron Jackson prlmery 
reactor coolant pump 

* Borg-Wernsr Corp . Byron Jackson Pump Dlv 79/03/82 8Bpp 


7903300380 Forwards info re removal of control rod drive (CRDl return 
1 Ine. Concludes that CRD sys to provide water to reactor 
vessel is not significantly affected by removal of CRO 
return line 

8HEHHOOD, 0 O Oaneral Electric Co , Nuclear Energy Products Div MFN 
002-79 79/03/14 I9pp 


7903300371 Requests Executive Dranch position re Bgrott Jaction Pueip Blv 
eppllcatipn for license to export parts It components to 
India 

OPLINOER, 0 0 Assistant Director for Export/Import b International 
Safeguards 79/03/20 Ip 


7903300231 Llcansa for Teledyne Mah Chang Albany to export 8,678 kg of 
Ilrcaloy-4 tube shells to West Otrmany 

flPLINOERtO O. Assistant Director for Eiport/Import It International 
aafegi/ards 79/03/23 Ip 
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7903300397 Requests Cieci/tivs QrancK positioq re Embatsi^ of Spain 
application Por licence to erport special nuclear mat! to 
Spa i n 

OOSSICKiL V Office of the Executive Oirec tor for Operations 
79/03/20 Ip 


7903300401 Requests Executive Branch positson re Nlssho-luai American 
Corp application for license to ecport heav^ water to Japan 
0D551CK>L V Office of the Esecutive Director for Operations 
79/03/19 Ip 


79033004B9 Transcript of Eubcomnil ttee on ECCS 790320 meeting in 
Los AngelestCA Pp 31B~943 Presentation end 

PLESSET. M . OKRENT. D i ETHER INOTON- H ACHS - Advisory Comrnittee on 
Reactor Safeguards 79/03/20 <300pp 


7903300491 Transcript of Su b cottun i t tee on ECCS 790319 raeotlns in 
Los AngelesiCA Pp 1-317 Presentation by LASL end 

PLESBET.M . DHREMT. D , ETHER INOTON. H ACRB - Advisory Committee on 
Reactor Safeguards 79/03/19 440pp 


790330049A< License for ITnlon Carbide Carp to Import 7 33 tg highly 
enriched U from France 

□PLINQERj 0 C Assistant Director for Eiport/Jmport (< International 
Safeguards 79/03/S6 2pp 


7903300S01 Summary of 790301 meeting lu/vendors {< utils re ATWS 
questions Issued by NRC on 790218 

THADANIIoA C Reactor Systems Branch 79/03/21 6pp 


7903300S04 Responds to 790305 Itr from D Sherman re Reactor Safety 
Study &i UCS concerns Foriuards 79011a memo from Chill to 
OoBsict "Staff Actions Regarding Risk Assessement Review 
Croup Rapt “ 

OOSSICKtL V Office of the Ececutlve Director for Operatians 
79/03/22 app 


7903300S1O Ac k receipt of 790102 Itr forwardinB WCAP“939a; "Steam 
Oenerator Retubing S Refurbishment" for review os topical 
rept Tentative completion date is Oct 1979)mai fee will be 
asicted upon completion of revi aw 

8CHNENCER, A Operating Reactors Branch I 79/03/08 ip 

7903300512 Respoiids to 79012? Inquiry re Itr by H Mullibln Forwards 
NURE0-02&8 States NRC fees are designed to cover cost of 
reviewing license applications or performing radiography 
program Insp Believes charges are fair U/o end 
OOSSICKf L V, Office of the Executive Director far Operations 
79/03/21 3pp 


7903300813 NUftEO/CH-0604 

"Bubble Behavior in LNFOR Core Disruptive AccidentSi" annual 
pept for Qct 1977-aBpt I97B 

ERDMAH.C A f AEYN0LD5.A 0 . BRADLEY. 0 R Virginia, Unlv of FIN 
Q-SA16 79/03/31 lODpp Available at NTIS 


7903300521 Proposes agenda for first meeting of Committee on 
Performant* Testing of Personnel Dosimetry Invites 
recipient to attend Utrs from NRC t< Natl Bureau of Btds 
anci 

CAMPBELL, 0 M Lawrenco Livermore Laboratory 79/02/iA Spp 


790330052& Suggests eitabllshirg overvleiii Committee for Personnel 
Dasinetry Perforntanca Tasting Program as an independent 
group lu/o govt affiliation 

ALEXANDER, R E Dc c up a ti ona 1 Health Standards Branch 78/O9/0i> 

3pp 


7903300838 Summary tc discussion of 7B1218-19 meeting of Aerosel Release 
h Transport Revieu Croup Forojards agenda (c notes For 
presents 1 1 on 

LARKINS, J T Division of Reactor Safety Research 79/03/09 
lt3pp 


7903300536 "Improved Models for Cravl tat i ona t Collision Efficiency 
LOYLKArB K , PERTMERrO A , TUTTLE, R F Missouri, Univ of 
NRC~04-77-O30 78/12/10 152pp 


7903300540 Summary of comments & suggestions re 781218-19 meeting 
Statistical approach needed to quantify particle 
distribution s i le. Consi derat 1 on needed in theoretical 
description of experiments 

CASTLEMAN, A W Colorado, Unlv of, Denver 79/02/05 2pp 


7903300544 Comments on 7B121B aersol release & transport group meeting 
Lack of time dependence for U308 aerosol mean die in vessel 
when measured w/splral duct centrifug'd Direct measurements 
of aerosol mat! would give more explicit data 

QICSEKE, J A Dattelle Memorial Institute, Columbus Laboratories 
79/02/06 7pp 


7903300848 Comments on 701218-19 aerosol release k transport meeting 
Ranges of sensitity study variables not broad enough to 
cover postulated line of assurance scenarios Experimental 
verification work poorly conducted 

HUANO, T C Oeneral Electric Co YL-886-7030i 79/01/24 2 pp 


790330058] Comments on 781218-19 aei osol release 2, transport meeting 
Accident scenarios need to be defined better to benefit 
research Outside reviewers requested to comment if research 
programs are not publxshed 

ALLEN, H Dattelle Memorial Institute, Pacific Northwest 
Laboratory 70/12/20 ip 


79O3300554 Comments on 781210-19 aersol release t< transport meeting 
Coed comparison will be obtained between calculated k 
measured results if correct source is used as Input 
OARNER, P L Argonne National Laboratory 79/01/17 2pp 


7903300557 Comments on 701210-19 review meeting Sue distribution 
function measurements should be conducted w/use of 
centrifuges t< cascading impactors High temp grease should be 
used For Impactar slides coating 

SHAW, 0 T New York, State Univ of, Buffalo 79/01/05 3pp 


7903300560 Comments on 701218 Aerosol Release 6 Transport Review Croup 
meeting Experimental 6 theoretical cases needed to be 
verified Dattelle paiameters not all mutually independent 
LOYALKA,SK Missouri, Univ of 79/01/29 2 pp 


7903300841 Forwards NUREO-0531, "Investigation 6 Evaluation of Stress 
Corrosion Cracking in Piping of LWR Plants" & notice of 
issuance M/o end 

EISENHUT, D Q Assistant Director for Systems S, Projects 
79/03/15 Ip 


7903300549 Forwards NUREO-0331, "Investigation 6 Evaluation of Stress 
Corrosion Cracking in Piping of LWR Plants" b notice of 
1 ssoance W/o enc 1 

EJSBNHUTiD 0 Assistant Director for Systems 6 Projects 

79/03/ IS Ip 


7903300558 Notification of contract e x ecuti on, Mod 1 to "Workshop on 
Proposed Rule for Alternative Sites " Contractor 
Mitre Corp 

WIO'OINS.E J Administrative Contracts Oraiich NRC-03-79-12B 

79/03/23 ip 


7903300859 Mod I, making administrative type changes to scope of work to 
"WorSiBhcip on Proposed Rule for Alternative Sites " 

MATTIA. M J Division of Contracts 79/02/23 2pp 


7903300556 Draft Reg Ouide 7 9, "Std Format & Content of Part 7t 
Applications for Approval of Packaging of Type 8 (Large 
Ouantlty) 6 Fissile Radioactive Matl " 

* Office of Standards Development 79/03/29 36pp 


79033(50550 Llce'nse application for Dyron Jackson Pump Dlv to export 
specialty designed or prepared parts 6 components for 
reactor primary coolant pumps to Japan 

NORTON, J F Borg-Marner Corp , Dyron Jackson Pump Div 79/02/22 

app 


7903300561 Ac k receipt of NRC 790212 Itr re C-E comments t< NRC 
recommendations on NUREO-0460 Vol 3 Ii furnishes addl 
comments Believes NRC has misused risk assessment to provide 
support for its rocommanda t i ons for ATWS 

aCHERER.A E Combustion Engineering, Inc 1 0-79-014 79/02/20 

3pp 


7903300567 Last pages of Northern CA Power Agency discovery will be 
forthcoming shortly This completes response to PO&E 
questions $< data requests 6 util production in proceeding 
Six-city discovery process is in last stages 
AORAONA. J H. Spiegel 6 McDiarmid 79/02/27 2pp 


7903300577 Accepts proposed agendas, dtd 790206, for meetings of Std 
Problem Workshop 4, Working Group on Emergency Core Cooling 
In Water Reactors Provides comments indicating planned 
partlclpati on 

HARTlNiR E Division of Systems Safety 79/03/14 3pp 


7903300500 Forwards proposed agenda for Committee on Safety of Nuclear 
Installations scheduled at INEL on 790619-22 
PHILLIPS, L E. Analysis Branch 79/02/02 3pp 



7903aOOSBS Advlse» that IB QuUctln 79-03> ''Longitudinal Meld Defects 
in ASHE SA-3i3 Tgpe 304 Stainless Steel Pipe Spools 
Manufactured bg Voungstotun Melding b Engineering Co" uas 
sent to listed licensees on 79031S 

PAPPAS, H Region 3, Chicago, Office of the Director 79/03/13 

Spp 

TVOOODO&^S Foruards Draft t of proposed Revision 1 to Reg Guide 1 131, 
"Oua I i f lea 1 1 on Tests of Electric Cables !< Field Splices for 
Ught-Water-Cooled Nuclear Power Plants," value Impact 
asiessment b public comments Ouide u/draft nods encl 
ARLQTTO, 0 A Division of Engineering Standards 79/O3/0Q 9pp 


7903300997 Value impact assessment of proposed Revision 1 to Reg Oui< 
1 131, "Ouat if Ication Tests of Electric Cables b Field 
Splices for Llgh t-Water-Con led Nuclear Pouur Plants" w/1977 
public comments 

• Office of Standards Development 79/03/0B SSpp 


7903300399 Responds to NilC 7B10S0 request Provides reactor coolant 
pump Dverspeeds following postulated LOCA's for Bgs BO 
design 

SCHERER, A E Combustion Engineering. Inc LD-79-017 79/03/07 

4pp 
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AlEtTARUFr J f 

/‘/O'lOilOAOA 


AHEARMr. J r 

/VO'IOtlOlO') 


ftH:EAnHE; J F 

/TO0lr’04n/ 


ahhaamf., j r 

;TO3C'005V ' 


AfteARHF., J F 

7‘/o'K)n()/,oo 


AHEARHE. J F 

/'to ) 0 (IO(. 0 ‘/ 


amearne, j F 

/VO.I,)00'l‘/'> 


'ftEARKE, J r 

/vo:n4o,’oo 


'HEARIJE- J F 

/'t03t)H[)Ail4 


MltTARNE. .1 F 

no 1000 * 1 .’ 


«<EAntJF.. J r 

/'/f> 1000*4* 


^•<EAnHe. J F 

/■IfilOUO/.C; / 


^FkEARne.J F 

FRO l,'0054,' 


\HEAHJlC4>i |- 

noTr'ooyf't 


VHEARHE-J < 

/'/(>:), '.’0 1*'0 


vuearhe-j f 

/VO'I'IOo'.’fl'J 


^EDERTiU 0 

no n50,io'F 

80- 161 

'LUFHT.H «. 

7'/(),l )004'VI 

MIM 

^EBR mUT- 1) r 

/vu:)no4'7<'i 


lUBEN. H H 

/VO'llVO.’r’l 

•Ki ;'// 

lUVAH.H II 

/vorio.’ooiFi 


■n«*AUEfl. K 

/TO')t’*<i:to.'' 


•NI>EHBI)fl. J J 

f‘IO )160r’4') 

80-:'/ 8 

iNnEnDORiF 1 

/VO.MiOO,'J4 

80 10'/ 

■NDERSOFM’ 1 

/vo'nso.o'o 

BO ,10'/ 

.NDCFJCtlN.F’ 1 

/'/J )l'F0*!*Fi 

80 'lO'F 

JJDHfl&ON.P 1 

/7o:ui/(>'i,''j 

8f) - 107 

JMDEHWMI.U P 

/'FOJOiOAOO 


WJ>ErtbON-D 0 

/'/OJI'JOI^ ) 


NOERbON-D 0 

/'F0:hl/04/0 


rfOEHSON- II 0 

/70:U**00/4 


MDRAE^n FI 

/<FO'i.’Jori,io 


tIDHERII'n 1 

/‘F03050 n 1 

01) nr 

»DnERl< R 

700 ) 140 11 11 

80 nn 

NJ>nEM, C H 

7‘F0:t0'j{j «, 7 

80 11) 

NUMEM. C M 

/'Fo'tostntiti 

80 in 

Na. M P 

/'/o:t.’ootif>'/ 

no I67 

l«J. M P 

/'/o:i,’ooin» 

80 400 

4TF«IMy>A J 

/70 lOdOOOi) 

DO 11/ 

ICMITZEL. R F 

V'/o:)(i/oiio(F 

00 .'7 1 

tClitT2EL. R 

7r/0J07[)440 

oil 54 

tCMt^Zbl I M 

/'/o;to/oi n 

DO art) 

ICIIJ T2E«.i H 

VVO.ICFOlPf/ 

DO 1 14 

maTFIONO. W H 

7'?o;ia'FQOEi;F 


FMEtinN.K U 

7TOna*o;''jrt 

Oil -."/'> 

(IIENDFN.M (, 

7'F0,}070I 7'7 

DO 10 r' 

IHEll . 0 ( 

/'li> lOO'OJO* 

DO .m,' 

HlNtl.H U 

770.iii.’0'ia't 

so 217 

WECl . T 1. 

/'/O'ltl.'OOOl 


uacn.c i 

770J,'700yi 


EF.QON.U 1 

77(\ino:Fy7 

30 484 

Ei-SDNi H t 

/70.I1 40400 

DO .'84 

El.BnFb U 1 

/70;i 100471 

70 lo 

ER. J f 

770 iai0044 

70 t64 

CUa^R A 

770.i,'aon,) 

80 441 

EF?* n k 

770.) I00!lf,4 

no 4// 

Jt.EV.R J 

770;i[| 40110 

no .'4? 

in,o <3 

/70,H90,'fl4 

80 144 

[RD. sF n 

770iiaoao/ 

BO 161 

160EN.I 

770Jo/ooyy 


]80HN,I 

77011010081 


ISDEN.t 

77070 70061) 


EODENrL 

7701oyoti 17 


raiFEN- U 

770'l 030038 


IBOEII. U 

77o:ja:iooi2 


] BDEN. 1. 

7703210007 


AEfl.K fl 

7703000471 

on in 

'(ER'K R 

77i)3l30'iy7 

no 3i'i 

A C 

7703H004DJ 

00 - 1 u 

-C. 0 J 

770JK 10506 


MART, It 1 

7 7030601 6D 


AtEflT, « F 

7 903060;.' 87 


ITA.F U 

7703060178 

so :i»ii 

lO< 1. 

7703?,JO13b 

50-072 

tIrR A 

7703130073 


tr. R. A 

7703140646 


IKEH.J L 

7703170015 

90-10 

t 

79032204U3 

so 10 

KCTT.e M 

7703020144 

50-470 

rmiT. E W 

7903000083 

30-445 

NETT, E H 

7903140633 

50-445 

Me«. \ 

7703220170 


MTtOVSU. L H 

7703B70047 


RETT.P a 

7703130466 

SO 494 

THrC A 

7703030002 

no 350 

C A 

7703060704 

90 400 

euett-h T 

7703030032 


TUEW. h j 

7703060347 


CM* 8 

7703030342 

90-346 

enAN.w H 

7703140019 

90-272 


RIPORl tnlHObf! 

AOTHOR 

liVTII-I-0 

BATEHAN.H H 
RATES/ R M 

DATES, d L 

OATES, J U 

DATT, D L 

/70 1140689 

OAUER, E 0 
RAUNACK.W H 
BAUNACK.H R 
DAUNACK, M H 
BAXLET.S X 
BAVBUTTpP 

HAVRE , J P 

/'FO M304'/A 

dean.l j 

OEAN.R H 

BECHnoEFEn;, c 

BECHHOEFER;, C 

rechhoefer, c 
dechhoeffr, c 

DECKER 

BECKER 

BECKER 

DECKER 

DECKER 

DbCKER 

DECKER 

DECKER 

BECKMAN, D A 
DECKMAN, B A 
DEDEKER.D d 
DEEOE, H R 
DEELER, T 

DECOR, R D 
BEILMAN,T P 
OEILMAM.T P 
BEILMANiT P 

NURI O/tR-O'Wl 

DEILMAN.T P 
BEt-ANOERivF L 

/70 1060667 

DELAHOER.J L 
QELANOERiJ L 
BELANGER, d L 
DELIBLE.O 
DELIBLE.O 
DELK/B, R 

QELL.N 

NOHI 0/(’f1 -OSt’l 

DELL, N 

DELL.N 

DELL.N 

BELLMAN . T P 

4,’0-/tl 120 

DCNtlEn, M 

BENDED, M 
DENOER.M 

Cl,N lOJKUI-FJP 

BENDER. M 
DENOELBDDnF.H D 
DEflOER.H 0 
DESECKEDiK H 

Fimit,o/rR 03V1 

BESECKEDiK H 
IIF-TTENHOUBEFI, L 
DETTENMAUSEN, L 
DETTENHAUSEMiL 
BETTENMAUBEN, L 
BEVCtt, D A 
OIBCHOFP.C A 
BISHOP, T A 
BISHOP, T W 
BISHOP, T 0 

/7032V003 1 

BISBETT,P H 

put atno 

DISSETTiP H 
DLAKE, E L 

BLAKE, E L 

DLAKE, J d 

WUHFO/CR-On7B 

BLAKE. J d 

DLAKE, J d 
sLocir, J 

BLUE, S C, 

BLUM, S 

BODTKE.P d 
GONZDN, L L 
DQOK.H e 
aaoK, H. e 

BOOK.II E 

BOOK. II £ 

DOOK.H £ 

DOOK.H E 

DOOK.H E 

BOaKr H £ 

BOOK, H £ 

NUflf 0-0466 

DOOK.H £, 

MURbO/CR-0944 

DOOK.H £ 

/B-7 FP-1 

BORER. P d 

7703130073 

nOREB.R d 

DO/tES, R.d 

790 1140646 

DOPES, R d 

/70327CI04 7 

BODYBIAK.M 
SOSTHICK.W E. 
DOUKNIQHT.d A 
DDUKNIOHT.d A 
GOULET, J A 
PDUTUELL.R L 
DONERS, E 

NURE0/CR-O9S4 

DONERS, E 

BONERS, E 

BONERS, E S 
llONEnS, E S 

NURt;0/Cn-O046 V2 

BONERS, E B 

DONERS, E a 
BONERS, E 8 




REPORT NUMBER 

ACCESSION NO 

DOCKET NO 

7903300333 

50-443 


7703200414 

SO- 3 36 


7703200067 

7703300480 

70-143 

Nl/REO/CR-OaDP 

7903140607 

7703060461 

50-277 

LDFT-TR-S03 

79031J0549 

50-271 


7903210013 

50-31 1 


7703300007 

S0-3I J 


7903300274 

7903120495 

30-321 

NUriE0/CR-063a 

7903060421 

SO-206 


7903200328 

7903060667 

50-361 

7903060669 

7903160303 

50-398 


/9O3O0O4SO 

90-358 


7903220099 

50-387 


79032201 10 

50-307 


77Q3I 30320 

50-387 


77031 9032 1 

S0-3B7 


7903150322 

30-307 


7903150339 

50-307 


7703190349 

90-307 


7703190354 

50-367 


77&01303S6 

S0-3B7 


7703190375 

50-307 


7703070155 

90-334 


7903300327 

90-219 


7903030203 

7903230279 

50-133 

NUREC-04a3 

7903070319 

50-346 


7903070364 

50-319 


7903090290 

90-315 


7903050302 

30-319 


7903130364 

30-315 


7903290033 

SO-315 


7903020417 

30-373 


7903120074 

SO- 1 23 


7903120306 

50-106 


7903090401 

50-331 


7903130003 

50-390 


7903070037 

90-327 


7903160294 

70-0623 


7903140188 

50-344 


7903140331 

50-344 


7703160006 

50-344 


7903160010 

50-344 


7903190300 

90-319 


79030B0032 

7903200934 

7703200526 

7903200408 

50-358 


7903190433 

70-2044 


7903260365 

50-3B9 


7903220268 

50-124 


7903070069 

90-250 


7903300327 

90-219 


7903120024 

50-977 


7903020046 

50-271 


7903080096 

50-320 


7903160137 

50-295 


7903020139 

7903130106 

90-592 

NUREO/Cn-0691 

7903130462 

90-500 


79032)0025 

50-397 


7903320470 

70-33 


7903070296 

70-371 


7903140391 

90-332 


7903140322 

50-302 


79030701 99 

50-430 


7903130007 

90-309 


7903150202 

90-413 


7903050411 

70-2603 

KV-697 

790322024 i 

71-9090 

7903200303 

70-2623 


7903 1202 7 7 
7903070099 

50-259 

NUnE07Cfl-0401 

7903130490 

50-312 


7903190413 

70-984 


7903020259 

50-133 


7903060341 

90-928 


7903140475 

70-25 


7903120507 

50-361 

, 

7903140441 

70-1297 


7903190081 

50-279 


7903260082 

50-323 


7903260106 

50-206 


7903280103 

90-406 


7903140349 

50-290 


7903090392 

90-293 


7903120024 

90-277 


7903290194 

90-271 


7903200397 

7903260073 

50-346 

7903260079 

7903070190 

90-445 


7903210974 

7903220030 

50-449 

71-5999 

ORNL/EMO/TM-4 

79 03 0003 9 S 

90-29 


7903070002 

90-279 


7903060003 

90-279 


7903070006 

90-279 


7903000925 

90-275 

• 

7903140421 

50-275 


7903000264 

50-397 


7903210309 

90-3S2 


79032201 S6 

90-322 
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ACCESSION NB DOCKET NO 




BOVO, D C 

7903070317 

50-254 

BOVO.R S 

7903260340 

50-330 

OOYTEB.N C 

7903220320 

50-313 

DRAOFaRD.P A 

7903120407 


BRADFORD, P A 

7903050545 


BRADFORD, P A 

7903000610 


BRADFORD. P A 

7903080605 


BRADFORD. P A 

7903090237 


BRADFORD. P A 

7903000606 


BRADFORD, P A 

7903000105 


BRADFORD. P A 

7903000597 


BRADFORD. P A 

7903000600 


BRADFORD, P A 

7903080609 


BRADFORD, P A 

7903000595 


BRADFORD, P A 

7903140200 


BRADFORD, P A 

7903000604 


BRADFORD. P A 

7903000632 


DRADFORD, P A 

7903000646 


BRADFORD, P A 

7903000607 


BRADFORD. P A 

7903200508 


BRADFORD. P A 

7903200549 


BRADFORD, P A 

7903200542 


BRADFORD, P A 

7903200359 


BRADFORD.? A 

7903220350 


BRADFORD, P A 

79033002B5 


BRADLEY. D R 

7903300513 


BRADLEY. H D 

7903220173 

50-400 

BRAISDEN. L 

7903230003 


BRAMBLETT. R L 

7903020001 


BRICKLEV.R H 

7903210374 


ORICKLEV. R K 

7903140524 


BRICKLEY.R H 

7903260057 


BRICGS, L E 

7903270209 

50-219 

BRIGGS. L E 

7903010402 

50-5 

BRIGGS. L E 

7903130011 


BRIGGS. C E 

7903140033 

30-322 

BRIGHT, 0 0 

7903070002 

50-275 

BRIGHT. 0 0 

7903060008 

50-275 

BRIGHT, G □ 

7903070006 

50-275 

BRIGHT, 0 0 

7903000525 

50-275 

BRIGHT. G Q 

7703090536 

30-400 

BRIGHT, G □ 

7903000539 

30-400 

BRIGHT. 0 0 

7903090004 

50-400 

BRIGHT, C 0 

7903160252 

50-400 

BRITE, D H 

7903200067 


BROEHL.D J 

79032201 16 

50-344 

BROMAN, G J 

7903120140 


BROUN, M 5 

7903290029 

30-315 

BROWN, n B 

7903290036 

30-315 

BROUN. M S 

7903290030 

50-315 

BROUN, R A 

7903050176 

50-346 

BROUN. R A 

7703060475 

50-346 

BROUN. D H 

7903160152 

50-346 

BROUN, D H 

7903230162 

50-346 

BROUN, R A 

7903270551 

50-346 

BROUN. D H 

7903290124 

50-346 

BROWNLEE. V L 

7903200026 

30-200 

BROUN, C H 

7903280054 

30-130 

BROUN, R L 

7903070470 


BROUN, R L 

7903160130 


BROUN, R L 

7903260057 


BRUGGE. R 0 

7903090295 

50-245 

BRUGGE, B 0 

7903090301 

50-245 

BRUGGE, R 0 

7903230178 

50-324 

BRYANT, J C 

7903150017 

50-339 

BRYANT, J C 

7703270604 

50-395 

BRYAN, C L 

79030B0637 


BRYAN, R H 

7903210511 


BRYANT, J C 

7903280065 

50-566 

BRYANT, J C 

7903270207 

50-400 

BRYANT, J C 

7903190200 

50-309 

BRYANT, J C 

7903200069 

50-369 

BRYANT, J C 

7903060379 

50-430 

BRYANT. J C 

7903200229 

50-390 

BRYANT, J C 

7903130224 

SO-339 

BRYANT 0 C 

7903200475 

30-424 

} C 

7903220239 

30-395 

1 c 

7903140310 

50-327 

c 

7903140369 

50-369 

c 

7903200185 

50-400 

' 

7903130546 

50-498 


7903070254 

50-409 


7903060003 

30-344 


7903120323 

50-219 

E 

7903150090 

50-510 


7903190054 

70-2705 


7903200454 

70-2030 


79030/0322 

30-,280 

U 

7903010009 


U 

7903150002 


T 

7903000366 

50-369 


7903150356 

50-307 


7903140313 

50-301 


7903160147 

SO-266 


7903280354 

50-301 


7903290005 

30-266 

H,G 

7903150339 



7903300071 

50-549 


7903140323 

50-346 


7903050334 

30-3 

- 

7903260365 

50-:f89 

> 

7903000297 

50-549 

E 

7903130341 

7903120450 

7903160019 


7903020363 

50-206 


PEFOBT number 


NUREG/CR-0604 

HUnEG/CR-059l 


tJUfiEO/CR-0332 


NEDD-2416B 

NEDO~2416a-J 

NEDO-24179 


NUREO/CR-0476 


/9OJ0 10089 
790315000a 


WCAP B5B7 REV a 


NtlREC/CR-0394 

NUBEO/CH-0531 

N0Re0/CH~0531 


.VJTHOR 

ACCFSblON NO 

DticKCi un 

CANTER. H 1 

•’7U3120A6'' 

50’- l"39’" 

C«NTEP. H L 

7903190094 

SO -36 1 

CAMTRFXL.r 5 

7903130200 

50 333 

CANTRELL, r S 

79OJI30I92 

30- 200 

CANTRELL. F 3 

7703070469 

5M-340 

CANTRELL. F S 

79U32 70628 

50-369 

CANTRELL, F S 

79032000.'6 

30- 200 

CANTRELL, r S 

7903200031 

50-200 

CANTRELl . F S 

7903130159 

50 -340 

CAPALBO. B N 

79030903T3 

50-560 

CAPHTON<D L 

79030001 52 

50 209 

CAPHTON. D L 

7903000096 

50 320 

CAPHTDN. D L 

79030,0163 

50-31 1 

CAPHTON, D L 

/9C 309032 3 

50-311 

CAPHTON. D L 

7903210024 

50-271 

CAPHTON. D L 

7903200147 

50- J1 1 

CAPHTON. D L 

7903300507 

50-213 

C APHTOIl, D L 

7''03 300509 

50- ^’20 

CARBON, M W 

7903020140 

50-311 

CARBON. M U 

7 7 03200 526 


CARBON. M U 

7703200408 


CARBARO. U 

7703130515 

50-305 

CARDILE, F P 

7903060 loO 


CARLSON. G A 

7903070401 


CARLSON. D D 

7903200262 


CARLSON. J 0 

7903300 J4 9 

50 SV 

CARR.J D 

7903130439 


ChRR.T F 

79030/0000 

50 522 

CARRICK. J 

7903090259 

SO 294 

CARROLL. J T 

7903220212 

5.1 317 

CARROLL. V T 

7903050400 

30 :.17 

CARROLL. J T 

7903090102 

50 317 

CARROLL. J T 

7903090262 

50-310 

CARROLL. J T 

/90J290101 

50- 310 

CARTURIOHT, H R 

7903070303 

SO 3 JO 

CARTWRIGHT, W R 

7903050103 

50-330 

CARTWRIGHT. U R 

7903050206 

3u :)J0 

CARTWRIGHT, W R 

7903060244 

50 330 

CARTWRIGHT. W R 

7903130310 

DO 330 

CARTWRIGHT. U H 

7903140400 

50 330 

CARTWflIOHT.W R 

7903140407 

50- 330 

CARTWRIGHT, W H 

7903 1404 14 

50 330 

CARTWRIGHT, U R 

7903140410 

SO 3JD 

CARTWRIGHT, W R 

7903140422 

50-330 

CARTURIOHT. W R 

790J230141 

50-:no 

CARTWRIGHT. W R 

7903270377 

30 330 

CARTWRIGHT.W R 

7903270304 

50-330 

CARTWRIGHT. W R 

7903270591 


CARTWRIGHT, W R 

7903300370 

30 330 

CARTWRIGHT.W R 

7903300372 

30-330 

CARTWRIGHT. W H 

7903070303 

30-330 

CASEY. S B 

7903130362 

30-361 

CAGTLETON.R N 

7903120450 


CASTLETON.n N 

7903160019 


CAYOT.R r 

7903050367 

50 • I J 1 

CAYQT.n F 

7903050366 

50-133 

CERDONE, R J 

7903140659 


CERNE. A C 

7903140009 

30- 3 1 1 

CHADWELL.H M 

7903130368 

50 315 

CHADWELL.H M 

7903190293 

30 -313 


CHAMBERS. M 
CHAN. J 
CHANANIA. F D 
CHANDRASFKARAN 
CHANDLER. L J 
CHAPMAN, n C 
CHAPMAN, L D 
CHAPMAN, L D 
CHAUDHARY, S K 
CHEN. J C 
CHEN.L C 
CHENO. S C 
CHF9K0, R C 
CHESKO.R C 
CHESTER, R 0 
CHESTER, R 0 
CHILDS. W V 
CHILDS. W V 
CmLBB, U V r 
CHILDS. H V 
CHILK.S J 
CHILK.S j 
CHILK.S J 
CHILK.S J 
CHILK.S J 
CHILK.S J 
CHILK.S J 
CHILK.S J 
CHILK.S J 
CHILK.S J 
CHILK.S J 
CHILK.S J 
CHILK.S J 
CHILK.S J 
CHILK.S J 
CHILK.S J 
CHILK.S J 
CHHK.S -J 
CHILK.S J 
CHILK.S J 
CHIPLEY, K K 
CHIPLEY, K K 
CHIPMAN, 0 L 
CHOPRA, A 
CHOPRA, A 
CHQULES, N C 


7903330354 

79032/0493 

7903390049 

7903070301 

7903a 1 0394 

7903120579 

7703I30.-04 

79030A05/9 

7903000103 

7903120446 

79031300/3 

7903070032 

7903090102 

7903270479 

7903070195 

/9032001 14 

7903060107 

7903060242 

7903200436 

7903290032 

7903080618 

7903020105 

7903010005 

7903050.122 

7903020420 

7903060614 

7903070139 

7903 1901 4B 

7703090212 

7903190103 

79030901 19 

7903000332 

7903160090 

7903140390 

7903140610 

7903160293 

7703220300 

7903260154 

7903260174 

7903220303 

7903220030 

7903300505 

79030B0303 

7903270005 

7903270132 

7903140603 


50 237 
50 395 
50-200 
SO -.14 9 


SO 346 
50-346 


50 333 
30 333 
SO -333 
50-J33 


50-596 
70-2623 
70 -2623 


50 -280 
50-280 
50-409 
30-329 


30 354 
50-485 
50-320 
30-280 
SO 405 
50-522 
50 354 
71 -5399 
n -5907 
33-9 17 


RLPORT NUMBER 


NI1RC0-O467J 
flURI u7CR 0360 
NUI(l‘07Cn'0339 

NH)0-24057-1 


HUHF07Cn-053l 
MURL0/(H-0531 
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7IEMANM. 0 1 

7903050436 

5)0- 1 


WHITESBLI.D E 

7903060277 



Z1I-.MANH. ]> 1 

79030504 '37 

So- 1 55 


WHITEBELL.D E 

7903210326 



7IEMANN l» 1 

7905010034 

5i'-255 


WHITESELL, D E 

7903200166 



Z I EM ANN, 0 1 

79930 10'''59 

Su-,. 


WHITMAN, 0 D 

7903210M1 


NOnEO/CR-0476 

ZIEMANN. D 1 

7903) 4o 1 99 

50-244 


WHITTEMORE. F C 

/903;'20397 

30-322 


ZIEMANN, U 1 

7903140305 



WHITT, K 

7903070392 

50-255 


ZIEMANN. D 1 

79031 40439 

50-24-' 


WHITT, K 

7903140468 

30-254 


ZIEMANN I) L 

7903200(05 

5.J-244 


WIGGINS. E 

7903120091 



ZIEMANN. D 1 

7903SOOEa4 

SU-241 


WIOOINS, E V 

7903010001 



ZIEMANN. D L 

7903190030 

30-24" 
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AC,C.ES5iriN NO 

UOl htl NO 

REPORT NUMDEII 

AJTHQR 

ACCLSfilON NO 

DOCKET NO REPOfiT NUMDER 

Z 1 EMANN . [> L 

/9031‘?On5S 

SO-295 


2 II-MANN. t) 1. 

7903220125 

50-e.*13 

ZIEMANN. D L 

790:0 900 ill 

50-29 


ZIEHANN. D L 

7903220127 

50-213 

ZIEMANN. 0 L 

/903 190069 

50-29 


r 1 EHANM. 0 L 

7903260022 

50-237 

ZIEMANN. U L 

79o:)r'’i03Da 

50-237 


ZIEMANN.E) 1 

790 3 26004 2 

50-213 

Z I EM ANN, n U 

79000 lu^99 

50-153 


2 1 CMANN, D L 

7903260226 

50-10 

ZIEMAHN, D L 

/903?lO96,Z 

50-155 


ZILMANN.D 1 

790323031a 

50-213 

ZIEMAHN, D t 

7903210073 

50-23? 


ZlHMFRtiftN, R P 

V903H0025 

50-317 

ZIEHANN.n t. 

/903210t)79 

50-237 


ZIMMERMAN. B P 

790 J 39020 a 

50-220 

Z I PM ANN, D L 

79032 10002 

50-2J7 


Zt.iFFl.T, E 

79031302^7 

50-333 
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Anthropologtj Resource Center 

7903090103 



7903066467 


S^Fufra* Audubon Society 

7903050194 

50-546 

Drown fc Root Cot p (subs of Halliburton 

7903260065 


Against Nuclear Dangers 

7903060337 

50-387 

Corp ) 




7903090045 

50-3B7 

Centennial Systems- Inc 

7903120220 


Citltcns Aseoelgtlon for Sound Energy 

7903520475 

50-445 

C F Braun t> Co 

7903290169 

50-53£ 


79030607 17 

50-445 


7903290165 

50-532 

Cdnenton Civic Association 

7903300136 

50-549 

Chen fe Associates Inc 

7902270140 

40-2249 

Chesai^eake Energy Alliance 

7903200339 

50-280 

Creare! Int 

7903120007 


Center Energy fiesearch 

7903220001 

50-133 


7903200154 


Carolina Environmental Study Group 

7903030437 

SO-369 


7903150155 



7903090539 

50-369 

Dames 6 Hoore 

7903210074 

40-3453 

Cltiiene for Fair Utility Regulation 

7903300102 

go-445 


7903210067 

40-3453 

Cit lien's Energy Forum 

7903300570 

50-339 

D'AppoIonia Consutt'irig Engineers! Inc 

790 J 2302 15 

40-1162 

Cbureh of Jesus Christ of Latter Day 

7903090033 

40-86B1 

Dunegan/Endevc o 

7903140609 


Sa ints 



Ehasco Services! Inc (subs of Enserch 

7903060700 


C-intar for Lau in the Public Interest 

7903090035 

50-275 

Corp } 




7903090156 

50-375 

EO 6 0! Inc 

7903140607 


Coalition for Nuclear Pouer Plant 

7903090015 

50-272 


790316031 1 


Postp onament 




7903160308 


Coalition for Safo Power 

7903150367 

50-344 


7903020117 



7903140168 

50-344 


7903260075 



7903310301 

50-344 

Factory MiJtual Research Corp 

7903190062 

71-270 

DeKaib Aro« Alliance for Responsible 

7903090DS0 

SO-454 

Ollbert Associates. Inc 

7903150290 

50-595 

Energy 



General Rbiearch Corp of Plow 

7903070308 



7903090021 

50-454 

Generali Inc 1 



Doc-'Search Associates 

7903 200 SSS 


Oibbs tc Hilli Inc <%ut6 of Dravo Corp ) 

7903270378 


Envlrerunental Coalition on Nuclear Power 

7903290260 



7903270376 



7903070179 



7903190225 

50-584 

Envlrenmentallsta, Inc 

790 30900 IB 

70-1729 


7903210365 


Forelaus on Board 

7903300076 

50-522 


7903190215 

50-584 

Friends of the Earth 

7903300074 



7903270371 


Uatas Energy Alliance 

7903300003 

S0-25S 

Kamds Engineers! Inc 

790321037D 

50-482 

Kudtir Alliance 

790314064S 

50-400 


7903210570 

50-482 

Vateshore Citixens for Safe Energy 

79031 3051 5 

50-305 

Hard t ng-Lawsoii Associates 

7903020403 



7903130517 

50-305 

Haielton Environmental Sciences Corp 

7903260230 

50-282 


7903060411 

50-305 

Inititipto for Resource MaiiAgementf Inc 

7903050SB5 

70-2346 

Leh lgn**Pbcono Committee of Concern 

7903070010 

50-387 


7903060164 

50-565 

League of Momen Voters of Rockfordi IL 

7903090160 

50-454 

Kaman Sciences Corp 

7903200149 



79031S0430 

50-454 

Management Research Associates 

7903300181 



7903090037 

50-454 

Harsh 6 NcLennan. Inc 

7903080240 

30-70 


7903090150 

50-454 


7903080193 

50-70 

North Anna Envirbnmental Coalition 

79030B0S24 

50-200 


7903070271 

50-509 


7903200327 

50-280 


7903070273 

50-535 

National Italian Aiserlean Foundation 

7903090176 



7903190333 

50-335 

National L^iwyers Ouild« Houston Chapter 

7903190011 

80-466 


79031 S 0348 

50-53 S 


7903190005 

50-466 


7903270294 

50-535 

Northern Thunder 

79031 S03B4 

50-484 


7903390123 

50-535 

Natural Resources Defense Council 

7903060237 

50-237 


7903270364 

50-346 


7903060600 

70-2623 


7903270370 

50-302 


7903020202 

70-2623 

National Testing Laboratories! Inc 

7903150267 

71-9033 


7903050230 

50-437 

Nuclear Eiiaineering Co ■ Inc <s«Jbs of 

790 3300531 

27-39 


7903060133 


Teledynei Inc > 




7903220065 

50-437 


7903070536 

71-9124 


7903220068 

50-437 


7903300643 

27-39 


7903220071 

50-437 

NucleDyne Enginreilng Corp 

7903300052 



7903300032 


Nunni Snyder 6 Associates 

7903000183 



7903050257 

50-437 

Kucleer Engineering Co 

7903230169 



7903020396 

50-237 

NVS Corp 

7903300403 

50-155 


7903050257 

50-437 

ttffshora Power Systems <subs of 

7903280364 

50-43 V 


7903020390 

50-237 

Westlnghouee Electric Corp 1 



' 

7903050213 

50-275 


7903280366 

50-437 


7903190140 



7903020404 



7903290041 


Ranchers Espl oration h Development Corp 

7903160315 



7903050213 

50-275 

Ridlhalgh. Eggers A Associates 

7903190086 

71-271 


7903130275 

50-592 


7903090096 

71-6639 


7903010255 



7903190079 

71-271 


7903300028 


Rocky Mountain Energy Co 

7903270181 

40-8721 


7903260239 



7903270174 

40-8721 

Public Interest Research Oroup 

7903220051 

30-133 


7903140401 

40-0697 


7903120166 



7903220049 

40-8452 


7903120160 


SAHCli 6tan A Huber Consultants* Jnc 

7903280136 


Public Interest Research Oroug in 

7 9030 BO 135 


Science Applications! Inc 

7903220062 


Hlchtgan 




7903130032 

40-8698 

Potomac Alliance 

7903060412 

50-330 

Sargent 6 Lundyi Inc 

7903130528 


Palo Verde Nuclear Intervenors 

7903090377 

50-393 


7903200112 


Safe Haven 

7903060411 

50-305 

Sacton Nuclear Eif ei tmentnl Carp 

7903120326 

50-146 

Sierra Club 

7903300576 



7903180291 

50-146 

Safe Energy Alliance 

79030504 1 1 

70-2623 

Stone 6 Uebsteri Inc 

7903230166 

50-322 


7903160294 

70-2623 

Tatsch Associates 

7903300261 


Sunbelt All lancet Oklahoma City 

7903160198 

50-556 

United Engineers h Construe toi s. Inc 

7903200359 



7903090101 

50-536 

(subs of Raytheon! Co ) 



Tri-CIty Ecology Center 

7903090026 

50-70 

Wasatch Financial Corp 

7903090091 

40-8601 

Truth in Power 

7903200551 

50-338 


7903090184 

40-8601 


7903220506 

50-338 

Youngstown Heldingrii Engi iiaering Co 

7903060004 


Texas Public Interest Research ©roup 

7903260100 

50-466 


7903220201 



7903220308 

50-466 





7903050443 






7903260006 

SO-455 

Educational Institutions 




7900260375 





Union of Concerned Scientists 

7903300032 


Amherst Colleys 

7903050525 

70-102 




Brigham Young Unlv 

790307027/ 

50-262 





7903070280 

50-263 

Eng in»tr ing l</or Construction t</or Confultins 


Eastern Utahi College of 

7903140640 

40-8681 




California Institute of tochnoloyy 

7903140561 

50-322 

ace Federal Reporters! Inc 

7903300534 

50-556 

Clark Untv i Worcester. Mass 

790305DS66 

30-76V 

Bechtel Power Corp (subs of Bechtel 

7903220361 

50-354 

California Polytseh State Viitv 

7903080281 

80-394 

Corp. > 




7903080277 

50-394 

Btael U Veatch 

7903060471 


Ceoryia Institute of Technology 

7903220219 

50-160 
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ACCESSION NO DOCKET NO 


c^o u c A 1 1 1' (I ti I In:!.. 

KfltvariJ Unj\ 
LutKer ColleQS' i 
L « h I 3 Fi Un I • 


(. 'Cuiel Un I V ' L />JL ! 1 M. t 
Mat '•h»i 1 1 Irwri c-r'T C<>!!C4f- I»>< 1 p* 
Heoiph 19 S* a f e Jn i 

Me I ICC ACaoCfn'j ‘-cii 'Si j. rnul Mh 'J> 
I1ic)il3<li< ?tatE 

llu seat ii ii'-e *• t lisutuv- f 
North -Cdtclina ahcilip ' i 


Ohio 'Sla*'e 'Jnj 
Peiiiis»j I •ati 1 fl £ 


Purdut L'h I . 

Rrns 9 eiatT Pc I pj t-t 1 1 . n i c In*l 


Salt Juan Center 
Stan ford Moiu 
Nbiii Y>rk. jtit*- 
'531 acuse Uni • 
TuEtejrc Inst 
CalifoTriidi I In I' 
Calif oM) IS- Vn 1 

lolcrado. Uns\ 
Ileus toni Urii'/ 


Hi gi ei < tl 'j< a 1 1 cj’ 


Oil 1 1 p > H I j rr «■ 
,i 1 It-gr r.f I 1111 


tf Ucrkeleij 

( f 1 I V 1 IM 


or lieri.tt 


-balls!- 1 b dwp a 1 gn 


I dat 0 Uni/ c !• 

I 1 1 Inal s> Uni / hr 
I oijia 1 ijri 1 V nr 
Maryland! Un w af 

Michigan! nniv or 

Missouri. Un 1 ' j* 


New Her I c 3 . U 1 t t 
Ot ta ua r Uni.' . » 

Rocheslei ticiv r Mi'dicnl iciibir 
Vii g I nl a. Urn i v ■•r 


Utah. Untv of 
Wa •■tu ng tc* i Un i ■ 
Mil consul. Urilv 


Had 1 st'i 


Vnginja Polg I pl ni.i lirsf i lute I Slrtlf 
Un 1 V 

WuTC eslei Pc 1 y ttv ■•in ' Ii.sr 
tale Uni. 


Poreign Ga> ei nmerit t Aqiiiiiei 


Ora III 

Eui ppc/in Commuii I ti t 9 C (.rimi ss icn of 


Geinai.gi Keilrral hepublic of 
.Idp a n 


fipai n 

United Kingflc" 


Irgal/uaui Firm . 1 nn’ aiii. n wanrpantes 


At ill! Gump Ha.ic.r ’ Paid 
Baker •' antis 


Bancroft. H H 
Blum l< 2 h p ! I e g 
Butler. Dinicn. Rit« 


Butiel J- Kasi 

uhl t lier I lig ! i>i ejurg 


79030 ^ 0 s’'i 3 


Covington 1 Our ling 

/ 9 u 302"469 

70-559 

/ 9 O 3 O 201117 


Cherry. Myron M 

/■JOJ 060156 

"903120446 

50-217 

ronner Moore •' Corber 

790330 C). 104 > 

50 - 22.1 


/ 9030606 H 

70- 1 004 


7903210338 

50-530 


/ 9 O 33 (t 0 JU 4 

50-530 


/903300168 

50-596 


7903090259 

50-294 


/ 9 O 3 P 1 OO 50 

7903120446 

50-294 


7903200453 

50-111 

Conorcr It Associates. Inc Insurance 

7903010273 

50-297 

7903200449 

790 JU 7 U 266 

50-111 

Dalton, A T 

/ 9030 e 067 / 
79032 o 01 14 

40-868 1 

DeOraff. Foy, Conway 7 Holt-Harris 

7903070510 

1903080573 

7903010014 


Debevoise *. l.iebeiman 

77031600/4 

7903020091 

70-152 


7903200189 

70-920 


7903210040 

50-225 


7903090089 

/ 9033001 CIO 

7 90330055 ’’ 
79032)0373 

40-0601 


' 9032 R 0309 

50-406 

Ellis. L J 

/ 903 i;i 0365 

50-224 

tcterti Seaman*. Chei in l< Mellott 

/ 903270389 

30-326 


/ 9 O 327 O 30 B 

50 - 32 ei 


7903300540 

/ 9 O 3 a 7 OO 0 e 


Fried. Frank, Huriis. Shrlver ♦tKampelman 

79032/0085 
.’903270132 
T 90227001 1 


Fleischakcr. D 5 

7903290114 

50-151 


/ 9031 b 0101 

50-348 


7903230214 


Oarry. Dreyfus. HcTernan. Di otsky, 

7903150086 


Herndon St Pesonen. Int 

7903050252 

50-2 

Oreeni Feldman. Hall t< tloodard 

7903070072 

7903300536 


Hunton !< Mill lams 

7903010279 

50-186 

Iihami Lincoln & Beale 

7903290013 

7903300560 

50-186 


7901210031 

7903070052 

50-252 


/903 120582 

71-9070 


7903150337 

7903100515 

30-62 


790 J 260 IB 2 
/ 903120 S 79 
7903)2047 5 
7903070532 

30-72 


7903)30423 

SO - 124 


’903130310 

7903260391 

50-135 



Cvok t. Knapp 


79030/0189 
7903090136 
7903060679 
7903090132 
7903050474 
7903060243 
7903360180 
79033601 83 
7903360195 
79033601 90 
7903360169 
7903360167 
79030 B 0649 
79033303 54 


790 1070272 
7903030144 
7903000055 
7903140633 
7903330057 
7903300135 
7903300323 
7903130522 
7903140601 
7903140642 
790330007 I 
7903300362 
•' C 31 50362 


50-445 

30-498 

30-445 

50-445 

50-498 

70-2623 

30-498 

50-498 

50-498 

50-549 

50-549 

50-361 


Jahnsnn (i Higgins Insurance 
JTN Insuranta 
Kasik. L S 
I eedr Rog er H 

I eBoeufi Lamb. Leiby it HacRae 


Lowens te i n. Neuiiraiij llrl Sr Aieli ad (< Toll 


HcOrathr E J 


HcCutchan. Doyle. Broun it bmersen 
HcGlnnlSt Lochridge t< Kilgore 
Hattheust Noulini Hacfarlane it Darrett 
Northeutt Ely 

Nuclear Fnergy (lability Insurance 
Assoc la t Ion 


7903050254 
7903230025 
7903360014 
7903210356 
7903210262 
7903200145 
7903220026 
7903080581 
7903200143 
7903190031 
7903190026 
7903060325 
7903200143 
7903160011 
7903210179 
7903260025 
7903260013 
7903220469 
7903220464 
7903150350 
7903140500 
7903 1501 78 
7903230140 
7903200277 
7903200207 
7903070207 
7903050192 
7903050340 
7903230120 
7903050433 
7903000004 
7903060040 
7903290118 
7903290117 
7903300256 
7903300091 
7903090033 
7903090156 
7903070440 
7903070446 
79 O 3 OS 0 SB 7 
7903090382 

7903070408 
7903220397 
7903220394 
7903220403 
7903260090 
7903200269 
7903220143 
7903260349 
7903140642 
7903260362 
7903120069 
7903200097 
7903300546 
7903080201 
7903150328 
7903000579 
7903120069 
7903210064 
7903120069 
79030 503 52 
7903080201 
7903150328 
79030 G 0579 
7903160290 
7903200097 
7903300546 
7903140366 
7903090386 
7903300095 
7903070563 
7903200053 
7903060136 
7903020332 
7903050359 
7903080250 
7903070370 
7903070154 
7903070150 
7903210319 
/903210874 
;903220317 
7903300542 
7903200478 
7903150260 
7903230131 
7903090183 
7903260045 
7903210065 
7903220500 
7903290003 
7903300078 
7903060259 
7903090094 
/903050372 


50-361 

50-309 

30-329 

30-272 

30-272 

27-39 

30-395 

50-330 

27-39 

50-272 

50-272 

50-395 

27-39 

50-334 

30-334 

50-556 

30-356 

30-349 

30-349 

50-443 

30-397 

30-445 

30-445 

30-445 

50-445 

50-445 

50-445 


30-510 

30-437 

50-437 

50-437 


50-275 

30-275 

30-275 

50-275 

50-275 

50-133 

50-556 

50-322 

50-322 

50-445 

50-445 

50-445 

50-443 

50-490 

50-490 

50-395 

50-295 

50-329 

50-329 

50 - 5 S 6 

50-556 

50-556 

50-295 

30-556 

30-295 

30-490 

30-336 

30-336 

30-556 

30-329 

50-329 

30-329 

30-330 

40-0681 

30-338 

30-322 

30-322 

50-462 

30-220 

50-341 

30-220 

80-466 

30-443 

30-466 

50-443 

30-498 

30-250 

50-498 

50-331 


50-445 

50-490 

50-445 

50-200 



AUTHOn affiliaticn 


(.■til/Lau Firnt/Ins urance Companies 


Ntt<anp HouieJli Smiihi Lee & Muldrou 
Ntpgn ^ Aass 

Nirdorte. Turo U Naccarato 

d'Neilp Bacluti Spielman 
Patten. Boggs b Qlosi 

Parktnsi Coie. Stone. Olsen b Uilliams 


PftFPtrtorn Zt Cooley. P A 

Pylt. f) B 

Pfllly. Like & Schneider 
Papet i< Cray 

Prilly. Like & Schneider 


Tltfldon. Hector !< Davis 
SSeldon. Harflion & Rolsman 


Spiegel ic KcOiarnid 


Sneil t, Hilner 

Shaw. Plttmant Potts. 4< Trowbridge 


Slmmgndf. Mfnslow. Uillis b Abbott 


Neat Teiat Lc gal Services 
MeTiham. Forsythe Sampele 

Wlurton. R J 


Local ^Dvernmen b/Agenci es 


Alameda County. CA 
Austin. TX 

aianding. UT 

Hagkinton. RI 

Laver Allouays Creek. NJ 

Mantgeaitry County. NC 

Hantlcello. UT 

Putnao County. IL 
St Louis. MO 

SutPott County. NY 


Ktdical Ins t i tut 1 ons/Lab B 


Coaanrnlty Memorial Hotp MI/MF 

Fnglauood Hosp Association 

Faatly Hasp WI/MI 

Freenan Hosp 

Crant Hasp 

Hatpital Pavla 

UlfPerson Mamorial Hosp 

Plllvaukae Children's Hosp tdl/HI 

Mithodist Hosp IN/IN 

Narwalk Hasp 

New York Unlv. Hedlcal Center 
Decs Clinic. Inc HE. Indiana 
St Elliabeth IL/CH 
St Joseph Hosp MO/Kl 
St Anthony Hosp IH/MC 
Vat Admin Hosp CA/5F 


CORPORATE SOURCE INDEX 


ACCESSION NO 

DOCKET NO 

AUTHOfi AFFILIATION 

ACCLSSION 

NO OOCHFT NO 



Mfl nuf ac tvrer«/Eqw ipne n 1 SuppJjes 



790B0503B1 

50-445 

Aldrich Chemicc^l Ca * Inc of* 

7903080593 


7903150390 

50-344 

Si gms-Aldr Ich Ca.~p ' 



7903l90aia 

50-5613 


7903080659 


7903190461 

50-568 


•’903290343 


7903220313 

30-443 


■’903080635 


7903070140 



79032706? 4 


7903070144 


Allied Chemical Corp 

79032701 19 

40-339? 

79031 50181 

50-522 


79032701 17 

40-339 } 

7903160123 

50-522 

Anerace Corp 

7903210140 


7903150389 

30-522 

Amoco Oil Co IsvI.s of Standard Dll Co 

7903020384 

40-B’?U 

7903270641 

50-522 

d f ] nd } aaa ) 



79032 1 025 1 

50-522 

Ametek. Inc 

790J020D93 


7903150387 

50-522 


7903020286 


7903260346 

30-488 

Anaronda Co (sots of At lent Ic-Ri thf i e 1 d 7903200581 


7903080084 

50-518 

Co I 



790305024^ 

50-322 

ATCOR 

7903220870 


7903J 40183 

50-471 

Automation Industiies Inc 

79030B0046 

71-264 

79030701 1 i 



7903080037 

71 264 

7903220510 

30-516 

Boring Co 

7903070324 

40-7703 

7903270272 

30-516 


7903190443 

40- •'■'03 

7903090364 

30-389 


7903 190424 

40-7703 

7903260329 


Doldinn C9rp 

79030 7 0021 


7903260332 


Dorg-Harticr Corp 

7903060264 


7903260327 


Drush-We Unan, In. 

790301 021 S 

40-0722 

79031 50397 



7903010285 

40-8723 

79031 30S77 

50-445 

DabcocV 4 UilcDt Cfs 

7903130124 

50-99 

7903140625 

30-498 


7903290135 


7903150377 

30-389 


7903290205 


79032601 S7 



7903130415 


7903280076 

50-498 


7903060716 

70-1301 

790329011 1 

50-445 


’903260046 

70-135 

7903050156 

50-498 


790313011 1 

70-27 

7903300367 



7903210165 


7903050156 

50-498 


7903210158 


7903140663 



7903060666 

70-824 

7903220141 

50-3B9 


7903050020 

70-27 

7903220139 

50-592 


7903270279 

70-27 

7903070147 

50-400 


7903300066 

71-6357 

7903140351 

50-382 


7903010484 

71-6400 

7903140322 

50-382 


7903150415 

70-824 

7903090083 

50-580 


7903300573 

71-6400 

7903230143 

50-400 


7903200325 

70-27 

7903300388 

50-580 


7903210073 

70-1201 

7903220351 

50-483 


7903260107 

70-27 

7903300588 

50-580 


7903130412 

50-99 

7903060545 

50-47 1 


7903290204 


7903190292 

50-471 


7903290182 


7903060545 

50-471 


7903220129 


7903300086 

50-445 


7 903070298 


7903230280 

50-445 


7903070Ut, 


7903200470 

50-498 


7903260399 


79030901 BO 

50-361 

Babcoclr 6 Vlllcoi Co . Nuclear Material 

7902270379 




Div 






7903270424 

70-1201 



Qoiy-Harner Carp . Byron Jackson Punp 

7903070077 




Dlv 



7903090149 

50-70 


7903080664 


7903090090 

50-445 


7903080628 


7903140554 



79030QQ631 


7903090394 

40-0681 


7903030640 


7903090333 

50-568 


7903210164 


7903230108 

50-272 


7903300558 


7903230109 

50-272 


7903300365 


7903150112 

S0-4BS 


7903300325 


7903150110 

50-4BG 


7903300331 


7903090421 

40-868 1 


7903300362 


7903090322 

40-068 1 

Combustion Gnglneei toy. Inc 

7903080338 

50-317 

7903140S99 

50-305 


7903260196 

70-36 

7903160151 

40-0033 


7903120034 

70-1100 

7903230106 

40-8035 


7903200111 


7903130072 

50-516 


7903220192 


7903140424 

50-322 


79032201 05 


7903140429 

50-322 


7903260193 

70-36 

7903210318 

50-322 


7903290151 

70-1 100 




79O3S7O640 

70-36 




79030B01 18 





7903300561 





7903210186 


7903130189 



7903270520 


79031301SS 



7903230060 


7903140007 



7903300595 


7903130160 



79030S0469 


7903260381 


Caran Pracisioti Engmeriing t. Manufactur 

7903120290 


7903060575 

70-1349 

Ing Corp 



7903140003 



7903120296 


7903130187 


Chem-Nuclaar Bysteras Ini 

7903190410 


7903280138 



7903190406 


7903200048 

70-1717 


79032000S1 

71-5005 

7903290048 



7903200087 

71-6601 

7903230107 



7903200091 

7 1 -6375 

7903140004 



7903220484 

71-6244 

7903140661 



7903140647 

27-47 

7903140002 



7903140021 

27-47 

7903070551 



7903210531 

27-47 
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mUTHOR AhFlLlATIO.J 


CORPORATE SOURCE INDEX 

ACCES&ICIN NO DOCKET NO AUTHOR AFFILIATION ACCESSION NO 


Hnnufaf tul *■! s/Eq" * C-uprliec 


Colt Iiiijgstriet Idi. 
.oiAtomiC/ Ini 


79031 3014>3 
7903130551 
79030i05B7 
7903060505 


' ordis Co' p 7903060J66 

7903060351 

7903050394 

LClliPr t 1 ada C > IiiP 7903210340 

7903210338 

Corning gists ZlitOn Pi Oducts 0) 7903270D27 

7903140644 
7903140655 
7903260179 
79031 50103 
7903260397 
7903060206 
7903090317 
7903090321 
7903080654 
7903200303 
7903150013 
7903200108 
7903210420 
7903270192 

Etdsn Eltitrsnic ItistiufU'ent lo Ltd 79031501OS 

Enginon t 0 Fstiiicatpr* Ct (subs of Thd 7903210177 
Nai'lrg Co I 

Eneigg Pioducts (Sioup 7903070347 

7903070360 

7903070352 

7903070344 

Elion Nucldar Co . Inc isuLs of Exion 7903130362 
Corp ) 

7903080659 

7903060664 

7903220033 

7903270103 

7903270140 

7903230203 

7903180169 

7903080637 

7903200332 

7903080599 

790327009B 

7903060546 

7903220091 

7903140556 

7903270145 

7903020020 

7903220020 

7903080200 

7903070494 

Eielco 0-evels. In* V903I50132 


Crane Co 

Lotler Ui an i uip Ni I i 
Doui Cheniical Cl< 

Or el PeCi c 1 eum pi}< p 
Eberline I nstr u.itenl 'uip 
Ed leu Internatirnnl Lo 


Eneigg fuels Niicleiir> Inc 


Eoon Minerals Cq USA 7903I403SI 

Federal Americiri Partnei s 7903800302 

7903200505 

7903820409 

7903800499 

Fischer P Parle r lo 7903300287 

7903300197 

7903300170 

future Coating*" IiU • Jarboe Ertterpnses 7903220035 
Olv 

Ceneral Atomic Co (subs of Sulf Oi) 7903060701 
Corp 1 

7903050444 

7903060610 

7903080686 

7903140236 

7903060699 

7903060604 

7903080685 

7903010017 

7903150406 

7903020287 

7903230244 

7903020331 

Gaul in Carp 7903810109 

7903810090 

General Electric Cc 7903140113 

7903010310 

7703060332 

7903060340 

7903200007 

7903270254 

7903300548 

7903270248 

7903090107 

7903080222 

7703150310 

7903210003 

7703240234 

7903080225 

7703070261 

7703280288 

7903300053 

General Dgiiamics tprf 7903890079 

General Electric .6 iNpulear Energg 7703300568 

Products Dlv 

7903010310 

7903130051 

7703070387 


70-1342 

70-1342 


40-8665 

71-272 

40-8692 

SO-25 


40-8681 

40-8681 

40-8681 

40-8681 

40-8675 


50-153 


70-2219 


70-2219 

70- 1257 
40-8064 

71- 3 


40-8064 

40-4492 

40-4492 

40-4492 

40-4492 


40-8035 


71-6346 

50-89 

50-89 

50-163 


70-2693 

50-219 

50-70 

50-70 


70-1530 

70-1113 

50-445 

70-1300 

70-1151 

50-322 


70-1300 

50-219 

70-1308 


7903090295 

7903130439 
7903070366 
7903130040 
7903130054 
7903270403 
7903200203 
7903090301 
7903220309 
7903260256 
7903210037 
7903010004 
7903060673 
79030504 59 
7903030461 
7903000129 
7903090310 
7903090313 
7903200506 
7903080479 
7903190040 
7903050490 
7903130234 
7903200136 
7903290106 
7903060698 
7903130040 
7903200186 
7903300566 
7903260067 
7903270013 
7903190097 
7903290146 
7903290172 
7903300383 
7903010295 
7903070336 
7903140478 
7903160213 
7903060327 
7903090143 
7903190210 
7903300388 
7903260247 
7703300337 
7902200049 
7903140249 
7903190254 
7903270276 


Globe Shipping Co > Inc 
General Motors Corp 
Gouldf Inc 

Orlnnell Corp (subs of International 
Telephone V Telegraph Corp ) 

Gulf Oil Corp > Gulf Mineral Resources 
Co 


Golf Research U Development Co 
Hittipan Corp 
Hewlett-Packard Co 

Hell* Tichnologg Corp . Process agstems 
Dlv 

IRT Corp 

Isotope Products Laboratories 
Kaueckl BergUo Industriesi Inc 

KD1 Tube Dlv 

Keith leg instruman tl> Inc 

Kerr-McOee Chemical Corp (subs of 
Kerr-MeOee Corp ) 

Kerr-McGee Corp 

Kerr-McQee Nuclear Corp (subs of 
Kerr-MeOee Corp ) 


Lakeside Dridgo tt Bteel Co 
R. 6 Uandoveri Jr 1< Co 
luminous Processesi Inc 


7903270320 

7903210046 

7903290005 

7903130436 

7903220385 

7903300388 

7903070256 

7902800049 

7903010089 

7903150002 

7903290064 

7903060599 

7903070137 

7903870650 

7903860306 

7903150804 

7903150024 

7903150036 

7903800595 

7903800590 
7903830115 
7902270134 
7903290037 
7903080637 
79032201 13 

7903020001 

7903260191 

7903260302 

7903180140 

7903120147 

7903150271 

7903220025 

7903230021 

7903230000 

7903230079 

7903140553 

7903270017 

7903270016 

7903070439 

7903210869 

7903890055 

7903200874 


DOCKET NO 


SO-245 


70-1308 

70-1308 

30-321 

70-1113 

30-245 

50-219 

50-322 


70-2726 

30-536 

50-552 


70-1520 

70-1113 

70-itia 

70- 754 

71- 6642 
70-1300 
70-1113 
70-1300 
70-1113 

70- 754 

71- 4986 
70-1308 
70-1113 
50-447 
50-219 


50-219 

50-70 

50-73 

50-70 

50-819 


50-447 

50-322 

50-322 


50-819 


40-0712 


70-1359 


40-0037 

40-0027 

40-0027 

70- 1193 

71- 9070 


CORPORATE SOURCE INDEX 

AUTHOR affiliation ACCESSION NO DOCKET NO AUTKOH AFFILIATION ^ 

---!!!!“!! D«KET no 

HaiiufacfcurePi/Enulpment «, Supplies 


Marubtni America Corp (subs of Marubeni 
CoTp t 


Klnerals Eiploratlon Co (subs of Union 
Oil Co of California) 


Hi tsul li Co I Ltd 


niLsubishi In berna t tonal Carp (subs of 
Hlbsublshl Corp ) 


■Mauporb Neui Shipbuilding L Dry Docii Co 
tiubt of TENNECO Corp ) 

N*ut ron Producfcsi Inc 

ftuelear Fuel 8ervices> Inc (subs of 
Oettg Oil Co ) 


HisshD-tual American Corp 


iffL Industries! Inc 

Keuport News Industrial Corp (subs of 
Newport News Shipbuilding & DryDock Co ) 
Vt<toreen> Inc i Nuclear Associates Div 
Nuclear Dynamics 


Nucor Corp 

Offshori Power Systems (subs of 
Naatlnghouse Electric Corp ) 
Pathfinder Mines Corp 


Patrotomicsf Inc 


Radium Chemical Co ■ Inc 
Radlatlpn- Hanagiment 
Raactor Expertmentsi Inc 


Rewtar-Stotesi Inc 


Rockwell International Corp 


Rocky Mountain Energy Co 


Samlncorpr Inc 

Sandvit Spacial Metals Corp 


Stone It Webstar Engr 
South West Nuclear Co 
Teledyna Mah Chang Albany 


, 790309oa05 

7^00370360 

7700390369 

7900090002 

79033703B7 

7900290366 

79003D0S79 

7903300152 
79033Q0971 
7903090356 
7903370144 
7903290147 
79032901 S3 
79030B0636 

7903000630 

7903000633 

7903140331 

7903050014 

7903000640 

7903200011 

7903000029 

7900140653 

7903130330 

790321(7391 

7903270019 
7903130309 
7903130403 
7900160270 
7903IA026S 
7903290109 
79032700 IQ 
7900010471 
79032001 19 
7903230363 
7900 B 60007 
7903000144 
7900000506 
7903210303 
7903210306 
7900230114 
7903230063 
7903000602 
7903200360 
7903300103 
7903090120 

I 

7903270094 
79O31900DS 
7903290143 
79031 9007 S 
7903190360 
7903190369 
7903050442 

7903020309 

7902270032 

7902270137 

7903050009 

7903290251 

7903230063 

7903230061 

7903290244 

7903290239 

7903050107 

7900260147 

7903230336 

7903190105 

7903190344 

7903070093 

7903000614 

7903000636 

79030B0616 

7903070054 

7903140512 

7903230060 

7903140454 

7900140447 

7903200025 

7903B00493 

7903200490 

7903080634 

7903140229 

7903210006 

7903210000 

7903290145 

7902270007 

7903200000 

7903200013 

7903200017 

7903200021 

7903200026 

7903200030 

7903200033 


50-504 

40-0504 


40-0663 

40-0663 

40-0663 

40-0663 

40-0663 


40-2259 

40-2259 

40-2259 

40-2239 

40-6659 

40-6659 

40-6659 

40-6639 

40-6639 


70-2643 

70-2602 


71-9009 

70-25 

70-23 

40-0721 

40-072 I 

40-0697 


50-200 

71-AJ44 


Texas Instruments. Inc 


Tennessee Ngdear Specialti 
Technical Operations. Inc 
Transnuclear. Inc 


e s. 


Inc 


Chemetron Corp * Tube Turin Uiv 
Ramsay Engineering Co , Teias Nuclear 

Union Carbide Corp 


Union 76 Minerals Esploratipn Co 


tinl ted Nuc lear Corp 


United Electric Conttols Co 
Union Oil Co of California 


Mastlnghouse Electric Corp 


790313000s 

7903)30099 

7903020090 

7903130001 

7903210201 

7903230247 

7903140212 

7903200504 

7903000596 

7903140240 

7903190355 

7903270353 

7903290263 

790313032B 

7903120000 

7903190043 

7903140522 

7903000594 

7903270347 

7903280071 

7903270619 

7903290250 

7903120372 

7903020014 

7903200594 

7903000647 


70-33 

70-33 

70-33 

70-33 

70-33 

70-33 


70-2421 


71-9120 


7903070540 

71-6227 

7903300201 

71-9052 

7903220241 

71-9090 

7903090435 

50-54 

7903010477 

40-299 

7903210071 

71-9090 

7903260126 


7903220393 


7903200329 

40-0504 

7903200348 

40-8504 

7903270020 

40-BSB4 

790305057? 

70-020 

7903120021 

70-620 

7903300245 

70-620 

7903300061 

70-371 

7903060308 

40-6602 

7903210088 

70-371 

7903140560 

40-8602 

7903260000 

70-820 

7903290191 

70-020 

79030IC4o3 

70-820 

7903150006 


7903270225 

40-8584 

7908270019 

40-8584 

7903270210 

40-8584 

7903160306 

40-8584 

7903060363 


7903220000 

70-1143 

7903090299 


7903090318 


7903000651 


7903000623 


79030B0643 


7903210003 


7903140248 



7903 1 50338 
7903280003 
7903200010 
7903210097 
7903230373 
7903290226 
7903290254 

7903290140 70-690 

7903060671 

7903060670 

7903160323 70-2525 

7903160320 70-2613 

7903210S03 30-13071 

7903090297 

7903190119 70-2125 

7903090131 

7903000619 

7903200008 

7903290228 

7903290250 

7903190166 70-104 

7903220156 70-1143 

7903020047 70-1143 

7903220296 70-1151 

7903150014 
7903210303 

7903220005 70-1143 

7903150356 71-5430 

7903030574 70-1131 

7903290319 70-1131 

7903260333 
7903200357 50-3 

7903260330 
7903230154 
7903260276 
7903260209 
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AUTHOiI «hHLI.«TIu'i 


CORPORATE SOURCE INDEX 

Accrssicr; tJQ docket no AUTHOrt affiliation accession ho 


IHnuTdc tui brs^E4Ui i)”®" t ' supflic^ 


UChcr U S FodeisI Ooveinmeiit Agencies 


VJ&Si( ingrous e toro 

7903200137 
79032^0075 
79032301 16 
7903230129 
7903220378 
7903070300 
790307022B 
79Q3070531 

tje^ttn^hpusfr Elf- Coip Wfjarning 79032102P6 

Mineral Ccrp 

Wcitsm fJucJear in* of Phelp* 7903200IS1 

Ood^e Corp 1 

7903070957 

7903070447 

7903200175 

Hold rjucl&ar Cc 7903210254 

Uyoming tlineral '“otp 7902270068 

7902270059 

hTof^s $iort<i l/|Pi0iv5ttg Institution^/ S&cietjPt 

40-8502 

40-1162 

40-1162 

40-1162 

40-1162 

40-8636 

40-0304 

40-0304 

#*fnpric«in Insiitv'to of Aichitpcts 

7903220401 


Atomic Indu&tridl ^orum 

7902210134 


American Nuclear Society 

7903050452 

7903070559 

7903140656 

7903280205 


American National b)tandrifd& Institute 

79030504 01 


Environmental Paltry Institute 

7903190034 

30-200 

International Alcnic Fnergy Agency 

7903140111 


Institute of ricctitcal Electronic 

7703590105 


Engineers 

Portland Cement Asjotiation 

79032203B4 


Power £n9lneering £)OC}etg 

7903090194 


St^te Governments/Agetu i ev 

California/ State cf 

7903070095 


Colorado, State of 

79032302B5 

7903200150 


District of Columbia 

7903160313 

50«2e0 

lllinaie, State of 

7903140472 

87-39 


7903140479 

27-39 


7903200519 

50-295 


790J220002 

50-295 


7903220405 

50-367 


790381007? 

50-295 


7903090386 

30-254 


7903210001 

40-2061 


7903270310 

40-2061 

Louisiana, State of 

7903200173 

7903070530 


Massachusetts. State of 

7903130019 

50-471 

North Caiolirta, State of 

79032201 08 

50-400 


7903210230 

50-400 

Neu Jersey. State cf 

7903150234 

50-272 


7903220097 

30-437 

iMew Heiico/ 3f 

7903070017 


■ Netu York/ State of 

7903160092 

7903200128 

7903200503 

79032S0060 

7903070404 

30-549 


7903070561 

50-54^ 


7903260348 

50-54? 


7903260350 

50-349 


7903200037 

50-549 


7903260178 

50-596 


7903260141 

50-349 


7903280033 

50-549 


7903200494 

50-924 


7903260141 

30-549 


7903280033 

50-549 


7903150317 

SO-333 

Oklahoma, State of 

7903070275 

7903230184 

7903260103 

50-556 

Oregon, State of 

7903060530 

50-344 

Pennsylvania, State of 

7903290071 


South CAralina* Stdte of 

7903050415 

50-408 

Eouth Dakota, state of 

7903270018 

40-1341 

Tennessee, State or 

7903090155 

50-390 

Texas State of 

7903220074 

50-445 


7903210307 

50-490 

Utah, State of 

7903000477 

7903070431 

79030702B2 

40-3453 


7903200113 

40-0690 

Mashington, State of 

7902270085 

40-8691 

7903070000 

50-58E 

Ulsconsin. State of 

7903280092 

50-522 

7903130517 

S0-3QS 

Ui/omlng, State of 

7903210100 

40-8692 


7903270020 

40-4492 


7903150417 

40-0432 

Wyoming, State of 

79C3070050 

40-0102 


7903060665 

40-299 


7903220375 

40-299 


7903220377 

40-0102 


7903300527 

40-8594 


Advisory Council on Histoilc Preservation 

Administrative Conference of the U 8 
U S Court of Appeals fot District of 
Columt la Circuit 

Council on Environmental Quality 
Agriculture. Dept of 


Army. Dept of 


Navy, Dept of 


Energy! Dept of 


Energy, Dept of, Clinch Htver Hreedop 
Reactor Plant 


7903150275 
79031 S02 IB 
7903200 1A6 
79030903SB 

7903090351 
7903020011 
7903060020 
7903220376 
7903220496 
7903140299 
7903200356 
790306054S 
7903090022 
790312037'» 
7903260050 
7903230 13B 
7903090019 
7903300170 
7903190361 
7903030053 
7903130123 
7903190390 
7903090017 
7 9033 0024 B 
7903300167 
7903070411 
7903150347 
7903220024 
7903300500 
7903300109 
7903210075 
7903210235 
7903220396 
7903190453 
7903050000 
7903070530 
7903300184 
7903210070 
7903210227 
7903300275 
7903300300 
7903300493 
7903280012 
7903300062 
7903220240 
7903220491 
7903860030 
7903150342 
7903060294 
7903060595 
7903090226 


50-546 

50-549 

50-323 

50-323 

40-2253 

40-29? 

40-8690 

50-471 

50-471 

71-867 

40-299 

71-6639 

71-265 

71-876 

71-874 

71-860 

71-873 

71-274 

71-865 


50-237 

71-5595 

71-5907 

71-9853 

71-6307 

71-5552 

70- 804 4 

71- 9507 
71-6227 
71-9052 
71-6307 
71-5552 
71-5597 
71-9051 
71-5907 
71-5595 
71-5957 
71-9094 
71-361 
71-4906 

50-537 

50-537 


Interior, Dept of 


7903140290 

7903210337 

7903140494 

7903140490 

7903060604 

7903070346 

7903060603 

7903070414 

7903070406 

7903070521 

7903070056 


50-490 

30-596 

40-0601 


Interic 

Servic 


Interic 

Affali 

Interic 

Interic 


Dept 

Of J 

Fi sh 6 

Nildl Ife 

7903150337 

30-434 






7903270364 

30-302 






7903270436 

30-560 

Dept 

Ofp 

Dureau 

of 

Ind ian 

79031 D0297 

30-397 

Dep t 

Ofi 

Durcau 

of 

Nines 

7903070323 

30-396 

Dept 

OPr 

Bureau 

of 

Rec lama t ion 

7903120263 

30-499 


Justice, Dept pf 


State, Dept of 


7903080371 
7903020100 
7903230190 
7903230194 
7903260363 
7903020331 
7903200313 
7903080601 
7903060300 
7903030303 
7903050012 
7903060234 
7903060269 
7903060691 
7903060220 
7903060254 
7903060360 
7903060102 
7903 120352 
7903120337 
7903120360 
7903120363 
7903000661 
7903090117 
7903180178 
7903000633 
7903000641 
7903230047 
7903130211 
7903150184 
7903150107 


30-443 

50-443 

50-445 

30-443 

50-309 

30-392 

80-330 


70-2608 

70-2622 


70-2325 



^ c ^ 


U S Fe<!erdl Ooveinment Agencies 


tatv. Dept of 

7903230320 




7903060400 

50-368 


79032aoaOA 

40-8544 



7903130372 

50-313 


7903270193 




7903130375 

50-31.1 


7903270224 




7903270412 

50-313 


790327023^ 




7903S70417 

50-313 

■'^n« p o rtation 1 Dept of 

7903230133 




79O3C70469 

50-360 

''ea«ui'^, Dept of 

790326.0370 




7903270473 

50-360 

It V 1 1* ontnental Pjottetion Agoneg 

7903050113 




7903K70477 

50-368 


7903200464 

50-2S0 



79O3S7O40O 

50-360 


7903010207 

50-437 



79O3S7O40S 

50-36B 


7903260403 




7903090373 

50-313 

• (>fr,al Energy Begulatoiy CommlsBion 

7903140654 

40-299 



7903320336 

SO-360 


79031 600S4 

40-0601 



7903370400 

50-31.1 


7903160302 

40-0698 



7903300363 

50-313 


7903190200 

50-471 



7903220220 

50-313 

tk'Vr’t'orf Dept ofi U S Oeological 

7903150273 

50-274 



7903060430 

50-313 

Purvey 





7903060131 

50-313 

'■altfi*. Education (i Welfot'o. Dept of 

7903200164 




7903130404 

SO-31.3 


7903050122 




7903130312 

SO-31.1 

• uiaa' of Rep 

7903300950 

50-70 



7903200251 

50-313 


7903290082 




7903310232 

50-313 


7903200245 




7903190241 

50-31 J 


7903070461 

40-0035 



79032004/1 

50-313 


7903200237 




'9O33P0aJ7 

50-311 


7903200223 




7903230156 

30-31.1 


7903020391 




7903270400 

50-313 


7903200312 

70-2623 



790306043P 

50-313 


7903290203 

90-269 



7703190241 

50-313 


7903060644 

90-31 1 



7903270450 

50-368 


7903160207 

50-250 



790302036S 

50-313 


7903210209 




7903O20J41J 

50-368 


7903120413 

90-402 

AZPS 

- Arizona P'ubMr Siaivice Cp 

7903210162 

60-592 


7903200339 

50-482 



7903300392 

50-5,Kl 

mmorcpa Dgpt ofi National Bureau of 

7903020128 




7903020316 

50-592 

tandard 1 





7903070222 

40-594.' 


7903130259 




7903070368 

50-520 






7903210107 

60-S92 


7903020406 




7903200459 

50-592 

f' t e o af Management !< Budget 

7903160103 




7903210156 

50-592 

• aidant of UB *< Ejeeutive Offices 

7903140970 




7903130255 

50-593 

cur I ties tiExcliango Commissi on 

7903190327 

50-3 09 



7903070490 


■1« t o 

7903200324 

90-522 



7903070210 

SO-SPH 


7903140566 

50-502 

DECO 

- Boston Ed»«cn uo 

7903140103 

50-471 


7903050 170 

50-272 



7903220275 

50-293 


7903120402 

50-560 



7903060143 

50-29.1 


7903200329 

50-250 



7903140277 

60-29.1 


7903300570 

90-250 



7903060101 

50-293 


7903290206 

50-272 



7903140274 

50-29 t 

n«tar Environment fc Public Works 

7903150402 

50-280 



7903020330 

50-293 

noiterr Oovemmenta 1 Affairs 

79032B0200 




7903020.141 

00-293 






7903020373 

50-S93 






7903020370 

50-293 

littaar Eouor Reactors 





7903020369 

50-293 






7903020370 

50-293 

P — Amarlcan Electric Power Co . Inc 

7903060699 

50-319 



7903020372 

80-293 


7903150242 

90-316 



7903020374 

50-293 


7903220363 

50-31 5 



7903060452 

50-293 

PR — Alabama Power Co 

7903200249 

50-364 



790J060134 

50-293 


7903010307 

90-348 



7903190204 

50-293 


7903060276 

90-348 



79031 702 U 

50-293 


7903060201 

50-340 



7903190.315 

30-291 


7903060204 

50-340 



7903190321 

50-293 


79030 6 0209 

50-340 



7903300379 

50-273 


7903210147 

50-340 



7903300302 

30-293 


7903270595 

90-340 



7903070491 

50-873 


7903200276 

50-348 



7903020400 

50-471 


7903210144 

90-340 



7903050212 

50-293 


79032201 1 1 

90-364 



79031 90302 

50-293 


7903010305 

50-340 



7903140410 

50-293 


7903190262 

90-349 



7903260231 

50-293 


7903190272 

50-340 



7903290153 

50-293 


7903190277 

50-340 



7903270440 

50-893 


7903190286 

50-34H 



7903270470 



7903190290 

90-340 



7903140469 

50-471 


7903190310 

90-340 



7903140474 

30-471 


7903210131 

90-340 

DSE - 

Baltimore O&s 1< Electric Co 

7903020357 

SO-317 


7903210139 

50-340 



7903020344 

50-317 


7903270594 

50-340 



7903000311 

50-317 


7903200314 

50-340 



790321 0012 

30-317 


7903200310 

50-340 



7903280365 

50-317 


7903070499 

50-364 



790321001 1 

80-317 


7903070440 

50-340 



7903I40D15 

50-3i7 


7903070466 

50-340 



7903220212 

501-317 


7903130145 

50-340 



790305040S 

30-317 


7903140539 

90-340 



7903080408 

50-317 


7903060266 

50-340 



7903020342 

50-317 


7903200365 

50-340 



7903070304 

50-317 


7903190250 

90-340 



7903070312 

50-317 


7903060 1 59 

50-340 



7903090167 

30-318 


7903260230 

50-340 



7903090178 

50-318 


7903200172 

50-364 



7903090170 

SO-317 


7903190230 

50-313 



7903090102 

50-317 


7903200283 

SO-313 



7903090250 

50-310 


7903190232 

50-313 



7903090262 

50-318 


7903200083 

90-360 



7903090265 

50-31 e 


7903010301 

50-313 



7903090268 

80-310 


7903060479 

90-360 



7903210120 

30-317 


7903060403 

50-360 



7903210134 

30-317 


7903060487 

90-360 



7903220210 

50-317 


7903060497 

50-360 



7903290097 

50-318 


7903060214 

SO-360 



7903290101 

50-318 


7903060210 

SO-360 



7903290109 

30-367 


7903060405 

50-360 






CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION ACCESSION NO DOCKET NO 


Pouer Reactor; 


DOE - Qaltimore Qas N Flectnt Co 7903290110 30-317 

79030B030B 30-317 

7903220256 50-317 

7903060153 30-317 

7903030243 50-317 

7903020356 30-317 

7903020353 50-317 

79030B0331 50-317 

79030B0326 50-317 

7903140440 60-317 

7903160234 50-317 

7903160237 50-317 

7903210290 50-317 

7903260241 50-317 

79032B0307 

7903210300 50-317 

CEIL - Commonueal th Edison Co 7903260254 50-295 

7903020324 50-254 

7903020337 50-10 

7903050391 50-10 

7903260267 50-254 

7903290116 60-373 

7903300387 50-234 

7903150306 50-373 

7903260203 50-10 

7903070212 50-3 

9U-10 

7903130131 50-456 

7903020322 50-254 

7903080361 50-295 

7903060104 50-10 

7903080470 50-295 

7903130600 50-373 

7903220523 50-237 

7903160298 50-254 

7903070339 50-254 

7903070043 50-254 

7903020333 50-10 

7903070316 50-295 

7903070321 50-295 

7903070332 50-254 

7903070330 50-254 

7903070340 50-254 

7903070346 50-254 

7903070354 50-254 

790307035S 50-234 

7903070363 50-254 

790307^370 50-254 

7903070373 50-234 

7903070386 50-234 

7903220507 50-304 

7903140281 50-254 

7903140286 50-254 

7903070242 50-304 

7903070353 50-254 

7903070357 50-254 

790307034 1 50-254 

7903070350 50-254 

7903070246 50-304 

7903160050 50-456 

7903160240 50-254 

7903160246 30-254 

7903140301 30-295 

7903140307 30-295 

7903160212 30-254 

7903160214 50-854 

7903160215 50-265 

7903160221 30-265 

7903160244 30-254 

7903160247 30-254 

7903160133 SO-295 

7903160137 50-295 

7903260206 30-254 

7903890030 

7903290035 30-865 

. /UJIBU.'H'/ 30-yu4 

7903160251 50-304 

7903880338 50-295 

790328034 1 30-295 

7903200344 30-254 

7903280348 30-254 

7903290042 50-854 

7903290046 30-254 

7903890090 50-254 

7903290092 60-254 

7903280320 50-254 

7903280327 50-254 

7903200330 50-865 

7903800336 50-865 

7903290031 50-304 

7903290039 50-304 

7903800358 50-854 

7903200355 50-254 

790J2B034S 50-254 

7903200347 50-834 

7903200350 50-304 

7903200353 50-304 

7903270448 50-237 

7903270453 50-237 

7903070452 50-249 

7903010292 50-295 

79030503BQ 50-10 


AUTHOR AFFILIATION ACCESSION NO DOCKET NO 


7903060203 

50-237 

7903130309 

50-837 

7903140309 

50-304 

7903130307 

50-895 

7903140405 

50-837 

7903150303 

50-373 

7903190883 

50-837 

7903260250 

50-895 

7903160208 

50-895 

7903210193 

50-373 

7903220242 

50-895 

7903300374 

50-854 

7903270448 

50-895 

7903870446 

50-895 

7903290157 

50-295 

7903870430 

50-895 

7903270435 

50-454 

7903270495 

50-373 

7903270499 

50-10 

7903270500 

30-456 

7903270504 

50-854 

7903290112 

50-295 

7903050263 

30-10 

7903210167 

50-10 

7902220033 

50-837 

7902250001 

50-837 

7903220174 

30-10 

7903160172 

50-837 

7903890131 

50-10 

7903130302 

50-10 

7903190202 

50-10 

7903210026 

50-10 

7903890131 

50-10 

7903260200 

50-10 

7903140457 

50-373 

7903290115 

50-373 

7903870494 

50-373 

7903130419 

50-295 

7903130498 


7903230132 


7903000006 


CENT - Consolldatad Edison Co of Netu 79030603S2 

50-3 

York 


7903050334 

30-3 

7903070247 

50-847 

7903070223 

SO-3 

7903210038 

50-10 

7903210107 

50-3 

7903820343 

50-3 

7903150319 

50-3 

7903280345 

60-3 

7903010833 

50-3 

7903210105 

50-3 

7903060207 

50-847 

7903070220 

50-3 

7903090197 

50-847 

7903090200 

50-247 

79030S»0205 

50-247 

7903090210 

50-247 

7903140261 

50-3 

7903200372 

50-3 

7903200375 

50-3 

7903210100 

50-3 

7903880807 

50-247 

7903220208 

50-247 

7903820814 

50-247 

7903140105 

50-247 

7903090202 

50-247 

7903060817 

50-847 

7903050331 

50-3 

7903160838 

50-3 




7903060376 

50-3 



7903070844 

50-247 



7903890099 

50-3 



7903290136 

50-3 



7903070537 


COEC 

- Cincinnati Oas & Elactrlc Co 

7903300393 

50-350 



7903060195 

50-350 



7903190305 

50-350 



7903140355 

50-350 



7903150074 

50-350 



7903800488 

70-2830 



7903020386 

50-350 



7903060190 

50-350 



7903060248 

50-350 



7903130393 

50-350 



7903190304 

50-350 



7903270368 

50-358 



7903280254 

50-350 



7903300385 

50-350 



7903220218 

50-350 

CLEI 

- Clovaland Electric Illuminating 

7903860095 

50-358 

Co 






7903260102 

50-440 

CPC - 

Coniumers Pouar Co 

7903090231 

50-165 



7903130394 

50-389 



7903130331 

50-389 



7903010304 

50-389 



7903020355 




7903050355 

50-155 


Author afpiuiation 


Pouar Hoactors 
■CPC — Conaumara Pouor Ca 


CPL ~ Carolina Powar Uisht Co 




332 CORPORATE SOURCE INDEX 


author AFPILIATIOM 

ACCESS I OH NO DOCKET NO 

author a Fn LI at row 

ACCESSION NO DOCKET NO 


Utllttie«. Pouei- Riatt'Ofs 


tiPC - Ooks Power ct. 7903070371 

70-2623 



7903150293 

50-335 

7903200365 

50-48S 



7903290023 

50-230 

7903150280 

50-408 



7903280368 

50-335 

7903290181 

70-2623 



7903300232 

50-250 

7903260351 

50-413 



7903070063 

30-250 

7903260253 

50-413 



79032000B2 

50-335 

79032602 57 

50-413 



7903130291 

50-333 

7903260260 

50-413 



7903130294 

50-335 

7903060166 

70-2623 



7903130325 

50-335 

7903120222 

50-269 



7703130326 

30-333 

7903010289 

50-207 



7903130288 

50-251 

7903010290 

50-207 



7903130289 

50-251 

7903070998 

50-369 



7903130332 

50-335 

7903010286 

50-269 



7903130339 

50-335 

7903010280 

50-269 



7903150293 

50-335 

7903130257 

50-269 



7903200376 

50-333 

7903000550 

50-369 



7903200377 

30-335 

7903200056 

S0-3ci9 



7903230152 

50-333 

7903140158 

50-269 



7903230155 

50-333 

■’903090319 

50-269 



7903260235 

50-333 

7903020318 

30-269 



7903260239 

50-335 

7903020320 

50-269 



7903260221 

50-335 

7903130133 

50-269 



7903260225 

50-335 

7703I40S59 

50-269 



7903230159 

50-250 

7903150197 

50-4 1 3 



7903230160 

50-250 

■'903140328 

50-269 



7903190275 

30-389 

7903140329 

50-269 



7903090267 

50-230 

7903150282 

50-269 



7903290019 

50-250 

7'/03 150279 

50-269 



7903010298 


7903230374 

50-369 



7903080247 

50-250 

7903270517 

50-369 



7903160207 

30-251 

7903190199 

50-269 



7903190246 

50-335 

7903190201 

50-269 



7903260203 

50-23! 

7903200169 

30-270 



7903270291 

50-250 

7903200520 

50-409 



7903270511 

30-333 

7903070539 

71-266 



7903140385 

50-333 

7903070232 

50-369 



7903210168 

30-335 

7903220262 

30-369 



7903300342 

50-335 

7903260243 

30-413 



7903060442 

50-250 

7903260249 

50-413 



7903160239 

50-250 

7903260260 

30-413 

GAP - 

Georgia Power Co 

7903050341 

50-321 

7903260264 

50-413 



7903120318 

50-321 

7903270552 

30-269 



7903090183 

30-321 

7903270373 

50-369 



7903140271 

50-366 

7903270336 

50-369 



7903140284 

30-321 

7903270380 

50-369 



7903120313 

50-321 

79032705 10- 

50-269 



7903140266 

50-366 

79032900 1 1 

50-269 



7903140200 

50-321 

79031 40305 

50-269 



7903050375 

50-321 

79032702B0 

50-269 



7903010238 

50-366 

7903270552 

50-269 



7903220119 

30-424 

7903300201 

50-269 



7903220120 

50-424 

7903070232 

50-369 



7903070303 

80-366 

7903270373 

50-369 



7903070309 

50-366 

■'903270301 

50-369 



7903130352 

30-366 

79031 5020 1 

50-480 



7903130356 

SO-366 

7903230122 




7703130388 

80-366 

79030 7079 J 




7903130393 

30-366 

7903070S62 




7903270548 

80-321 

FPC - Florldii Fouvr iLr(i 7903140456 

50-302 



7903190)76 

30-366 

7903060303 

30-302 



7903190177 

50-366 

7903140452 

50-302 



7903190171 

50-366 

7903140450 

30-302 



7903190172 

50-366 

7903050364 

50-302 



7903200419 

30-321 

7903060431 

80-302 



7903200424 

30-321 

7903060434 

30-302 



790327O34B 

30-321 

/903 190107 

30-302 



7903270352 

50-321 

7903160233 

50-302 



7903300269 

50-321 

7903050362 

30-302 



7903300274 

50-321 

7903190106 

50-302 



7903300238 

30-321 

7903130510 

50 -302 



7903300247 

30-321 

7'7030603a0 

50-302 



7903300250 

50-321 

7903060226 

30 -302 



7903300255 

50-321 

790306022 1 

50-302 



7903200435 

50-424 

7903090107 

30-302 



7903070514 

50-321 

7903090219 

50-302 



7903130287 

50-321 

7903090 106 

30-302 



7903260076 

50-321 

7903090216 

50-302 



7903120355 

50-321 

7903150214 

50-302 



7903140317 

30-366 

7903150212 

50-302 



7903130163 

50-321 

79032301 57 

50-302 



7903050383 

30-366 

7903160227 

50-302 



7903060232 

50-321 

7903270349 

50-302 



7903140449 

30-321 

7903230133 

50-303 



7903090170 

50-321 

7903230 1 30 

50-302 



7903190308 

50-321 

7903230133 

50-302 



7903200400 

30-321 

7903230163 

50-302 



7903260329 

50-321 

7903270490 

50-302 



7903270471 

30-321 

7903270346 

50-302 



7903290034 

50-321 

7903270404 

50-302 



7903290121 

50-366 

■>903140444 

50-302 

OENP • 

- Oerteral Pehllc Ulilitlee 

7903210183 

50-146 

■">03200446 

50-302 

CPU - 

CPU Service Corp 

7903090148 

50-289 

790327O4O9 

50-302 



7703090190 

50-289 

7903270464 

50-302 



7903150361 

30-289 

7903060420 

50-302 



7903140362 

50-219 

7903210013 

30-302 



7903280263 

50-289 

790305023 1 

50-302 



7903070365 


'903060246 

50-302 

CSU - 

Gulf Bbalee Uttlitiee Co 

7903130231 

30-450 

7903200260 

50-302 



7903060663 

50-458 

79032701 13 

50-302 



7903130027 

S0-45B 

7903270455 

50-302 



7903080542 

30-438 

7'703a70392 

50-302 






AOTHOfi AFFILIATION 


Ulllitiesi Power Peactor-s 
CSU “ Gulf State's Utilities Co 
HLP - Houston Lighting Power Co 


ICLP - loua Electric Light V Power Co 


ILPR “ Illinois Power Co 

IMPS - Indiana 5i Hichigan Power Co 


^CPL “ Jerieg Central Power t< Light Co 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET NO AUTHOR AFFILIATION 


333 


ACCESSION HO DOCI'ET NO 


7903080544 
7903150303 
7903190169 
7903230161 
7903190168 
79030700B5 
7903210201 
79032301 82 
7903230180 
7903070208 
7903210304 
7903260199 
7903050369 
7903280349 
7903300315 
7903050 189 
7903090163 
7903200300 
7903050360 
79032B0346 
7903050166 
7903090154 
7903200379 
7903300312 
7903090375 
7903050402 
7903150425 
7903060472 
7903140100 
7903160277 
7903140337 
7903060305 
7903060314 
7903130377 
7903190174 
7903190197 
7903270335 
790327035B 
7903270457 
7903280311 
7903070269 
7903090211 
7903120200 
7903140379 
7903190244 
7903200386 
79032003B4 
7903270335 
7903270426 
7903140300 
7903050370 
7903160067 
7903150217 
7903050357 
7903070364 
7903290149 
7903210044 
7903210214 
79032 J 0042 
7903210212 
7903290025 
7903290029 
7903290033 
7903290036 
7903290030 
7903220362 
7903020339 
7903030146 
7903050251 
7903050291 
7903050290 
7903050302 
7903060231 
7903060237 
7903070361 
7903130357 
7903130364 
7903130368 
7903140238 
7903190249 
7903190256 
7903190287 
7903190293 
7903190300 
79031903 1 6 
7903090263 
7903090139 
7903140265 
7903270461 
7903290148 
7703300399 
7903300267 
7903120323 
7903090249 
7903210102 
7903210099 
7903160135 
7903070327 


50-453 

50-458 

50-498 

30-466 

50-4 9Q 

50-490 

50-4 9B 

50-466 

50-466 

50-466 

50-466 

50-498 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

30-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-461 

50-46 1 

50-461 

50-461 

50-315 

50-315 

30-3 1 3 

50-316 

50-313 

50-316 

50-315 

50-315 

50-313 

50-315 

50-31 5 

50-315 

50-313 

50-316 

50-313 

30-315 

30-315 

50-315 

50-315 

50-313 

50-315 

50-313 

50-315 

50-315 

SO-316 

50-316 

50-316 

50-315 

S0-31S 

50-313 

30-3 1 5 

50-315 

SO-313 

50-3 1 5 

50-315 

50-315 

50-315 

50-315 

50-219 

50-219 

50-219 

30-219 

50-219 

30-219 


FSGE — Kansas Gas t Electric Co 
■LAPL - Louisiana Power !. Light Co 

LIL - Long IsUniJ Lighting Co 


IlCED - Metropolitan Edison Co 


MPL - ntssissippi Powei {, t ight Co 


MVAP ~ Maine 'laiilte Atonic PjueT Co 


7903070333 
7903070337 
7903070377 
7903090246 
7903260216 
■'903200352 
7903200433 
7903200403 
7903280350 
790312:0317 
7903070239 
7903060607 
7903020366 
7903060602 
7903030365 
790 30702 15 
7903290017 
7903290021 
7903290018 
7903290020 
7903050440 
7903200322 
7903010036 
79030S02S4 
7903150379 
7903230164 
7903270513 
7903270466 
7903070265 
7903120258 
7903290016 
7903050148 
7903160157 
7903160223 
7903290163 
7903270406 
7903160154 
7903160220 
790330'0455 
79030BO546 
7903080143 
7903060200 
7903060204 
7903060451 
7903060462 
7903070248 
7903070329 
7903070334 
7903120211 
7903120224 
7903210091 
79032101 16 
7903270340 
7903270345 
7903380319 
7903380313 
7903390128 
790J390134 
7903050325 
7903090232 
7903310189 
7903010189 
7903010281 
7903070217 
7903070210 
7903070324 
7903080317 
7903120196 
7903300374 
7903310028 
7903320216 
7903270558 
7903390150 
7903390162 
7903130369 
7703380363 
7903160254 
7903190216 
7903050571 
7903010242 
7903070161 
7903 ID 0565 
7903270449 
7903130J67 
7903160253 
••903190207 
7903280280 
7903060232 
7903280259 
7903230269 
79032901 19 
7903290139 
790328036 1 
7903150226 
7903270556 
7903150263 
7903150257 
■’903120227 


50-219 

50-219 

50-219 

50-219 

50-219 

50-219 

50-219 

50-219 

50-219 

50-219 

50-402 

50-482 

50-382 

50-382 

50-382 

50-382 

50-322 

50-322 

50-322 

50-322 

50-516 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-332 

50-322 

50-289 

50-320 

50-320 

50-287 

50-2S7 

50-320 

30-207 

30-320 

50-287 

50-320 

50-320 

50-320 

50-320 

50-287 

50-320 

50-320 

50-320 

50-320 

50-289 

50-209 

50-209 

50-209 

50-320 

50-320 

50-269 

50-209 

50-209 

50-289 

50-289 

50-209 

50-209 

50-209 

50-289 

50-209 

50-289 

50-209 

50-289 

50-209 

50-209 

50-289 

30-320 

50-416 

50-416 

SO-416 

SO-416 

50-416 

50-416 

SO-416 

50-416 

50-416 

SO-416 

50-416 

50-416 

50-416 

50-416 

50-416 

50-416 

50-416 

50-416 

50-416 

50-309 

50-309 

50-309 

50-309 

50-309 



»» CORPORATE SOURCE INDEX 

AUTHOR AFFILIATION ACCESSION NO DOCKET NO AUTHOR AFFILIATION ACCESSION NO DOCKET NO 


Util)tle>< Power heactois 


HTAP - Maine Vaiikee Atcinic Mauer Co 


HENE - Not theast Nuclear Enerji/ Co 
(Northeast Utilities) 


NENP Neu Engl^ind Pcuiei Co 


NEUT - Noi theast Utilities 


hern Indiana Pub 1 1 c Service 


ra MnhiiuV Pouei Com 


7R031S0234 

50-309 



7903130405 

50-220 

7903130221 

SO- 309 



7903190217 

50-220 

7903 1 30224 

50-309 



7903190273 

50-220 

790315022S 

50-309 



7903190280 

50-220 

7903190259 

SO- 309 



7903360267 

50-220 

79031902*6 

30-309 



7903360272 

50-220 

7903210121 

50-309 



7903070260 

50-410 

7903270519 

50-309 



7903320330 

50-220 

7903270525 

&0-309 



7903080010 

50-220 

7903090277 

50-309 



7903320323 

50-220 

7903090225 

50-309 



7903070107 

50-220 

7703260219 

50-309 



7903390197 

50-220 

7903260202 

50-309 



7903050260 

50-220 

7903070214 

50-309 



7903210190 

50-220 

7903220181 

50-309 



7903060103 

50-220 

7903270541 

50-309 



7903060200 

30-220 

7903300296 

SO-309 



7903120359 

50-220 

7903060370 




7903140210 

50-220 





7903270454 

50-220 

7903130034 

50-245 



7903300262 

50-220 

7903160141 

50-245 



7903060124 


7903Z003B1 

50-245 



7903260407 


7903200382 

50-245 

NPPD - 

Nebraska Public Pnuor District 

7903210223 

50-290 

7903130220 

50-336 



7903050376 

50-298 

7902210095 

50-568 



7903060173 

50-290 

79031 50346 

50-560 



7903140349 

50-290 

7903150343 

50-560 



7903270401 

50-298 

7903230367 

30-569 



7903140316 

50-290 

7903230316 

50-560 



79031 2032B 

50-290 

7903070235 

50-245 



7903120335 

50-298 

79031 303B3 

50-945 



7903120341 

50-290 

770306033B 

50-336 



7903120351 

50-290 

7903060420 

50-243 



7903260345 

50-298 

7903190252 

30-336 



7903050375 

50-290 

7903200437 

50-245 



7903070331 

50-290 

7903200397 

50-245 



7903060170 

50-290 

7903190245 

30-336 



7903210220 

30-298 

7903200392 

50-245 



7903270475 

30-290 

7903010261 

50-245 



7903270401 

50-290 

7903010264 

50-245 



7903200256 

50-298 

7903010266 

50-336 



7903090271 

30-298 

7903010267 

50-336 



7903130237 

50-290 

7903220137 

30-243 



7903270472 

30-298 

7903060336 

50-336 

NBP - 

Northern States Power Co 

7903050171 

50-263 

7903060417 

SO-245 



7903020340 

50-282 

7903070234 

50-245 



7903120202 

50-263 

7903080296 

50-245 



7903260200 

50-263 

79O30BDZ29 

50-245 



7903140319 

S0-2B2 

7903200399 ’ 

30-336 



7903290154 

50-263 






7903050164 

50-263 

7703200393 

50-245 



7903120279 

50-263 

7903900396 

50-243 



7903140317 

50-202 

7903200371 

50-245 



7903260236 

50-282 

7903200368 

50-245 



7903060712 

50-263 

7903200407 

SO-336 



7903020335 

50-202 

7903200414 

30-336 



7903060176 

30-282 

7903260244 

30-036 



7903090257 

50-263 

7903260246 

50-336 



7903120210 

30-282 

7903900334 

50-245 



7903120217 

30-306 

7903200337 

50-245 



7903190231 

50-263 

7903300309 

50-336 



7903210176 

50-263 

7903130376 

50-24 3 



7903200402 

50-263 

7903 1601 59 

SO-245 



7903200408 

50-263 

7903060293 

SO-336 



7903200410 

50-306 

7903060279 

50-336 



7903200416 

30-306 

7903060249 

50-945 



7903260218 

50-263 

7903070243 

50-336 



7903260277 

50-263 

7903140278 

30-336 



7903070470 

30-306 

7903990296 

SO-245 



7903260090 

50-263 

7903260295 

SO-245 



7903140219 

50-263 

7903300376 

50-336 



7903160003 

SO-B02 

7903300339 

50-336 



7903140662 

50-202 

79 03 3 003 09 

50-336 



7903010143 

50-2*3 

7903060249 

30-245 



7903020339 

50-263 

7903130300 

SO-245 



7903090241 

30-271 

7903090291 

50-245 



7903090240 

50-202 

7903190200 

30-245 



7903120245 

50-263 

7903140225 

50-245 



7903130306 

50-282 

7903140463 

50-245 



7903200373 

50-282 

7903290926 

50-245 



7903270302 

SO-363 

7903270362 

50-245 



7903270385 

50-202 

•'903260295 

50-245 



7903290132 

50-263 

7903200421 

50-245 



7903010294 

50-263 

7903070171 




7903010197 

50-263 

7903020360 

50-367 



7903290126 

50-263 



NVEO - 

Neill York State Electric ?< Oas 

7903230177 

50-596 

7903060439 

30-367 

Corp 




7903190223 

50-367 



7903150252 

50-596 

7903190253 

50-367 



7903260200 

50-596 

7903260234 

50-367 



7903150205 

50-596 

7903050361 

50-220 



7903160236 

60-596 

7903000179 

50-220 



7903230173 

50-596 

7903130406 

50-220 



7903300215 

50-596 

7903190291 

50-220 

DPPD - 

Omaha Public Payer District 

79031303*3 

50-805 

7903190240 

50-220 



7903050333 

50-285 

7903200340 

50-220 



7903190213 

30-805 

7903190235 

50-220 



7903050332 

50-805 

7903000176 

50-220 



7903130350 

50-805 
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flVTHOS AFFILIATION 


accession no docket no author affiliation 


ACrCSSICM NO DDCFeT NO 


Utilities! Pouisr Reactors 


OPPD - Omaha Public Power District 790319020i 50-SB5 

7903260109 50-209 

7903010296 50-205 

7903010299 50-293 

7903140314 30-205 

7903140319 30-209 

7903270316 50-205 

7903270909 30-205 

7903070091 30-209 

79031901*9 50-205 

7902270037 7 1 - 9094 

7903190325 30-205 

7903130408 50-290 

7903210019 50-205 

7903020350 50-205 

7903300395 50-203 

7903260271 50-203 

7903120289 50-203 

7903260390 

■PA8N — pDuer Authority State of New York 7903080206 50-333 

7903060421 30-206 

7903190307 90-286 

7903290129 90-333 

7903290132 90-333 

7903130277 50-333 

7903080299 90-333 

7903160250 90-333 

7903080292 50-333 

7903120202 90-286 

7903210022 90-286 

7903130276 50-333 

7903190299 50-286 

7903160131 50-333 

7903080204 50-333 

7903060104 90-333 

7903060107 90-333 

7903060230 50-333 

7903060242 50-333 

7903060419 90-286 

7903220135 50-333 

7903070320 50-206 

7903070328 90-286 

7903160099 90-BQ6 

7903160103 90-206 

7903200432 90-333 

7903200436 90-333 

7903260B23 50-286 

7903290020 50-333 

7903290032 50-333 

7903260026 71 -6375 

7903220267 90-286 

7903140363 50-286 

7903140302 90-333 

7903140307 50-333 

7903070209 50-333 

7903070253 90-333 

7903140437 90-333 

7903160248 50-333 

7903190330 50-333 

7903290127 90-333 

7903210126 50-333 

7903220215 90-333 

7903270439 90-286 

7903270443 50-333 

7903070330 90-206 

7903260228 90-286 

■ 7903140324 90-549 

7903070134 

PECO - Philadelphia Electric Co 7903190250 50-27 7 

7903190147 50-277 

7903060461 90-277 

7903190224 90-277 

7903020349 50-277 

7903020352 
7903190219 50-277 

7903200200 90-350 

7903290043 90-277 

7903120242 50-278 

7903130324 90-278 

7903140264 90-277 

7903140270 50-277 

7903290125 90-277 

7903150243 90-277 

79032101 10 50-277 

7903B101 14 90-277 

7903210101 90-278 

7903210130 90-278 

7903270361 90-277 

7903270498 50-278 

7903060456 50-277 

7903270316 50-277 

7903160125 50-277 

7903190202 50-171 

7903020347 90-277 

7903290130 50-352 

7903290287 • 

POE — Pacific Cas ft Electric Co 7903050414 60-564 

7903160249 50-273 


79030504 lo 50-133 

■'903050421 50-133 

7903160111 50-133 

7903190328 50-275 

7903290003 

7903220039 50-323 

7903160106 S0-J33 

7903050244 50-075 

7903220039 50-323 

7703050197 50-133 

7903050203 50-133 

7903290104 50-275 

■'9031204(1 50-273 

7903220045 50-133 

7903050367 50-133 

7903050363 50-133 

7903030366 50-133 

7903050350 50-275 

7903020292 50-275 

7903300572 50-075 

7903050'J03 50-275 

•'9030604 35 50-275 

7903130399 50-273 

7903130309 50-275 

7903160243 50-275 

7903190320 50-275 

7903210195 50-275 

7903270205 SO-275 

7903140342 50-275 

POOE - Portland Oeneial llectrlc Lo 79D32P0116 50-344 

7903060340 50-344 

7903220274 

7903190204 90-344 

7903200422 50-344 

7903210215 30-344 

7903220260 50-344 

79030S0J59 90-344 

7703140347 50-344 

7903050159 50-344 

7903140347 50-344 

7903050230 50-344 

7903050139 50-344 

7903140347 50-344 

7903190276 50-344 

•7903060343 50-344 

^903300344 SO-344 

7903060227 SO-34. 

7903130206 90-34. 

7903210211 SO-34 

7903070249 SO-34. 

7903070249 90-34. 

7903060491 SO-34. 

7903200415 
7903220277 SO-34. 

7903270467 90-34. 

7903290012 50-34. 

7703260405 

PPL - Pennsylvania Pouer ft Light Ce 79O3I50315 90-30' 

7703150318 90-30 

7903150316 50-30' 

7903150320 S0-3O: 

790 Jl 50321 90-30; 

7903130322 30-30 

79031 30335 50-38'. 

79{)3190'i49 50-30' 

7903150344 50-30: 

7903190354 50-30: 

7903190396 50-30: 

7903190366 50-30; 

7703130339 50-36: 

7903150374 50-30! 

7903130372 50-3B: 

7903150371 50-30: 

7903150360 30-3S: 

^903150373 50-387 

7903150375 50-30? 

7903010205 90-387 

79031 S03 13 90-38? 

7903140321 50-3S7 

7903140429 90-307 

'903010284 50-307 

; 903070267 50-307 

/4I0307O362 50-387 

7903270391 50-307 

7903140310 50-307 

7903140415 50-307 

7903210340 90-307 

7903060440 50-307 

7903150312 50-387 

PSC - Public Se**vi5e Co oP Coloradt- 7903270430 50-267 

7903 1 40376 50-267 

7903090300 50-267 

7903120189 90-26' 

7903290167 50-267 

7903120186 50-267 

? 903270300 90-267 

7903140370 50-267 

7903050223 50-267 
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f.'JIHDrt ArriLlATJOrj accession no docket no AOTHOiI affiliation ACCeSaiON^NO OOCKET^M 


Pouet fieavtois 







'<70305022i 

50-267 


7903140393 

50-361 


''903050297 

50-267 


7903280322 

50-361 


7903050323 

50-267 


79032B032S 

50-361 


•’903120244 

50-267 


7903150362 

50-361 


7903120248 

50-267 


7903060460 

30-361 


7903120310 

50-267 


7703060450 

30-206 


7903120320 

50-267 


7903130342 

50-206 


7903210120 

50-267 


7903140311 

30-206 


7903210123 

50-2&7 


7903200253 

30-361 


7903050511 

50-267 


7903280328 

30-361 


7‘^03210141 

50-267 


7903140310 

50— cj06 


7903270393 

50-267 


79031 50231 

30-361 


7903270435 

50-267 


7903140541 

50-361 


7903290164 

50-267 


7903140347 

50-361 


7903140276 

50-26/ 


7903060458 

30-361 


7903290169 

50-267 


7903150304 

50-361 

P3e0 - Public a r I'e Llpttnc ^ Gas Co 

7903130397 

30-31 1 


7903060448 






7903270106 

50-361 


7903050017 

50-272 


7903140301 

30-361 


7903130390 

50-311 


7903280317 

50-361 


7903090275 

50-272 


7903000252 

50-36 1 


7903080326 

50-272 


7903150276 

30-361 


7903160100 

50-272 


7903270331 

50-206 


7903300367 

30-596 


7903070211 

30-206 


7903270425 

50-272 


7903090272 

50-206 


7903050015 

50-272 


7903140259 

30-206 


7903120221 

50-272 


7903140373 

30-206 


7903120213 

50-272 


7903130338 

50-206 


7903160097 

50-272 


7903270430 

30-206 


7903160139 

50-272 


7903120311 

30-361 


7903270492 

50-272 


7903210278 

30-361 


7903120219 

50-272 


7903200846 

30-361 


7903270459 

50-272 


7903260300 

50-361 


7903070229 

50-272 

SCEG - South Carolina Electric 6 Oaa Co 

7903200136 

30-395 


7903160105 

50-272 


7903260261 

30-393 


7903140075 

50-311 


7903280112 

30-395 


7903130243 

50-311 


7703140304 

30-395 


7903070130 

50-272 


7903220194 

30-393 


7903130570 

50-272 


7903190243 

50-395 


7903140083 

50-311 


7903270594 

30-395 


7903050374 

50-272 


7903880090 

30-395 


7703090264 

30-272 


7903070164 

50-393 


7903090266 

50-272 


7903030351 

30-393 


7903090274 

50-272 


7903260250 

30-395 


7903270421 

50-272 

SMKD - Sacramento Municipal Utility 

790316023S 

50-318 

' 

7903130317 

50-272 

District 




^903130330 

50-272 


7903130201 

50-312 


7903200425 

30-272 


7903290161 

50-312 


1903200429 

50-272 


7903130279 

50-312 


7 9032 ■'03 6 5 

50-272 


7903130429 

30-312 


■7903270367 

50-272 


7903130402 

30-312 


7903280342 

50-272 


7903130407 

30-312 


7903200343 

30-272 


7903160224 

50-312 


7703300297 

50-272 


7903290136 

80-312 


■'903300302 

50-272 


7903020330 

30-312 


7903300400 

30-272 


7903060274 

50-312 


7703300406 

50-272 


79032003S3 

30-312 


79030704S9 

50-272 

SNEC - Saxton Nuclear Experimental Corp 

7903150333 

80-146 


7903230151 

50-272 

TOED - Toledo Edison Co 

7903070319 

30-346 


'903160225 

SO -272 


7903070226 

30-346 


7903080189 

50-31 1 


7903070379 

30-346 


790J 120205 

50-272 


7903180331 

30-346 


7903050306 

50-272 


7903030260 

80-800 


7903130314 

50-272 


7903140323 

30-346 


7903080224 

50-272 


7903290096 

80-346 


7903150284 

50-272 


7903140320 

30-346 


7903300366 

50-596 


7903270600 

80-346 


7903050320 

50-311 


7903030342 

50-346 


7903000321 

50-372 


7903050347 

30-346 


7903120233 

50-311 


7903270603 

30-346 


'903130384 

50-311 


7903030314 

30-346 


■'903130422 

50-31 1 


7903050344 

80-346 


7903200434 

50~3U 


7903230170 

80-346 


■'903270503 

50-311 


7903070224 

80-346 


7903300257 

50-311 


7903030310 

30-346 

PSIW - Public fjet ' jce Co u‘ Indiana. 

7903150039 

50-456 


7903050337 

50-346 

Inc 




7903070374 

80-346 

PSN'I - Public 5?i- icfc Co '.f i^gi .1 

7903260170 

50-443 


7903050172 

30-346 

Hanipsbiro 




7903050176 

50-346 


7903260129 

50-443 


7903030179 

30-346 

P30H - Public Ser.icc Co of Oklaboma 

7903260237 

50-5S6 


7903030182 

50-346 

PSPL tf&'jfifJ Power 1* \ jght Co 

7903060427 

50-322 


7903270479 

30-346 

PCE ’ Potboster GiS * CltfCVric Corp 

7903060179 

30-244 


7903030275 

50-346 


7703120275 

50-244 


7903050279 

50-346 


7903120294 

30-244 


7903060464 

50-346 


7903120300 

30-244 


7903060468 

50-346 


7903120304 

50-244 


7903060474 

80-346 


79032/0402 

50-244 


7903060475 

80-346 


7903190,73 

50-244 


7903160142 

50-346 


r» 

50-244 


7903130396 

50-340 



50-244 


7903130400 

30-346 



30-244 


7903160114 ■ 

■ 30-346 



30-244 


7903160180 

30-346 



30-361 


7903160146 

30-346 



50-361 


7903160152 

30-346 



50-361 


7903160209 

50-346 



50-36 1 


7903160210 

50-346 



II 


author affiliation 


Poluer Reactdrt 
TGED - Toleito Cdlsnh Co 


TV - (sxai UHlitles Co 

TVOC - Texas Utilities Osnoratlng Co 

TUfl - Tijas UtUltiss GorvlcBsi Inc 
tWA - Ttnnessse Valloij Aukhorlti^ 


CORPORATE SOURCE INDEX 
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ACCESSION NO DOCKET NO 


AUTHOR AFFILIATION 


7903300377 
7903300351 
7903200333 
790330033A 
7903300357 
7903200361 
7903200366 
7903230167 
7903230161 
7903230162 
790323012B 
7903230163 
7903230 1 6Q 
7903260222 
7703260227 
7903270474 
7903270293 
7903270420 
7903270433 
7903270545 
7903270551 
7903270596 
7903290130 
7903290134 
7903290094 
7903210014 
7903150434 
7903200276 
79030503PS 
7903080264 
7903270410 
7903120337 
V9030702S 1 
7903210270 
7903220272 
7903050379 
7903060251 
7903050196 
/9032Q0290 
79030702B7 
7903270324 
7903260177 
7903070351 
7903050293 
7903190271 
7903190341 
7903200146 
7903200141 
79032001 51 
79032004 1 1 
7903070216 
7903200163 
7903190350 
7903210106 
7903060301 
7903060504 
7903050259 
79030Q0211 
7903160117 
7703810122 
7903160217 
7903270527 
7903270542 
7903300234 
7903070356 
790J070213 
7903160113 
7903220190 
7903060340 
79031501(4 
790320001D 
7903220236 
7903060594 
7903220100 
7903050594 
7903200072 
7903010271 
7903010276 
7903070833 
7903140136 
7903200210 
7903010269 
7903010277 
7903090334 
7903010P36 
7903220326 
7903090393 
7903050399 
7903060495 
7903070311 
7903070315 
7903070326 
7903070335 
7903070322 
7903120230 
7903190260 
7903190336 
I 7903210117 


50-346 
50-346 
50-346 
50-346 
50-346 
30-346 
50-346 
30-346 
50-346 
50-346 
50-346 
50-346 
50-346 
50-346 
30-346 
50-346 
50-346 
50-346 
50-346 
50-346 
30-346 
50-346 
50-346 
SO-346 
50-346 
30-346 
50-346 
50-346 
50-346 
30-500 
50-346 
50-346 
50-346 
50-346 
50-500 
50-445 
50-443 
50-443 
30-445 
50-445 
50-445 
50-445 
50-443 
50-445 
30-260 
50-296 
50-327 
50-390 
50-38/ 
30-390 
30-359 
80-32/ 
40-1341 
40-1341 
80-859 
50-259 
30-327 
50-259 
50-259 
50-390 
50-259 
50-390 
50-390 
S 0-390 
50-327 
50-259 
50-359 
30-32/ 
50-510 
50-237 
50-327 
50-327 
SO-390 
50-327 
50-359 
50-327 
SO-390 
80-370 
50-5 IB 
80-259 
80-390 
80-390 
50-430 
50-S10 
80-Slfl 
50-390 
50-260 
50-360 
50-259 
50-296 
50-296 
50-260 
50-860 
50-25? 
50-239 
50-260 
50-296 
80-390 


VEPC - Vlrglnift Flectrlc. • Ptuer Cp 


..c.cssiO'ri NO 

QRCKCT t. 

7'703?IC'13/ 

SO-? 59 

’703310143 

50-25'’ 

'9Li32S0l49 

SO- 2 59 

-"03210153 

50-259 

7903210171 

30-359 

7903210175 

50-PU9 

7903270528 

50- j'70 

7103273531 

sc-i-so 

'903290024 

50-5«9 

’ /01290026 

50-259 

/')0328Q310 

50-559 

’9032B0023 

50-559 

’90329000? 

50-259 

7903290003 

50-259 

790J16C016 

SO-390 

,'9 03200398 

SO-390 

7‘70321<i103 

40-1341 

7903190843 

40-lJ4t 

’7U3190340 

71-90at 

'903130303 

50-25? 

7903050255 

50-D?7 

/ '03110303 

50-859 

-9032 10333 

50-296 

7903200367 

50-259 

'903160170 

50-259 

7903? /04aS 

50-259 

790326084? 

50-23? 

;9032 30370 

50-513 

790329000? 

50-581 

7903300820 

50-390 

79031403eS 

50-390 

7903210100 

50-390 

7903150303 

50-327 

7903140846 

50-259 

7903220269 

SO -259 

7903090870 

50-359 


79030901 4S 
79032''0463 
7903060422 
7903150214 
'903150-150 
;903150?55 
7903160241 
■'903210342 
79032 1 0023 
/90329015B 
'903200829 
■>903070376 
•'903070130 
'903070331 
•"'oao/oies 

/9O3a00l59 
-703190173 
7703190191 
79030902J6 
•’903r20265 
■>703300361 
•’9''30703a3 
7903PP0223 
7903810639 
"r03O5913B 
'703190163 
'903190175 
/703UO<<15 
7703010020 
'90.10 6W9B 
•903140473 
7--03020263 
'70 302029 I 
■73J02038S 
-•"lOJOBOlDO 
J '0305Q240 
.703050846 
79O3O5CS0O 

/.'oiosoaeo 

/ )03080ia0 
7 -'73060*^44 
'?0106US4{ 
7 103070175 
77U30703B2 
' /03060446 
■’ Af306C'4£>5 
7 703081)216 

'?o3oau2ai 

''AJ303O2P7 
'703500830 
'4030S0837 
’703060244 
-'7030701 5B 
7703090161 
-'■'03130353 
7" 03 130895 
703130310 
•'•703130348 
7903140400 
-03140407 
-f<33J4C4(4 
-70314041S 


80-296 

80-25=’ 

50-327 

50-327 

50-327 

50-38.’ 

50-32/ 

50-32/ 

50-327 

50-327 

SO-339 

50-800 

S0-2BCI 

so-aeo 

50-333 

80-339 

50-J3S 

80-200 

80-333 

50-250 

s.'-ssa 

S0-33S 
50-330 
50-339 
50-338 
50-200 
90-3311 
50-339 
50-333 
80-339 
50-330 
50-319 
50-339 
50- 339 
50-310 
50-319 
SO-339 
50-330 
80-33B 
50-338 
50-338 
50-336 

5o-?eo 

5J-330 
5Q-339 
SO- 33 7 
50-333 
50-333 
50-281 
50-201 
50-231 
bO- 2 Ql 
50-201 
50-291 
5O-S01 
80-310 
50-133 
8Q-a0l 

50-330 

50-330 
SO- 330 
80-330 



338 CORPORATE SOURCE INDEX 


AUTHOii ArFin«riun 

accesbioh no 

docket no 

AUTHOR AFFILIATION 

ACCESSION NO 

DOCKET NO 

Poiiei 







’?£>31 40423 

50-33B 

WP6C - Wisconsin Public Service Corp 

7903130515 

SO-305 


77031 400'34 

50-330 


7903210330 

50-305 


7''03230141 

50-330 


7903050390 

50-305 


'903220EAO 

50-200 


7903070372 

50-305 


7703230137 

50-330 


7903160192 

30-305 


7703230145 

50-200 


7903200326 

50-303 


'703230142 

50-200 


7903140096 

50-305 


7703270577 

50-330 


79031601 19 

30-305 


7703270SB4 

50-330 


7903140057 

50-305 


7703270571 



79030S03B7 

50-303 


7«03?70414 

50-200 


790307037 1 

50-305 


■'703270417 

50-200 


7903140255 

50-305 


’703270572 

50-330 


7903140294 

50-305 


■'70J300J70 

50-33B 


7903 1 40306 

30-305 


■’/03300J72 

50-33Q 


7903210006 

50-305 


770330035B 

50-33B 


7903210009 

50-303 


77033003tB 

50-33B 


7903200321 

50-305 


7703200350 

50-333 


7903280326 

50-305 


7703270370 

50-200 


7903070262 

30-305 


7703270420 

50-333 


7903210326 

30-305 


7703270570 

50-339 


7903120210 

SO- 30 5 


77033Q0333 

50-339 


7903210297 

50-305 


7703130273 

50-200 


7903290103 

50-305 


7703260262 

70-2710 

VAC - YPiikee Atomic riectnc Co 

7903150369 

50-29 


7703200221 

50-333 


7903080319 

50-29 


7703020260 

50-200 


7903 1 50237 

50-29 


7703120234 

50-200 


7903270408 

50-27 


7703270370 

50-200 


7903220220 

50-271 


7703050271 

50-339 


7903150235 

50-29 


7703070234 

50-33B 


7903140335 

50-29 


7703150351 

50-33B 


7903150365 

50-29 


7703120251 

50-33B 


7903140252 

50-29 


77032002B4 

50-33B 


7903080305 

30-29 


7703150274 

50-339 


7903000312 

50-29 


7703200350 

50-333 


7903130347 

30-29 


7703220217 

50-339 


7903130349 

30-29 


7703270327 

50-333 


7903200356 

50-29 


7703300373 

50-333 


7903200350 

50-29 


7903300223 

50-339 


7903270407 

50-29 


7903070237 



7903090137 

50-29 

VVNP - Vevmqnt I'anKpe fJuclear PowBr Corp 

7703290010 

50-271 


7903120266 

30-29 


7903150249 

50-27 1 


7903220221 

50-29 


7703150246 

50-271 


7903270482 

30-29 


7703020036 

50-271 


7903300375 

30-29 


7703150423 

50-271 


7903000310 

30-29 


7703140269 

50-271 


7903210037 

30-29 


77032003B8 

50-271 


7903160242 

50-29 


7703200391 

50-271 


7903220232 

50-29 


7703290006 

50-271 


/903290014 

50-29 


7903020054 

50-271 


79030504 19 



79032901 B9 

50-271 


7903200103 



7703130539 

50-271 


7903050490 



79031 50191 

50-271 


7903070102 



7703090260 

50-271 


7903050591 



7903090273 

50-271 





79031 4023B 

50-271 





7903140660 

50-271 

Institutions V L^bs 




7903090269 

50-271 

— 




7903060444 

50-271 

Argonno National Uaboratoig 

7902270072 

71-9032 


7903270356 

50-271 


7903070052 



7903200190 



7903300354 


UIFP Wisconsin Llfrcti tc Co 

7703070349 

50-266 

Argonne National Lsboiatory - Argonne 

7902270002 

71-9007 


7903120264 

50-266 





7903130374 

50-301 

Dattelle Memorial Institute 

7903200067 



79031 403'’B 

50-266 

nattvlle Mflmoriiii (nstituiei Columbus 

7903130106 



7903070250 

50-301 

Laboratories 




7903140374 

50-266 


7903230013 



7903140312 

50-301 


7903230331 



7903140313 

50-301 


7903270036 


* 

7903070345 

50-266 


7903140340 

70-0 


7903160144 

50-266 


7903220107 

70-0 


7903160147 

50-266 


7903200140 

71-9010 


7903200351 

50-301 


7903200219 

70-a 


7903200354 

50-301 


7903050200 



790329000 1 

50-266 


7903120500 



7903290005 

50-266 


7903300344 



7903270298 

50-502 


7903120493 



7903070241 

50-266 


7903220386 



79031 2020 2 

50-266 

Oattel 1 e Memorial Institutei PaciCic 

7903130110 



7903130370 


Northuest Laboratory 




7903140442 

50-502 


7903130070 



7903200370 

50-502 


7903210344 

70-364 


7903270204 

50-266 


7903070276 



7903070241 

50-P66 


7903230032 



7903270565 

50-266 


7903060669 



79030 1 02Q3 

30-502 


7903300351 


WPPS ** Wflshini?H»». ♦'t'Hit Guppt^ 

7903220033 

50-397 

01 ookhaven Mational Laboratory 

7903130490 






7903160297 

50-206 


7903210095 

50-39 ' 


7903120100 



7903220031 

50-397 


7903290137 

50-29 


7903150340 

50-460 


7903290170 

80-13S 


/903?IO''93 

60-397 


7903200204 

30-247 


7903130450 

50-500 


7903200239 



7903300423 

50-500 


7903130073 



7903300417 

50-600 


7903130496 



7901270303 

50-39/ 


7903140646 



7903290022 

50-39/ 


7903160304 



7903070515 



7903210204 




AUTHOR AFFIUIATIOM 


Rcspiirch Institutions t- Labs 


Braolibaven National Laboratory 


Electric Pouier Research Institute 
Energy Research Information Foundation 
Franklin Institute Research Laboratory 


General Research Corp 
Hanford Engineering Development 
Laboratory 


Idaho National Engineering Laboratory 


Kinetic Research) Inc 

Los Alamos Scientific Laboratory 


Lehigh Testing Laboratories. Inc 
Lawl-ence Livermore Laboratory 


Matlonal Strategic Information Center. 
Ine 

Uak Ridge National Laboratory 


Rockuiell International English System 
Group 

Bantila Laboratories 


Bouthweit Research end Information Center 
Stanford Research Institute 


CORPORATE SOURCE INDEX 
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ACCESSION HO DOCKET NO AUTHOR AFFILIATCDIJ 


ACCtSMUN NU COCK FT HO 


79038301 oa 
7903130094 
79031i00ai> 
7903140039 
79031 A0300 
7903140050 
7903140633 
7903800116 
7903090365 
7903140597 
79030201 E3 
7903140010 
7903060349 
790321 OOBO 

790322025a 
7902010203 
7903200121 
7903220100 
7903220253 
79030BOQ93 
7903080663 
7903060257 
7903070427 
7903070432 
7903060150 
7903130613 
79031301 12 
7903290051 
7903290040 
7903290OB0 
790329019a 
7903160321 
7903130593 
7903130615 
7903060706 
7903020003 
7903130212 
79031304B7 
7903210359 
7903150129 


7903060163 
7903230327 
7903810499 
7903290049 
790307042a 
7903070443 
7903070195 
7903200 1 1 4 
7903140581 
7903200126 
79031 406 58 
7903150253 
7903060703 
7903010030 
7903070186 
7903080603 
7903010030 
7903070186 
79030B06O3 
7903220110 
7903810524 
7903070190 
790321051 1 
7903120417 
7903210506 
7903140001 


Southuiest Research Institute 

Underur I ters Lahoiatuiy 


Advisory <. 0111 ) 111 1 tee! s I 

ACr 8 - Advisory Com'.ittee on fteactoi 
Safeguards 


790 J 2 BUI 42 
’ 90381054 ^ 


7903066057 

7903C'..0l4o 
7903220354 
7903130388 
7903080038 
7903200495 
7003130395 
'903800534 
790320058 1 
7903820479 
7903200586 
79032004QB 
7903300491 
■'903300485 
7903140210 
7903140223 
790313061 1 
7903140406 
7903130076 
79031 501 S3 
7903150146 
7903I20I61 
7903120483 
7903200100 
7903140227 
7903140215 
7903140502 
7903150180 
7903800102 
7903300552 


Atumic Safety Bonrdls} 1- Panel is' 


Atomic Safety and Licensing Boat d Panel 


5(i~dl 1 

50-3SH 


50*31 1 
50-560 
So-31 I 
50-358 


7903150125 


Atnmic Safety and Licensing Appeal Paiiel 7903280366 

50-4B5 

7903230149 


7903020200 

70-2623 

7903060158 


7903050047 

50-400 

7903060146 


7903070366 

50-4B3 

7903190575 


7903090125 

70-2623 

7903230029 


7903150109 

50-330 

7903140641 

71-269 

7903810362 

50-466 

7903160019 


7903230297 

50-2 

7903300321 


790J21O31U 

50-466 

79031204 50 


7903210305 

50-320 

7903140588 


7903160855 

50-340 

7903300 121 


7903300547 

50-34 1 



7903060399 

50-330 

7903210240 

71-5552 

7903150077 

50-330 

7903300299 

71-5597 

7903070225 

50-320 

7903220030 

71-5695 

79031 30431 

50-320 

7903300309 

71-9851 

7903160316 

50-380 

7903300505 

71-3907 

79030’' 082 5 

50-320 

7903070285 


7903150431 

50-320 

7903070436 


7' 


7903000350 


7 



7903020092 

7903130341 

7903130204 

7903200862 

7903060579 

7903070401 

7903070099 

7903220391 

7903120445 



340 


CORPORATE SOURCE INDEX 


AUTHOR Aff ILIA'I '01. MrcERSlON NO 

DOCKET NO 

-atomic SaForg u ^ j » 


nrcimc Safety nd ' .'iii^in; ncard Pate) 7903080529 

50 -445 

7^0J130?72 

50'5So 

'903140413 

SO -272 

790314U416 

50 '2 72 

7903140431 

50-275 

7903070561 

50-549 

7903000509 

S0-5‘’6 

7903080536 

50-403 

7903130503 

70-2623 

7903130507 

27-39 

7903140574 

50-250 

/9031E010B 

50-445 

77031A03ia 

50-344 

7903080531 

50-556 

7'^03080')39 

‘50-400 

7903140608 

50-445 

'903140645 

50-445 

/9030900Ba 

50-400 

7903320112 

50-33? 

7903150378 

50-445 

7903160307 

50-445 

■^9032t^0099 

50-387 

7903220110 

50-387 

7903230264 

50-39/ 

79O322O3B0 

50-445 

79O'Ji^a0lS3 

50-592 

7903220007 

50-382 

7?03330290 

50-369 

7903260156 

27-39 

7903160252 

50-400 

7903210309 

50-322 

7903220305 

50-344 

7903220373 

50-272 

7903220400 

50-302 

7903260083 

50-549 

7903260151 

50-445 

7903210267 

50-S49 

7903220Jfl6 

50-322 

7903220244 

50-445 

7903220369 

50-255 

7903260145 


7903260357 

50-502 

7903280152 

50-445 

7903210315 

50-437 

7903200530 , 

70-2623 

7903300241 

50-445 

7903300249 

27-39 

79 032 BOO 70 

70-2623 

7903300254 

50-344 

7903280020 

50-556 

79032B02B1 

70-2623 

■'903300090 

30-358 

7903280265 

50-387 

7903280281 

70-2623 


UffiK* Of ruie;-Di for OpBia'-lnni 1CD£)> 

Offico of the CjPCuH.o Director for 7903070417 


Operations 

7903060670 

7903060362 

7903200320 

7903140404 

7903130336 

7903210029 

7903200295 



7903190045 

7903070445 

7903000072 

7903090009 

•’903080310 

7703090016 

7903210194 

7903140017 

7903220151 

7903300401 

7903300397 

7903300014 

50-596 


7903060641 

50-311 


7903150122 

7903210288 

7903300512 

50.»250 


7903060016 

50-305 


7903290199 

50-502 


7903010455 

50-3B7 


790J060079 

50-P93 


7903300569 

so-aso 


790J300304 

7903050553 

790320007U 

79032B0251 

7903070292 

7903060715 

7903200315 

50-29 


AUTHOR AFFIHATIori ACCESSION NO 


EDO - Office of Admi iistl alion 


Office of Administration 7903320374 

7903210390 

79033000B4 

790307O34B 

7903050243 

Division of Contracts 7903330005 

7903070058 
7903050031 
790308007S 
790305004! 
7903070343 
7903010055 
7903070005 
7903050037 
7903140032 
7903070410 
790305004B 
7903070064 
7903070572 
7903070203 
7903080088 
7903130126 
79030801 S3 
7903070441 
7903070S64 
79030703S2 
7903070311 
7903080159 
7903210236 
79033003S9 
7903070523 
7903140072 
7903130169 
7903130207 
7903220446 
7903200071 
7903230013 
7903230010 
7903200055 
7903200064 
7903210226 
7903200079 
7903210245 
7903200029 
7903200039 
7903220421 
7903300004 
7903300017 

7903070558 

Division of Contracts 7903220399 

Administrative Conti ac ts Branch 7903120091 

7903130572 

7903130557 

7903150124. 

7903010001 

7903010003 

7903130569 

7903070569 

7903080003 

7903120124 

7903120109 

7903070558 

7903120096 

7903120102 

7903120119 

7903120129 

7903150220 

7903150223 

7903120103 

7903120114 

7903120122 

7903130213 

7903130215 

7903130266 

7903130267 

7903200068 

7903200075 

7903210221 

^ 7903200027 ’ 

7903200034 
7903200051 
7903200058 
7903220416 
7903300020 
7903300023 
7903300 5 55 

Purchasing Section 79030S0043 

7903060598 

7903060601 

7903070000 

7903070009 

7903070550 

7903070570 

7903070574 

7903130199 

Rekearch Contracts Branch 7903230003 

7903120084 

7903070055 


DOCKET NO 


71-4986 

70-030 



AUTHOR AFFILIATION 


Edo ~ Office of Adoiinstl afeion 


Rasearth Contracts Bi anch 


Technical Assistance Contracts 


Llcensa F*b Hanageoisnt Branch 


Division of Rulas and Records 


CORPORATE SOURCE INDEX 


341 


ACCESSION NO DOCKET NO AUTHOR AFFILIATION 


ACCCfaattIJI NCs DOCI'FT NO 


7903010051 


7903090J71 


7903010011 


7903050535 


7903010014 


7903090400 

50-413 

7903060618 


7903120156 


7903060624 


79031901 96 


79O307006B 


7903140000 


7903070070 


7903190133 


7903050029 


79031905/8 


7903140043 


7903230146 


7903140048 


7903190158 

70-133 

7903050039 


79032601 46 

70-115 

7903130442 


7903220006 

50-113 

7903130451 


7903050543 


79031 40O53 


7903210532 


7903140061 


7903140639 


7903070406 


7903200356 


7903070455 


7903090166 


7903050035 


7903050004 


7903140029 


7903140568 


7903120073 


7903140357 


7903120076 


7903150164 


7903120079 


7903140540 ' 


7903050050 


7903140544 


7903050054 


7903270262 


7903070061 


7903190145 


7903130426 


7903290044 


7903130430 


7903P&0132 


7903130434 


79030/0454 


7903130437 


7903120203 


7903140060 


7903290050 


7903230012 


7903230172 


7903230007 


7903210376 


7903230014 


7903 1 20260 


7903930016 


7903 1 90504 


7903230067 


7903 1 30550 


7903230070 


7903090124 

50-220 

7903230201 


7903260149 


7903230230 


7903050590 

50-286 

7903120087 


7903090316 

30-254 

7903080074 


7903030542 


7903070S41 


7903200343 

50-220 

7903130552 


7903090378 

50-331 

7903070196 


/903230150 


7903070003 




7903070407 




7903050462 
"7 omn as 


EDO - Offlca of International Froframs 


7903080153 


Office of 1 nt») nd 1 1 ona 1 Fvogiaias 7903050572 


7903070434 


7903060353 


7903070560 


79O30S0639 


7903070507 


7903050436 


79030S0156 


7903070384 


7903210233 


7903230112 


7903070518 


7903050466 


7903130166 


7903070359 


7903220439 


7903050477 


7903210242 


7903070390 


7903300002 


7903050357 


7903300016 


7903090118 


7903200222 

70-27 

7903090308 


7903 220 16S 

70-135 

7903120072 


7903220176 

70-27 

7903150433 


7903260197 

70-364 

79O315'0436 


7903060687 

71-6581 

7903080662 


7903220162 

70-1257 

7903080644 


7903300539 

70-2219 

7903270633 


7903300545 

71-9126 

7903270630 


7903220179 

70-754 

/903J50I30 


7903150239 

71-4986 

7903300224 


7903260194 

50-201 

7903060036 

70-2049 

7903060001 

70-820 

7903080660 


7903150259 

70-820 

7903080658 


7903080337 

70-820 

7903060574 


7903150280 

70-1131 

7903130217 


7903220182 

70-1143 

7903120370 


7903160322 

50-313 

7903140107 


7903300514 

50-213 

7903200331 


7903070001 

50-334 

7903280079 


7903150411 

50-269 

7903280150 


7903140179 

50-269 

7903290180 


79032600B1 

50-250 

7903290292 

50-468 

7903060317 

50-366 

7903380091 


7903200035 

50-321 

7903280201 


7903300517 

30-366 

7903390142 


7903140127 

50-363 

Assistant Dlrectcr for Eepdr t/lmport 6 7903080630 


7903060347 

50-289 

tnternabtona) Safeguards 


7903060510 

50-243 

7903010039 


79033001 87 

50-298 

7901010042 


7903150245 

30-267 

7903010035 


7903160314 

50-267 

7903010047 


7903130397 

50-272 

7903020385 


7903140129 

30-338 

79030203B9 


7903300525 

50-271 

7903020410 


7903220170 

70-0 

7903050470 


7903160021 

70-27 

7903050473 


7903270252 


7903050476 


7903030082 


7903050478 


7903070124 


7903050402 
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AOTHan Af-FILIATION 


CORPORATE SOURCE INDEX 

ACCFS&IDN no docket no AUTHOn AFFILIATION 


EDO - OffKe of Intel na t xiiia I Prograr'S 


AffiEtant OireitDT foi Eigort/lmpor t >/ 79O30I0I29 
Internal] oral “jifcguarJi 

7903010133 
7903050579 
79O3OSOS0O 
79030S05at 
7903060106 
7903070091 
79030701 19 
7903070036 
7903070403 
790307041 B 
7903070426 
7903070400 
79030704 lo 
79030-70421 
7903090142 
7903070502 
7903070567 
7903070419 
7903090311 
7903090329 
7903090331 
7903090334 
7903090939 
7903090942 
7903090345 
7903090350 
7903090355 
7903090357 
7903090361 
7903080643 
7903090362 
79030B0629 
7903080611 
7903080620 
7903080622 
7903080624 
79030B0627 
7903080645 
7903180135 
7903120137 
7903120143 
7903120142 
7903150109 
7903260311 
7903230364 
7903260313 
7903260315 
7903260319 
7903260322 
7903260324 
7903260335 
7903260337 
7903230340 
790323036B 
7903230370 
7903230372 
7903230344 
7903230351 
7903230347 
79032303 SS 
7903230357 
7903290302 
7903290310 
7903290315 
7903290325 
7903290328 
7903290298 
7903290321 
7903300210 
7903300213 
7903300218 
7903300220 
7903300236 
7903300195 
7903300199 
7903300205 
7903300208 
7903300214 
7903300231 
7903300496 
7903120333 
7903090010 
7903120128 
7903070405 
7903080060 
7903080064 
7903080067 
7903080040 
7903Q8QQ41 
7903140028 
7903140834 
7903090014 
790333Q261 
7903070462 
7903070469 


7903070453 

7903070460 

7903070399 

7903070402 

7903070409 

7903070412 

7903070419 

7903070424 

7903070429 

7903070430 

7903070433 

790307043B 

7903070449 

7903070451 

7903000049 

7903140929 

7903870206 

7903090254 

7903000613 

7903120159 

7903160076 

7903090011 

7903090012 

7903090013 

7903160870 

7903120104 

7903180188 

7903120188 

7903180193 

7903120197 

7903180199 

7903150896 

7903210199 

7903210202 

7903810806 

7903260132 

7903810196 

7903280148 

7903870177 

7903200074 

7903210192 

7903880319 

7903280193 

7903880154 

7903820158 

7903270246 

7903880175 

79032801B1 

7903870187 

7903270329 

7903270404 

7903270400 

7903830348 

7903280279 

7903300009 

7903300018 

7903200233 

7903070480 

7903080045 

7903810197 

79033008B4 

7903300391 

7903180346 

7903050486 

7903050282 

7903050218 

7903080598 

7903180117 

7903090140 


EI>0 - Office of Executive Legal Director 


Office of the executive Legal Director 7903200513 

7902050263 
79030900B7 
7903130525 
7903080S99 
7903130525 
7903050S04 
79O3OBO509 
7903130925 
7903070023 
7903800057 
7902090263 
7902070069 
7903050204 
79012S08B1 
7902050263 
79030 B0SB9 
79030B0591 
7903080992 
7903060105 

Oeputg Executive Legal Director 7903060678 

7903060605 

7903190346 


DOCKET NO 


50-237 

50-596 

50-237 

50-261 

50-237 

50-445 

50-861 

50-837 

50-568 

50-445 

50-237 

50-344 

50-445 

50-819 

50-837 

50-261 

50-482 

50-553 

50-549 

90-880 

90-890 

70-1729 



AUTHOR AFFILIATION 


CORPORATE SOURCE INDEX 


ACCEEiSION NO DOCKET NO AUTHOR AFFILIATION 


ACCESSION NO POCKET NO 


EDO - Office of Etecutive Legal PirectoT 


Deputg Eiecutive Legal Director 

Hearings Dlvisian 
Branch 1 


Branch S 


Branch 3 


7<?0:1l90076 
790:^160370 
7903070373 
7903090163 
7903060295 
790')0703'?3 
790:j060707 
79O:|mO309 
7903M0396 
790:il40302 
7900200049 
7900210334 
790^070303 
7903210314 
790:J06066B 
7903060713 
7903220036 
790:|l9OI33 
7903070439 
7903230 I 03 
7903220073 
7903060713 
79O30BOOUI 
79031905Q1 
7903030133 
7903230103 
7903310446 
790?070S4S 
7903030133 
7903210317 
7903260204 
7903000081 
7903190381 
7903060713 
7903210430 
7903070390 
790^000190 
7903080J 94 
7903000200 
7903210383 
7903220207 
7903210432 
7901210429 
790i0700a7 
7904220070 
7903030350 
79030Q02D9 
7903210041 
7903030097 
790ll070004 
790n050S63 
7901210404 
7900210427 
790P210378 
7900230271 
790|>210321 
790j3 070004 
7900030368 
7900210427 
79013 120373 
7900210378 
790b260339 
790b210041 
79(^030097 
7900210404 
7900070037 
7900220070 
790(3210429 
79CP230304 
7903050236 
790b070037 
79(jl210041 
79<Ja090097 
7903070004 
79d30SOSSO 
7903090368 
79q3O0O289 
7903210404 
79d3210427 
79((3 120375 
7903230260 
79(^3210370 
7903220070 
79(^3210429 
79(13230371 
79(^3260389 
79(^3090002 
79(13060702 
79(13060704 
79(13000387 
79(13090209 
7903260132 
7943210335 
3210390 
>3210239 
>3140435 
>3140440 


I 


79( 

79( 

791 

79( 


30-356 

70-1729 

50-454 

50-496 

50-822 

50-498 

90-382 

30-382 

50-302 

50-322 

50-443 

90-490 

30-302 

30-322 

30-344 

50-302 

30-445 

90-341 

30-341 

30-490 


50 

-344 

50 

-341 

30 

-S22 

SO 

-341 

30 

-341 

30 

-463 

30 

-922 

90 

-341 

SO 

-302 

30 

-344 

30 

-341 

SO 

-92? 

30 

-344 

SO 

-376 

SO 

-133 

SO 

-471 

SO 

-471 

SO-471 

SO- 

-230 

SO- 

-547 

30-947 

50- 

-273 

30- 

-237 

30-237 

SO- 

■S47 

50-947 

30- 

•330 

50-330 

30-237 

30- 

-23/ 

30- 

■330 

SO- 

■237 

SO- 

-237 

SO- 

■404 

90- 

•471 

30- 

■23/ 

30- 

■237 

50- 

■237 

90- 

■471 

80- 

•237 

DO- 

■471 

30- 

-330 

30-030 

90-330 

90-237 

90' 

•237 

90- 

■293 

50-482 

50- 

•279 

30- 

•237 

90- 

•338 

90- 

•330 

90-237 

50- 

•347 

go- 

■237 

90-347 

90- 

•338 

50-23/ 

90- 

471 

50- 

272 

50- 

237 

50- 

237 

50- 

273 

50- 

404 

90- 

471 

50- 

358 

90- 

■387 

50- 

■400 

90- 

■477 

27- 

■37 

90- 

■972 

90- 

466 

50- 

972 

30- 

407 

27- 

37 

30- 

466 

90- 

466 


Dratich 4 


Opereitans L A4inin 1 1 imi I ve Dlvlgion 
Antl-Tro*l Olvlilon 


7903070013 

50-409 

7903050124 

50-400 

7903210247 

30-919 

7903050365 

90-466 

7903210417 

50-466 

79032 1(5450 

50-392 

/703210S06 

50-350 

7903260333 

50-437 

7903000113 

50-219 

7903210203 

30-514 

7903070013 

50-409 

7903210239 

50-409 

7903210402 

30-592 

7903000113 

50-219 

7903140433 

87-39 

7903030554 

50-443 

7903060329 

90-443 

79031304/8 

90-443 

7903070013 

50-409 

77030S0124 

50-400 

7703210203 

50-9 1 4 

7703210239 

50-407 

7703SI0249 

50-21? 

7703070007 

50-400 

7703060297 

50-968 

7703030365 

80-466 

77030801 13 

50-817 

7903140405 

27-39 

7903140440 

80-466 

7903210402 

80-592 

7903060309 

90-400 

7903210402 

50-592 

7700070396 

50-310 

7900060667 

70-8683 

7900130513 

SO -309 

7903130317 

90-3QS 

7903060714 

70-2683 

790006041 1 

30-305 

7900020802 

70-2623 

7903170134 

70-8623 

/903220107 

30-397 

7900160163 

70-2623 

7903 1601 60 

70-2623 

7903210241 

70-2623 

7900190964 

30-275 

7703190541 

30-273 

7903210200 

90-514 

7700230210 

70-2623 

7900100447 

70-2623 

/903D90343 

50-382 

7903J 20434 

90-382 

7900200489 

50-220 

7900210200 

80-914 

79O319OS50 

90-279 

7903080114 

90-369 

7900060346 

70-2623 

7903070096 

50-397 

7900260096 

90-516 

7903070123 

90-910 

/903070435 

50-516 

7903000975 

50-389 

7?0305(H 14 

90-369 

7703100911 

BO-305 

79002 10 200 

30-514 

7703210219 

90-322 

77032 J 0230 

00-982 

7703060711 

30-309 

7703060409 

90-305 

7703070096 

30-377 

7903060346 

70-2623 

7903060291 

90-369 

7903090213 

50-936 

7903190550 

SO-273 

7903060333 

50-449 

7903230293 


770326036S 

30-389 

7703290045 

50-373 

7703160185 

90-443 

7903070428 

80-445 

7703000547 

30-443 

7903010340 


7903070219 


7903070524 

90-498 

7903080117 

50-972 

7903070221 


7903070527 


79032302" ■ 
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AUTHOR AFFILIATION 


CORPORATE SOURCE fNDEX 

acclssipn no docket ho author affiliation 


ACCESSION NO DOCKET NO 


EDO - OfAlce of Stato Pi ograme 


Office of Slate Progiams 

Aeoistant Dircctoi for Stale Agreements 
Programs 

Office of Inspection !< Enforcement 

Division of Reaclor Construction 
I nsp action 

Office of Inspection !< Enforcement 


Region !■ Philadelphia. Office of the 
DlreC tor 


79031601 JO 


79031 4OS03 

70-1143 

7903050075 




7903160101 


7903090060 

70-1143 

7903050079 


7703190337 

40-341 



7903050514 

50-293 

7903160271 


7903080494 

50-293 



7703000507 

SO-293 



7903140010 

50-317 



7903050509 

50-317 



7903000446 

50-317 

79O30606S2 

30-31 1 

79031 40018 

30-317 



7903000510 

50-317 

7903220009 

50- 1 33 

7903050502 

50-3 

7903060089 

SO-293 

7903080444 

SO-3 

7903140091 

50-305 

7903000505 

SO-3 

790302036B 


7903090002 

50-213 

79031 601 3B 

50-3 

7903050S04 

50-213 

7903210092 

SO- 133 

7903000403 

50-213 

7903260138 

SO- 133 

7903080472 

50-213 

79033001 BO 

BO-302 

7903050529 

30-412 

79O30BO521 

50-280 

7903140649 

50-334 

7903060033 

50-293 

7903080260 

50-334 

7903200018 

50-219 

7903000322 

50-412 

7903140038 

50-305 

7903080468 

50-412 

7903060032 

50-293 

7903080504 

50-334 



7903120529 

SO-219 

7903190356 

40-341 

7903050533 

50-219 

7903220337 


7903080397 

50-219 

790322034 1 

50-220 

7903000464 

50-219 

7903010043 

30-322 

79030S0S36 

50-322 

7903070087 

50-206 

7903080410 

50-322 

7903060573 

SO-311 

7903000456 

50-382 

79031400S5 

50-317 

7903060643 

50-889 

7903070163 

50-31 1 

7903080543 

50-380 

7903260134 

50-443 

7903080408 

50-289 

7903120569 

50-213 

7903200238 

50-289 

7903200039 

70-1717 

7903080499 

50-289 

7903220163 

70-1143 

7903060645 

50-309 

7903220168 

70-1143 

7903080431 

50-309 

7703140022 

50-317 

7903080501 

50-309 

7903120313 

30-309 

7903060640 

50-245 

7903130021 

50-403 

7903080438 

50-245 

7903130028 

30-404 

7903080498 

50-245 

7903140033 

50-322 

7903280040 

50-245 

7903140487 

50-871 

7903060632 

50-410 

7903150450 

50-809 

7903060630 

50-220 

7903260060 

70-135 

7903160190 

50-220 

79031 4ff0 19 

50-272 

7903080433 

50-410 

7903140089 

30-311 

7903080564 

50-220 

7903140431 

50-317 

7903080498 

50-220 

7903220470 

70-33 

7903080517 

50-410 

7703300363 

70-371 

7903060634 

50-206 

79032902B9 

50-819 

7903060636 

50-333 

7903300081 

70-136 

7903080262 

50-333 

7903300200 

50-5 

7903080276 

50-206 

7903300357 

70-1143 

7903080487 

50-333 

7903290314 

50-247 

7903080488 

50-206 

7903300289 

50-193 

7903280043 

50-206 

7903210007 

40-791 

7903280052 

50-333 

7903300035 

S 0-443 

7903060629 

50-352 

7903300033 


7903060631 

50-277 

7903300343 

50-245 

7903080448 

50-352 

7903300327 

50--819 

7903080567 

50-277 

7903300384 

50-278 

7903080489 

50-277 

7903300509 

50-820 

7903080518 

50-352 

7903200243 

50-289 

7903200197 

50-352 

7903230279 

40-7845 

7903280045 

50-277 

790322001 1 

30-549 

7903210045 

50-387 

7903050531 

30-6949 

7903050540 

50-307 

7903050519 

70-102 

7903080405 

50-307 

79O3OS0S69 

30-767 

7903080511 

50-387 

79030S055S 

30-767 

79030SOS17 

50-272 

7903130605 

70-1111 

7903060621 

50-311 

7903130610 

70-960 

7903080391 

50-311 

7903270247 

70-1173 

7903080395 

50-272 

7903140361 

70-1195 

7903130339 

50-311 

7903230274 

40-7122 

7903000459 

50-311 

7903130680 

70-1050 

7903080483 

50-872 

7903230283 

70-B59 

7903280021 

50-31 1 

7903270173 

30-770 

7903280030 

50-272 

7903190072 

30-1911 

7903060625 

50-443 

7903280226 

40-8670 

7903080389 

50-443 

7903200032 

70-1717 

7903080460 

50-443 

7703200037 

70-1717 

7903280025 

50-443 

7903270211 

30-7SB7 

7903030521 

50-244 

7903050515 

70-2639 

7903060616 

50-405 

7903870219 

30-183 

7903080859 

50-405 

79030J0015 

70-135 

7903080401 

50-244 

7903090067 

70-135 

7903080462 

50-485 

7903270318 

70-823 

7903080484 

50-244 

7903270315 

70-1824 

7903280036 

90-485 

7903090069 

70-33 

7903280047 

50-244 

7903140626 

70-371 

7903030524 

50-271 

7903090063 

70-371 

7903080280 

50-271 

7903090071 

70-B20 

7903080471 

50-271 

7903140657 

30-10029 

7903880001 

50-871 

7903140577 

40-2206 

790303032^' 

50-89 


AUrHOfl AFFILIATION 


CORPORATE SOURCE INDEX 

accession no docket no author affiliation 


345 


ACCESSION NO DOCKET NO 


Office of Inspection & Enforcement 


(legion 1> Philadelphlat Office of the 
Di rector 


Region 1> Ph i lade 1 ph 1 ai Reactor 
Construction & Englneeitng Support Dranc 


Region 1> Ph t lade Iphlsj Fuel Facllltg 
Materials Ssfetg pranch 


79030B0452 

50-29 


7903220161 

70-1 143 

79030B0470 

50-29 


7903190)42 

70-184 

7903290047 

50-29 


7903190308 

50-170 

7903280017 

50-29 


7903060023 

40-9253 

7901220139 



7903060018 

40-2253 

7903050495 

30-244 


7903190290 

50-184 

7903230003 

50-S49 


7903070496 

50-293 

7903300470 

50-289 


7903090346 

50-293 

h 



7903200317 

50-293 

7903010040 

30-322 


7903070468 

50-293 

7903130250 

30-311 


7903130079 

50-3 

7903130253 

50-311 


7903300360 

50-334 

7903080152 

50-289 


7903300351 

30-334 

7903300464 

30-289 


7903120492 

50-309 

79O30B0103 

30-412 


79030800) 1 

50-220 

7903000002 

50-3S7 


7903220327 

50-920 

7903090379 

50-271 


7903080008 

50-220 

7903260140 

50-443 


790322032 1 

30-220 

7903120004 

50-349 


7903120060 

50-206 

7903120525 

50-363 


7903300333 

50-206 

7903130167 

30-293 


7903)20009 

50-277 

7903140624 

50-272 


7903200206 

30-392 

7903140364 

50-243 


7903070(32 

50-272 

7903140135 

30-307 


7903210016 

30-311 

7903140303 

50-31 1 


7903070117 

50-272 

7903200576 

50-410 


7903020059 

30-271 

7903200310 

30-363 


7903070291 

50-271 

7903200333 

50-443 


7903020051 

50-271 

7903300055 

30-443 


7903290190 

50-271 

7903300343 

50-245 


79032901 B7 

30-271 

7903300304 

50-278 

RfiSlOh If Ph i ladi^l phlai Realtor 

7903090440 

50-54 

7903130150 

50-293 

Operations Nuclear Support Oranch 



7903000099 

50-412 

7903070009 

50-206 

7903060562 

50-412 


7903070110 

50-219 

79031 2051 B 

50-363 


7903020042 

50-971 

7903200296 

50-363 


7903020046 

50-971 

7903010041 

50-322 


7903010402 

50-5 

7903010034 

50-322 


7903080149 

30-989 

7903200310 

50-322 


7903080536 

50-289 

7903300460 

50-289 


7903080562 

30-289 

7903300451 

50-289 


7903130545 

30-27 1 

7903140356 

50-245 


7903130549 

50-271 

7903300333 

30-245 


7903070)32 

30-334 

7903080500 

50-423 


7903070135 

30-334 

7903070103 

30-220 


7903130239 

30-336 

7903200569 

30-410 


7903130241 

50-336 

7903120002 

30-549 


79031 305BS 

50-272 

7903300300 

30-278 


7903130396 

30-272 

7903080001 

30-387 


7903080096 

50-320 

7903140133 

30-387 


7903070163 

50-311 

7903130100 

50-387 


79030701)2 

30-220 

7903130247 

30-311 


7903070 J 15 

30-920 

7903140299 

30-311 


7903! 20594 

50-213 

7903140013 

30-272 


7903090325 

30-31 1 

7903140621 

30-272 


7903130011 


79O3I4Q0B5 

30-311 


79031 30 IB2 

50-317 

7903130239 

00-311 


7903120516 

50-309 

7903140064 

30-31 1 


7903080025 

50-972 

7903260131 

50-443 


7903120481 

50-171 

7903200320 

30-443 


7903130321 

50-134 

7903300049 

50-433 


7903130329 

50-134 

7903260120 

50-443 


7903140033 

30-322 

7903090376 

50-271 


7903140066 

30-273 

7903060025 

40-2233 


7903140445 

50-247 




7903150141 

30-213 

7903020062 

50-271 


7903150450 

30-289 

7903020067 

30-271 


7903140431 

30-317 

7903070176 

50-272 


7903140)46 

30-277 

7903070101 

50-272 


7903S 10024 

50-271 

7903000013 

50-220 


7903210013 

30-31 1 

7903000015 

30-220 


7903200293 

30-320 

7903070497 

50-293 


7903200447 

30-31 1 

7903070500 

50-293 


7903290201 

50-920 

7903070294 

30-27 1 


7903290202 

50-220 

7903190347 

40-34 1 


7903290289 

50-219 

7903220160 

70-1143 


7903290314 

50-247 

7903120040 

30-201 


7903300007 

50-31 1 

7903090352 

50-293 


7903300327 

30-219 

7903120024 

50-277 


7903300494 

50-225 

7903120065 

50-2B6 


7903300590 

50-31 1 

7903120520 

50-309 


7903300352 

50-277 

7903200209 

50-352 


7903300507 

50-213 

7903200214 

50-352 


7903300309 

50-220 

7903130085 

50-3 


770301048) 

50-S 

7903200324 

50-293 


7903300489 

50-225 

7903210017 

50-311 


7903130319 

50-134 

790319053B 

50-170 


7903130311 

30-134 

7903190531 

50-170 


7903090427 

50-34 

7903S90I92 

30-271 


7903090439 

50-34 

7903290194 

30-27 t 


7903130173 

50-317 

7 903 J 90296 

30-IB4 


7903140426 

SO-317 

7903300369 

30-334 


7903)40438 

30-247 

7903300364 

30-334 


7903290304 

30-247 

7903120043 

50-201 


79031B0587 

50-213 

7903190167 

70-184 


7903 1501 38 

50-213 

7903190170 

70-184 


7903300503 

aO-213 



346 

AUTHOR AFPILIATIOM 


OFficr of Inspection & Enf ore enent 


Region !■ Philadelphia. Reactor 
Operations Hue lean Support Branch 


Region ti Philadelphia. Safeguards 
Branch 


CORPORATE SOURCE INDEX 


ACCESSION NO DOCKET NO AUTHOR APFILTATION ACCESSION NO DOCKET ND 


7903070151 

50-334 


7903220471 

70-33 

7903070S03 

50-334 


7903090429 

70-371 

7903070143 

50-334 


7903090410 

70-371 

7903070105 

50-219 


7903120430 

70-371 

7903130002 

50-219 


7903070289 

70-371 

7903290979 

50-219 


7903140095 

70-371 

7903140027 

50-332 


7903120022 

70-820 

7903000146 

50-3B9 


7903090407 

70-371 

7903060549 

50-289 


7903120419 

70-371 

79030B009I 

50-330 


7903190311 

70-371 

7903130447 

50-209 


7903300359 

70-371 

7903200269 

50-330 


7903300260 

70-020 

7903060196 

50-389 


7903120020 

70-820 

7903120510 

30-309 


7903140093 

70-371 

7903130233 

50-336 


7903300237 

70-820 

7903130031 

50-243 


7903020073 

70-1143 

7903130221 

50-336 


7903120014 

70-1143 

7903070109 

50-230 


7903130092 

70-1143 

7903290200 

50-230 


7903190316 

70-1143 

7903300506 

30-230 


7903020035 

70-1143 

7903290196 

50-230 


7903300356 

70-1143 

7903070083 

50-286 


7903070201 

70-398 

7903140139 

50-277 


7903140106 

50-847 

7903300350 

30-277 


7903140101 

50-247 

7903290059 

30-277 


7903150133 

50-213 

7903080018 

50-273 


7903200451 

50-819 

7903130579 

50-273 


7903120485 

50-219 

7903070159 

50-31 1 


7903300322 

30-819 

7903090318 

50-31 1 


7903140005 

50-209 

7903120457 

30-273 


7903090332 

50-845 

7903140054 

50-272 


7903060426 

30-220 

7903210010 

50-31 1 


7903060572 

50-31 1 

7903200442 

50-31 1 


7703140481 

50-2/1 

7903070481 

50-273 


7903140339 

50-29 

7903300006 

50-31 1 


7903140065 

50-29 

7903300524 

50-31 1 

Region 2. Atlanta. Office of the 

7903050537 

30-6949 

7903130206 

50-327 

Director 



7903020040 

30-271 


7903050576 

30-767 

7903130542 

50-27 1 


7903200031 

50-327 

7903020030 

50-271 


7903200038 

50-387 

7903210020 

50-27 1 


7903300068 

50-369 

7903130536 

30-271 


790320006? 

30-369 

7903090431 

70-371 


7903050424 

70-1816 




7903200568 

70-693 

7903090417 

70-371 


7903130093 

50-861 

7903020063 

70-1143 


7903130007 

50-325 

7903060573 

30-31 1 


7903130003 

50-390 

7903120441 

70-371 


7903260075 

50-800 

7903070296 

70-371 


7903270566 

50-321 

7903060666 

70~I3S 


7903130142 

50-269 

7903120533 

50-219 


79033B0065 

50-566 

7903130320 

50-201 


7903280098 

50-393 

7903140110 

50-247 


7903140006 

70-1113 

7903070204 

70-398 


7903270604 

30-395 

7903060420 

70-1100 


7903260124 

50-400 

7903130135 

50-166 


7903270267 

50-400 

7903140098 

70-371 


79030B0S48 

50-437 

7903140343 

50-29 


7903080291 

50-437 

7903120031 

50-20 


79032(50094 

50-437 

7903120038 

70-1100 


79032101 18 

50-437 

7903090340 

30-24S 


7903210563 

50-437 

7903090428 

70-135 


7903020367 

60-332 

7903120016 

70-1143 


7903080503 

50-13 

7903120026 

70-820 


7903130540 

70-27 

'050 

70-134 


7903140006 

70-1113 

9 

70-1143 


7903080264 

70-1308 

7 

50-271 


7903080516 

70-1193 

1 

70-1143 


7903120139 

70-143 

t 

70-135 


7903060571 

70-1432 


50-213 


7903080559 

50-364 


70-371 


7903080570 

50-340 


30-219 


7903060266 

50-346 


70-33 


7903140332 

50-346 


70-371 


7903210115 

50-346 


70-135 


7903210365 

50-340 


70-1143 


7908280090 

50-861 


30-193 


7903080335 

50-261 


70-820 


7903080256 

50-261 


70-820 


7903140465 

60-261 


50-219 


7903210119 

50-261 


70-371 


7903210368 

50-261 


50-20 


7902280833 

50-469 


30-5 


7908280257 

50-370 


50-166 


7903080532 

50-413 


50-193 


79O30BOS32 

50-269 


70-135 


7903090129 

50-413 


70-135 


7903080849 

50-413 


70-135 


7903090270 

50-269 


70-135 


7903140537 

50-413 


70-135 


7903140543 

50-269 


70-1100 


7903210127 

50-413 


70-1100 


7903210132 

50-869 


70-1100 


7903210573 

50-413 


50-201 


7903210383 

50-869 


30-201 


7903060567 

50-302 


70-124 


7903080382 

50-308 



author affiliation 


InspBction It Enforcement 

Region S> Atlanla< Office of the 
Olrec tor 


Region 2. Atlanta, Reactor Constructl 
on L Engineering Support Branch 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET NO AUTHOR AFFILIATION 


347 


ACCESSION NO OOCHET NO 


7903080274 

50 

1-302 

79031 4042B 

30 

,-302 

7903210135 

50 

-303 

7903210587 

50 

-302 

7903000337 

SO 

-250 

7903000275 

50 

-850 

7903140548 

50 

-230 

7903210138 

50 

-250 

7903210509 

50 

-250 

79030BOS33 

SO- 

-321 

7903080278 

SO- 

-321 

7903140520 

30- 

-321 

790321014a 

50-321 

7903210593 

SO- 

-321 

7903010107 

SO- 

-416 

7903080504 

50- 

-416 

7903080206 

50- 

■416 

7903140528 

50- 

•416 

7903210145 

SO- 

•416 

7903220010 

50-416 

7903010097 

50- 

395 

7903010103 

50- 

395 

7903080545 

50- 

395 

7903080555 

50- 

395 

790308029S 

50- 

395 

7903140330 

50- 

395 

7903210148 

50- 

395 

7903220017 

30- 

395 

7902210164 

50- 

327 

7903020376 

30- 

259 


7903080300 

7903140552 

7903210007 

7903220026 

7903090123 

7903000314 

7903140433 

7903210151 

7903220019 


50-256 

50-239 

50-2S9 

50-259 

50-200 

50-280 

50-280 

50-280 

50-280 


7903080418 

SO 

1-518 

7703080440 

SO 

-510 

7903190203 

30 

-309 

7903190200 

SO 

-389 

7903200038 

50 

-327 

7903070553 

50 

-364 

7903070557 

50 

-364 

7903200069 

SO 

-369 

7903060379 

SO 

-438 

79030701 B0 

50 

-372 

7903070170 

50 

-518 

7903070199 

50 

-438 

7903150083 

SO 

-510 

7903150090 

SO 

-510 

7903200226 

50 

-390 

7903200229 

50 

-390 

7903090006 

SO 

-566 

7903130224 

50 

-339 

7903200472 

50 

-424 

7903200475 

50' 

-424 

7903150017 

50' 

-339 

7903130007 

SO' 

-325 

7903220233 

50- 

■395 

7903220239 

50-395 

7903140510 

SO- 

-327 

7903140499 

SO- 

-327 

7903140369 

50- 

■369 

7903160020 

50- 

-390 

7903160023 

50- 

•390 

7903200105 

SO- 

•400 

7903210043 

SO- 

•327 

7903150208 

50-413 

7903260113 

SO- 

■369 

790326011 S 

SO- 

■369 

7903220166 

50-400 

7903220173 

50- 

'400 

7903070649 

50-364 

7903070495 

50- 

■364 

7903130005 

50- 

■325 

7903200102 

50- 

400 

7903220159 

50- 

■400 

7903200060 

50- 

■369 

7903150199 

50- 

413 

79032601 10 

50- 

369 

7703200047 

50- 

369 

7903190279 

50- 

309 

7903190267 

60- 

309 

7903200463 

50- 

424 

7903200448 

50- 

424 

7903220197 

50- 

39S 

7903220191 

50- 

395 

7903080344 

50- 

510 

7903200023 

50- 

327 

7903060375 

60- 

430 

7903070197 

50- 

438 

7903070183 

50- 

327 


790307014.5 SO-SIO 


Region 2. Atlanta. Fuel racilitg 
Materials Safetv Branch 


7903200223 30-390 
7903150070 50-Sie 
7903090005 SO-Sii. 
7903140305 50-327 
7903060590 50-390 
7903140492 50-327 
7903160017 50-390 
7903310039 50-33? 
7903070520 30-510 
79030S0296 30-518 
7903160015 30-390 
7903200014 50-327 
7903200317 50-390 
7903220322 50-390 
7903130319 50-339 
7903150010 50-339 
7903050123 

7903060501 70-1349 


7903060617 

7903060622 

7903070525 

7903070519 

7903010050 

7903140150 

7903140162 

7903150292 

7901150297 

7903130010 

7903130101 

7903} 30625 

7903160282 

7903160284 

7903310036 

79031 30142 

79032B01 17 

7903270431 

7303270437 

7903280067 

7903260089 

7903210033 

7903060570 

7903060566 

7903130619 

7903270427 

7903270415 

7903060615 

7903130097 


70-1 113 

70-1113 

50-321 

50-3S{ 

50-327 

50-259 

50-259 

50-321 

50-321 

50-302 

70-143 

70-57 

70-143 

70-143 

50-160 

SO-569 

50-280 

70-1201 

70-1201 

50-261 

50-259 

50-160 

70-1349 

70-1349 

70-27 

70-1201 

70-1201 

70-1113 

70-143 


Region ?> Atlanta, Reactor Opeiations 
Nuclear Support Branch 


7903160275 
7903160272 
79032800B4 
7903130137 
7 9031 300 OB 
7903070517 
7903150289 
7903070509 
7903150283 
7903360073 
7903010049 
7903140147 
7903260087 
7903140130 
7903200 1 10 
7903PB01 IS 

7903200121 
7903060396 
7903010366 
79030 1 0355 
7903070522 
7903120400 
7903120393 
7903070057 
7903080141 
79031 3051 B 
7903130531 
79030701 77 
7903090054 
7903 1 30200 
7903000566 
7903130214 
/90313019a 
7903070469 
7903130093 
7903130003 
7903210030 
7903140636 
7903270560 
7903270628 
7903280026 
790323003} 
7903200059 
7903270533 
7903200095 
7909140546 


70-143 

70-143 

30-261 

50-269 

50-302 

SO-321 

50-321 

50-321 

50-321 

50-321 

30-327 

50-259 

50-259 

50-259 

50-230 

S0-39S 

S0-39S 
30-250 
50-369 
50-366 
30-280 
50-321 
50-3SI 
50-327 
50-390 
50-302 
30-302 
50-327 
50-259 
50-338 
50-369 
50-327 
50-280 
50-340 
50-20 t 
50-390 
50-259 
50-366 
50-321 
50-369 
50-280 
50-230 
50-324 
50-369 
50-395 
50-34B 



348 

AUTHOft ArPlLIATION 


Office of Inspeccion t Enforcement 

Region Si Atlanliei Reactor Operations 
Nuclear Support tlranch 


Region 3, Atlantai Safeguards Drench 


CORPORATE SOURCE INDEX 

accession no docket no author AFFILtATION ACCESSION NO DOCKET NO 


79031 301 59 

SO 

-348 

7903070468 

SO 

-348 

79031 40S42 

50 

-348 

7903070444 

SO 

-340 

7903130154 

50 

-348 

79031300&6 

50 

-261 

7903280053 

SO 

-324 

79032801 1 ! 

50 

-400 

7903270281 

SO 

-400 

7903010360 

50 

-369 

7903080561 

90 

-369 

7903140564 

50' 

-369 

790327062a 

SO 

-369 

7903270526 

50 

-369 

7903130513 

50' 

-302 

7903130499 

50 

-302 

7903060391 

SO 

-250 

790301 0350 

so 

-366 

7903120387 

50' 

-321 

7903140521 

SO' 

-366 

7903270553 

50' 

-321 

7903120332 

SO 

-321 

7903270539 

50 

-321 

7903070544 

50 

-367 

7903280115 

50 

-395 

790328009a 

SO 

-395 

7903270599 

50 

-395 

7903280083 

SO' 

-395 

7903280108 

50- 

-395 

7903070053 

50-327 

7903080137 

SO- 

-390 

7903070173 

90-327 

7903090049 

50- 

-339 

7903130001 

50-390 

79032)0027 

SO- 

-259 

7903380063 

SO- 

-566 

7903070516 

SO- 

-280 

7903130190 

50-338 

7903130185 

30-200 

7903010021 

SO- 

-333 

7903280015 

SO- 

-280 

7903280088 

so-aao 

7903280074 

50-880 

7903130121 

70-37 

7903150167 

30-861 

7903080508 

50-302 

7903120444 

70-143 

7903130260 

50-269 

7903070504 

SO-369 

7903160267 

70-143 

79031 20052 

70-1201 

7903200177 

50-324 

79<ni30J7e 

50- 

-321 

7903130237 

70- 

•1113 

7903120496 

70- 

-1113 

7903260107 

70-1201 

7903300400 

70- 

-143 

7903120458 

70-143 

7903230040 

70- 

-1801 

7903220268 

50-124 

7903260 127 

50-S50 

7903070069 

50- 

•BSO 

7903220263 

50-124 

79031301 17 

70-27 

7902280095 

70-B7 

7903120090 

70- 

-IBOl 

7903130105 

70-27 

7903230031 

70- 

-IBOl 

7903260104 

70-IB01 

7903090492 

70- 

-1113 

92 

70-1113 

16 

70-1113 

9 

70- 

-143 


70-143 


70-143 


70-143 


70-143 


70-143 


70- 

'1151 


50-B6t 


SO- 

261 


SO- 

-384 


50-269 


50-369 


50-269 


90-308 


50-308 


50-850 


SO- 

B50 


SO- 

BSO 


50-3B1 


30- 

900 


50-329 


50- 

329 


80- 

329 


50- 

3SB 


7903070391 

50-835 

7903080437 

50-153 

7903070042 

90-863 

7903070044 

90-263 

7903060491 

90-315 

790301 0065 

90-895 

7903160317 

70-578 

7903020277 

50-358 

7903090004 

90-306 

7903160816 

50-358 

7903130548 

50-440 

7903180870 

50-440 

7903130466 

30-454 

7903140195 

50-30 

7903130478 

90-409 

7903140162 

50-294 

7903130047 

50-237 

7903130482 

50-202 

79031 503S3 

50-315 

7903130359 

50-313 

7903140040 

70-8 

7903150407 

30-373 

7903150368 

30-855 

7903150329 

30-263 

790315033! 

50-863 

7903150432 

30-346 

7903150345 

50-341 

7903190010 

30-10 

7903190015 

50-10 

7903190054 

70-2703 

7903260383 

70-1430 

7903260041 

70-152 

7903300318 

50-389 

7903200454 

70-8930 

7903140038 

30-10 

7903060606 

70-1004 

7903890208 

40-8061 

7903300583 

30-135 

7903060053 


7903080412 

30-10 

7903200347 


7903200350 


7903080349 

50-315 

7903150840 

30-316 

7903080358 

30-313 

7903150012 

30-313 

7903190533 

50-313 

79030B0419 

80-10 

7903070536 

50-373 

7903080343 

50-10 

7903130015 

50-10 

7903190539 

50-10 

7903160180 

50-358 

7903080489 

50-358 

7903080354 

30-358 

7903860308 

50-353 

7903160319 

30-350 

7903150025 

30-350 

7903190544 

30-358 

7903080375 

50-440 

7903080353 

30-440 

7903150088 

50-440 

7903190546 

50-440 

7903080451 

30-133 

7903070389 

30-885 

7903080383 

30-329 

7903080430 

30-135 

7903130115 

50-135 

7903080356 

50-329 

7903000357 

30-133 

7903200089 

50-389 

7903150029 

50-329 

7903150031 

30-153 

7903230333 

50-833 

7903190549 

30-389 

7903190388 

50-153 

7903000347 

50-409 

7903080338 

50-409 

7903150033 

30-409 

7903190353 

30-409 

7903080339 

50-341 

7903080339 

50-341 

7903130034 

50-341 

7903190001 

30-341 

7903810293 

30-331 

7903090036 

50-331 

7903030120 

30-331 

7903080346 

50-331 

7903080360 

50-331 

7903830037 

50-331 

7903150033 

50-331 

7903190533 

30-331 

7903080360 

50-461 

7903080361 

30-461 

7703150037 

30-461 

7903160062 

30-461 


CORPORATE SOURCE INDEX 

AUTHOR AFFILIATION ACCGSaiON NO DOCKET NO AUTHOR AFFILIATION 


340 

ACCESSION NO DOCKET NO 


Office of Inspection t. Enforcement 

Region 3< Chicagoi Office of the 7R03I90003 30-461 

Dir ec tor 

7903080349 30-315 

79030B0353 50-316 

790315001a 30-315 

7903190535 30-315 

7903080370 50-367 

7 9030 803 Aa 50-367 

79031 50040 50-367 

7903190004 SO-367 

7903090003 30-306 

7903080341 50-484 

7903000343 50-363 

7903080363 30-263 

79030B0364 50-484 

7903140034 50-484 

7903130043 50-263 

7903190007 50-484 

7903190559 50-263 

7903080373 50-546 

7903080365 50-546 

7903150045 50-546 

7903190008 50-546 

79030B034B 30-346 

7903080366 50-346 

7903130046 30-346 

7703190362 50-346 

7903080386 50-483 

7903000367 30-483 

7903150047 50-483 

7903190363 50-483 

7903000379 50-366 

7903000368 30-266 

7903150049 30-266 

7903190566 50-266 

7903000387 50-305 

7903080369 30-303 

7903150052 50-305 

7903190370 30-305 

Region 3> Chicago. Reactor Construe tl 7903080IDB 30-373 

o-n ti Engineering Support Dranch 

79030801 10 SO-373 

7903010361 50-329 

7903060377 SO-346 

7903060503 50-546 

7903060592 50-358 

7903070392 50-255 

7903060505 50-306 

7903060S0B 50-306 

7903070049 50-373 

790309005B 50-331 

7903090061 50-331 

7903130000 50-546 

7903160218 50-358 

7903090051 50-440 

7903130016 50-373 

7903130021 50-483 

7903130028 50-484 

7903130047 50-237 

7903130409 50-456 

7903130418 50-456 

7903130033 50-483 

7903130127 50-331 

7903130391 50-329 

7903130041 50-461 

7903130069 50-373 

7903190038 50-350 

7903190041 50-3SB 

7903130056 50-329 

79031 50(73 50-331 

7903160260 50-373 

7903160262 50-373 

79031904B0 50-454 

7903190493 50-454 

7903220519 50-454 

7903220466 

7903220497 60-454 

7903220515 SO-546 

79032601 19 50-341 

7903220428 50-367 

7903260118 50-341 

7903300310 50-329 

7903270496 70-36 

7903200191 50-360 

7903200196 50-350 

7903000105 50-373 

7903070045 50-373 

7903090046 50-440 

7903130460 50-454 

7903130403 50-456 

7903I602S9 50-373 

7903190477 50-454 

7903130044 50-237 

7903130066 50-3/3 

7903220458 50-373 

7903220493 50-454 

7903140004 50-373 


7903130123 50-456 

7903130603 30-373 

7903150400 50-373 

79031 600S4 30-456 

7903060504 50-330 

7903020274 50-350 

7903190035 50-350 

7903060593 30-358 

7903150069 50-35B 

7903260202 50-350 

7903200189 50-338 

7903200192 90-358 

7903120537 S0-44O 

7903190111 50-440 

7903260099 50-440 

7903260092 S0-35B 

7903010351 50-329 

7903020267 50-329 

7903130379 50-329 

7903060583 50-329 

79 03060 S 86 50-329 

7903130050 50-329 

7903080320 50-327 

7903120559 50-329 

7903130231 50-329 

7903300313 50-329 

7903220340 50-329 

7903150338 50-341 

7903260116 50-341 

79030704SS 50-341 

79032303SB 50-341 

7903130119 50-331 

7903150171 30-331 

7903130033 50-461 

7903220424 30-367 

7903260210 50-367 

7903060502 30-306 

7903130024 50-494 

7903070475 50-306 

7903220509 50-546 

7903060576 50-546 

7903130075 SO-546 

7903150027 50-546 

7903130010 SO-403 

7903130030 50-403 

Reglen □. Chicago. Fuel Facility 7903010067 50-295 

Materials Safebg Branch 

790307011 1 50-282 

7903070492 50-315 

7903130149 50-186 

790312D02S 50-116 

7903190051 50-130 

7903070301 50-155 


7903130359 

50 

-454 

7903070529 

50 

-341 

7903140195 

SO 

-30 

7903140182 

50 

-294 

7903140480 

50 

-a 54 

790315007S 

40 

-3392 

7903130373 

50 

-i6 

7703130470 

50 

-409 

7903140171 

SO 

-150 

7903210387 

27 

-39 

7903150331 

SO 

-363 

7903230482 

60 

-315 

7903220436 

50 

-331 

7903360040 

70- 

-152 

7903200058 

50' 

-350 

7903300471 

70- 

-36 

7903120001 

SO- 

-116 

7903020465 

70- 

-359 

7903M0175 

SO- 

-294 

7903340169 

SO- 

-ISO 

7903260037 

70- 

-152 

7903160070 

70- 

-152 

7903130141 

50- 

-106 

3903260380 

70- 

-1430 

7903150071 

40- 

■3392 

7903300467 

70- 

-36 

7903 3005 IB 

70- 

■36 

■»903 190047 

70- 

1308 

7903210300 

27- 

•39 

7903140167 

30- 

■30 

7903220400 

50- 

■315 

790301 0062 

30- 

■293 

7903130394 

30- 

■454 

7903140495 

30- 

■254 

7903090469 

50- 

■29S 

7903200055 

50- 

•350 

7903070297 

50- 

■ISS 

7903130467 

50- 

409 

7903070526 

50- 

341 

7903 1 30366 

50- 

16 

790320Q917 

50- 

409 

7903050397 

50- 

331 

7903220433 

50- 

331 



360 CORPORATE SOURCE INDEX 

AOTHOfi AFFILlATIOfJ ACCESSION NO DOCKET NO AUTHOR AFFILIATION ACCESSION NO DOCKET NO 


Office of It'spTttion >1 Fnf or{ ement 


Region 3- Chicago. Fuel facility 
Naterials Safety tlranch 


Re]ion 3t Chicago. Reactor Operations 
Nuclear Support Branch 


Region 3 Chicago. Zai'eguarili llranch 


7RO30704S7 

50-315 


7703220307 

50-266 




7903270141 

50-186 

7903320460 

50-315 


7903220447 

50-116 

7903070106 

50-202 


7903220456 

70-1300 

7903150327 

50-263 


7903220443 

50-116 

7903260065 

30-263 


7703120098 

50-123 

7903140036 

70-8 


7903 1 20083 

50-106 

7903160313 

70-572 


7703270134 

50-186 

7903070506 

SO-334 


7903130063 

70-36 




7903270489 

70-36 

7903070511 

50-254 


7903220452 

70-1308 

7903070 1 1 B 

50-155 


7903210266 

70-1193 

7903070310 

SO-254 


7903220357 

50-315 

7903070317 

50-254 


7903020413 

50-373 

7903070073 

50-373 


7903070450 

50-249 

7903070477 

50-331 


7903080065 

50-155 

7903070479 

50-331 


7903090307 

50-255 

79030B017B 

50-10 


7903150001 

50-155 

7903080063 

50-346 


7903070560 

50-409 

7903080070 

SO-346 


7903090398 

50-331 

7903080150 

50-295 


7903220357 

50-315 

7903190116 

50-315 


7903010138 

50-263 

79031 50OS9 

50-346 


7903200271 

50-346 

7903130063 

30-315 


7903220304 

50-266 

7903130330 

50-253 


7903140050 

50-305 

7703140468 

30-254 


7903050491 

70-0 

7903! 301170 

50-202 


7903050493 

70-0 

7903140603 

50-303 


7903220103 

70-0 

7903130480 

30-202 

Region Ddlt^Si Office of the 

7903130567 


7903140393 

SO-407 

Director 



7903150054 

50-346 


7903150123 


7903210054 

50-07 


7903210352 


7903150150 

50-254 


7903150137 


7903150156 

50-330 


7903150142 


79031501 6J 

30-350 


7903120134 

40-0563 

790J150166 

50-350 


7903140131 

50-298 

7703190015 

50-10 


7903200577 

50-205 

7903220433 

50-10 


7903150439 

40-0580 

7903220477 

30-409 


7903200022 

40-0600 

7903220405 

50-409 


7903190351 

70-157 

7903220407 



7903190372 

70-1306 

7903220410 

50-493 


7703140073 

70-046 

7903220469 

30-202 


7903210346 

50-482 

7903220470 

50-202 


7903210354 

50-482 

7903280044 

50-254 


79032 1 0367 


7903280054 

50-150 


7903150119 


79032000 SI 

30-150 


7903200582 


7903210050- 

50-07 


7903070464 


79030004 86 

50-315 


79031 30564 


79031503 52 

50-313 


7903210343 


7903060656 

50-313 


7903130135 


79031300 99 

30-315 


7903150127 


7903070909 

30-234 


7903210104 


7903070073 

50-373 


7903000415 

50-313 

7903070306 

30-254 


7903090031 

50-313 

7903090174 

30-10 


7903000413 

50-458 

7903000147 

50-273 


7903080435 

50-458 

7903130013 

50-373 


7903090039 

50-458 

7903140463 

30-254 


7903190032 

50-458 

7903150144 

50-254 


7903200004 

50-450 

7903190009 

50-10 


7903300000 

50-458 

7903220445 

50-10 


7903290326 

50-458 

7903000490 

50-10 


7903300193 

50-458 

7903200030 

50-254 


7903000423 

60-498 

7903190151 

50-358 


7903000436 

50-498 

7903070114 

50-155 


7903090044 

50-498 

7903130287 

50-255 


7903190029 

50-490 

7703150364 

50-255 


7903280010 

80-490 

7903090560 

50-327 


7903300012 

30-490 

7903140991 

50-407 


7903290324 

30-498 

7903220474 

50-407 


7903300196 

50-496 

7703070474 

50-331 


7903000424 

50-402 

7703140090 

SO-331 


7903000437 

50-402 

79031901 to 

50-315 


7903090040 

50-402 

79031 503S2 

50-315 


7903210543 

80-402 

7903070040 

50-263 


7903190022 

50-402 

7703130264 

50-202 


7903290193 

50-482 

7703130477 

50-202 


7903200007 

50-482 

7703140106 

50-263 


7903300015 

50-482 

7903220460 

50-202 


7903300005 

50-402 

77031 60078 

50-202 


7903300203 

50-402 

7703080057 

50-346 


7903000425 

50-382 

7703150040 

50-346 


7903080441 

50-382 

7903150420 

50-346 


7903090042 

50-302 

7703210000 

50-346 


7903190027 

50-382 

7903150427 

50-346 


7903200012 

50-382 

770322041 1 

50-403 


7903300013 

50-382 

7703220402 

50-266 


7903290329 

50-302 

7703140S9Q 

50-305 


7903300191 

50-302 

7903020417 

50-373 


7903000330 

50-298 

7703050499 

70-0 


7903090033 

50-298 

7703120274 

50-123 


7903200571 

50-205 

7703120306 

50-106 


7903000325 

50-285 

7903090.195 

50-255 


7903090020 

50-285 

7903090401 

50-331 


7903000327 

50-267 

7903210277 



7903090027 

50-267 

7703130067 

70*36 


7903000420 

50-445 


AUTHOR AFFILIATION 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET NO lUTHOR AIFILtATION 


3S1 


CEASinW NO docket no 


Office of InspoctiDit l< Enforcement 


Region 4< 
Director 


Dallas. Office of the 


Region 4i Dallas. Reactor C 
& Engineering Support Dranch 


Region 4. Dallas. Fuel 
-Materials Safety Branch 
Region 4. Dallas. Rcac 
Nuclear Support Rranch 


i 

79O30B0442 

50-445 


7903090047 

50-445 


7903190025 

50-445 


7903200008 

50-445 


7903300010 

50-445 


7903300003 

50-445 

1 ti uc t i on 

79O3300P0O 

50-445 

7903020074 

50-3B? 


79031 40PB9 

50-490 


7903140272 

50-445 


7903070166 

50-402 


7903140263 

50-445 


7903140283 

50-536 


7903220320 

50-313 


7903220225 

7903260056 

50-382 


790326005 1 

50-490 


7903260036 

50-498 


79032600 19 

50-3B2 


7903260024 

50-302 


7903260047 

50-490 


7903210216 

50-446 


/9O30B0S41 

50-458 


7903140887 

50-498 


79O30/O0BO 

50-490 


7903260034 

50-498 


7903260043 

50-490 


7903210)90 

50-490 


7903070166 

50-402 


7903070838 

50-402 


7903020070 

50-382 


7903220824 

50-382 


7903260015 

50-382 


7903140879 

30-556 


7903140267 

50-445 


7903140256 

50-445 


7903210810 

50-446 


7903070804 

50-445 


7903200807 

50-445 


7903130848 

50-458 

i i- 

7903220145 

70-1143 

itlons 

7903060500 

50-59 


79032203 1 2 

30-313 


7903150)06 

50-285 


7903150193 

50-285 


7903230021 

50-72 


7<?032300aB 

7900070547 

7900230074 

7900230075 

7900000024 

7903300026 

7903060490 

7900230019 

7900230072 

7900050349 

7900050345 

7903220310 

7903090360 

7900090079 

7700220331 

7903140126 

7900300022 

7903070047 

79031501B5 

7903150160 

7903050505 

Region 4. Dallas. Vendor Inspection 7903020293 
Drench 

7903020305 
7903150044 
7903150051 
7903210172 
7903210174 
7903130574 
7903220196 
7903PS0198 
7903210110 
7903210124 
7903000036 
7903000042 
7903060007 
7903060012 
7903210357 
79031 50092 
79031 50097 
7903210150 
7703210157 
7903070020 
79031 50026 
7903150030 
7903150800 
7903150209 


50-72 

50-267 

30-407 

50-407 

50-290 

50-290 

50-59 

50-72 

30-40/ 

50-274 

50-274 

50-313 

50-313 

50-368 

50-369 

50-290 

50-290 

50-205 

50-205 

50-2BS 

50-26? 


79014 t, >522 


7903010026 
'9030/0470 
■'raoSJ 30533 
■'903130541 
■'903210194 
79032 1 01 09 
7903210370 

'9U32 10275 
79032 lOOUO 
TVOOOo'jrT! 
'•>030602 >7 
79031 50192 
7903160514 
7903210320 
.'9032uC5a5 
79D3fcOC bOo 
7903 '.>51 ’2 
79031 >01:39 
'903:’u.i^Ci0 
7'.0332o206 
79031O013D 

79Ci324u5'./7 

■9031 fill in 

~ >031 ‘jOSnT 

79033 1 o395 

790J2 10403 

7903200161 

■903 C5I66 

7.f0326fC'49 

7903760007 

7903260070 

790J26(JC>74 

79031 40S 1 9 

79j3arOJ52 

'90326 5069 

/V0326U561 

,'9032 1 0360 

7903130531 

7903130323 

7903260044 

7903060006 

7903060003 

’903c';0200 

79032 10 J?5 

7903210146 

7903210)29 

7 iI03020;'96 

7 7t).)C2'i?90 

7903u2O2DI 

790320057(3 

7903) sot le 

'903040267 

7 >03060262 
■903210161 
79(33210170 

/90-J2101 55 
79032.M93 
7903220109 
•'9032501 77 
~903iaO'5S4 
79.501 >0548 
7'. jo.'ions 3 
7903210^35 
■90307f>lU6 
/ / 13210132 
■t '32 1 01 67 
■ TOJCl Or-ig 
’903010016 
-9r3£| M 11 
■OtJJloC 94 
79031 aOOia 
’703200! 5S 

79Dj2.->3| 53 

’9031SC 206 
9(3 Jl SO 190 
7'/oiiec"i4a 
>03150 DIO 
■903150&19 

'7 32102 rj 

90'Jl. I O' to 
"9u3flSu033 



352 

Wjrn.JH fl I- tLlATJi.. 


jrf I » i il^P( k 1 1 

ttr^nch 
Direc tor 


/ifljilOri ^1, Iva 

.ons i*‘oc ♦ I t>fi ' 


i'lPQlOh ^ til 
i f‘»atc’' J a J ® Si 


CORPORATE SOURCE INDEX 

CESSION HO DOCKET NO AUTHOR AFFILIATION 


accession no docket no 


»r • ri.» ^1 ( praent 


v'^id'i Inspactijii ’TOJISUI 27 




> ’-I ji.c I 7 Rpo' for 
‘ i II 4 jiipporf 


ihe 'f0^^^■^05Q 50-133 

•7031304&2 50-30B 

7', 03300432 30-50a 

7703130405 50-312 

7903210025 30-397 

7V0315030B 50-36.1 

7903150309 30-36J 

7903300346 50-344 

”703300347 30-344 

77Q33O03A9 50-397 

7903300336 30-206 

'9031C00I9 70-25 

(•0319j5Q6 50-528 

79031 403B3 50-228 


''J03140583 

50- 

52Q 

7 .03150062 

50- 

528 

7903100472 

50- 

528 

7903210401 

50- 

528 

''9032*10316 

50- 

528 

7703090096 

50- 

27 5 

"903190510 

50- 

133 

'903140365 

50- 

133 

""03140503 

50- 

133 

.'<03150063 

50- 

133 

790319’j48ti 

50- 

133 

7903210405 

50- 

133 

7903260317 

50- 

133 

7903190515 

50- 

344 

7 703 140375 

50- 

344 

7’<031 40583 

50- 

344 

7 .03)50365 

50- 

344 

79031 904 BB 

50-3’14 

7903210407 

50-344 

7903260318 

50- 

344 

7903140531 

50-361 

"703190517 

50-206 

.’903140377 

50' 

206 

7703140583 

50-206 

7703150066 

50-20O 

7903190494 

50-206 

7903210412 

50-206 

”903260320 

50-206 

7103130401 

50-312 

/90319052Q 

50-312 

7’70J 130421 

50-312 

7903140393' 

50-312 

7703140583 

50-312 

7703150067 

50 

-312 

7903190016 

50 

-312 

”903210414 

50 

-312 

”903260321 

SO 

-312 

”903300127 

50 

-508 

7903190524 

50 

-397 

7903140369 

SO 

-397 

7903140583 

SO 

-397 

”703130 4 48 

50 

-508 

7 7032200 29 

50 

-397 

7903150070 

50 

-397 

'903 19049 3 

SO 

-397 

7703210416 

SO 

-397 

”903260323 

50 

-397 

"703300411 

50 

-508 

7903220014 

50 

-133 

79031 2049? 

50 

-361 


790313045Q 50-308 
7903J03435 30-508 
”903130491 50-361 


79032 1 '‘’021 
/ 903210025 
7903120571 
7903150309 
7903190071 
“903190104 
NJo3 120565 
7903190064 
7903120496 
”903 1 £0400 
'703I50J0/ 
'703190098 
”<05150300 
7903130451 
7903210018 

I r • a' cl ^ - f UP I Far 1 1 1 f V ' '03020359 

p’ , li’ 1 i-f 

■ ’71 JC-60 J4 1 
'703130492 
”905190413 
7903140473 
/ ’03120507 
•90,11 I, 441 


50-397 

50-39/ 

50-592 

50-361 

50-275 

50-361 

50-592 

50-275 

50-361 

50-361 

50-361 

50-361 

50-361 

50-508 

50-397 

30-133 

50-520 

50-312 

70-984 

70-25 

50-361 

70-1257 


7 703170081 50-275 
'103300336 50-286 
.•9032600S3 30-323 


Region 5, San FiancietOi Reactor 
Opciations Nuclear Support Branch 


Region Si San franciecoi Safeguards 
Branch 


7903260106 

50- 

206 

7903280103 

30- 

406 

7903140451 

70- 

25 

7903140430 

70- 

1257 

7903060334 

50- 

526 

7903020237 

30- 

133 

7903190077 

50- 

•273 

7903260064 

30- 

•323 

7903120903 

50- 

•361 

7903260101 

30- 

•206 

7903280093 

50- 

460 

7903190400 

70- 

•984 

7903060005 

50- 

•344 

7903020236 

50- 

•275 

7903020265 

50- 

■206 

7903130340 

50- 

■113 

7903130346 

30- 

■113 

7903120464 

50- 

•139 

7903120467 

30- 

■139 

790300002 1 

30- 

•344 

7903090002 

30- 

-312 

7903190094 

30- 

-361 

7903210207 

30- 

•273 

7903300347 

30- 

•344 

7703300349 

50- 

-397 

7903130335 

50- 

-113 

7903120462 

30- 

-139 

7703120479 

50- 

-139 

7903020232 

50- 

-275 

7903210205 

50- 

-275 

7903080003 

30- 

-344 

7903060017 

30- 

-344 

7903300345 

SD- 

-344 

7903300340 

50- 

-344 

7903020262 

SO- 

-206 

79031 900B9 

SO- 

-361 

7903090001 

30- 

-312 

7903300348 

SO- 

-397 

7903120066 

SO 

-113 

7903130014 

50- 

-326 

79031 602 SB 

30 

-142 

7903150094 

SO 

-139 

7903130096 

SO- 

-27 

7903060597 

SO- 

-228 

7903140643 

70 

-2014 

7903150107 

70 

-754 

7903160269 

70 

-734 

7903070442 

50 

-312 


Office of Nuclear Maturial Safety l< Safeguards 


Office of Nuclear Material Safety fc 7903130350 

Safeguards 

7903020161 

7903080019 

7903140253 

7903160280 

7903130308 

7903300594 

7903120167 

7903280264 

7903280252 

7903280257 

7903300591 

7903280216 

7903060114 

Oivlsion of Fuel Cycle *c Material Safety 7903060166 

7903210213 
7903290212 
7903260281 
7903260326 
7903080590 
7903200076 
79031 404B4 
7903210209 
7903280271 
7903290295 
7903230305 
7903260276 
7903260372 
7903050019 
7903290223 
7903290230 
7903260205 

Assistant Director for Fuel Cycle 7903230202 

Safety S< Llcensino 

Fuel Process i Fab Branch 7903130344 

7903020154 

7903190137 

7903130300 

7703020153 

7903290299 

7903150314 


40-299 

40-8698 


40-8602 

27-39 

70-734 

70-734 

27-39 

27-39 


40-8302 

40-8564 

40-8035 

70-1237 

70-1257 

70-1220 

40-2239 

40-8564 

40-6564 

40-8432 

50-201 

70-2609 

70-2665 

70-624 

40-6035 

40-6035 

70-824 

30-346 

40-299 

40-8696 

70-2623 

40-8602 

40-6696 

70-1100 

40-8102 




CORPORATE SOURCE INDEX 


353 

AUTHOft AFfILlATlON 

ACCESS ION NO 

DOCKET NO 

AUTHOR AFFIUIATIOW 

ACCESSION MO 

DOCKE' MO 

afflca of Nuclear Material Safety % Safeguards 





Fuel Process & Fab Branch 

7S03a&0S3S 

70-124 


7903303023 

70-36 


7703130343 

40-299 


79031 50324 

70-1257 


7903260334 

70-371 


7903230066 

70-734 


7903130298 

40-8602 


•’901280013 

70-1113 


7903020 1 57 

40-8698 


mo 128904 9 

70-754 


7903280260 

70-2718 


/ 70 3 150274 

70-143 


7903210544 

70-364 


•’90328004 1 

70-687 


7903270021 

40-8035 


7903150323 

70-371 


7903270235 

40-8035 


r'?o3jaoo2 7 

•'0-371 


7903230189 

70-2609 


•’903280057 

70-820 


7903280292 

70- 1 257 


7903280294 

70-1151 


7903280194 

70-2885 


77032800 1 9 

70-1143 


7903050020 

70-27 


770328001 a 

70-398 


7903270010 

40-3392 


~90:'?QOOo9 

7O“0 


7903280204 

40-8720 

Physical Security 1. 1 f tii- mg Branih 

•■"-C 3060185 

70 -P24 


7903150325 

40-8721 



70-135 


7903270649 

70-1257 


7903290283 

70-27 


7903230186 

70-33 


-•90->2105Ca 

70-135 


7903300523 

70-2718 


7901060180 

70 23 


7903260206 

70-1 U3 



70-734 


7903200340 

40-8584 


’9u 32007 3 2 

70-^754 

Fuel Reprocess J< Recycle Branch 

7903060564 

70-2623 


790 32603-! J 

70-143 


7903010472 

50-201 



10 -5 5 


79032B0277 

70-135 


’ 70-32 10400 

70-37 I 


7903280250 

50-201 


790 323023 S 

70-8 


7903210535 

70-364 





7903280270 

70- 1 308 





7903270637 

70-1308 

of Nuclear 




7903060633 

50-201 






7903060630 

50-201 

Office of Nuclear fiOM-ctor Regulation 

7903090418 

50-280 


7903070065 

70-364 


7903060026 

50-305 


7903210542 

70-1143 


7703060031 

50-303 


7903260201 

70-364 


79(33063591 


Radioisotopes Licensing Branch 

7903200234 

71-9044 


5903010058 

50-253 

Transportation Branch 

7903090025 

71-9195 


’903140100 

3o-noo 


7903060635 

71*?033 



50-30I 


7903160094 



79CJ1400I 1 



7903220501 

71-909B 


7903200479 



79032B0333 

71-5916 


7903120010 



7903060627 

71-9033 


'903130486 



7903220087 

71-6144 


"■'<>31 5uC'04 

50-321 


7903220084 

71-9070 


790307C122 



7903290305 

71-6058 


’903I40L03 

50-344 


7903060627 

71-9033 


790314054 5 

50-2-*2 


7903140589 

71-6400 


'903140330 

50-148 


7903300057 

71-90 


7903080533 

50 324 


7903300190 

71-6244 


7903140702 

50-344 


7903220076 

71-6642 


"90 3200334 

50-98 


7903300502 

71-36 


790320P0B4 

50-366 





. 903120480 

SO-l-’l 


7903280284 

71-9079 


790}iri0''65 

50-592 


7903070534 

71-9013 


7 903200 J 39 



7903200593 

71-9023 


7VOJro0474 



7903210368 

71-9132 


"903200477 



7903220093 

71-9009 


7701210078 



7903270543 

71-6144 


7'>OJ330212 



7903220090 

71-9033 


' ' ^^^’60343 

3u 3')CI 


7903220498 

71-9098 


r '03220C34 

' -T/— 


7903200164 

71-6387 



if 7 47 


7903160089 

7 1 -6639 



•j(}-31*- 


7903090024 

71-9125 


7 'Ol^lOll ^ 

5C-3i>6 


7903090029 

71-5595 



50-348 


7903300185 

71-9186 


'703220440 

50-220 


7903070542 

7 1 -9088 


"903260215 

50-?e2 


7903290173 

71-211 



50-2o9 


7903230209 

71-9094 


7'iv326C063 

50-298 


7903160025 

71-5026 



50-333 


7903200153 

71-9111 


' '03300354 

50-280 


7903220079 

71-9094 


7903300504 

50-334 


7903220089 

71-6574 



30-327 


7903260111 

7 1 -202 



50-213 


7903060627 

71-9033 


•903000020 

5U-53C 


7903220096 

7 1 -9032 


790.i270ao5 

50-131' 


7903220082 

7 1 -9007 


.”09^-70640 

50-331 


7903280331 

71-5916 



30-2QO 


7903190399 



>■•>3060312 

50-2e0 

High Level it Transuranlc Vlaste Branch 

7903140384 



7 '09240^35 

50-305 


7903050034 



7 '03080104 



790320001 1 



7 7-0 ’0 '07 55 



7903140384 



•’703050-150 


Lou Level Waste Branch 

7903140571 

27-47 


901030261 



7903140024 

27-47 


9'- ■'230035 

30-311 


7903120112 

27-47 


• /■li 3200 105 



7903140193 

27-39 


'0 j25> >035 

50 31-' 


7903190390 

27-48 


’7"1 1404-94 


Division of Safeguards 

7903140134 

70-364 


79' .'23o<n5 

50-10 


7903300025 

70-33 



50-341 


7903200587 

70-687 



50-J34 


7903050454 

70-820 


’9{53'30.'IS1 

50-334 


7903300538 

50-327 


79u3Jj;„',5 

50-2u9 

Haterlat Control Licensing Branch 

7902270101 

70-27 


”901150341 

50-321 


7903060709 

70-1201 


79.i3i’3-035 

50-321 


7903130504 

70-364 


701210102 

50-333 


7903 1 40483 

70-133 


' V>'jS30C-35 

50-2 <7 


7903280030 

70-135 


"903220023 

50-113 


7903280035 

70-27 


• ; 042 30033 

50-133 


7903280039 

70-824 


' 7 03 3333 “1 

5f)-29C 


7903200062 

70-1201 


" J f3,>3-:.3L 

50-,y-'l 



364 


CORPORATE SOURCE INDEX 


author AFriLi«rion 

CC.iSlDN NO 

DOCKtT 


- 



Otfico of 1 At icn 

riJOBlAOnJO 



7U03290243 

’703340253 

77030^10105 

50-54'f 


7703160007 
■"-OOJOOSl 5 
”'.03320432 
”703270320 
’'y030tli-'297 

50-549 


’7031 4 js'yj 

50-90 


.4|)31'-0(.i6 7 

50-592 


■903;jB0210 

50-416 


•‘)034.’60J9^ 

50-369 

Division of » i i .»r t a ) 

VO i20'i09o 




”703060160 

"703070012 

50-549 


'903080897 

50-549 


7903000303 

50-549 


/90D 190586 

50-516 


903330019 

50-329 


•903150311 

50-56B 

/iwcidont In at r- 

’903000303 

50-549 


79028S00B3 

50-560 


■’703.00364 
"703300359 
"'70 1200.184 



' 703300.1 73 

50-220 


’9033i3C .16'7 

sm-sao 


70380U403 

’903.'00.15CI 

"7D3,’0044l 

’'03,>Ci0476 

S’’-! 211 

As^isidnt furtr lui ( nv u cninf 

’903270435 
’ y03^m4?0 
’903200412 
•703200363 
7?0)19U13‘7 

SO-213 

Pfojec 

Environments! f'l.'je'* Crsn.n i 

7703020101 

50-560 


”’.03200109 

50-341 


’933150270 

50-546 


”90319u394 

50-514 


/'>07200.’9 I 

50-514 


77030SO026 

30-341 


”70323011 7 

50-341 


•’703” 7031 5 

30-362 


■’903270036 

50-376 


’n^nnai.160 

30-302 

T" ^ 1 ronnents 1 H'.'jtit 111 sr'ch e 

’9031 ”04 

SO-4/l 


”10 JC-.03ia 

SO-52? 


.'<03300099 

30-549 


7903120460 

50-471 


7903190151 

30-329 


7903050065 

30-516 


7903200093 

30-361 


7903260105 

50-361 


79030201 12 

50-430 


7903140137 

50-553 


7903210279 

50-596 

Geoaciences Oraiich 

7903200044 

50-153 


7903060609 

SO-89 


7903060696 

50-52? 


7903090250 

50-400 


7903000202 

50-416 


7903090068 

50-409 


7903010329 

50-334 

Cost Benefit Analijsis Branch 

•7903000303 

50-549 

Environmental 6prcialiits Branch 

7903210154 

50-819 

Division or apeiali'o Rpactors 

7903200467 

50-237 


7903050090 

50-880 


7903270005 

50-344 


”903300533 

BO -5 


”903140282 

50-3J6 


7903230003 

50-280 


79031 40SS2 

50-331 


7903230083 

50-331 

• 

7903140222 

50-34B 


•’903090146 

50-70 


”903140882 

50-315 


7903230003 

50-893 


7903140822 

30-317 


7903230083 

50-237 


”903270111 

50-254 


7903140882 

50-346 


7903230003 

SO -384 


7903870090 

50-084 


7903140223 

50-334 


7903050567 

50-335 


”903140572 

50-335 


7903140228 

50-321 


7903230003 

7903870100 

50-321 


7903230083 

50-331 


7903140282 

50-309 


7903230003 

50-220 


7903140228 

50-890 


7903830083 

50-898 


author Ai'FILtATION ACCESSION NO DOCKET NO 


7903140322 SO-333 

7903230093 SO-333 

7903270095 50-277 

7903140222 50-344 

7903230198 50-346 

7903230003 50-859 

7903870107 50-259 

7903830003 50-271 

7903160004 
7903200233 30-331 

7903200443 50-220 

7903200462 50-237 

7903200443 50-220 

Assistant Directpr for Engineers !< 7903200330 S0-9B 

Projec ts 

7903230011 50-819 

7903200100 50-335 

7903000173 50-800 

7903120535 50-10 

7903120535 50-89 

7903000100 50-844 

7903000173 50-280 

7903120535 50-244 

7903000173 50-331 

7903120535 50-335 

7903080173 50-202 

7903180535 50-819 

7903230001 50-819 

7903000173 50-315 

7903120535 50-313 

7903080173 50-893 

7903180535 50-317 

7903000100 50-10 

7903120535 50-237 

7903000173 50-3 

7903120535 50-346 

7903000100 50-155 

7903120535 50-155 

7903080173 50-324 

7903080100 50-409 

7903180535 50-409 

7903000173 50-321 

7903000100 50-219 

790323000 J 50-219 

7903080173 50-854 

7903830001 50-817 

79031S0S35 50-309 

7903080100 50-213 

7903120535 50-213 

7903080173 50-290 

7903080100 50-206 

7903120535 50-206 

7903000173 50-259 

7903080100 SO-89 

7903180533 60-29 

7903020310 50-10 

7903800304 50-819 

7903300801 

^ 7903800304 50-819 

Engineering Dr«nch 7903100077 

Environmental Evaluation Branch 7903800461 

7903800400 50-880 

7903140046 

Operating Reactors Blanch 3 7903050436 50-155 

7903060437 50-155 

7903020842 50-871 

7903020345 60-271 

7903020248 50-271 

7903130403 50-859 

7903130409 50-259 

7903150003 50-381 

7903150007 50-321 

7903080530 50-324 

7903080534 50-324 

7903000540 50-324 

7903190006 50-271 

7903190127 50-271 

7903200040 50-384 

7903800048 50-324 

7903200135 50-312 

7903200168 50-890 

7903800168 50-390 

7903200237 50-333 

7903200841 50-333 

7903800305 50-293 

7903200318 50-893 

7903820044 50-259 

7903280052 50-859 

7903220229 50-854 

7903220230 50-254 

7903280834 50-854 

7903880413 50-877 

7903880419 50-877 

7903200006 50-366 

7903200183 50-277 

7903200125 50-877 

790380013B SO-OZl 



AUTHOR affiliation 


Offit* of Nuclear Rpactor Regulation 
Operating Reactors Dianch 3 


Operating Reactors Branch 4 


CORPORATE SOURCE INDEX 3S5 


ACCESSION NO DOCKET NO AUTHOR AFFILIATION A'CFSSION NQ LOCrl'T NO 




. 

““ 


7V03200147 

50-321 




7R032000aO 

30-366 


;90uoao369 


790321051 5 

30-366 


7903070033 

50-13 

7903210520 

50-366 


7903140^37 

50- **0 

7903220435 

50-820 


7903300371 

50-3/n 

7903220444 

50-220 


7903140157 

50-2/4 

7903260062 

30-298 


7903070193 

S0-3J 3 

7903260066 

50-290 


7903070135 

50-313 

7903260184 

30-234 


7903233205 

50-313 

7903260180 

50-254 


7aO3r'0PO24 

50-31 3 

7903300292 

50-220 


7903210377 

50- MS 

7903300294 

50-220 


7903270009 

50-313 

79030B01B6 

S0-29J 


7903050540 

SO- 31 » 

7903200300 

50-293 


790309 1418 

50-31 ' 

79030101 12 

50-10 


77QJ15U326 

SO-31 • 

7903220227 

50-254 


7903210253 

50-317 

7903220425 

So-265 


7903210051 

50- "il » 

7903260101 

50-254 



5D-M7 

7903030430 

50-1 5 fi 



53-269 

7903120012 

50-324 


790J190118 

50-^6? 

7903080326 

50-324 


7903260176 

50-26/ 

7903070375 

30-324 


7903160143 

SO-Sb” 

7903200036 

50-324 


7903060014 

50-302 

7903220382 

50-324 



50- 3 02 

7903150001 

So-381 


79033 303 /a 

50-302 

7903200133 

50-321 


7903200187 

50-31S 

790320007B 

50-366 


7903070116 

50-335 

79032 loses 

50-366 


7903200043 

50-335 

7903220430 

50-220 


7903260363 

50-335 

7903300289 

50-820 


7903060695 

50-Ptl5> 

7903200155 

50-290 


7903060662 

50-Pa7 

7903200092 

50-298 


7903160065 

so-Pa® 

7903260058 

30-298 


7903140535 

50-ia9 

7903200231 

50-333 


7903140665 

50-287 

7903280409 

50-877 


7903210250 

50-289 

7903200117 

50-277 


7903260369 

50-.336 

7903260334 

50-277 


7903140565 

50-336 

7903220346 

30-344 


790320012a 

50-312 

7903130479 

50-859 


7903260360 

50-312 

7903220042 

50-859 


7903050552 

30-346 

7903220423 

50-259 


7903270046 

50-346 

7903020240 

50-27 1 



50-40'* 

7903150334 

50-27 1 


7903200070 

50-309 

7903190002 

50-87 1 


790307003o 

50-107 

7903220172 

50-27 1 


;9O30&O6SO 

50-269 

7903150416 

50-331 


7903160305 

50-302 

7903270007 

50-331 


7903050563 

SO-317 

7903200490 

50-880 


7903080158 

50-313 

7903060697 

50-293 


7903140336 

50-309 

7903140419 

50-298 


79031 40345 

50-335 

7903200142 

7903160030 

50-321 

50-324 


7903150270 

79032803B3 

50-346 

7903220412 

50-31 1 


7903220343 

SO-317 

7903290282 

7903200313 

50-335 


7903160038 

7903230002 

50-205 

50-70 

7903060623 

50-72 

Assistant Directo-r For Reactor B-aF^eQuar d ^ 

7903120144 

50-280 

7903060626 

50-407 

Reactor Eafeguards Ltccrsing Dranch 

7903010439 

50-344 

7903070038 

50-197 

Assistant Dlrectcc- for Sgstems h 

7903130077 


7903070189 

7903060049 

50-186 

50-192 

Pro jec ts 

7903010070 

50-219 

7903200256 

SO-1 12 


7903270590 

50-437 

7903050207 

SO-294 


7903830083 

50-220 

7903140567 

50-336 


790323000 1 

50-819 

7903260121 

7903190125 

7903190130 

SO-269 

50-869 

50-869 


7903300541 

7903300549 

79031SO43S 

50-54 

7903200132 

50-318 


790327061 1 

50-364 

790321026! 

50-317 


7903270609 

50-369 

7903210263 

50-809 


7903870573 

50-528 

7903210264 

SO-317 


7903270583 

50-471 

7903210265 

50-289 


7903270524 

50-409 

790321 026 B 

50-317 


7903270582 

50-452 

7903280032 

50-313 


7903270574 

50-412 

7903280056 

50-313 


7903270606 

50-369 

7903280003 

50-309 


7903270607 

30-309 

7903280089 

50-309 


7903230001 

50-219 

790320004 5 

50-335 


7703870515 

50-498 

7903200046 

50-333 


7703230001 

30-219 

7903210055 

50-317 


7903270614 

50-363 

7903210069 

50-317 


7703270593 

50-402 

7903260393 

50-336 


77D3270603 

50-382 

7903260390 

50-336 


7903270497 

50-516 

7903160046 

50-269 


7903270576 

50-423 

7903160064 

50-269 


7903270380 

50-568 

7903280106 

50-897 


7903230083 

30-r20 

7903300378 

50-375 


7903270506 

50-484 

7903150299 

50-97 


7903870620 

SO-S^O 

7903200327 

50-90 


7903870506 

50-580 

7903050876 

50-294 


7903270534 

50-549 

7903280101 

50-297 


7903270392 

50-273 

7903130042 

50-59 


7903270616 

50-3 ( 1 

7903290067 

50-83 


7903B70512 

50-485 

7903070186 

50-106 


7903270612 

50-361 

7903200852 

50-112 


7903270617 

50-395 

7903060047 

50-192 


7903270529 

50-582 

•7903130046 

SO-62 


7903270612 

50-361 

79O306O6S0 

30-72 


7903870521 

50-500 

7903060646 

30-72 


7903270621 

30-445 
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CORPORATE SOURCE INDEX 


r^l'TKOf< ArhiLXAMQU 


of Ro 9 uldtion 

for • 

Pro jectr« 


Plant viyiten« 


Op^rotin^ Rre)Cl3i' P1^^c^ I 


MCESStON ND 

DOCKET lia 

AUTHOR AFP I LI ATI OH 

ACCESSION NO 

DOCKET 

10462 

S0-51B 


7903220295 

50-230 




7903260172 

50-250 

/9o:ia/os44 

30-43B 


7903300316 

30-315 

790Jai046S 

50-483 


7903130438 

30-282 

7903310501 

50-404 


7903260209 

30-282 

7903210475 

50-502 


7903130347 

30-286 

7903210492 

50-460 


7903190090 

30-286 

7O032002a3 

50-216 


7903200016 

50-286 

/903010ufat 

50-219 


7903260148 

30-286 

'9OJ2O03O4 

50-219 


7903160032 

50-286 

(90301007.1 

50-219 


7903010466 

30-334 

790301007.1 

30-245 


7903130432 

30-344 

7903200304 

50-219 


7903140200 

30-344 

7903150445 



7903200529 

50-344 

7903220404 



7903220320 

50-344 

7903130C96 

50-409 


7903260208 

30-344 

7903200130 



7903290174 

50-344 

790307.0568 

50-70 


7903140518 

50-272 

/903090245 

50-313 


7903200024 

30-280 

7903060570 



7903970610 

30-280 

790327024 1 



7903060639 

30-301 

7903070399 



7903200295 

30-266 

7903070037 

50-247 


7903070031 

50-247 

7903200347 

50-260 


7903080268 

50-293 

7903130090 

30-409 


7903060569 

30-250 

790309024 5 

50-313 


7903080209 

30-334 

7903200130 



79031 SOI 5B 

30-230 

7903060642 

50-301 


7903210060 

50-303 

7903060655 

50-301 


7903210062 

30-334 

7903300519 

50-315 


7903220100 

50-334 

7903140190 

50-334 


7903300333 

50-334 

79031 40S01 

50-344 


7903060690 

50-280 

7903140206 

50-344 

Operating Reactors Riatich 2 

7903010034 

30-235 

7903140526 

50-272 


7903010039 

50-235 

7903140050 

30-272 


7903140199 

50-244 

7903140327 

50-348 


7903140203 

50-244 

7903140332 

50-348 


7903140439 

30-244 

7903 140504 

50-3 


7903200005 

50-244 

7903140596 

50-3 


7903200224 

50-244 

7903160292 

50-250 


7903190030 

30-243 

7903160296 

50-250 


7903190052 

30-243 

7903160299 

50-250 


7903190061 

50-29 

7903190093 

50-286 


7903190069 

30-29 

7903190106 

50-3 


7903210338 

30-237 

7903190020 

50-295 


7903210359 

30-155 

7903190020 

50-295 


7903210562 

50-153 

7903190033 

50-295 


7903210373 

30-237 

7903150264 

30-3 


7903210379 

30-237 

7903190265 

50-3 


7903210302 

30-237 

7903220332 

50-344 


7903220123 

80-213 

7903220334 

50-344 


7903220127 

50-213 

7903220339 

50-344 


790326001 1 

30-237 

7903220372 

50-340 


7903260017 

30-237 

7903220379 

50-348 


7903260022 

30-237 

7903160035 

50-286 


7903260036 

30-213 

7903160037 

50-286 


7903260042 

30-213 

7903220352 

30-344 


7903260J?24 

30-10 

7903220336 

50-344 


7903260226 

30-10 

7903220487 

30-334 


7903230313 

30-213 

7903220495 

50-334 


7903230318 

50-213 

7903270004 

SO-250 


7903010342 

50-10 

7903270006 

SO -2 50 


7903210320 

50-237 

7903270634 

50-280 


7903210369 

80-237 

7903270642 

30-280 


7903260008 

30-237 

7903270647 

50-280 


7903290066 

30-10 

7903280086 

30-3 


7903260212 

50-10 

7903280096 

30-3 


7903010032 

50-255 

7903220246 

50-247 


•7903140164 

50-153 

7903220249 

50-247 


7903260283 

30-295 

7903220294 

S0-34B 


7903270014 

30-193 

7903220301 

50-348 


7903200313 

30-213 

7903260211 

so-ae? 


7903200104 

30-213 

7903260217 

50-202 


7903220123 

30-213 

7903290173 

50-344 


7903260033 

30-213 

7903290177 

50-344 


7903230307 

50-213 

7903290170 

30-344 


7903140169 

30-409 

7903300310 



7903210555 

90-193 

7903140325 

30-348 


7903060490 

50-219 

790J22037O 

30-340 


7903060477 

80-219 

7903220292 

50-348 


7903190044 

30-248 

7903190096 

50-295 


7903290274 

50-245 

7903190014 

50-295 


7903030438 

50-244 

79032300SO 

50-293 


7903060481 

90-244 

7903140354 

SO-247 


7903060493 

90-244 

7903140579 

50-3 


7903060619 

90-244 

7903100261 

30-3 


7903140192 

30-244 

7903270203 

50-247 


7903140436 

90-244 

7903280068 

50-3 


7903200002 

30-244 

7903220243 

50-247 


7903830227 

30-244 

7903200107 

50-261 


7903060628 

30-206 

7903210336 

50-261 


7903210366 

90-206 

7903140189 

50-334 


7903260077 

90-206 

7903210525 

50-334 


7903260374 

50-266 

7903220483 

50-334 


7903070437 

90-29 

7903160269 

50-230 


7903190080 

90-29 

7903210364 

50-230 


7903290133 

90-29 

7903220302 

50-230 


7903030495 , 

90-244 

7903370002 

80-250 


7903220043 

50-133 




CORPORATE SOURCE INDEX 
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AUTHOR AFFIUIATION 

ACCESSION NO 

OQCHET NO 

author AFFILIATION 

f.ccessiofi MO 

DDCKCT liO 

Office of Nuclear Reactor Regulation 






Operating Reactors Branch 2 

7903080007 

50-10 


'90305006 1 



7903200308 

50-10 


’903lo0202 



7903050503 

50-844 


7903210159 



7903160257 

50-^09 


7901210090 



790309007*1 

50- 1 55 


7903060612 



790320002B 

50-244 


7903130100 



7903200054 

50-10 


790315JT14 

50-34 1 


7903220090 

50-29 


*■903060191 

50-369 


7?033003-99 

30-813 


'903090182 

50-3e f 


7903300579 

50-10 


'90 1190156 

50-36 / 


7903230004 

50-89 


7903210551 

50-36 f 

Reactor Safetg Branch 

7903200174 

50-847 


79031 ''G3S3 

50-30-' 

Bgstentfitlc Evaluation Programs Branch 

7903160002 



7903140104 

50“ Jilj 1 


7903220299 



7?0'J3005y9 

50-361 

Division of Project Management 

7903260294 

50-369 


7903120489 

50-395 


7903260340 

50-338 


7903300529 

50-361 


7903230201 

50-584 


7903020176 



7902270301 

50-447 


79031^0125 



7902220170 

50-447 


79032 10411 

30-445 


79022201 74 

50-447 


/^90_j;.oo4';5 



7902220100 

50-447 


7903060560 

50-361 


7903150277 

50-454 


7*703000164 

50-3&r 


7903190021 

50-373 


79030 70J02 

50-361 


7903210049 

50-358 


7903150399 

50-361 


7903020170 

50-369 


7903070 195 

50-369 


7903060605 

50-402 


7903090252 

50-3B3 


7903160012 

50-322 


7903150140 

'0-445 


7903300S63 

50-4*77 


7903190036 

50-437 


7903020174 

50-500 


790J21CO32 

50-361 


7903060705 



7903260367 

50-445 


7903060700 



7 9032 8024 4 

50-4-15 


7903060710 



7903200445 


Assistant Director for Light Mater 

7903290316 

50-437 

Ulght Uattr Reactor^ Branch 3 

7903220 196 


Reactors 




790301000*' 

50-596 


7903150020 



7903120593 

50-3Ga 


7903200067 

50-528 


7903120396 

50-338 


790329031 1 

30-359 


f903i3003E 

50-592 


7903260297 

50-3 41 


7903860341 

50-333 


7903200064 

50-466 


7903200500 

50-560 


7903260310 

50-461 


■'903220395 



7903280061 

50-402 


;703 130616 



7903260307 

50-382 


7903190144 

50-502 


7903290312 

50-322 


7903190567 

50-31 1 


7903260309 

50-416 


790320031 1 

53-338 


7903140666 

80-568 


7903260386 

50-568 


7903260298 

50-368 


7903280187 

50-5611 


7903260305 

50-580 


7903260304 

50-360 


7903200072 

50-307 


7903090330 

50-596 


7903290303 

50-522 


7903260376 

50-560 


7903260303 

30-395 


7903140293 

S0-59e 


7903260308 

30-445 


7903130089 

50-592 


7903260312 

30-403 


7903140466 

50-471 


7903260301 

50-397 


7903060517 

50-373 


7903200131 

50-358 


79Q3O605 1 4 

50-3 -3 


7903220273 

50-592 


7903OS0076 

50-3/3 


7903810152 

50-369 


79031 90 11)2' 

50-373 

Light Water Reactors Branch 1 

7903160206 



7903800080 

50-:i~3 


7903150016 



7903060524 

50-496 


7903060304 



79030500B3 

50-49G 


7903060674 

30-445 


7903030505 

50-498 


7903050093 



7903190019 

50-49B 


7903020251 



7903 1 90056 

50-498 


7903220270 



79030 1 0004 

50-596 


7903160205 



7903 1 30263 

50-596 


7903070193 

30-313 


7903050000 

50-3B7 


7903090092 

30-368 


7903140170 

50-387 


7903090122 

30-364 


7703 1 90355 

50-367 


7903 230205 

30-313 


7903140495 

50-31 1 


7903280024 

30-313 


7903800099 

50-31 1 


7903130022 

30-358 


7903050073 

50-438 


79030900B8 

30-358 


7903210393 

50-430 


7903090001 

30-358 


7903000031 

50-339 


7903090106 

SO-341 


7903120590 

50-338 


7903120601 

30-341 


7703260339 

50-338 


7903300513 

30-341 


'903060613 

50-302 


7903000177 

30-416 


7903180133 

50-502 


7903080272 

50-416 


7903140079 

50-502 


7903210518 

30-416 


7903060565 

50-331 


7903300S53 

50-416 


7903130433 



7903000181 

50-393 


7903010331 

50-528 


7903090095 



7903060693 

30-373 


7903060608 

30-322 


7903140399 

50-373 


7903020369 

50-416 


7903030163 

50-568 


7903190343 

50-556 


7903050330 

50-373 


7903200278 

50-34 1 


7903070195 

50-31 1 


7903820036 

30-322 


7903090199 

30-311 


7903260073 



*7903090070 

50-302 


7903260370 

50-341 


7903130435 

30-396 


7903270043 

50-322 


7903210276 

50-596 


7903800440 

30-322 


•r90316001B 

50-31 1 


7903200847 

50-322 


7903190180 

50-373 

Light Mater Reactors Branch 2 

7903050064 - 



7903800032 

50-56B 


7903210059 



7903200489 

50-338 


7903300S64 

50-477 


P re vt /V OO 



7903810052 






7903370011 

30-437 





7903160204 
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AUTHOR Af-FIHATlUtt 


CORPORATE SOURCE INDEX 

ACCtSt>lDN NO DOCKET NO AUTHOR AFF 1 1.1 AT I ON 


ACCESSION NO 


Of Tier of Nuclear Rcsi-tor H63.>l«9tion 


Office of Standards Dovelopoient 


lijht Uatei Reactor*. Iiiarich 4 


Operator Li>enaiiij Uianch 


Oualitij Asauraiice Kianch 


Advanced Reactois IH'anch 


Standerdi tat t dll BrancH 


Division of Systems Safety 


Assistant Oiiectoi for EnylneerlH} 
Assistant Dlioctnr for Plant Systems 


Avsillary Systems Brancn 
Containment Systems Diancr 


Electric* Insti umentati on !< Control 
Systoms Dranih 


Assistant Director for Reactor Safety 

Analysis Oranch 

Coro PerpQi mailt e Branch 


Reactor Systems Oianth 


903P7(1066 

50-327 

7903190 135 

50-329 

79031 404 BO 

50-389 

'903260192 

30-329 

/90JI50113 

50-322 

79032 10250 

50-289 

7903300520 

50-514 

/ 9030606 97 

50-445 

7903050029 

50-390 

7903140142 

50-327 

7903140515 

50-390 

79032700&3 

50-327 

7903I4014B 

50-397 

7903270,145 

50-397 

79031 $OaOB 

50-329 

7903120422 

50-445 

7903060596 

90-440 

7903010323 

50-546 

7903060661 

30-390 

7903070074 

50-329 

7903080167 

50-327 

7903080157 

50-329 

7903270052 

90-329 

790J270302 

50-440 

7903300598 

90-329 

7903200316 

50-350 

7903190060 

50-331 

7903000323 


7903060658 

50-38/ 

7903260406 

50-502 

7903060600 

30-454 

79031 90 1?3 


7903190117 


7903270374 


7903050870 


7903060156 


7903050209 


7903150059 

30-25'/ 

7903150060 

50-267 

7903070024 


7903080345 

50-267 

7903150093 

50-267 

7903160309 


79030803S9 

90-267 

7903200344 

50-267 

79022/0302 


7902220173 


7902280163 


7902270300 


7903070100 

50-93) 

7902220178 


7903010334 

50-560 

7903150177 

90-560 

7903070100 

50-4BO 

79030609B9 

30-4B0 

79030600B3 

50-572 

79030701 97 

50-972 

7903120136 

30-560 

7903130003 


7903150440 

90-591 

7903210490 

50-470 

7903070496 


7903070484 


/903070476 


7903070473 


7902210130 


7903300577 


7903200297 


7903290291 


7903290247 


7903290257 


7903290269 


7903280219 

90-245 

7903130986 


7903200426 


7903150405 


7903200130 


7903200430 


7903120459 

90-220 

7903050483 


7903230009 

90-353 

7903070141 

50-572 

7903060062 

90-972 

7903060698 

50-578 

7903290297 

90-470 

7903290307 

90-470 

7903300580 


7903060307 


7903220406 


7903130590 


7903140489 


7903140660 


7903270033 


7903870233 


7903220463 


7903300901 



Office of Standards Development 


Division of Engineering Standards 


Reactor Systems Standards Branch 


Fuel Process Systems Standards Branch 
Transportation ti Product Standards 
Branch 

Site Designation Standards Branch 
Occupational Health Standards Oranch 


79030B0613 

7903070002 

7902360291 

7903070079 

7903320371 

7903080023 

7903060694 

7903190578 

7903230226 

7903300597 

7903200261 

7903300656 

7011020016 

79032S0262 

7903050S60 

7903230222 

7903220047 

7903290095 

7903290098 

7903090432 

7903300992 

7903290091 

7903290333 

7903050559 

7903090355 

7903050562 

79030B0H97 

7903120196 

7903210550 

7903090220 

7903300526 


Offiie of Nuclear Regulatory Research 


Office of Nuclear Regulatory Research 79030B0U5 

7903300036 

7903300253 

7903300094 

7902270150 

Olvislon of Reactor Safely Research 7903210470 

7902280256 

7903120089 

7903200257 

7903200003 

79022B0247 

7903300532 

Ecperlmenlai Fast Reactor Safety Research 7903140213 
Branch 7903140291 

7903140239 

7903140244 

Fuel Behavior Branch 7903290072 

7903200579 


U S Nuclear Regulatory Commission 


Comml sslon 


7903230175 
7903230184 
79032301 B9 
7903220094 
79a33002BB 
7903300303 
7903200157 
7903050545 
79030 B0610 
7903080605 
7903060020 
7903090239 
7903000621 
7903080005 
7903020000 
7903000606 
7903000109 
7903010373 
79031204B7 
7903080597 
7903000600 
7903000609 
7903000595 
7903140200 
7903060604 
7903090110 
7903060632 
7903000646 
7903000607 
7903200437 
7903270050 
7903270627 
7903200908 
7903200949 
7903200942 
7903200999 
7903220390 
7903300209 
7903300136 


DOCKET NO 


50-133 


90-549 


90-133 

71-5997 

71-9051 


70-2726 


90-320 



AUTHOR AFFILIATION 


CORPORATE SOURCE INDEX 


359 


ACCESSION NO DOCKET NO 


AUTHOR AFFILIATION 


ACCESSION NO DOCKET MO 


U B Nuclear Regulatory Commission 


Commission 


790314061 1 
790314061a 
7903140616 
7903300069 
7903060361 
7903300179 
7903160169 
7903300239 
7903300043 
7903300043 
7903300046 
790330004B 
7903300096 
7903300034 
7903140604 
7903300238 
7903300171 
7903300209 
7903300221 
7903300124 
7903280131 
7903300281 
79033000B9 
7903140849 
7903300230 
7903300240 
7903390077 
7903290060 
7903300051 
7903290053 
7903300042 
7903300129 
7903290069 
7903300136 
7903300192 
7903300147 
7903300037 
7903280168 
7903280140 
7903300039 
7903280129 
7903280109 
7903200102 
7903280116 
7903300244 
7903300163 
7903280107 
7903280120 
7903300212 
7903300150 
7903300150 
7903300000 
7903300054 
7903280234 
7903280097 
7903280099 
7903280123 
7903280161 
7811150218 
7902260015 
7903060111 
7903200566 
7903120373 
7903180399 
7903120410 
7903280211 
7903280232 
7903200243 
7811150218 
7903120373 
7903120410 
7903140500 
7903140596 
7ei 1150218 
7812200038 
7903120373 
7903120399 
7903120410 
7903140576 
7903140594 
7903140600 
7903300217 
7903300207 
7903280113 
7903160178 
7903140563 
7903160162 


50-593 


Office of Congressional Affairs 
Office of the Oeneral Counse I 


Office of Inspector !< Auditor 
Office of Policy Evaluations 

Office of the Secretary of the Commission 


Docketing t< Service Branch 


7903280120 
7903280227 
7811150210 
7903120373 
7903120399 
7903120410 
7903140383 
7903140590 
7903280206 
7811150218 
7903280196 
7903120399 
7903120410 
79 033000 3B 
7903300)26 
7903280195 
7903200178 
7903300059 
7903300077 
7903300110 
7903300041 
7903300035 
7903280129 
7903300063 
7903300040 
7903200050 
7903290073 
7903150059 
7903150056 
7903270025 
7903290195 
7903070417 
7903020188 
7903220360 
7903080608 
7903290243 
7903290253 
7903290247 
7903290214 
7903290220 
7903020196 
7903200004 
7903200562 
7903200006 
7903290209 
7903290207 
7903290233 
7903200 1 57 
7903050549 
7903230103 
7903070417 
7903000610 
7903020185 
7903010005 
7903050422 
7903020420 
7903060614 
7903070139 
7903190140 
7903090212 
7903150103 
79030901 19 
7903080332 
7903160090 
79O314O3S0 
7903140610 
7903160293 
7903220380 
7903260154 
7903260174 
7903220303 
7903200001 
7903070397 
7903060035 
7903280297 
7903120371 
7903070413 
7903010124 
7903070394 
7903050227 
790308061 S 
7903000617 
7903120339 
7903300047 
7903300044 
7903290240 
790330021 1 


50-502 


50-4S5 


50-329 


50-576 

70-2623 

70-2623 


50-200. 

50-280 

50-485 

50-329 


SO-354 

50-485 

SO-320 

50-280 

50-405 

50-522 

50-354 


70-2730 




REPORT NUMBER INDEX 


stt 


REPdnr NUMBER 


420-70 120 

70-9-FP-l 

70-RD-J32 

7‘?020 10208 

/?030 10030 

77030 10084 

7703010087 

7703020003 

77030201 17 

7703020128 

7703090208 

7703060577 

7703060667 

7703060703 

7703060706 

7703070106 

7703070170 
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